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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”-“Fireline”  Rules. 

Approved  Fireline  Hose  Valves. 

Revolving  Door  Rules. 

Elevator  Rules. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Approved  Burners  for  Industrial  Use. 

Reserve  Calendar. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Factory  Exit  Rules. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan*. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  'be  called  in  Room  1013,  Tuesday,  January  5,  1932, 
at  2  o’clock.  At!  this  call  each  case  is  set  for  hearing  on  a 
definite  day.  \  j'fj 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  12,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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HENRY  L.  CONNELL,  Temporary  Chairman, 


CALENDAR  ' 


DOCKET. 

New  Cases  Filed  up  to  December  30,  1931. 

Cal.  No.  Department.  Premises  Affected. 

613-31-BZ . B.B.B _ 126-150  Kings  highway,  Bklyn., 

-  Applic.  15727-31 

612-31-S . B.B.M - 37-41  E.  58th  st,  Man., 

-  Viol.  6209 

611-31-S . F.D . 107  W.  28th  st.,  Man., 

-  L.  D.  90296 

610-31-A . F.D . 80-82  Clinton  st.,  Man., 

-  Order  No.  19-A 

609-31-BZ . B.B.Bx. .  .3469-3471  Bronx  blvd.,  Bx., 

-  N.  B.  1004-31 


CODE 


F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  5,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

329-31-BZ. 

APPLICANT — Jacob  Leiman,  for  Samuel  Meyerowit? 
owner. 

PREMISES — 57-61  71st  street,  Maspeth,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  business  use  (store). 

489-31-BZ. 

APPLICANT — Christian  S.  Juell,  for  Buena  Vista  Estates, 
Inc,,  owner. 

PREMISES — 138-53  Northern  boulevard,  north  side,  310  ft. 
east  of  Union  street,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop. 

486-31-BZ. 

APPLICANT — Robert  Teichman,  for  Mary  Jamieson, 
owner. 

PREMISES — 58  East  86th  street,  Manhattan. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  the  present  business  use  in  part  of  an 
existing  building. 

509-31-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Samuel  Nehemiah, 
owner. 

PREMISES — 53-55  Henry  street  and  84-90  Cranberry  street, 
southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  business  distirct,  extending  from  an  un-  j 
restricted  district,  the  erection  and  maintenance  of  I 
a  gasoline  service  station. 

528- 31-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  George 
W.  Horr,  owner. 

PREMISES— 70-52  Kissena  boulevard,  northwest  corner  of 
70th  road,  Flushing,  Borough  of  Queens, 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

529- 31-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Louis  I 
Lafreniere,  owner. 

PREMISES — 126-14  Merrick  boulevard,  northwest  corner 
of  127th  avenue,  Springfield,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone  j 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a  ] 
business  district,  the  erection  and  maintenance  of  a  I 
gasoline  service  station. 

566-31-BZ. 

APPLICANT — Hyman  &  Segall,  for  T.  &  H.  Construction  | 
Corp.,  owner. 

PREMISES — 119-01  to  119-03  Jamaica  avenue,  northeast 
corner  of  Lefferts  avenue,  Richmond  Hill,  Borough  „ 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone  I 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main-  ; 
tenance  of  a  gasoline  service  station. 

335-28-BZ. 

APPLICANT — Celia  Rosoff,  owner. 

PREMISES — 516-522  Sheeipshead  Bay  road,  southeast  cor¬ 
ner  of  West  5th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main-  ] 
tenance  of  a  gasoline  service  station  (previously  ' 
denied;  reopened  October  27,  1931). 

60-30-BZ. 

APPLICANT — James  Kearney,  for  Florence  L.  Cruikshank, 
owner. 

PREMISES — Northeast  corner  of  Parsons  boulevard  and 
84th  road,  North  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously  dismissed  for 
lack  of  prosecution ;  reopened  and  restored  to  Cal¬ 
endar  December  15,  1931)  „ 

158-31-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Ella  Leshnower, 
owner. 

PREMISES — 137-00  101st  avenue  and  101-01  Van  Wyck 
boulevard,  southeast  corner,  Jamaica,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business:  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
dismissed  for  lack  of  prosecution ;  reopened  and 
restored  to  Calendar  December  15,  1931), 
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CALENDAR 


JANUARY  5,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  morning,  January 
,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
n  the  following  matters: 

al.  no.  571-30-BZ — Application,  September  3,  1930;  denied 
January  6,  1931 ;  reopened  October  14, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Joseph  M.  Loner- 
gan,  applicant,  on  behalf  of  Frank  C. 
Colyer,  lessee,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  the  basement  story  of 
an  existing  apartment  house  from 
dwelling  to  business  use  (restaurant)  ; 
premises  761-765  St.  Mark’s  avenue 
and  123-147  New  York  avenue,  north¬ 
east  corner,  Brooklyn. 

AL.  NO.  303-30-BZ— Application,  May  1,  1930;  withdrawn 
October  7,  1930;  reopened  October  8, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Homack  Construc¬ 
tion  Corp.,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  117-01  Farmers  boule¬ 
vard  and  189-14  Foch  boulevard  (Cen¬ 
tral  avenue),  southeast  corner,  St. 
Albans,  Borough  of  Queens. 

al.  no.  378-31-BZ — Application,  July  29,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  T.  John  McKee,  applicant,  on  behalf 
of  Maria  Astarita,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  107-111  3rd  place,  north  side, 
100  ft.  east  of  Court  street,  Brooklyn. 

al.  no.  404-31-BZ— Application,  August  18,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  Cipriano,  applicant,  on  be¬ 
half  of  Lucy  Cipriano  and  Lena  Cip¬ 
riano,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
6413-6423  Fort  Hamilton  parkway  and 
949-957  65th  street,  northeast  corner, 
Brooklyn. 

.'al.  no.  431-31-BZ — Application,  September  2,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Simon,  applicant, 
on  behalf  of  Amram  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  2902-2924 
Avenue  H,  southwest  corner  of  Nos¬ 
trand  avenue,  Brooklyn. 

:al.  no.  447-31-BZ — Application,  September  11,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Harry  Korn,  applicant, 
on  behalf  of  Samuel  Shore  and  Harry 
Korn,  owners,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
a  factory  building  and  the  extension  of 
the  existing  business  use ;  premises  296- 


300  Putnam  avenue,  south  side,  300  ft. 
east  of  Nostrand  avenue,  Brooklyn. 

cal.  no.  497-31-BZ — Application,  October  8,  1931,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Charles  Schaefer,  Jr.,  applicant, 
on  behalf  of  William  Hagedorn,  owner, 
to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing;  premises  2493  Valentine  avenue  and 
226  Fordham  road,  southwest  corner, 
The  Bronx. 

cal.  no.  499-31-BZ — Application,  October  9,  1931,  •  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  D.  Cords,  applicant,  on 
behalf  of  Louis  Cherleck  and  Catherine 
Cherleck,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  262- 
10  Hillside  avenue,  southwest  corner  of 
263rd  street,  Floral  Park  Gardens,  Bor¬ 
ough  of  Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


JANUARY  5,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

277-31-A — 489  Fifth  avenue  and  12  East  42nd  street,  Man¬ 
hattan. 

356-31-A — 181  Lincoln  avenue  and  2488  Third  avenue, 
northwest  corner,  The  Bronx. 

448-31- A— 8-10  West  36th  street,  Manhattan. 

450-31-A — 142-146  West  49th  street,  Manhattan, 

453-31- A — 27-35  West  24th  street,  Manhattan. 

494- 31-A — Foot  of  Patterson  and  Newman  avenues,  The 

Bronx. 

296-31-A — 34  Woodward  street,  west  side,  160  ft.  north  of 
Flushing  avenue,  Maspeth,  Borough  of 
Queens. 

505- 31-A — 568-578  Broadway,  northeast  corner  of  Prince 

street,  Manhattan. 

352-31-A — 57-46  Flushing  avenue,  southeast  corner  of  59th 
drive,  Maspeth,  Borough  of  Queens. 

Petitions  for  Variations. 

506- 31-S — 568-578  Broadway,  northeast  corner  of  Prince 

street,  Manhattan. 

395-30-S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

495- 31-S — Rear  southeast  corner  of  Pitkin  avenue  and  88th 

street,  Ozone  Park,  Borough  of  Queens. 

Appliances  Submitted  for  Approval. 

568-31-SA — Mayfield  Oil  Burner,  approval  of. 

579-31-SA — Insulmesh  Material,  approval  of. 

584-31-SA— Fairfield  Oil  Burner,  approval  of. 

592-31-SA — Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

59'7-31-SA — N.  D.  T.  Single  Stroke  Gongs,  Types  No.  134 
AS  and  No.  134  DS,  approval  of. 
598-31-SA — N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046, 
1046  A  and  1046  AN,  approval  of. 
600-31-SA — Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 


JANUARY  8,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
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ards  and  appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Friday  morning,  January 

8,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

on  the  following  matters : 

cal.  no.  333-31-BZ— Application,  July  1,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  applicant,  on  behalf  of 
Firestone  Tire  &  Rubber  Co.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northwest  corner  of 
Northern  boulevard  and  155th  street, 
Flushing,  Borough  of  Queens. 

cal.  no.  392-31-BZ — Application,  August  7,  1931,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Eugene  De  Rosa,  applicant,  on  behalf 
of  Melrose  Bond  &  Mortgage  Corp., 
owner,  to  permit  inf  a  residence  district 
the  erection  and  maintenance  of  a  theatre 
building ;  premises  1534-1540  Grand  con¬ 
course,  east  side,  268.9  ft.  south  of  Mt. 
Eden  avenue,  and  1555  Sheridan  avenue, 
The  Bronx. 

cal.  no.  418-31-BZ — Application,  August  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Gerwan  Realty  Co.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  1036-1060  Graves¬ 
end  avenue,  southwest  corner  of  Park- 
ville  avenue,  Brooklyn. 

cal.  no.  292-31-BZ— Application,  June  10,  1931,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Herman  King,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  change  of  occu¬ 
pancy  of  a  building  occupied  as  a  garage 
for  five  (5)  motor  vehicles  to  a  garage 
for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  214-218 
Vanderbilt  avenue,  Brooklyn. 

cal.  no.  405-31-BZ — Application,  August  19,  1931,  under 
sections  6,  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  George  Mazirow, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  extension  of  an  existing  gaso¬ 
line  service  station ;  premises  2130  At¬ 
lantic  avenue  and  275  Saratoga  avenue, 
southeast  corner,  Brooklyn. 

cal.  no.  475-31-BZ— Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Allen  A.  Blaustein,  applicant,  on 
behalf  of  Jennie  Girioni,  owner,  to  per¬ 
mit  in  a  business  district  the  alteration, 
extension  and  conversion  of  occupancy 
from  a  stable  to  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
76-78  East  28th  street,  west  side,  153  ft. 
9J4  in.  south  of  Albemarle  road,  Brook¬ 
lyn. 

cal.  no.  1126-27-BZ— Application,  October  20, _  1927 ;  granted 
on  certain  conditions  April  24,  1928;  re¬ 
opened  and  an  extension  of  time  granted 
November  7,  1928 ;  reopened  and  an  ex¬ 
tension  of  time  granted  April  23,  1929. 


and  wherein  the  time  to  obtain,  permits 
and  complete  work  has  expired ;  re¬ 
opened  October  22,  1931,  under  section 
21  of  the  building  zone  resolution,  of 
Pauline  Brickman,  applicant  and  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1781  Hilder  ave¬ 
nue,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  8,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

586-31-A — 2207-2209  Amsterdam  avenue,  southeast  corner 
of  Edgecombe  avenue,  Manhattan. 

467-31- A — West  side  of  Church  street,  320  ft.  north  of 
Catherine  street,  Jamaica,  Borough  of 
Queens. 

488-3'1-A — 271  New  Lots  avenue  and  612-620  Alabama 
avenue,  northwest  corner,  Brooklyn. 

Petitions  for  Variations. 

440-31-S— 160-178  Jay  street,  97-195  High  street  and  84-94 
Sand  street,  Brooklyn. 

403-31-S — 737  Water  street  and  50-60  Corlears  street,  south¬ 
east  corner,  Manhattan. 

474-31-S — 97-02  to  97-04  150th  street,  southeast  corner  of 
97th  avenue,  Jamaica,  Borough  of  Queens. 

498-31-S — 323-327  Fifth  avenue,  Manhattan, 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  12,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

410-31-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Louise  De  Vito, 
owner. 

PREMISES — 175-14  Horace  Harding  boulevard,  south  side, 
117.71  ft.  west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

500-31-BZ. 

APPLICANT — Maurice  Z.  Bungard,  for  2762  West  17th 
Street  Corp.,  owner. 

PREMISES — 2762-2764  Cropsey  avenue  (also  known  as 
West  17th  street),  west  side,  80  ft.  north  of  Nep¬ 
tune  avenue,  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  'be  used  as  a  poultry 
slaughter  house. 

512-31-BZ. 

APPLICANT — George  Tiernan,  for  Regina  Boulevard 
Corp.,  owner. 

PREMISES — 2139-2145  Mott  avenue,  southeast  corner  of 
Regina  boulevard,  Far  Rockaway,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

'23-31-BZ. 

APPLICANT — Albert  Martin  Cohen,  for  Antonia  Panasci, 
owner. 

PREMISES — 1726-1738  Gravesend  avenue,  west  side,  180  ft. 
south  of  Avenue  O,  Brooklyn. 

\PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

24-31-BZ. 

APPLICANT — J.  Nelson  Cooper,  for  President  &  Fellows 
of  Harvard  College,  owner. 

’REMISES — 2332-2340  Grand  concourse,  2331-2345  Ryer 
avenue  and  244  Field  place,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

’O  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  for  retail  store  pur¬ 
poses. 

33-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Abraham  Brooks, 
owner. 

’REMISES — 610  East  156th  street,  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

'O  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  maintenance  of  a  building 
to  be  occupied  as  a  motor  vehicle  repair  shop  and, 
also,  a  garage  for  more  than  five  (5)  motor 
vehicles. 


JANUARY  12,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 

If  the  building  zone  resolution,  Tuesday  morning,  January 
l,  1931,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
fi  the  following  matters : 

\L.  no.  367-31-BZ— Application,  July  21,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Urquhart,  applicant,  on  be¬ 
half  of  Alexander  Mintz,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
117th  street  and  101st  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

vl.  no.  317-28-BZ— Application,  April  5,  1928;  granted  on 
certain  conditions  December  7,  1928;  re¬ 
opened  and  an  extension  of  time  granted 
December  17,  1929,  and  wherein  the  time 
to  obtain  permits  and  complete  work  has 
expired;  reopened  November  24,  1931, 
under  section  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Michel  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
1901-1905  Neptune  avenue,  northwest 
corner  of  West  19th  street,  Brooklyn. 


cal.  no.  346-31-BZ — Application,  July  7,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bernard  H.  Loizzo,  applicant,  on 
behalf  of  Antonetta  Aquarella  and 
Donato  Aquarella,  owners,  to  permit  in 
a  business  district  an  alteration  and 
conversion  of  occupancy  from  a  garage 
for  five  (5)  motor  vehicles  to  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  motor  vehicle  repair  shop; 
premises  502-504  Fourth  avenue,  west 
side,  60  ft.  south  of  12th  street,  Brook¬ 
lyn. 

CAL.  NO.  441-31-BZ — Application,  September  9,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herman  Katz,  applicant,  on  be¬ 
half  of  Isidore  Popkin,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7702-7704  Flatlands 
avenue,  southeast  corner  of  East  77  th 
street,  Brooklyn. 

cal.  no.  460-1-BZ — Application,  September  19,  193.1,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Julius  Steinberg,  applicant,  on 
behalf  of  Sarah  Goldberg,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  one-story  ex¬ 
tension  and  the  extension  of  the  exist¬ 
ing  business  use;  premises  793  Wash¬ 
ington  avenue,  Brooklyn. 

cal.  no.  480-31-BZ— Application,  September  29,  1931,  under 

sections  7e  and  21  of  the  building  zone 
resolution,  of  R.  L.  Giffen,  applicant, 
substituted  for  Christian  S.  Juell,  on 
behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 

cal.  no.  485-20-BZ— Application,  July  16,  1920;  granted  on 
certain  conditions  September  14,  1920; 
reopened  June  16,  1931,  under  section  7b 
of  the  building  zone  resolution,  of  Ray¬ 
mond  Irrera,  applicant,  on  behalf  of  2521 
Broadway  Corp.,  owner,  to  permit  a 
modification  of  a  resolution  adopted  by 
the  board  for  the  use  of  the  two  (2) 
upper  stories  of  a  building  for  factory 
purposes  (originally  limited  to  office 
use)  ;  premises  2521-2523  Broadway, 
northwest  corner  of  West  94th  street, 
Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  12,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

468-31-A — 150  Ingraham  street,  Brooklyn. 

482- 31-A — 190-494  Water  street,  Brooklyn. 

483- 31-A — 188-190  Montague  street,  Brooklyn. 
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484-31-A— 99-101  William  street,  Manhattan. 

487-31- A— 667  Washington  street,  northeast  corner  ot  West 
10th  street,  Manhattan. 

503- 31-A _ 654-662  First  avenue  and  400-408  East  38th 

street,  southeast  corner,  Manhattan. 

504- 3)1- A— 474-478  Kent  avenue,  Brooklyn 

485^31-A _ 605-611  Sixth  avenue  and  104  West  18th  street, 

southwest  corner,  Manhattan. 

539-31-A _ 1275-1277  Broadway  and  28-30  Goodwin  place, 

Brooklyn. 

241-31- A — 119  West  33rd  street,  Manhattan. 

230-31-A — 117  West  33rd  street,  Manhattan. 

Petitions  for  Variations. 

201-31-S— 1215-1225  Broadway,  Manhattan. 

525-31-S— 1204-1210  Broadway,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  19,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

324-31-BZ. 

APPLICANT — William  Westerfield  Havens,  for  Sarah 
Morris,  owner. 

PREMISES— East  side  of  70th  street,  115,94  ft.  north  ot 
Astoria  avenue,  North  Woodside,  Borough  ot 

Queens.  ,  .. ,. 

APPLICATION,  under  sections  7e  and  21  of  the  building 

zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 
lumber  yard. 

426-31-BZ.. 

APPLICANT— Raymond  A.  Tierney,  for  Henry  Sloman 
and  Margaret  Sloman,  owners. 

PREMISES— 2310-2314  Atlantic  avenue,  south  side,  79  ft. 
11  in.  west  of  Eastern  parkway,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  alteration  ot  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  the  installation  of  a  gasoline 
service  station. 

430-31-BZ. 

APPLICANT— Sydney  J.  Schwartz,  for  Sabine  Hoffmann, 
owner. 

PREMISES— 2070-2072  84th  street,  south  side,  100  ft.  west 
of  21st  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exten¬ 
sion  and  change  of  occupancy  from  residence  use 
to  a  business  use. 

508-31-BZ. 

APPLICANT— William  F.  Regan,  for  Frederick  Wellman, 
owner. 

PREMISES— 130-23  Springfield  boulevard,  Springfield, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

544-31-BZ. 

APPLICANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  John  Centrone,  owner. 

PREMIIES— 784-786  Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

APPLICATION,  under  section  7e  of  the  building  zone 

resolution. 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
*  vehicles. 

549-31-BZ. 

APPLICANT— Max  Siegel,  for  Jametro  Realty  Corp., 
owner. 

PREMISES— 4022-4032  New  Utrecht  avenue  and  961-971 
41st  street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zona 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JANUARY  19,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
19,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
on  the  following  matters : 

cal.  no.  661-30-BZ — Application,  November  6,  1930,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Shankroff,  applicant,  or 
behalf  of  David  H.  Yeoman  and  Paulin 
S.  Sparrow,  owners,  to  permit  in.  ; 
residence  district  the  erection  and  main 
tenance  of  a  garage  for  more  than  fiv< 
(5)  motor  vehicles  and,  also,  a  motoi 
vehicle  repair  shop  ;  premises  2045-207: 
54th  street,  Brooklyn. 

cal.  no.  423-3 1-BZ — Application,  August  28,  1931,  unde: 

section  7b  of  the  building  zone  resolu 
tion,  of  Nathan  Rotholz,  applicant,  oi 
behalf  of  Constantin  Wagner,  owner,  t< 
permit  in  a  residence  district,  extendini 
from  a  business  district,  the  maintenanc 
of  a  tailor  shop;  premises  2481-248 
Broadway  and  251  West  92nd  stree 
northwest  corner,  Manhattan. 

cal.  no.  442-31-BZ — Application,  September  9,  1931,  unde 
section  21  of  the  building  zone  resoli 
tion,  of  William  V.  McDevit,  applican 
on  behalf  of  M.  Palace,  owner,  to  pei 
mit  in  a  business  district  the  erectio 
and  maintenance  of  a  gasoline  servic 
station;  premises  305-311  New  Dot 
lane,  east  side,  120  ft.  north  of  Clawsc 
avenue,  Borough  of  Richmond. 

cal.  no.  510-31-BZ — Application,  October  17,  1931,  und< 
section  21  of  the  building  zone  resoli 
tion,  of  Joseph  M.  Lonergan,  applican 
on  behalf  of  Port  Richmond  Poult! 
Co.,  Inc.,  owner,  to  permit  in  a  busine 
district  the  erection  and  maintenance  < 
a  gasoline  service  station ;  premis1 
2020-2022  Richmond  terrace  and  2 
Park  avenue,  southwest  corner,  Po 
Richmond,  Borough  of  Richmond. 

cal,  no.  51 1-31 -BZ — Application,  October  19,  1931,  und 
section  7b  of  the  building  zone  resol 
tion,  of  Weeks  Avenue  Construct! 
Co.,  Inc.,  applicant  and  owner,  to  pern 
in  a  residence  district,  extending  frc 
a  business  district,  the  maintenance 
a  business  occupancy;  premises  859-8 
Gerard  avenue  and  62-72  East  16 
street,  southwest  corner,  The  Bronx. 
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cal.  no.  202-27-BZ — Application,  February  25,  1927;  granted 
on  certain  conditions  June  7,  1927;  re¬ 
opened  and  extension  of  temporary  per¬ 
mit  granted  May  21,  1929;  reopened  for 
extension  of  temporary  permit  July  7, 
1931,  under  sections  7f  and  21  of  the 
building  zone  resolution,  of  Blazius 
Wenzler,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  building  to  be  used  as 
stores  on  the  first  story  and  as  dwellings 
above;  premises  80-17  Cooper  avenue, 
northwest  corner  of  Agnes  place,  Glen¬ 
dale,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  19,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

546-31- A  23-25>  East  26th  street,  18-20  East  27th  street  and 
56-60  Madison  avenue,  Manhattan. 

553-31- A— 30  Hamilton  place,  Manhattan.- 
515-31- A — 170  West  76th  street,  Manhattan. 

542-31 -A — -538  Madison  avenue,  Manhattan. 

551-31-A — 472  Broadway,  Manhattan. 

556-31-A — 29-35  Chambers  street,  11-21  Centre  street,  1-13 
Reade  street  and  1  Elm  street,  Manhattan. 


Petitions  for  Variations. 

469-31-S — 141-145'  West  36th  street,  Manhattan. 

639-30-S— 305-313  East  45th  street  and  306-312  East  46th 
street,  Manhattan. 

516-31-S — 465-467  Kent  avenue,  Brooklyn. 

519-31-S — 252-254  Dumont  avenue,  southeast  corner  of 
Chester  street,  Brooklyn. 

559-31-S — 52  East  9th  street,  Manhattan. 

561-31-S — 335-337  Greenwich  street  and  20-24  Jay  street, 
southeast  corner,  Manhattan. 


JANUARY  26,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

53 1-31- A — 99-101  Fifth  avenue,  Manhattan. 

538-31-A — 36-42  West  24th  street,  Manhattan. 

37 01- 31 -A — Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

554-31-A — 1969-2033  Metropolitan  avenue  and  2063  Flush¬ 
ing  avenue,  Maspeth,  Borough  of  Queens. 

560-31- A  159-169  John  street  and  24-28  Hudson  avenue, 
northwest  corner,  Brooklyn. 

562-31- A — 4027  23rd  street,  Long  Island  City,  Borough  of 
Queens. 

Petition  for  Variation. 

436-31 -S — 18  East  49th  street,  .Manhattan. 

Appliance  Submitted  for  Approval. 

540-31-SA — Acoustex  Material,  approval  of. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear- 
ng  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  January  22,  1932,  at  4  p.  m„  Room  104  3,  Municipal 
Building,  on  proposed  amendments  to  “Standpipe”-“Fireline” 
Rules  and  to  consider  the  proposition  for  a  uniform  cer- 
ificate  of  occupancy  for  all  'boroughs. 

Matter  in  italics  is  new. 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
pross  sections,  drawn  clearly  and  distinctly,  to  a  scale  of  % 
[inch  or,  by  permission  of  the  Fire  Commissioner,  %  inch  to 
the  foot,  for  each  proposed  standpipe  (fire  line)  installation 
pr  alteration,  shall  be  submitted  to  and  approved  by  the  Fire 
Commissioner  before  the  work  in  connection  with  the  in¬ 
stallation  is  started.  Such  preliminary  plans  shall  show  the 
size  and  location  of  the  standpipe  (fire  line)  risers,  size  and 
location  of  Siamese  and  cross-connections,  valves,  tanks  and 
connections,  pumps,  hose  stations,  lengths  of  hose,  etc.,  and 


the  location  of  stairways  and  enclosing  partitions  in  relation 
to  the  standpipe  risers  and  hose  stations.  From  these  ap¬ 
proved  preliminary  plans,  three  sets  of  plans  on  cloth,  in 
c  can  and  clear  detail,  shall  be  filed  for  final  approval  by  the 
lure  Commissioner.  A  certified  copy  of  approved  plans  "shall 
be  forwarded,  to  the  Bureau  of  Buildings  by  the  Bureau  of 
ne  Prevention...  Such  application  and  specification  forms 
as  may  be  prescribed  by  the  Fire  Commissioner  shall  accom¬ 
pany,  preliminary  plans.  If  an  automatic  sprinkler  system  is 
provided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  that  effect 

When  new  building  or  alteration  plans  are  filed  with  the 
superintendent  of  buildings  for  buildinqs  that  under  the  pro- 
visions  of  law  would  require  a  standpipe  the  Superintendent 
buildings  shall  so  notify  the  Fire  Commissioner  A  cer- 
tificate  of  occupancy  shall  not  be  issued  by  the  Superintendent 
oj  Buildings  until  the  Fire  Commissioner  has  certified  that 
building  is  provided  with  a  standpipe  system  conforminq  to 
the  requirements  of  the  building  code  and  these  rules 


APPLIANCES 


FYPE  A  150  LBS.  WATER  WORKING  PRESSURE  TYPE  B-S50  LBS.  WATER  WORKING  PRESSURE 
May  be  mstalled  on  all  4-mch  and  6-inch  systems  and  May  be  installed  on  all  standpipe  systems 

on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company . 

Walworth  Company.- . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 
Croker  National  Fire  Prev.  Eng.  Co.... 

Tenkins  Brothers . 

W.  D  Allen  Mfg.  Co . 

John  Simmons  Co . 

Grinnell  . 

Elkhart  . 


81-20-SA 

899-27-SA 

1307-27-SA 

304-28-SA 

779-28-SA 

890-28-SA 

209-29-SA 

651-30-SA 

14-31-SA 


New  York  Brass  Foundry  Co.  (Stillbech)  . . . . 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co . . 

Fairbanks  Company . 

Pratt  &  Cady . 

Elkhart  .  . 


53-21-SA 

900-27-SA 

1151-27-SA 

1307-27-SA 

780-28-SA 

970-28-SA 

268-29-SA 

231-30-SA 

15-31-SA 
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RULES 


EXIT  RULES— REVOLVING  DOORS 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No. 
412-20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 

Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  “Automatic  Collapsible’’  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  .pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 


quired  width  with  swinging  doors  are  installed,  and 
one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 

otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 

halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
nay  be  operated  by  electricity  or  other  n^ans  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-114-3  Mix,  f  oounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordant 
vvith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  b< 
used  shall  conform  with  the  following  table,  all  weight! 
given  being  the  amount  of  lime  which  may  be  incorporatec 
for  each  ninety-five  pound  bag  of  Portland  cement: 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  th 
Distribution  Division  of  the  City  Record  Office,  378  Wes 
Broadway.  Price  30c;  by  mail  35c. 
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RULES 


REVISED  ELEVATOR  RULES 

RULES  FOR  THE  CONSTRUCTION,  MAINTENANCE  AND  OPERATION  OF  ELEVA 
TORS  (ADOPTED  JULY  30,  1918,  BY  THE  BOARD  OF  STANDARDS  AND  APPEAT  S* 
EFFECTIVE  AUGUST  26,  1918;  REVISED  MAY  13,  1919)  AND  REVISED  TUNE  ’ 

12,  1931,  EFFECTIVE  DECEMBER  12,  1931 


[240-19-SR] 

ELEVATOR  RULES 


Definitions 

1.  Alteration. 

An  “Alteration”  of  an  elevator,  dumbwaiter,  or  escalator, 
s  a  change  in  the  use,  classification,  operation,  control, 
haracter  of  power  supply,  capacity  or  speed  of  the  elevator, 
scalator  or  dumbwaiter,  application  for  which  is  filed 
i  the  Bureau  after  the  Rules  become  effective. 

2.  Auxiliary  Power  Elevator. 

An  “auxiliary  power  elevator”  is  one  having  a  source  of 
lechanical  power,  such  as  shafting,  in  common  with  other 
lachinery. 

3.  Bi-Parting  Door  or  Gate. 

A  “bi-parting  door  or  gate”  is  a  vertical-slide,  horizontal- 
lide,  or  swing  door  or  gate  consisting  of  two  or  more 
actions  so  arranged  that  the  sections,  or  pairs  of  sections, 
pen  away  from  each  other,  and  so  interconnected  that  both 
actions  operate  simultaneously. 

4.  Board. 

Wherever  the  word  “Board”  is  used  in  these  Rules,  unless 
pecifically  stated  otherwise,  it  shall  mean  the  Board  of 
tandards  and  Appeals. 

5.  Bottom  Clearance. 

“Bottom  clearance”  of  the  elevator  car  is  the  vertical  dis- 
.nce  between,  any  obstruction  in  the  pit,  exclusive  of  the  com- 
ensating  device,  buffers,  and  buffer  supports,  and  the  lowest 
oint  on  the  understructure  of  the  elevator  car  exclusive  of 
le  safeties,  car-frame  channels,  and  guide  shoes,  when  the 
'ir  floor  is  level  with  the  lower  terminal  landing. 

6.  Bottom  Overtravel. 

“Bottom  overtravel”  of  the  elevator  car  is  the  distance 
,ie  car  floor  can  travel  below  the  level  of  the  lower 
rminal  landing,  until  the  fully  loaded  car  rests  on  the 
jffers,  and  includes  the  resulting  buffer  compression. 

Bottom  overtravel  of  the  counterweight  is  the  distance 
le  counterweight  can  travel  below  its  position  when  the  car 
atform  is  level  with  the  upper  terminal  landing,  until  the 
I  underweight  rests  on  the  buffers,  and  includes  the  resulting 
jffer  compression. 

7.  Buffer. 

A  “buffer”  is  a  device  designed  to  absorb  the  impact  of 
ie  car  or  counterweight  at  the  lower  limits  of  travel. 

8.  Bureau. 

Wherever  the  word  “Bureau”  is  used  in  these  Rules,  un- 
jss  specifically .  designated  otherwise,  it  shall  mean  the 
ureau  of  Buildings. 

9.  Car  or  Counterweight  Safety. 

' A  u<C?r  °r,  counter weight  safety”  is  a  mechanical  device 
•  tached  to  the  car  or  counterweight  frame  to  stop  and  hold 
€  c f r , Pr  counterweight  in  case  of  predetermined  overspeed 
;ee  fall,  or  through  slackening  of  the  cables. 

10.  Car  Door  or  Gate. 

'A  “car  door  or  gate”  is  the  door  or  gate  in  or  on  the  ele- 
Jtor  car  ordinarily  used  for  entrance  and  exit. 

D*  Car  Door  or  Gate  Electric  Contact. 

A  “car  door  or  gate  electric  contact”  is  a  device  to  open 
|te  control  circuit,  or  an  auxiliary  circuit,  when  the  car 
cor  or  gate  is  open  more  than  two  inches  from  full  closure 
;d  thus  prevent  operation  of  the  elevator  in  a  direction  to 
love  the  car  away  from  the  landing. 


12.  Car  Enclosure. 

Hie  .  car  enclosure  or  cab”  of  an  elevator  is  the  enclosure 
consisting  of  railings,  doors  or  gates,  walls,  and  the  top  or 
cover  built  upon  the  platform. 

13.  Car  Frame. 

A  car  frame”  (sling)  is  the  supporting  frame  to  which 
tiie  car  platform,  upper  and  lower  sets  of  guide  shoes,  and 
the  hoisting  cables  are  usually  attached. 

14.  Car-Leveling  Device. 

A  “car-leveling  device”  is  any  mechanism  or  control  which 
vvi  move  the  car  within  a  limited  zone  toward  and  stop 
the  car  at  the  landing.  A  car-leveling  device  may  also  be 
used  for  emergency  operation  of  the  car  throughout  its  entire 
travel  and  for  safe-lifting  purposes. 

15.  Car  Platform. 

The  “car  platform”  is  the  structure  which  forms  the  floor 
of  the  car  and  directly  supports  the  load. 

16.  Chain-Driven  Elevator. 

A  “chain-driven  elevator”  is  an  elevator  machine  con¬ 
nected  to  a  reversible  motor,  engine  or  turbine  by  a  chain. 

17.  Contract  Load. 

The  contract  load”  is  the  load  specified  in  the  contract 
for  the  purchase  of  the  elevator,  or  in  the  application  for 
the  building  permit. 

18.  Contract  Speed. 

“Contract  speed”  is  the  speed  specified  to  be  attained  by 
the  elevator  in  the  up  direction  with  contract  load  in  the  car 
in  the  purchase  contract  or  in  the  application  for  the  building 
permit. 

19.  Control. 

The  “control”  of  an  elevator  is  the  system  of  regulation 
by  which,  the  starting,  stopping,  direction  of  motion,  accelera- 
ion,  speed,  and  retardation  of  the  elevator  are  governed. 

19.1.  Generator-Field  Control. 

“Generator-field  control”  is  a  system  in  which  con- 
trol  is  primarily  accomplished  by  the  use  of  an  in¬ 
dividual  generator  for  each  elevator,  in  which  the 
voltage  applied  to  the  hoisting  motor  is  adjusted  by 
varying  the  strength  and  direction  of  the  generator 

19.2.  Multi- Voltage  Control. 

“Multi-voltage  control”  is  a  system  in  which  con- 
trol.is  accomplished  primarily  by  impressing  suc¬ 
cessively  on  the  armature  of  the  hoisting  motor  a 
number,  of  substantially  fixed  voltages  such  as  may 
be  obtained  from  multi-commutator  generators  com¬ 
mon  to  a  group  of  elevators. 

19.3.  Rheostatic  Control. 

•  Rheosta.tlc  control”  is  a  system  in  which  control 
is  accomplished  primarily  by  varying  resistance  and 
reactance  m  the  armature  and  field  circuit  of  the 
hoisting  motor. 

20.  Conveyor. 

A  conveyor”  is  a  device  intended  for  the  continuous 

“els  TL°f„„matria,,l0n'ly  a"d  oterati"*  without 

vices  of  an  operator  thereon. 

21.  Door  Closer. 

A  “door  closer”  is  a  device,  operated  by  gravity  or  other 
means,  which  will  automatically  close  a  door  when  released 
by  the  operator  or  by  suitable  automatic  means. 

22.  Double-Belted  Elevator. 

•  A  double-belted.  elevator”  is  an  auxiliary  power  elevator 
"f  "he'pH™  °f  m°,i0n  ''S  Ctosed  wi,hout 
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23.  Dumbwaiter.  .  . 

A  “dumbwaiter”  is  a  hoisting  and  lowering  mechanism 

equipped  with  a  car,  the  maximum  horizontal  sectional  area 
of  which  is  9  square  feet,  whose  maximum  compartment 
height,  if  provided  with  a  fixed  or  removable  bottom,  is  4 
feet,  the  maximum  capacity  of  which  is  500  pounds,  and 
which  is  used  exclusively  for  carrying  freight  or  materials. 


24.  Electric  Elevator. 

An  “electric  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  through  an  electric  motor  directly 
applied  to  the  elevator  machinery. 

25.  Elevator.  .  . 

An  “elevator”  is  a  hoisting  and  lowering  mechanism 

equipped  with  a  car  or  platform  which  moves  in  guides  in  a 

substantially  vertical  direction.  . 

Dumbwaiters,  hoists,  endless  belts,  conveyors,  chains, 
buckets,  and  similar  machines  used  for  the  purpose  of  ele¬ 
vating  materials,  and  tiering  or  piling  machines  are  not 
included  in  the  term  “Elevator.” 


26.  Elevator  Car.  . 

An  “elevator  car”  is  the  load-carrying  unit,  including  its 
platform,  car  frame  and  enclosure,  if  any. 

27.  Elevator  Landing. 

An  “elevator  landing”  is  that  portion  of  a  floor,  balcony 
or  platform  immediately  adjacent  to  the  hoistway  opening 
used  to  receive  and  discharge  passengers,  freight  or  materials. 

28.  Elevato'r  Machine. 

An  “elevator  machine”  is  the  machinery  and  its  equipment 

used  in  raising  and  lowering  the  elevator  car. 

28.1.  Traction  Machine. 

A  “traction  machine”  is  an  elevator  machine  in 

which  the  motion  of  the  car  and  counterweight  is  ob¬ 
tained  by  means  of  traction  between  the  driving 
drum,  sheave,  or  sheaves  and  the  connecting  hoisting 
cables. 

28.2.  Winding-Drum  Machine. 

A  “winding-drum  machine”  is  an  elevator  machine 
in  which  the  cables  are  fastened  to  and  wind  on  a 
drum. 

28.3.  Direct-Drive  Machine. 

A  “direct-drive  machine”  is  one  in  which  the  power 
is  transmitted  directly  to  the  driving  sheave  or  sheaves 
without  intermediate  mechanism  or  gears. 

28.4.  Worm-Geared  Machine. 

A  “worm-geared  machine”  is  one  in  which  the 
power  is  transmitted  to  the  driving  sheaves  or  drum 
through  worm  gearing. 

28.5.  Spur-Geared  Machine. 

A  “spur-geared  machine”  is  one  in  which  the  power 
is  transmitted  to  the  driving  sheaves  or  drum  through 
spur  gearing. 

29.  Emergency  Release. 

An  “emergency  release”  is  a  device  to  make  inoperative 
door  or  gate  electric  contacts  or  door  interlocks  in  case  of 

emergency. 

30.  Emergency  Stop  Switch. 

An  “emergency  stop  switch”  (safety  switch)  is  a  device 

in  the  car  used  to  cut  off  the  power  from  the  elevator 

machine  independently  of  the  operating  devices. 

31.  Escalator. 

An  “escalator”  is  a  moving  inclined  continuous  stairway  or 
runway  used  for  raising  or  lowering  passengers. 

32.  Final  Terminal  Stopping  Device. 

A  “final  terminal  stopping  device”  is  an  automatic  device 
for  stopping  the  car  and  counterweight  from  contract  speed, 
within  the  top  clearance  and  bottom  overtravel,  independently 
of  the  operation  of  the  normal  terminal  stopping  device,  and 
the  operating  device. 

33.  Freight  Elevator. 

A  “freight  elevator”  is  an  elevator  used  for  carrying 
freight  or  materials  and  on  which  only  the  operator  and  the 


persons  necessary  for  handling  the  freight  or  materials  ai 
permitted  to  ride. 

34.  Gravity  Elevator. 

A  “gravity  elevator”  is  an  elevator  in  which  gravity 
the  source  of  power. 

35.  Hand  Power  Elevator. 

A  “hand  power  elevator”  is  an  elevator  driven  by  manu 
power. 

36.  Hoist. 

A  “hoist”  is  all  the  machinery,  apparatus  and  equipmei 
(except  cranes)  for  raising  or  lowering  freight  by  means  < 
a  sling  or  hook. 

37.  Hoistway. 

A  “hoistway”  is  any  shaftway,  hatchway,  well  hole,  < 
other  vertical  opening  or  space  in  which  an  elevator  < 
dumbwaiter  is  designed  to  operate. 

38.  Hoistway  Door  or  Gate. 

A  “hoistway  door  or  gate”  is  the  hinged  or  sliding  porti< 
of  the  hoistway  enclosure  giving  access  to  the  elevator 
any  landing. 

39.  Hoistway-Door  or  Gate  Electric  Contac 

A  “hoistway -door  or  gate  electric  contact”  is  a  device 
open  the  control  oircuit,  or  an  auxiliary  circuit,  when  t 
hoistway  door  or  gate  at  which  the  car  is  standing  is  op 
more  than  2  inches  from  full  closure,  and  thus  prevent  opes 
tion  of  the  elevator  car  away  from  the  landing. 

39.1.  Door  Unit  Contact  System. 

A  “door  unit  contact  system”  is  a  contact  systj 
which  meets  the  requirements  of  the  contact  definiti 
above,  but  does  not  require  all  the  hoistway  doors 
be  closed. 

39.2.  Hoistway  Unit  Contact  System. 

A  “hoistway  unit  contact  system”  is  a  comb 
system  which  meets  the  requirements  of  the  conti 
definition  above,  and  also  requires  all  hoistway  do< 
to  be  closed. 

40.  Hoistway-Door  Interlock. 

A  “hoistway-door  interlock”  is  a  device,  the  purpose 
which  is : 

First:  To  prevent  the  operation  of  the  eleva 
machine  to  move  the  car  away  from  a  landing  uni 
the  hoistway  door  at  that  landing  is  locked  in 
closed  position. 

Second :  To  prevent  the  opening  of  the  hoistv 
door  from  the  landing  side  (except  by  special  ke 
unless  the  car  is  at  rest  within  the  landing  zone, 
is  coasting  through  the  landing  zone  with  its  operat 
device  in  the  stop  position. 

40.1.  Door  Unit  Interlock  System. 

“Door  unit  interlock  system”  is  an  interlock  £ 
tern  which  meets  the  requirements  of  the  interl 
definition  above,  but  does  not  require  all  the  hoisff 
doors  to  be  locked  in  the  closed  position. 

40.2.  Hoistway  Unit  Interlock  Systen 

“Hoistway  unit  interlock  system”  is  an  interl 

system  which,  in  addition  to  fulfilling  the  requ 
ments  given  under  the  definition  of  interlock,  1 
also  prevent  the  operation  of  the  car  unless  all  he 
way  doors  are  locked  in  the  closed  position. 

41.  Hoistway  Enclosure. 

A  “hoistway  enclosure”  is  any  structure  which  separ 
the  hoistway,  either  wholly  or  in  part,  from  the  floon 
landings  through  which  the  hoistway  extends. 

42.  Hydraulic  Elevator. 

A  “hydraulic  elevator”  is  an  elevator  in  which  the  mo 
of  the  car  is  obtained  from  liquid  under  pressure. 

42.1.  Plunger  Elevator. 

A  “plunger  elevator”  is  a  hydraulic  elevator  ha 
a  ram  or  plunger  directly  attached  to  the  under 
of  the  car  platform. 

42.2.  Rope-Geared  Hydraulic  Elevate 

A  “rope-geared  hydraulic  elevator”  is  an  elev 
in  which  the  motion  of  the  car  is  obtained 
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multiplying  the  travel  of  a  piston  or  ram  by  a  system 
of  sheaves  over  which  the  hoisting  ropes  operate. 

43.  Installations. 

43.1.  Existing  Installation. 

An  “existing  installation”  of  an  elevator,  dumb¬ 
waiter  or  escalator  is  an  installation  the  application 
for  which  was  filed  with  the  Bureau  before  these 
Rules  become  effective  in  accordance  with  1.1, 
A  p plications. 

43.2.  New  Installation. 

A  new  installation  ’  of  an  elevator,  dumbwaiter 

or  escalator  is  a  complete  elevator,  dumbwaiter  or 
escalator  installation  the  application  for  which  is 
filed  with  the  Bureau  after  these  Rules  become 
effective  in  accordance  with  1.1,  Applications. 

44.  Landing  Zone. 

The  “landing  zone”  is  the  space  within  18  inches  above 
below  the  landing. 

45.  Manually  Operated  Door  or  Gate. 

A  “manually  operated  door  or  gate”  is  a  door  or  gate 

'hich  is  opened  and  closed  by  hand. 

46.  Normal  Terminal  Stopping  Device. 

A  normal  terminal  stopping  device”  is  an  automatic 
nuce  for  stopping  the  elevator  car  within  the  overtravel 
idependently  of  the  operating  device. 

47.  Operating  Device. 

The  “operating  device”  is  the  car  switch,  push  button, 
>pe,  wheel,  lever,  treadles,  or  similar  devices  used  by  the 
aerator  to  actuate  the  control. 

48.  Operation. 

Operation”  is  the  method  of  actuating  the  control. 

48.1.  Automatic  Operation. 

“Automatic  operation”  is  operation  by  means  of 
buttons  or  switches  both  in  the  car  and  at  the  landings, 
the  momentary  pressing  of  which  will  cause  the  car 
to  start  and  stop  automatically  at  the  floor  cor¬ 
responding  to  the  button  pressed. 

48.1.1.  Single  Automatic  Opera¬ 
tion. 

“Single  automatic  operation”  is  automatic 
operation  by  means  of  one  button  at  each 
landing,  so  arranged  that  if  any  car  or 
landing  button  has  been  pressed  the  pressure 
of  any  other  such  button  will  be  without 
effect  on  the  operation  of  the  car  until  the 
response  to  the  first  button  has  been  com¬ 
pleted. 

48.1.2.  Non-  Selective  Collective 
Automatic  Operation. 

.  “Non-selective  collective  automatic  opera¬ 
tion  is  automatic  operation  by  means  of  one 
button  in  the  car  for  each  landing  level  served 
and  one  button  at  each  landing.  All  stops 
registered  by  the  momentary  pressure  of 
landing  or  car  buttons  are  made  in  the  order 
in  which  the  landings  are  reached  after  the 
buttons  have  been  pressed,  but  irrespective  of 
its  direction  of  travel,  of  the  number  of  but¬ 
tons  pressed  or  of  the  sequence  in  which  they 
are  pressed. 

48.1.3.  Selective  Collective  Auto- 
matic  Operation. 

“Selective  collective  automatic  operation” 
is  automatic  operation  by  means  of  one  but- 

i  !°a  ’k  1  f<*  each  Ending  level  served 

and  by  Up  and  “Down”  buttons  at  the 
landings.  All  stops  registered  by  the  mo¬ 
mentary  pressure  of  the  car  buttons  are 
made  as  defined  under  non-selective  col¬ 
lective  automatic  operation,  but  the  stops  , 
registered  by  the  momentary  pressure  of  the  £$ 
bl?tto?.s  are  made  in  the  order  inj| 

0H 
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which  the  landings  are  reached  in  each  di 
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tion  of  travel  after  the  buttons  have  been 
pressed.  With  this  type  of  control,  all  “Up” 
landing  calls  are  answered  when  the  car  is 
traveling  in  the  “Up”  direction  and  all 
‘Down”  landing  calls  are  answered  when  the 
car  is  traveling  in  the  “Down”  direction 
(except  in  the  case  of  the  uppermost  or 
lowermost  calls,  which  are  answered  as  soon 
as  they  are  reached,  irrespective  of  the  direc¬ 
tion  of  travel  of  the  car). 

Car-Switch  Automatic  Floor-Stop 
Operation. 

Car-switch  automatic  floor-stop  operation”  is 
operation  in  which  the  stop  is  initiated  by  the  oper¬ 
ator  from  within  the  car  with  a  definite  reference 
to  the  landing  at  which  it  is  desired  to  stop,  after 
which  the  slowing  down  and  stopping  of  the  elevator 
is  automatically  effected. 

48.3.  Car-Switch  Operation. 

Car-switch  operation”  is  operation  in  which  the 
movement  of  the  car  is  directly  and  solely  under  the 
control  of  the  operator  by  means  of  a  switch  in  the 

car. 

48.4  Continuous-Pressure  Operation. 

“Continuous-pressure  operation”  is  operation  with 
up  and  down  buttons  or  an  up  and  down  switch  in 
the  car  and  at  each  landing  (except  the  terminal 
landings  where  one  button  or  switch  may  suffice), 
any  one  of  which  may  be  used  to  control  the  move¬ 
ment  of  the  car  in  the  direction  for  which  the  button 
is  pushed  or  the  switch  actuated,  but  only  so  long 
as  the  button  or  switch  is  manually  held  in  the 
operating  position.  Banding  stops  are  not  automatic. 

48.5.  Dual  Operation. 

.  Dual  operation  is  a  system  of  operation  in  which 
the  elevator  -is  arranged  to  be  operated  as  an  auto¬ 
matic-operation  elevator  through  landing  and  car 
buttons  or  switches,  or  as  a  manual-operation  ele¬ 
vator  by  an  operator  in  the  car  who  may  either  use 
a  car  switch  or  the  buttons  provided  in  the  car 
When  operated  by  an  operator,  upon  the  throwing 
of  a  suitable  switch  or. switches,  the  car  can  no  longer 
be  started  by  the  landing  buttons ;  these  buttons  may 
be  used  to  signal  the  operator  that  the  car  is  desired 
at  a  certain  landing. 

48.6.  Pre-Register  Operation. 

Pre-register  operation”  is  operation  in  which  sig¬ 
nals  to  stop  are  registered  in  advance  by  buttons  in 
the  car  and  at  the  landings.  At  the  proper  point  in 
the  car  travel  the  operator  in  the  car  is  notified  by  a 
signal,  visual  audible,  or  otherwise,  to  initiate  the 
S/)°o^a  o-whlch  the  landing  stop  is  automatic. 

48.7.  Signal  Operation. 

,  ,lSlgnaI  option”  is  operation  by  means  of  single 
buttons  or  switches  (or  both)  in  the  car,  and  up  or 
down  direction  buttons  or  switches  (or  both)  at  the 
landings  by  which  predetermined  landing  stops  may 
se1t  up.  or  re^tered  for  an  elevator  or  for  a  group 
jp^Vato(rs;,  The  stops  set  up  by  the  momentary 
pressure  of  the  car  buttons  are  made  automatically  in 
succession  as  the  car  reaches  those  landings,  irre- 
spective  of  its  direction  of  travel  or  the  sequence  in 
which  the  buttons  are  pressed.  The  stops  set  up  by 
the  momentary  pressure  of  the  up  and  down  buttons 
at  the  landing  are  made  automatically  by  the  next 
car  in  the  group  approaching  the  landing  in  the 
corresponding  direction,  irrespective  of  the  sequence 
in  which  the  buttons  are  pressed. 

With  this  type  of  operation  the  car  can  be  started 
only  by  means  of  a  starting  switch  or  button  in  the 

49.  Overhead  Structure.  *** 

The  “overhead  structure”  is  all  of  the  elevator  equipment 
[supporting  structure  and  platforms  at  the  top  of  4e St- 
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persons. 

p>i  Platform  Elevator.  . 

a  “nlMform  elevator”  is  an  elevator  the  platform  of 

iBESSMSS&i 

prevent  the  tipping  of  the  platform. 

is  that  portion  ol  an  elevator  hoistway  extending 
*  the  level  of^the  bottom  landing  saddle  to  prov.de  for 
bottOTn^overlravel  and  clearance  and  for  parts  winch  require 
space  below  the  bottom  limit  of  car  travel. 

Power  Elevator.  ... 

A  “nower  elevator”  is  an  elevator  in  which  the  motive 
power  h  otaS  otherwise  than  manually  or  from  gravtty. 

54  Power-Operated  Door  or  Gate. 

A  “power-operated  door  or  gate"  is  a  door  or  gate  opened 

and  closed  by  power  otherwise  than  by  hand,  gravity,  springs, 

or  the  movement  of  the  car.  pT„tp 

54.1.  Power-Operated  Door  or  Gate, 

Manually  Controlled. 

A  “power -operated  door  or  gate,  manual  y  con 
trolled,’’  is  a  door  or  gate  which  is  opened  and  closed 
by  power  other  than  by  hand,  gravity,  springs  or 
the  movement  of  the  car,  the  door  movement  m  each 
direction  being  controlled  by  the  elevator  operator. 

54.2.  Power-Operated  Door  or  Gate, 

Automatically  Opened. 

A  “power-operated  door  or  gate,  automatical  y 
opened”  is  a  door  or  gate  which  is  opened  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car,  the  opening  of  the  door  being 
initiated  by  the  arrival  of  the  car  at  or  near  the 
landing  The  closing  of  such  door  or  gate  may  be 
under  the  control  of  the  elevator  operator  or  may  be 

54.3.  Power-Opened,  Self-Closing  Door 

or  Gate.  „  . 

A  “power-opened,  self-closing  door  or  gate  is  a 

door  or  gate  which  is  opened  by  power  other  than 
by  hand,  gravity,  springs,  or  the  movement  of  the 
car  and  when  released  by  the  operator  is  closed  by 
energy  stored  during  the  operation  of  opening. 

54.4.  Power-Closed  Door  or  Gate. 

A  “power-closed  door  or  gate’’  is  a  door  or  gate 
which  is  manually  opened  and  is  closed  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car.  . 

55.  Power-Operated  Door  or  Gate  Device. 

A  “power -ope rated  door  or  gate  device”  is  a  device  or 
assemblage  of  devices  to  open  and  close  the  hoistway  door 
and  car  door  or  gate  by  power  other  than  by  hand,  gravity, 
springs,  or  the  movement  of  the  car. 

56.  Self-Closing  Door  or  Gate. 

A  “self-closing  door  or  gate”  is  a  door  or  gate  which  is 
opened  manually  and  closes  when  released. 

57.  Sidewalk  Elevator. 

A  “sidewalk  elevator”  is  a  sidewalk  type  freight  elevator 
which  serves  no  floors  above  the  sidewalk  or  ground  level, 
and  which  has  no  opening  into  the  structure  at  its  top  limit 

of  travel. 

58.  Sidewalk  Type  Elevator. 

A  ‘‘sidewalk  type  elevator”  is  an  elevator  the  platform  of 
which  is  supported  at  two  or  more  points  at  or  below  the 
platform  level  and  which  is  provided  with  an  underslung 
frame  or  sling  and  guide  shoes  so  arranged  as  to  prevent 
the  tipping  of  the  platform. 

59.  Single-Belted  Elevator. 

A  “single-belted  elevator”  is  an  elevator  machine  connected 
by  a  belt  to  a  reversible  motor,  engine  or  turbine. 


60.  Steam  Elevator. 

A  “steam  elevator”  is  an  elevator  in  which  the  motion, 
the  car  is  obtained  from  a  steam  engine  directly  applied 
the  elevator  machinery. 

61.  Structure. 

“Structure”  shall  mean,  for  the  purposes  of  these  Ru 
a  building  or  construction  of  any  kind. 

62.  Superintendent.  _  I 

Wherever  the  word  “Superintendent”  is  used  in  tr 

Rules,  unless  specifically  stated  otherwise,  it  shall  mean 
Superintendent  of  the  Bureau  of  Buildings. 

63.  Top  Clearance.  j 

The  “top  clearance”  of  the  elevator  car  is  the  dista 

the  car  floor  can  travel  above  the  level  of  the  upper  term 
landing  without  any  part  of  the  car  or  devices  attai 
thereto  coming  in  contact  with  the  overhead  structure.  . 

The  top  clearance  of  the  elevator  counterweight  is 
shortest  vertical  distance  between  any  part  of  the  cour 
weight  structure  and  the  nearest  part  of  the  overhead  st 
ture  or  any  other  obstruction  when  the  car  floor  is  1 
with  the  lower  terminal  landing. 

64.  Top  Overtravel. 

The  “top  overtravel”  of  the  elevator  car  is  the  dist 
provided  for  the  car  floor  to  travel  above  the  level  of 
upper  terminal  landing  until  the  car  is  stopped  by  the  no: 
terminal  stopping  device. 

65.  Travel  (Rise).  i 

The  “travel"  (rise)  of  an  elevator  or  dumbwaiter  i< 
vertical  distance  between  the  bottom  terminal  landing 
the  top  terminal  landing. 


RULE  1.  SCOPE  AND  PURP05 


1.1.  Application. 

These  Rules  shall  apply  only  to  elevator,  dumbwaitei 
escalator  installations  when  application  for  any  of  the 
lowing  permits  is  filed  with  the  Bureau  after  these  ! 
become  effective : 

1.  For  construction  of  a  new  structure; 

2.  For  changes  in  an  existing  structure  involving  a 
tions  of  the  existing  elevator,  dumbwaiter  or  esc 
installation ; 

3.  For  the  construction  of  a  new  elevator,  dumta 
or  escalator  installation. 

1.2.  Scope. 

These  Rules  cover  the  construction,  inspection,  mainii 
and  operation  of  elevators,  dumbwaiters,  escalators  anc 
hoistways  (except  devices  inclined  at  an  angle  of  for' 
degrees’or  less  for  carrying  one  or  two  persons,  belt,  1 
scoop,  roller  or  similarly  inclined  or  vertical  freigh 
veyors,  telescopic  ash  hoists,  tiering  or  piling  machine: 
hoists,  wharf  ramps,  or  apparatus  in  kindred  class* 
bridges  and  elevators  used  only  for  handling  building 
rials  and  workmen  during  construction).  The  use  o 
excepted  types  of  apparatus  may  be  permitted  at  tf 
cretion  of  the  Superintendent.  _  { 

Amusement  devices,  stage  and  orchestra  lifts,  and  el< 
of  capacity  exceeding  30,000  pounds  and  platform  ai 
ceeding  300  square  feet  when  suspended  by  cables  ne£ 
corner  of  the  hoistway  and  at  additional  positions  i 
used  subject  to  the  discretion  of  the  Superintendent. 

1.3.  Purpose,  Interpretation  and  E; 
tions. 

The  purpose  of  these  Rules  is  to  provide  reasonable 
for  life  and  limb.  In  case  of  practical  difficulty  or  u 
sary  hardship  the  Board  may  grant  exceptions  fr 
literal  requirements  or  permit  the  use  of  other  dev 
methods,  but  only  when  it  is  clearly  evident  that  rea 
safety  is  secured. 

1.4.  Old  Installations. 

Existing  elevators  moved  to  new  hoistways,  shall 
with  these  Rules. 
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Equipment  legally  installed  prior  to  the  adoption  of  these 
ules  may  be  used  without  being  reconstructed  to  comply 
itli  these  Rules  and  shall  be  maintained  by  the  owner  in 
fe  operating  condition. 

Existing  installations  may  be  altered  to  receive  the  benefit 
any  provisions  of  these  Rules  provided  the  safety  requiie- 
mts  covering  such  provisions  are  met.  When  the  alteration 
nsists  solely  of  a  change  in  the  character  of  electric  power 
ppiy.  only  such  parts,  the  operation  of  which  is  thereby 
t'ected,  need  be  changed  (except  that  in  all  such  cases 
:ctrically  released  brakes  shall  be  installed  and  the  use  of 
lgle  speed  induction  motors  for  contract  speeds  exceeding 
0  feet  per  minute  is  forbidden). 

Ordinary  repairs  or  replacements  on  existing  installations 
ly  be  made  with  parts  of  equivalent  material  and  at  least 
e  equivalent  in  strength  and  design  to  those  replaced,  with- 
t  complying  with  these  Rules.  Damaged  or  defective  parts 
all  be  wholly  or  partly  replaced  at  the  discretion  of  the 
perintendent  (except  that  broken  parts  subject  to  bending, 
I  is  ion  or  torsional  stresses  and  parts  upon  which  the  sup- 

rt  of  the  car  depends  shall  not  be  welded). 

ULE  2.  HOISTWAY  CONSTRUC¬ 
TION  FOR  POWER  PASSENGER. 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

El.  Hoistway  Construction. 

2.1.1.  Fire  Resistive  Hoistway  Enclosures. 

2.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter 
5  of  the  Code  of  Ordinances,  and,  in  factory 
buildings,  with  Title  3',  Sections  261  and  270  of 
the  Labor  Law  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  one  story). 

2.1. 1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 
enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that,  they  must  first  comply  with  2.3. 1.1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2,000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

2.1. 1.3.  Design  and  Construction  of  Projec¬ 
tions. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  by  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11,  United  States 
Gage).  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees  from  the  hori¬ 
zontal.  If  plates  or  guards  are  used  they  shall 
be  smooth  and  firmly  and  permanently  fastened 
to  the  hoistway  enclosure. 

2.1. 1.4.  Recesses. 

Recesses  other  than  landing  openings  in  the  gen¬ 
eral  surface  of  the  hoistway  enclosure  which  are 
opposite  a  car  opening  shall  be  filled  in  flush  with 
the  general  surface  of  the  hoistway  to  comply 
with  2. 1.2.3,  Materials  for  Enclosures  (except 
where  the  corresponding  opening  in  the  car  en¬ 
closure  is  provided  with  solid  panel  car  doors). 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for  pro¬ 
jections  in  2.1.1. 3,  Design  and  Construction  of 
Projections. 


2.1. 1.5.  Strength  of  Hoistway  Enclosures. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism  and  interlocks. 

2.1.2.  Non-Fire  Resistive  Hoistway  Enclo¬ 
sures. 

2.1. 2.1.  Use  and  Enclosure  of  Non-Fire  Re¬ 
sistive  hoistway  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 

permitted  only  for  sidewalk  elevators  the  travel 
of  which  does  not  exceed  one  story.  Where 
non-fire  resistive  construction  is  permitted,  hoist¬ 
ways  shall  be  enclosed  to  the  full  height  of  the 
hoistway  (except  on  sides  used  for  loading  or 
unloading) . 

2.1. 2. 2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  sidewalk  elevators  shall  be 
enclosed  from  door  lintel  to  ceiling  on  the  sides 
used  for  loading  or  unloading.  The  enclosure  on 
such  sides  shall  be  at  most  5  inches  from  the 
edge  of  the  car  platform. 

2.1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 

latticed  partitions,  of  incombustible  material,  grill 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grill  work  is  used, 
the  wire  shall  be  at  least  0.0915  inches  in 
diameter  (Number  13  Steel  Wire  Gage),  and 
the  maximum  size  of  mesh  shall  be  2  inches. 
Where  expanded  metal  is  used  its  minimum  thick¬ 
ness  shall  be  0.094  inches  (Number  13  United 
States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch  (except  where  used  as  furring 
material  in  order  to  comply  with  2. 1.2. 2,  En¬ 
closures  of  Hoistway  Sides  Used  for  Loading  and 
Unloading) .  In  this  case  the  maximum  spacing 
between  vertical  bars  shall  be  4  inches. 

2.1.2. 4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 

openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  y2  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

(l)  The  clearance  'between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

00  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  ^2-inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

2.1. 2.5.  Protection  of  Inward  Projections. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11  United  States 
Gage) .  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees,  and  preferably 
75  degrees,  from  the  horizontal.  If  plates  or 
guards  are  used  they  shall  be  smooth  and  firmly 
and  permanently  fastened  to  the  hoistway  en¬ 
closure. 

2.1. 2.6.  Recesses  to  Be  Filled. 

Recesses,  other  than  landing  openings,  in-  the 
general  surface  of  the  hoistway  enclosure  of  a 
freight  elevator,  which  are  opposite  a  car  open¬ 
ing  shall  be  filled  in  flush  with  the  general 
surface  of  the  hoistway  to  comply  with  2.1.2.3, 
Materials  for  Enclosures. 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  foT 
projections  in  2. 1.2.5,  Protection  of  Imoard  Pro¬ 
jections. 
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2.1. 2.7.  Strength  of  Hoistway  Enclosure. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  and  gates 
with  their  operating  mechanism  and  interlocks. 

2.1.3.  Clearance  Between  Cars,  Counter¬ 
weights,  and  Hoistway  Enclosures  of 
Elevators. 

2.1.3. 1.  Clearance  Between  Cars,  Enclosures 
and  Counterweights. 

The  hoistway  of  an  elevator  shall  have  a 
clearance  of  at' least  yA  inch  between  the  sides 
of  the  car  and  the  hoistway  enclosure  and  of  at 
least  1  inch  'between  the  car  and  its  counter¬ 
weights.  ,  , 

2.1. 3. 2.  Clearance  Between  Platforms  and 

Landing  Thresholds. 

The  minimum  clearance  between  the  car  plat¬ 
forms  and  the  landing  saddles  shall  be  at  least 
i/2  inch  for  elevators  using  side-post  construction 
and  y  inch  for  elevators  using  corner-post  con¬ 
struction.  The  maximum  permissible  clearance 
in  each  case  shall  be  inches. 

2. 1.3.3.  Clearance  Between  Hoistway  En¬ 
closure  and  Loading  Side  of  Car  Plat¬ 

form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly 

within  the  hoistway  in  which  case  the  maximum 
permissible  clearance  shall  be  lYz  inches). 

2.1.3.4.  Furring. 

If  furring  out  be  necessary  to  comply  with  the 
foregoing  requirements,  the  furring  shall  conform 
to  2.12.3,  Materials  for  Enclosures.  . 

2.1.3. 5.  Clearance  of  Cars  in  Adjoining  Hoist- 
ways. 

The  clearance  between  cars  operated  in  adjoin¬ 
ing  hoistways  shall  be  at  least  2  inches. 

2.1.4.  Pits,  Overtravel  and  Clearances. 

2.1.4.1.  Pits.  ,  , 

Pits  shall  be  provided  at  the  bottom  of  ele¬ 
vator  hoistways. 

2.1.4.2.  Pit  Dimensions. 

A  pit  for  sidewalk  type  elevators  shall  be  at 
least  2  feet  deep  measured  from  the  saddle  of 
the  lowest  landing. 

Pits  for  elevators  having  a  contract  speed  of 
100  feet  per  minute  or  less  (except  sidewalk 
type  elevators),  shall  have  a  depth  such  that  the 
vertical  clearance  between  the  lowest  projection 
under  the  car  platform  and  any  obstruction  in 
the  pit  shall  be  at  least  24  inches  when  the  buffers 
are  fully  compressed. 

The  pit  for  elevators  having  a  contract  speed 
exceeding  100  feet,  but  not  exceeding  250  fee* 
per  minute  where  spring  buffers  are  permit¬ 
ted  and  used  shall  be  at  least  M/2  feet  deep  meas¬ 
ured  from  the  saddle  of  the  lowest  landing. 

The  pit  depth  for  elevators  having  a  contract 
speed  exceeding  250  feet  per  minute  where  oil  or 
equivalent  buffers  are  required,  shall  be  at  least 
the  sum  of  the  following  two  distances  measured 
from  the  saddle  of  the  lowest  landing: 

(1)  The  length  of  the  fully  extended  buffer, 
having  a  buffer  stroke  as  determined  by 
32.2.1,  Required  Types  of  Buffers. 

(2)  The  distance  between  the  upper  surface 
of  the  car  platform  and  the  under  surface 
of  the  buffer  strike  plate,  plus  3  inches. 

The  above  gives  minimum  requirements,  but 
additional  pit  depth  shall  be  provided  as  necessary 
to  allow  clearance  for  compensating  rope  sheaves 
and  any  vertical  movement  thereof,  and  to  com¬ 


ply  with  3.4.3,  Terminal  Stopping  and  Safety 
Devices. 

When  the  car  rests  on  the  fully  compressed 
buffer  there  shall  'be  at  least  2  feet  clearance 
vertically  between  the  lowest  projection  of  the 

under  side  of  the  car  platform  (except  guide  shoes 
and  aprons  attached  to  the  sill)  and  any  obstruc¬ 
tion  in  the  pit,  exclusive  of  compensating  device, 
buffers  and  buffer  supports  (except  for  sidewalk 
type  elevators). 

When  practical  difficulties  make  it  essential,  the 
pit  depth  required  above  may  be  reduced  subject 
to  the  approval  of  the  Superintendent.  If  such 
reduction  in  pit  depth  involves  precompression  of 
either  car  or  counterweight  buffer  or  both,  the 
amount  of  precompression  so  allowed  shall  not  re¬ 
duce  the  extension  of  the  buffer  plunger  to  less 
than  50  per  cent  of  the  buffer  stroke  as  determined 
by  32.2.1,  Required  Types,  of  Buffers,  or  to  less 
than  18  inches,  whichever  is  greater,  and  shall  nol 
permit  precompression  of  buffers  having  a  strok< 
of  18  inches  or  less. 

In  no  case  shall  the  depth  of  any  depressior 
or  trench  in  the  pit  be  included  in  the  pit  deptl 
or  clearance. 

The  walls  of  the  pit  shall  be  substantially 
vertical.  The  horizontal  sectional  area  of  the  pi 
shall  include  the  continuation  of  the  horizonta 
clearance  about  the  car  platform,  required  t< 
permit  the  passage  of  the  counterweight  and  it 
guide  rails,  the  car  guide  rails  and  any  cables 
ropes  or  tapes  extending  below  the  lower  termina 
landing  saddle. 

The  floor  of  the  pit  shall  be  approximately  levc 
(except  that  this  requirement  may  be  waived  i 
old  foundation  footings  are  encountered  in  a  nev 
installation  and  it  is  inadvisable  to  remove  th 
footing,  but  the  maximum  permissible  encroach 
rnent  shall  be  15  per  cent  of  the  cubical  content 
of  the  pit).  The  hazard  due  to  an  uneven  pi 
should  be  recognized  and  precautions  taken  t 
minimize  this  hazard. 

2.I.4.3.  Top  Clearances. 

The  top  clearances  for  passenger  and  freigh 
elevators  (except  sidewalk  type  elevators)  sha 
be  as  given  in  2. 1.4. 3.1,  Car  Clearance,  an 
2.1.4.32,  Counterweight  Clearance. 

2.1.4.3.1.  Car  Clearance. 

When  the  car  is  at  its  top  landing,  the  clea 
distance  between  the  top  of  the  crosshead  of  th 
car  and  the  corresponding  point  of  any  obstrui 
tion  in  the  upper  limit  of  the  hoistway  vertical! 
above  it,  shall  be  at  least  the  sum  of  the  fo 
lowing  four  items : 

1.  The  clearance  between  the  bottom  of  tl 
counterweight  buffer  and  its  striking  blocl 
which  shall  be  at  least  6  inches. 

2.  The  stroke  of  the  counterweight  buffer  use 

3.  Two  feet. 

4.  One-half  the  counterweight  buffer  strol 
corresponding  to  the  required  governor  tri] 
ping  speed  of  the  car  as  determined  1 
3.22.1,  Required  Types  of  Buffers. 

Item  4  may  be  omitted  if  provision  is  ma< 
to  eliminate  the  jump  of  the  car  at  counte 
weight  buffer  engagement. 

When  the  car  crosshead  is  2  feet  from  tl 
nearest  obstruction  above  it,  no  projection  on  tl 
car  shall  strike  any  part  of  the  overhead  structui 

2. 1.4.3. 2.  Counterweight  Clearance. 

When  the  car  is  level  with  the  bottom  landin 
the  clear  distance  between  the  top  of  the  counte 
weight  and  the  corresponding  point  of  any  o 
struction  in  the  upper  limit  of  the  hoistway  ve 
tically  above  it,  shall  be  at  least  the  sum  of  t 
following  four  items: 
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1.  The  clearance  between  the  top  of  the  car 
buffer  and  its  striking  block,  which  shall  be 
at  least  3  inches. 

2.  The  stroke  of  the  car  buffer  used. 

3.  Six  inches. 

4.  One-half  the  car  buffer  stroke  correspond¬ 
ing  to  governor  tripping  speed  of  the  car 

as  determined  by  3.22.1,  Required  Types  of 

Buffers. 

Item  4  may  be  omitted  if  provision  is  made 

to  eliminate  the  jump  of  the  counterweight  at 

car  buffer  engagement. 

When  the  pit  depth  has  been  reduced  as  pro¬ 
vided  for  in  2. 1.4.2,  Pit  Dimensions,  the  top  clear¬ 
ances  may  be  modified  to  conform  therewith  sub¬ 
ject  to  the  approval  of  the  Superintendent. 

2.1. 4.4.  Overtravel  for  Sidewalk  Type  Ele¬ 
vators. 

An  overtravel  of  at  least  6  inches  at  the  top 
and  at  least  3  inches  at  the  bottom  shall  be  pro¬ 
vided  for  sidewalk  type  elevators  (except  as  re¬ 
quired  by  3.3.3. 1,  Enclosures  Required ) . 

2.1.5.  Hoistway  Windows,  Bulkheads  and 
Machine  Rooms. 

2.1. 5.1.  Window  Entrances  to  Freight  Eleva¬ 
tors. 

Windows  in  the  hoistway  enclosure  walls  toward 
which  the  car  of  a  freight  elevator  has  an 
entrance,  shall  (except  in  the  case  of  elevators 
having  car  gates  equipped  with  electric  contacts) 
be  provided  with  vertical  bars  or  grating  having 
clearances  as  specified  in  2.1.3,  Clearance  Between 
Cars,  Counterweights  and  Hoistway  Enclosures 
of  Elevators.  The  soffit  of  the  recess  formed  by 
or  between  the  vertical  bars  shall  be  beveled  as 
specified  for  projections  in  2. 1.2. 5,  Protection  of 
Inward  Projections. 

2.1. 5.2.  Protection  of  Hoistway  Windows. 

Windows  in  the  hoistway  enclosure  less  than 
seven  floors  above  the  sidewalk  level  and  less 
than  three  floors  above  the  roof  of  an  adjacent 
structure  shall  be  fitted  with  vertical  metal  bars 
at  least  inch  in  diameter  with  maximum  spac¬ 
ing  of  10  inches. 

2.1. 5.3.  Access  to  Machine  Rooms,  Pits  and 
Overhead  Machinery  Spaces. 

Safe  and  convenient  access  to  the  machine 
rooms,  pits  and  overhead  machinery  spaces  shall 
be  provided.  Where  the  entrance  to  machine 
rooms  and  overhead  machinery  spaces  is  more 
than  5  feet  above  the  adjacent  floor  or  roof  sur¬ 
face,  access  shall  be  provided  by  means  of  a  metal 
ladder  or  stairs  having  a  maximum  angle  of  in¬ 
cline  of  60  degrees  from  the  horizontal.  Where 
the  difference  in  level  is  5  feet  or  less,  vertical 
ladders  may  be  used.  The  ladder  or  stairs 
shall  be  fitted  with  a  metal  hand-rail  above 
the  outside  stringers.  When  the  entrance  door 
opens  outward  a  platform  shall  be  provided 
within  8  inches  below  the  door  sill.  The  platform 
shall  be  at  least  2  feet  wide  and  shall  project  at 
least  2  feet  beyond  the  lock  jamb  of  the  door. 
A  guard  rail  shall  be  provided  at  the  edge  of 
this  platform  (except  where  the  ladder  or  stairs 
join  the  platform). 

Access  to  pits  over  5  feet  deep  may  be  provided 
by  means  of  fixed  vertical  metal  ladders.  Where 
the  buffer  cylinder  is  over  5  feet  high  a  fixed 
inclined  metal  ladder  shall  be  provided. 

The  use  of  elevator  machine  rooms  and  over- 
head  machinery  spaces  as  public  thoroughfares  is 
forbidden.  Doors  to  elevator  machine  rooms  and 
overhead  machinery  spaces  shall  be  fitted  with 
locks  which  permit  the  door  to  be  opened  from 
the  inside  without  a  key. 

Where  it  is  impractical  to  provide  access  to 


2.1.6. 


overhead  sheaves  and  governors  from  outside  the 
hoistway,  access  may  be  provided  from  within  the 
hoistway,  if  an  emergency  switch  suitably  marked 
is  placed  inside  the  hoistway  which,  when  opened, 
will  prevent  operation  of  the  elevator  during  the 
inspection  of  the  overhead  machinery. 

2.1. 5.4.  Lighting. 

Permanent  provision  for  adequate  artificial 
light  shall  be  made  in  machine  rooms,  pits  and 
spaces  for  overhead  machinery  of  elevators. 
Where  electric  light  is  available  the  illumination 
shall  be  based  on  at  least  Yi  watt  per  square  foot 
of  floor  area. 

.  The  machine  room  lighting  switch,  if  electric 
light  is  used,  or  the  lamp,  if  electricity  is  un¬ 
available,  shall  be  within  easy  reach  of  the 
entrance  to  the  machine  room. 

Where  practical  the  elevator  service  switch  and 
the  lighting  switch  shall  be  located  on  the  lock 
jamb  side  of  the  machine  room  entrance  door. 
Both  these  switches  shall  be  of  the  enclosed  type. 

2.1. 5.5.  Head  Room  in  Bulkheads. 

Bulkheads  of  elevators  shall  be  constructed  with 

a  minimum  head  room  of  6  feet  above  the  plat¬ 
form  required  in  2.1.6,  Machine  Supports,  Loads 
on  Supports  and  Factors  of  Safety. 

2.1.5.6.  Enclosure  of  and  Access  to  Elevator 
Machines. 


Elevator  macmnes  shall  be  surrounded  by 
substantial  grill  work  or  other  enclosure  unless 
located  in  machine,  engine  or  pump  rooms  in 
charge  of  an  attendant,  or  unless  otherwise  se- 
cured  against  unauthorized  access. 

All  machine  enclosures  shall  provide  12  inches 
horizontal  or  vertical  clearance  as  necessary  to 
give  access  to  such  parts  of  the  machinery  as 
require  maintenance. 

2.I.5.7.  Guarding  of  Exposed  Moving 
Machine  Parts. 

Exposed  gears,  sprockets,  tape  sheaves,  and 
ropes  and  tapes  passing  through  the  secondary 
levels  shall  be  guarded  in  accordance  with  the 
standards  referred  to  in  2.2.1,  Standard  Guards. 
Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

2.1. 6.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
■be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

2.1. 6.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows: 

The  total  load  on  overhead  beams  shall  be  as¬ 
sumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams 'shall  include  the 
complete  weights  of  machine,  sheaves,  controller 
and  similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
ot  all  cables  suspended  from  the  beams. 

2.1. 6.3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

2. 1.6.4.  Factors  of  Safety 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams,  based  on  the 
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ultimate  strength  of  the  material,  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  2. 1.6.2,  Loads  on  Supports,  shall  be  at  least  the 
following : 

For  steel  .  4 

For  reinforced  concrete .  7 

2.1. 6.5.  Allowable  Deflections. 

The  allowable  deflections  of  overhead  beams 
and  their  immediate  supports  shall  be  as  follows : 

(1)  For  overhead  machine  beams  of  all  alter¬ 
nating  current  installations  and  for  direct 
current  installations  where  the  car  speed  is 
over  150  feet  per  minute,  the  deflection 
under  static  load  shall  be  1/2000  of  the 
span  or  less. 

(2)  For  overhead  machine  beams  of  direct  cur¬ 
rent  installations  where  the  car  speed  is 
150  feet  per  minute  or  less,  the  deflection 
under  static  load  shall  be  1/1666  of  the 
span  or  less. 

(3)  For  overhead  sheave  beams  the  deflection 
under  static  load  shall  be  1/1333  of  the 
span  or  less. 

(4)  For  overhead  beams  immediately  support¬ 
ing  the  machine  beams  the  deflection  under 
static  load  shall  be  1/1666  of  the  span  or 

less. 

2.1.7.  Platforms  Under  Machinery. 

2.1.7.1.  Materials  and  Strength  of  Platforms. 

A  flooring  of  iron,  steel,  or  'reinforced  concrete 

capable  of  sustaining  a  concentrated  load  of  300 
pounds  on  any  4  square  inches  of  the  structure, 
shall  be  provided  at  the  top  of  the  hoistway, 
either  immediately  below  the  sheaves  or  at  the 
level  of  the  top  of  the  machine  beams  (except  in 
the  case  of  sidewalk  type  elevators).  It  is  not 
required  that  the  platform  or  its  supports  shall 
be  capable  of  supporting  300  pounds  on  every  4 
square  inches  of  its  area  simultaneously .. 

If  the  floor  consists  of  a  metal  grating,  the 
mesh  or  opening  between  the  bars  shall  reject  a 
ball  \y2  inches  in  diameter. 

2.1.7.2.  Extent  of  Grating  or  Flooring. 

The  grating  or  flooring  shall  fill  the  entire 
hoistway  when  the  cross  sectional  area  is  50  square 
feet  or  less ;  otherwise  the  platform  shall  extend 
at  least  2  feet  beyond  the  general  contour  of 
the  sheaves  or  machines,  and  to  the  entrance  to 
the  hoistway  at  or  above  the  level  of  the  plat¬ 
form.  . 

2.1.7. 3.  Handrails  and  Toeboards  Required. 

If  the  platform  does  not  entirely  cover  the 

hoistway  the  open  or  exposed  sides  shall  be  pro¬ 
vided  either  with  a  standard  handrail  and  toeboard 
or  with  a  screen  and  railing  at  least  42  inches 
high. 

21.7.4.  Deflecting  Sheave  Cradles. 

Where  no  slab  or  grating  complying  with 

2.1.7. 1,  Materials  and  Strength  of  Platforms,  is 

provided  over  the  entire  area  of  the  hoistway 
below  the  deflecting  or  secondary  sheaves  ex¬ 
tending  below  the  machine  level,  they  shall  be 
provided  with  cradles  which  comply  with  the  re¬ 
quirements  for  guards  referred  to  in  2.2.1,  Stand¬ 
ard  Guards  (except  in  the  case  of  sidewalk  type 
elevators) . 

2.1.8.  Stops  for  Counterweights. 

Where  winding  drum  machines  are  used  a  permanent 
beam  or  bar  shall  be  provided  at  the  top  of  the  counter¬ 
weight  guides  and  beneath  the  counterweight  sheaves  to 
prevent  the  counterweights  from  being  drawn  into  the 
sheaves.  It  shall  be  of  such  strength  that  the  cables  will 
be  pulled  out  of  the  sockets  before  there  is  any  undue 
deflection  of  the  beam. 


The  bars  or  beams  shall  be  so  located  that  the  center  of 
resistance  is  in  line  with  the  center  of  gravity  of  the 
counterweight  or,  if  more  than  one  stop  is  used,  they 
shall  be  located  symmetrically  with  respect  to  the  counter¬ 
weight. 

2.1.9.  Pipes  and  Wiring. 

2.1. 9.1.  Electrical  Conductors.  I 

The  electrical  conductors  installed  in  or  under 

an  elevator  or  counterweight  hoistway  (except  the 
flexible  cables  connecting  the  car  with  the  fixed 
wiring)  shall  be  encased  in  metal  conduits  or 

shall  be  armored  cables. 

2. 1.9.2.  Electrical  Conduits  or  Cables  to  Be 
Continuous. 

Electrical  conduits  or  cables  shall  be  continuous 
between  outlets  or  terminals  situated  entirely  out¬ 
side  the  hoistway;  and  openings,  terminals,  out¬ 
lets  or  junctions  within  the  hoistway  are  forbid¬ 
den  (except  in  those  used  to  furnish  or  control 
power,  light,  heat  or  signals  for  the  elevator 
hoistway  and  hoistway  doors).  The  interruption 
of  long  runs  to  support  or  pull  in  conductors  is 
authorized  and  pull  boxes  may  be  installed  foi 
this  purpose. 

Pipes,  conduits  and  armored  cables  shall  be 
securely  fastened  to  the  hoistway  construction.  1 

2.1.9. 3.  Pipe  Installations. 

The  installation  of  soil,  waste  or  vent  pipes 
and  pipes  conveying  gases  or  liquids  which  if 
discharged  into  the  hoistway  would  endanger  life, 
in  or  under  any  elevator  or  counterweight  hoist¬ 
way  is  forbidden.  Low  pressure  steam  or  hot 
water  pipes  used  only  for  heating  the  elevator 
hoistways  may  be  installed  in  the  hoistways. 

2. 1.9.4.  Voltage  of  Car  Control  Systems. 

No  part  of  any  electric  circuit  having  a  rater! 

system  or  circuit  voltage  in  excess  of  750  volts 
direct  current,  or  550  volts  alternating  current 
shall  be  used  for  any  control  or  operating  circuit 
Circuits  of  higher  rated  system  or  circuit  voltagr 
may  be  used  in  machine  rooms  or  bulkheads  foi 
the  operation  of  motors,  provided  all  operating  ant 
signal  wiring  is  thoroughly  insulated  from  sud 
power  circuits  and  all  machine  frames  and  hand 
ropes  are  permanently  grounded. 

2.1.9. 5.  Electric  Wiring. 

Live  parts  of  electrical  apparatus  in  elevato 
hoistways  shall  be  suitably  enclosed  to  protec 
against  accidental  contact.  Metal  coverings  shal 
be  permanently  grounded.  Wiring  shall  compl; 
with  the  requirements  of  the  Department  o 
Water  Supply,  Gas  and  Electricity. 

2.1.10.  Thoroughfare. 

2.1.10.1.  Thoroughfares  Under  Elevato 
Hoistways  or  Counterweights. 
Thoroughfares  under  elevator  hoistways  c 
counterweights  are  forbidden  unless : 

(1)  Buffers  are  provided  conforming  to  the  r 
quirements  of  3.2.2,  Car  and  CounterweM 
Buffers  for  Elevators;  and 

(2)  The  car  and  counterweights  are  provid< 
with  safety  devices  conforming  to  the  r 
quirements  of  3.3.5,  Car  and  Counterweigi 
Safeties  and  Speed  Governors ;  and 

(3)  A  structure  is  provided  under  the  hoistwi 
sufficiently  strong  to  withstand  without  i: 
jury  the  impact  of  the  car  with  contra 
load  or  the  impact  of  the  counterweig 
when  either  is  descending  at  contract  spec 
or  at  governor  tripping  speed  where  a  go 
ernor-operated  safety  is  used. 

2.2.  Hoistway  Guards  and  Screens. 

2.2.1.  Standard  Guards.  . 

The  standard  railings  mentioned  in  these  Rules  shall 
of  metal  and  shall  be  between  40  and  46  inches  high  wi 
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an  intermediate  rail  midway  between  the  top  rail  and  floor. 
The  uprights  and  handrail  shall  be  made  of  angles  measur¬ 
ing  at  least  2  by  2  inches  or  the  equivalent  and  the  mid¬ 
rail  of  angles  measuring  at  least  1  by  2  inches. 

The  toeboards  mentioned  in  these  Rules  shall  be  of  metal 
at  least  as  thick  as  Number  16  United  States  Gage,  at  least 
6  inches  high  or  of  fireproofed  wood  at  least  1  by  6  inches. 

Guards  for  cables  and  machinery  mentioned  in  these 
Rules  shall  conform  to  the  Safety  Code  for  Mechanical 
Power-Transmission  Apparatus  of  the  American  Stand¬ 
ards  Association,  1927. 

2.2.2.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of 
300  pounds  per  square  foot.  The  maximum  permissible 
dimensions  of  sidewalk  openings  shall  be  5  feet  at  right 
angles  to  and  6  feet  parallel  to  the  building  line  (except 
by  permission  of  the  Borough  President).  The  side  of 
the  opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions 
make  this  impractical  this  distance  may  be  increased 
subject  to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used  the  line  of  the 
hinges  shall  be  at  right  angles  to  the  building  line.  Where 
the  covers  open  toward  any  obstruction  the  space  between 
the  fully  opened  cover  and  such  obstruction  shall  be  at 
least  18  inches.  Where  vertically  lifting  covers  are  used 
there  shall  be  a  clearance  of  at  least  2  feet  between  the 
cover  and  any  obstruction  above  it  when  the  elevator  is 
at  the  top  of  its  overtravel. 

Hatch  covers  shall  be  self-closing  and  the  fastening,  or 
holding,  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch 
opening  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lifting 
type  covers  may  be  used,  or  doors  may  be  provided  com¬ 
plying  with  2.3.5,  II oistzvay  Doors  for  Freight  Elevators, 
and  shall  be  provided  with  interlocks  complying  with 

2.3.2.  Door  Interlocks. 

2.2.3.  Counterweight  Runway  Enclosures. 

2.2.3. 1.  Counterweight  Runways  Outside  of 
the  Hoistway. 

Runways  for  counterweights  located  outside  of 
the  elevator  hoistway  shall  be  solidly  enclosed 
throughout  their  height  (except  that  when  the 
runway  is  located  outside  of  the  structure  it  shall 
be  enclosed  to  a  height  of  at  least  7  feet  from  the 
ground). 

2.2.3. 2.  Counterweight  Runways  Inside  of  the 
Hoistway. 

Each  counterweight  runway  of  elevators  lo¬ 
cated  in  the  elevator  hoistway  shall  be  enclosed 
from  a  point  12  inches  above  the  floor  of  the  pit 
to  a  point  at  least  7  feet  above  the  floor  of  its 
own  pit  and  any  other  pit  adjacent  to  such 
counterweight  runway  (except  where  compensating 
chains  or  cables  which  practically  compensate  for 
the  weight  of  the  hoisting  cables  are  attached  to 
the  counterweight).  In  this  case  counterweight 
enclosures  may  be  omitted  on  the  side  facing  the 
elevator.  Such  enclosures  shall  be  made  of  metal 
at  least  as  thick  as  Number  16  United  States 
Gage. 

2.2.3.3.  Access  to  Counterweight  Runways. 

Access  shall  be  provided  for  inspection,  main¬ 
tenance  and  repair  of  all  counterweights  and 
cables.  Doors  to  counterweight  runway  enclosures 
shall  'be  self-closing.  If  the  counterweight  is 
located  in  the  same  hoistway  as  the  car  and  can 
be  inspected  at  mid-travel  from  the  car,  hinged 
sections  are  unnecessary  in  the  counterweight 
screen. 

2.2.4.  Cable  Enclosures. 

Where  cables  pass  through  floors  outside  the  hoistway 
enclosures,  such  cables  shall  be  guarded  to  a  height  of  at 


least  6  feet  from  each  floor  with  a  standard  power  trans¬ 
mission  guard.  The  floor  openings  shall  be  not  greater 
than  necessary  for  the  free  passage  of  the  cables. 

2.3.  Landings. 

2.3.1.  Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

2.3. 1.1.  Automatic  Fire  Doors  Functioning  by 
Heat. 

No  automatic  fire  door,  the  functioning  oi 
which  is  dependent  on  the  action  of  heat,  shall 
lock  any  landing  opening  in  the  hoistway  enclosure 
of  any  passenger  elevator  or  any  exit  leading 
from  any  hoistway  landing  door  to  the  outside  of 
the  structure. 

2.3.1. 2.  Protection  of  Landing  Openings. 

Landing  openings  in  passenger  elevator  hoist¬ 
way  enclosures  shall  be  protected  by  doors  sliding 
horizontally  or  vertically,  combination  sliding  and 
swinging  doors,  swinging  doors,  or  by  counter¬ 
balanced  doors. 

Where  vertically  sliding  or  counterbalanced 
doors  are  used  the  car  gate  or  door  and  the  hoist¬ 
way  doors  shall  be  so  interlocked  that  the  car  gate 
or  door  cannot  start  to  open  until  the  landing  door 
is  locked  in  its  fully  opened  position  and  so  that 
the  landing  door  cannot  start  to  close  until  the 
car  gate  or  door  is  fully  closed.  (See  2. 1.1.2, 
Landing  Openings  to  Be  Protected). 

2.3.1.3.  Clearances  of  Hoistway  Doors. 

The  maximum  distance  between  the  hoistway 
side  of  the  hoistway  door  opposite  the  car  open¬ 
ing  and  the  hoistway  edge  of  the  landing  saddle 
shall  be  4  inches. 

For  automatic-operation  elevators  the  maximum 
distance  between  the  hoistway  side  of  the  hoist¬ 
way  door  opposite  the  car  opening  and  the  hoist¬ 
way  edge  of  the  landing  shall  be  1  inch  for 
swinging  doors  and  2  inches  for  sliding  doors. 

For  existing  installations  of  automatic-operation 
elevators  accessible  to  the  general  public,  where 
the  clearance  exceeds  1  y2  inches  for  swinging 
doors  or  2]/2  inches  for  sliding  doors,  the  space 
between  the  hoistway  side  of  the  hoistway  door 
and  the  hoistway  edge  of  the  landing  saddle  shall 
be  filled  in  immediately  by  suitable  means. 

If  the  door  slides  in  two  or  more  sections  the 
specified  dimension  applies  to  that  section  which 
closes  against  the  lock  jamb. 

No  hardware  (except  that  required  for  inter¬ 
locking,  indicator  and  signal  devices)  shall  project 
into  the  hoistway  beyond  the  line  of  the  landing 
saddle. 

2.3. 1.4.  Hoistway  Door  Interlocks. 

Hoistway  door  interlocks  which  conform  to 

2.3.2,  Door  Interlocks,  shall  be  used  on  the  hoist¬ 
way  doors  of  passenger  elevators.  The  hoistway 
doors  of  hydraulic  passenger  elevators  shall  also 
be  provided  with  a  door  closer  or  with  a  device 
which  will  compensate  for  the  creeping  of  the 
car  away  from  the  landing  caused  by  leakage  in 
the  valve  or  in  the  cylinder. 

2.3. 1.5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  opera¬ 
tive  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic,  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4.  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative) . 
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2.3. 1.6.  Hand  Opening  of  Hoistway  Doors. 

Hoistway  doors  shall  be  arranged  to  be  opened 
by  hand  from  the  hoistway  side  (except  when 
locked  “out  of  service”).  Neither  the  main 
exit  doors  nor  the  doors  at  the  lower  terminal 
landing  shall  be  locked  “out  of  service”  while  the 
elevator  is  in  operation. 

Hoistway  doors  for  passenger  elevators  shall 
be  so  arranged  that  it  is  unnecessary  to  reach 
back  of  any  panel,  jamb,  or  sash  to  operate 
them. 

2.3. 1.7.  Opening  of  Hoistway  Doors. 

If  the  entire  control  of  a  passenger  elevator 
is  located  on  the  car,  the  hoistway  doors  shall 
be  so  arranged  that  they  cannot  be  opened 
from  the  landing  side  (except  as  provided  in 

2.3. 1.8.  Emergency  Landing  Openings  and  Keys). 
If  the  control  is  not  located  entirely  on  the  car, 
the  hoistway  doors  shall  be  so  arranged  that, 
unless  the  car  is  at  the  landing,  the  doors  cannot 
be  opened  from  the  landing  side  (except  as  pro¬ 
vided  in  2. 3. 1.8,  Emergency  Landing  Openings 
and  Keys). 

2.3. 1.8.  Emergency  Landing  Openings  and 
Keys. 

A  service  key  shall  be  provided  to  open  the 
hoistway  door  from  the  landing  side  at  the  land¬ 
ing  where  the  car  is  normally  parked  out  of  ser¬ 
vice.  This  key  shall  open  this  door  only  when 
the  car  is  at  the  landing  and  shall  open  no  other 
hoistway  door. 

An  emergency  key  shall  be  provided  which 
will,  irrespective  of  the  position  of  the  car, 
open  from  the  landing  side  the  hoistway  door 
at  the  landing  where  the  car  is  normally 
parked,  the  lowest  landing,  and  such  other  hoist¬ 
way  doors  and  emergency  doors  as  are  specified 
below.  It  shall  open  no  other  hoistway  door. 
Such  an  emergency  key  shall  be  placed  in  a 
break  glass  receptacle  dearly  marked  “FOR 
FIRE  DEPARTMENT  AND  EMERGENCY 
USE  ONLY,”  at  the  landing  of  each  elevator 
or  group  of  elevators  that  is  nearest  the  main 
intrance  to  the  structure. 

For  an  elevator  operating  in  a  blind  hoistway, 
the  first  hoistway  door  above  the  blind  portion 
of  the  hoistway  shall  be  so  arranged  that  it  can 
be  opened  from  the  landing  side  by  the  emergency 
key  specified  above,  irrespective  of  the  position 
of  the  elevator  car. 

If  an  elevator  is  installed  in  a  single  hoist¬ 
way,  the  emergency  key  shall  open  all  hoistway 
doors  and  where  the  elevator  is  installed  in  a 
single  blind  hoistway,  then  provision  shall  be 
made  for  emergency  hoistway  doors  at  every 
third  floor,  but  not  more  than  36  feet  apart, 
to  permit  access  to  the  elevator  in  the  blind 
portion  of  the  hoistway. 

Emergency  doors  shall  be  at  least  30  inches 
wide  and  6  feet  6  inches  high  (clear  opening), 
and  shall  'be  easily  accessible  and  free  from  fixed 
obstructions.  Such  doors  shall  be  self-closing 
and  shall  not  be  openable  from  the  hoistway  side, 
but  need  not  be  provided  with  interlocks  or  elec¬ 
tric  contacts.  The  emergency  key  required  above 
shall  open  all  such  emergency  hoistway  doors. 

2.3. 1.9.  Hangers  for  Power  Operated  Hoist¬ 
way  Doors. 

Hangers  for  power  operated  hoistway  doors 
shall  be  designed  to  withstand  a  downward  thrust 

of  five  times  and  an  upward  thrust  of  four  times 
the  weight  of  the  door. 

2.3.1.10.  Hanger  Stops  and  Guards. 

Means  shall  be  provided  to  prevent  hangers  for 
all  sliding  hoistway  doors  from  jumping  the 


tracks.  Stops  shall  also  be  provided  to  prevent 
the  hanger  carriage  from  leaving  the  ends  of  the 
track,  or  suitable  stops  may  be  provided  on  the 
door  only. 

2.3.1.11.  Vision  Panels. 

For  elevators  which  can  be  operated  from  out¬ 
side  of  the  hoistway,  hoistway  doors  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wire  glass  with  a  maximum  area  of  80 
square  inches. 

2.3.2.  Door  Interlocks. 

2.3. 2.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Door  Interlocks. 

These  Rules  recognize  two  systems  of  door 
interlocks:  (l)  THE  DOOR  UNIT  SYSTEM, 
in  which  the  interlock  prevents  the  operation  of 
the  elevator  machine  to  move  the  car  away  from 
the  landing  unless  the  hoistway  door  at  that 
landing  at  which  the  car  is  stopping,  or  is  at  rest, 
is  locked  in  the  closed  position. 

(2)  THE  HOISTWAY  UNIT  SYSTEM,  in 
which  the  interlocks  prevent  the  operation  of  the 
elevator  machine  to  move  the  car  away  from  the 
landing  unless  all  its  hoistway  doors  are  locked  in 
the  closed  position. 

The  interlock  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car 
leveling  device. 

In  both  of  these  interlock,  systems  the  inter¬ 
lock  shall  prevent  the  opening  of  the  hoistway 
door  from  the  landing  side  (except  by  a  special 
key)  (See  Rules  2.3. 1.7,  Opening  of  Hoistway 
Doors,  and  2.3.1.8,  Emergency  Landing  Open¬ 
ings  and  Keys),  unless  the  car  is  at  rest  within 
the  landing  zone;  or  is  coasting  through  the 
landing  zone  with  its  operating  device  in  the 
“STOP”  position. 

2.3. 2.2.  Use  of  the  Door  Unit  System. 

The  door  unit  interlock  system  may  be  used 
only  where  there  is  a  regular  operator  in  the 
car  and  where  the  elevator  can  be  operated  only 
from  inside  the  car. 

2.3. 2.3.  Closed  Position  of  Hoistway  Doors. 

For  elevators  employing  a  type  of  operation 
that  does  not  require  the  presence  of  an  oper¬ 
ator  in  the  car,  the  hoistway  door  shall  be 
considered  in  the  dosed  position  only  when  the 
door  is  within  fs  inch  of  contact  with  the  door 
jamb,  or,  in  the  case  of  bi-parting  doors,  when  the 
doors  are  within  Y  inch  of  contact  with  each 
other.  (See  also  Multiple  Dwelling  Law,  Sec¬ 
tion  51.) 

For  elevators  where  the  hoistway  door  is  not 
equipped  with  a  door  closer,  the  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  j/g  inch  of  contact  with  the  door 
jamb,  or  in  the  case  of  bi-parting  doors,  only 
when  the  doors  are  within  inch  of  contact  with 
each  other.  (See  also  Multiple  Dwelling  Law, 
Section  51.) 

Where  the  hoistway  door  of  an  elevator  re¬ 
quiring  the  presence  of  an  operator  in  the  car  is 
equipped  with  a  door  closer  the  door  shall  be 
considered  to  be  in  the  closed  position  (and  the 
car  may  be  started)  when  the  door  is  within  4 
inches  of  being  fully  closed  against  the  jamb 
(or  in  the  case  of  a  bi-parting  door  when  the 
sections  are  within  4  inches  of  contact  with  each 
other),  if  at  this  position  and  any  other  up  to 
full  closure  as  defined  in  this  section,  the  door 
cannot  be  Opened  from  the  landing  side  more 
than  4  inches  from  the  jamb  (or  the  sections 
more  than  4  inches  from  each  other  in  the  case 
of  a  bi-parting  door),  provided  the  door  closer 
is  of  a  type  which  will  eventually  close  the  doot 
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to  the  fully  closed  position  as  defined  in  this 
section,  and  lock  it  in  this  position.  (See  also 
Multiple  Dwelling  Law,  Section  51.) 
a.3.2.4.  Design  of  Interlocks. 

The  interlocks  for  all  hoistway  doors  shall  be 
so  designed  that  the  door  is  locked  in  the  closed 
position  as  defined  in  23.2.3,  Closed  Position  of 
Hoistway  Doors,  before  the  car  can  be  operated. 

2.3. 2.5.  Use  of  Springs  and  Electric  Circuits 
in  Interlocks. 

The  functioning  of  door  interlocks  to  prevent 
the  movement  of  the  car  shall  be  independent  of 
the  action  of  a  spring  in  tension,  or  of  the  closing 
of  an  electric  circuit.  If  springs  are  used  they 
shall  be  in  compression.  If  an  electric  circuit  is 
used  its  interruption  shall  prevent  the  movement 
of  the  car. 

2.3. 2.6.  Tests  and  Approvals  of  Interlocks. 
Each  type  and  make  of  door  interlock  shall  be 

approved  by  the  Superintendent  on  the  'basis  of 
the  engineering  tests  listed  in  8.1,  Tests  of  Inter¬ 
locks,  made  by  or  under  the  supervision  of  a 
competent  designated  laboratory.  Approved  inter¬ 
locks  shall  be  suitably  marked  for  identification 
as  provided  in  23.2.7 ,  Identification  of  Interlocks. 

2.3. 2.7.  Identification  of  Interlocks. 

Approved  interlocks  shall  be  suitably  and 

plainly  marked  for  identification.  The  marking 
shall  be  permanent  and  so  placed  as  to  be  readily 
visible  when  the  interlocks  are  mounted  in  posi¬ 
tion.  Auxiliary  appliances  forming  a  part  of, 
or  used  in  conjunction  with,  an  interlock,  shall 
be  similarly  marked.  Marking  shall  include  the 
following:  Manufacturer’s  name  or  trade-mark, 
type  or  style  letter  or  number,  and  rated  voltage. 

2.3.3.  Hoistway  Door  Electric  Contacts. 

23.3.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Contacts. 

These  Rules  recognize  two  systems  of  hoist¬ 
way-door  electric  contacts : 

1.  The  Door  Unit  System  in  which  the  con¬ 
tact  prevents  the  normal  operation  of  the 
car  unless  the  hoistway  door  at  which  the 
car  is  standing  is  in  the  closed  position. 

2.  The  Hoistway  Unjt  System  in  which  the 
contact  prevents  the  normal  operation  of 
the  car  unless  all  its  hoistway  doors  are 
in  the  closed  position. 

The  contact  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car¬ 
leveling  device. 

2.3.3. 2.  Use  of  Door  Unit  System. 

The  Door  Unit  System  may  be  used  only  on 
elevators  where  there  is  a  regular  operator  in  the 
car,  and  where  the  elevators  can  be  operated  only 
from  inside  the  car. 

2.3. 3. 3.  Closed  Position  of  Electric  Contacts. 
Where  the  hoistway-door  contacts  are  not  a 

part  of  an  interlock  system,  the  door  shall  be 
considered  in  the  closed  position  when  within  2 
inches  of  full  closure  against  the  jamb.  (See 

23.5.4.  Interlocks  atid  Electric  Contacts,  third 
paragraph.) 

2.3. 3. 4.  Design  of  Electric  Contacts. 

Hoistway-door  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or 
other  device  attached  to  and  operated  by  the  door. 

2.3.3. 5.  Use  of  Springs  or  Electric  Circuits  in 
Contacts. 

The  functioning  of  a  hoistway-door  electric 
contact  to  prevent  the  movement  of  the  car  shall 
be  independent  of  the  action  of  a  spring  or  springs 
in  tension,  and  of  the  closing  of  an  electric  cir¬ 
cuit.  If  springs  are  used,  they  shall  be  in  com¬ 
pression.  The  interruption  of  electric  circuit 
shall  prevent  the  movement  of  the  car. 


2.3. 3.6.  Tests  and  Approvals  of  Electric 
Contacts. 

Each  type  and  make  of  hoistway-door  electric 
contact  shall  be  approved  by  the  Superintendent 
on  the  'basis  of  the  engineering  tests  listed  'below 
made  by,  or  under  the  supervision  of,  a  com¬ 
petent  designated  laboratory. 

1.  Endurance  Test. 

2.  Current-Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Insulation  Test. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

2.3.3.7.  Identification  of  Approved  Contacts. 
Approved  contacts  shall  be  suitably  marked  for 

identification  as  called  for  in  23.2.7 ,  Identification 

of  Interlocks. 

2.3.4.  Emergency  Releases. 

2.3. 4.1.  Location  and  Covering  of  Emergency 
Releases. 

The  emergency  release  shall  be  in  the  car, 
plainly  visible  to  the  occupants  of  the  car,  shall 
be  easily  accessible  to  the  operator,  and  shall  be 
provided  with  a  breakglass  cover  and  with  means 
for  breaking  the  glass. 

2.3. 4.2.  Operative  Position  of  Emergency  Re¬ 
leases. 

To  operate  the  car  under  emergency  conditions, 
it  shall  be  necessary  for  the  operator  to  hold  the 
emergency  release  in  the  operative  position. 

2.3.4.3.  Design  and  Construction  of  Emer¬ 
gency  Releases. 

Emergency  releases  shall  be  constructed  so  that 
they  cannot  be  readily  tampered  with,  or 
“plugged”  in  the  release  position;.  Rods,  con¬ 
nections,  and  wiring  used  in  the  operation  of  the 
emergency  release,  which  are  accessible  from  the 
car,  shall  be  enclosed  and  protected  from  injury. 

2.3. 4.4.  Tests  and  Approvals  of  Emergency 
Releases. 

Each  make  and  type  of  emergency  release  shah 
be  tested  and  approved  by  the  Superintendent  as 
to  compliance  with  23.4.1,  Location  and  Covering 
of  Emergency  Releases;  23.4.2,  Operative  Posi¬ 
tion  of  Emergency  Releases;  and  2.3.43,  Design 
and  Construction  of  Emergency  Releases,  and  as 
to  meeting  the  requirements  of  8.1.6,  Insulation 
Test. 

2.3.5.  Hoistway  Doors  for  Freight  Elevators. 

2.3. 5.1.  Doors  Required. 

Each  landing  opening  in  a  freight  elevator 
hoistway  enclosure  shall  be  equipped  with  a  docw 
which,  if.  not  within  the  hoistway,  shall  be  set 
within  4  inches  of  the  face  of  the  landing  saddle1 
(except  at  the  upper  landing  of  one  story  sidewalk 
elevators  and  such  other  openings  as  are  covered 
in  2.3.53 ,  Size  of  Hoistway  Doors). 

Doors  shall  comply  with  the  fire  resistive  re¬ 
quirements  for  doors  in  such  enclosures. 

2. 3. 5. 2.  Strength  of  Hoistway  Doors. 
Hoistway,  doors  shall  withstand  a  force  of  75 

pounds  applied  perpendicularly  to  the  door  at  any 
point  without  being  sprung  from  their  guides. 

2. 3. 5. 3.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  tm 

full  width  of  the  landing  openings  and  shall  ex¬ 
tend  the  full  height  from  the  landing  saddle  to 
the  top  of.  the  landing  opening  (See  2. 1.1.2,  Land¬ 
ing  Openings  to  Be  Protected ). 

2.3. 5.4.  Interlocks  and  Electric  Contacts. 

Hoistway  doors  for  freight  elevators  (except 
hatch  covers  for  sidewalk  elevators)  shall  be 
provided  with  interlocks  or  electric  contacts  and 
locks.  Interlocks  and  electric  contacts  shall  con¬ 
form  to  the  requirements  of  23.2,  Door  Inter- 
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locks,  and  2.3.3,  Hoistivay  Door  Electric  Contacts, 
respectively. 

Wihere  electric  contacts  are  provided  on  a 
hoistway  door  and  are  not  a  part  of  an  interlocked 
system  the  lock  or  latch  and  contact  shall  be  so 
arranged  as  to  insure  the  door  'being  in  a  position 
to  be  locked  or  latched  when  or  before  the  con¬ 
tact  is  closed. 

Door  electric  contacts  and  door  locks  or  latches 
shall  be  so  located  as  normally  to  be  inaccessible 
from  the  landing  side. 

2. 3. 5. 5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Freight  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 

2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative).  No  emergency  releases  shall  be  re¬ 
quired  on  sidewalk  elevators. 

2.3. 5. 6.  Vision  Panels. 

Hoistway  doors  for  elevators  which  can  be 
operated  from  outside  the  hoistway  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  dear  wired  glass,  with  a  maximum  area  of  80 
square  inches. 

2.3.6.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

2.3.7.  Landings  for  Passenger  and  Freight 
Elevators. 

2.3.7. 1.  Landing  Saddle. 

The  landing  saddle  shall  be  constructed  and 
maintained  so  that  persons  will  not  readily  slip 
thereon. 

2.3. 7.2.  Railroad  Tracks. 

Where  there  is  a  railroad  track  upon  any  ele¬ 
vator  landing,  the  tops  of  the  rails  shall  be  flush 
with  the  floor  for  a  distance  of  6  feet  from  the 
threshold. 

2.3.8.  Lighting  at  Landings. 

When  the  car  of  an  elevator  is  in  service  at  the 
landing,  the  landing  edges  of  the  saddle  and  car  platform 
shall  be  plainly  visible.  The  illumination  on  the  landing 
saddle  shall  be  at  least  1  foot  candle. 

RULE  3.  POWER  PASSENGER, 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

3.1.  Limitations  for  Platform  and  Side¬ 
walk  Type  Elevators. 

3.1.1.  Platform  Elevators  Forbidden. 

The  use  of  platform  elevators  is  forbidden. 

3.1.2.  Sidewalk  Type  Elevators. 

Sidewalk  type  elevators  shall  comply  with  the  require¬ 
ments  of  3.  Pozuer  Passenger,  Freight  and  Sidczvalk  Type 
Elez'atnrs.  unless  specifically  exempted. 

The  maximum  contract  speed  of  sidewalk  type  elevators 
shall  be  35  feet  per  minute  and  the  maximum  platform 
area  shall  be  50  square  feet. 


3.2.  Guides,  Buffers  and  Counterweights 
for  Passenger,  Freight  and  Side¬ 
walk  Type  Elevators. 

3.2.1.  Guide  Rails. 

3. 2.1.1.  Material. 

Car  and  counterweight  guide  rails  for  elevators 
shall  be  of  steel. 

3.2. 1.2.  Fastenings  and  Joints. 

Guide  rails  shall  be  securely  fastened  with  iron 
or  steel  brackets  (or  their  equivalent)  of  such 
strength,  design  and  spacing  that  the  deflection 
of  the  guide  rails  and  their  fastenings  shall  be 
J4  inch  or  less  under  normal  operation. 

When  rail  brackets  used  in  connection  with 
freight  elevators  or  sidewalk  type  elevators  are  so 
located  that  they  receive  the  full  thrust  of  the 
guide  shoes  when  the  car  platform  is  level  with 
the  landing,  the  thrust  due  to  concentrated  loads 
on  the  car  may  be  of  high  magnitude.  Special  at¬ 
tention  shall  theref  ore  be  given  to  the  attachment 
of  the  brackets  in  such  cases.  Where  the  dis¬ 
tance  between  rail  supports  is  greater  than  14  feet 
the  rails  shall  be  suitably  backed  or  bracketed 
to  secure  sufficient  rigidity  for  satisfactory  opera¬ 
tion. 

Joints  of  guide  rails  (except  for  sidewalk  ele¬ 
vators  the  travel  of  which  is  15  feet  or  less)  shall 
be  accurately  machined  with  tongue  and  groove 
through  the  webs  at  right  angles  to  the  base  and 
through  the  flanges  parallel  to  the  base,  and  fitted 
with  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail ;  or  accurately 
machined  with  tongue  and  groove  through  the 
webs  and  with  the  backs  of  the  flanges,  where 
the  fishplates  bear,  accurately  machined  at  right 
angles  to  the  tongue  and  groove  and  fitted  with 
finished  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail. 

Guile  rails  shall  withstand  the  application  of 
the  “safety”  when  stopping  a  fully  loaded  car 
or  the  counterweight. 

3.2. 1.3.  Size  of  Guide  Rail  Fastenings  and 
Bottoming  of  Guide  Rails. 

Guide  rails  and  their  fastenings  shall  be  se¬ 
cured  in  position  by  clips  or  through  bolts  of  at 
least  the  sizes  given  in  the  following  table : 

SIZE  OF  GUIDE  RAIL  FASTENINGS 
Weight  of  Rails  in  Diameter  of  Bolts 

Pounds  per  Foot  in  Indies 


14  H 

2  va  yA 

30  yA 


Bolt  holes  in  steel  beams  for  bracket  bolts 
shall  not  exceed  the  diameter  of  the  bolt  by  more 
than  2  / 16  of  an  inch.  Such  holes  for  bolts  shall 
be  either  drilled,  punched  or  cut  with  a  torch. 
If  cut  with  a  torch,  bolt  holes  shall  be  cut  of 
smaller  diameter  and  drifted  to  the  required 
diameter. 

The  guide  rails  shall  be  extended  at  the  top  and 
bottom  to  prevent  guide  shoes  running  off  within 
the  limits  of  the  bottom  overtravel  and  the  top 
clearance. 


3. 2. 1.4.  Cast  Iron  Guide  Rails  Forbidden. 

The  use  of  cast  iron  guide  rails  is  forbidden. 

3. 2.1. 5.  Weight  of  Steel  Guide  Rails. 

_  The  weights  of  steel  guide  rails  (except  for 
sidewalk  elevators  the  travel  of  which  is  15  feet 
or  less)  shall  be  at  least  those  given  in  the  fol¬ 
lowing  table : 
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Maximum 

Permissible 

Total  Minimum 

Weight  of  Weight  of 
Car  and  Load,  or  Each  Car 
Total  Weight  of  Guide  Rail 
Counterweights 
Per  Pair  of 

Rails  (Pounds  per 

(Pounds)  Foot) 


Minimum  Weight  of  Each 
Counterweight  Guide  Rail 
(Poundis  per  foot) 


With  Without  Guide 
Guide  Rail  Safeties 
Rail  1  to  1  2  to  1 

Safeties  Roping  Roping 


4,000 

7/ 

7/ 

6/ 

6/ 

15,000 

14 

14 

7/a 

7/4 

27,500 

22/ 

22/ 

7/4 

14 

40,000 

30 

30 

7/ 

14 

Where  7/-pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  6  feet  or  less,  the  load  per¬ 
mitted  under  the  preceding  table  may  be  doubled 
for  counterweights  with  guide  rail  safeties. 
Where  7 /-pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  7/  feet  or  less,  the  load 
permitted  under  the  preceding  table  may  be  in¬ 
creased  to  5,000  pounds  for  cars  with  guide  rail 
safeties. 

The  maximum  weights  of  car  and  load  as  given 
in  the  preceding  table  for  each  pair  of  guide 
rails  are  intended  to  apply  when  only  one  safety 
device  gripping  both  rails  in  a  horizontal  plane  is 
used.  When  two  such  safety  devices  are  used  on 
the  same  guide  rail  and  arranged  so  that  both 
will  be  applied  at  practically  the  same  time  and 
with  substantially  equal  retarding  force  the  total 
weight  may  exceed  that  shown  in  the  table  but 
shall  in  any  case  be  within  the  maximum  weight 
given  in  the  table  multiplied  by  the  following 
factors  based  on  distance  'between  safeties : 


3.2.2. 


Car  Duplex  Safeties 

Multiply  maximum  load 
Distance  between  given  in  the 

safeties  in  feet  preceding  table  by 


18  (or  over)  2.0 

15  1.83 

12  1.67 

9  150 

6  1.33 


Counterweight  Duplex  Safeties 
15  (or  over)  2.0 

10  1.67 

5  1.33 


3.21.6.  Use  of  Single  Pair  of  Car  Guide 
Rails. 

Whenever  practicable  a  single  pair  of  car  guide 
rails  shall  'be  used  for  passenger  elevators. 


Car  and  Counterweight  Buffers. 

3. 2.2.1.  Required  Types  of  Buffers. 

Buffers  of  the  spring,  oil  or  equivalent  type 

shall  be  installed  under  the  cars  of  elevators 
(except  sidewalk  elevators  having  a  travel  of  15 
feet  or  less). 

Spring  buffers  or  their  equivalent  may  be  used 

with  elevators  having  a  contract  speed  of  250  feet 
per  minute  or  less. 

Oil  buffers  or  their  equivalent  shall  be  used 
with  elevators  having  a  contract  speed  greater 
than  250  feet  per  minute.  The  minimum  total 
stroke  of  oil  buffer  shall  be  based  on  an  average 
retardation  of  32.2  feet  per  second  per  second, 
based  on  governor  tripping  speed. 

Where  speed  retarding  devices  independent  of 
normal  and  final  stop  switches  ar<  provided  for 
retarding  car  or  counterweight  or  both  to  a 
definite  limiting  speed  before  the  buffer  is  en¬ 
gaged,  the  required  corresponding  buffer  stroke 
need  be  based  only  on  retardation  freon  such 
speed  rather  than  from  governor  tripping  ipeed. 


Such  speed  retarding  devices  shall  be  so  designed 
that  the  retarding  force  is  quickly,  but  gradually 
applied,  substantially  constant,  and  the  retarding 
distance  is  at  least  the  sliding  distance  specified 
in  3.3.6,  Car  Safety  Test,  for  Undercar  Safeties. 
For  contract  car  speeds  in  excess  of  500  feet 
per  minute  the  corresponding  reduced  buffer  stroke 
shall  be  at  least  18  inches. 

3. 2.2.2.  Oil  Gages  Required. 

Oil  buffers  shall  be  provided  with  means  for 
gaging  the  amount  of  oil  in  them. 

3.2.2.3.  Location  of  Car  Buffers. 

Buffers  shall  preferably  be  located  symmet¬ 
rically  with  reference  to  the  center  of  the  car. 
3.2.2  4.  Location  of  Counterweight  Buffers. 

Counterweight  buffers  similar  to  those  re¬ 
quired  for  cars  shall  be  installed  symmetrically 
under  the  counterweights  of  passenger  and  freight 
elevators. 

3. 2.2.5.  Form  of  Buffer  Test. 

Buffers  shall  be  tested  by  running  on  to  them 
with  contract  load  at  contract  speed  with  final 
limit  switches  operative  (except  as  follows : 

If  the  buffer  stroke  has  been  reduced  due  to 
the  use  of  a  speed  retarding  device  as  permitted  in 

32.2.1.  Required  Types  of  Buffers,  the  car  or 
counterweight  shall  be  run  on  the  buffer  at  the 
speed  corresponding  to  the  buffer  stroke  used). 

3. 2.2.6.  Buffer  Compression  Switch. 

Where  the  car  or  counterweight  oil  buffer  is 

compressed  more  than  25  per  cent  of  its  stroke 
when  the  car  is  level  with  the  lower  or  upper 
terminal  landing,  respectively,  buffers  shall  be 
provided  with  a  switch  which  shall  prevent  move¬ 
ment  of  the  car,  in  a  direction  to  compress  the 
buffers  at  a  speed  greater  than  one-half  the 
contract  speed  until  the  buffers  are  restored  to 
their  normal  position. 

3.2.2.7.  Tests  and  Approvals  of  Buffers. 

Each  type  and  size  of  oil  buffer  used  shall  be 

approved  by  the  Superintendent  on  the  basis  of 
the  engineering  tests  listed  in  8.2,  Tests  of 
Buffers,  made  by  or  under  the  supervision  of  a 
competent  designated  testing  laboratory.  Ap¬ 
proved  buffers  shall  be  marked  by  the  manu¬ 
facturer  with  the  range  of  speed  and  load  for 
which  they  have  been  approved. 

3.2.3.  Counterweights. 

3.2.3. 1.  Counterweight  Guides  Required. 
Counterweights  shall  run  in  guides. 

3. 2.3. 2.  Clearance  Between  Counterweights 
and  Protection  of  Counterweight 
Cables. 

If  two  counterweights  run  in  the  same  guides 
the  car  counterweight  shall  be  above  the  machine 
counterweight  and  there  shall  be  a  clearance  of 
at  least  8  inches  between  the  counterweights.  The 
cables  of  the  machine  counterweight  shall  be 
covered  or  protected  by  metal  or  fibre  sleeves 
firmly  attached  to  the  cable.  These  sleeves  shall 
be  at  least  6  inches  longer  than  the  car  counter¬ 
weight.  The  ends  of  the  sleeves  shall  be  care¬ 
fully  reamed  before  being  placed  on  the  cables. 

3. 2.3. 3.  Independent  Car  Counterweights. 

If  an  independent  car  counterweight  is  used  it 
shall  not  be  of  sufficient  weight  to  cause  undue 
slackening  in  any  of  the  cables  during  accelera¬ 
tion  or  retardation  of  the  car. 

3. 2.3. 4.  Counterweight  Tie-rods  and  Suspen¬ 
sion  Members. 

Counterweight  sections,  however  carried,  shall 
be  secured  by  at  least  two  tierods  passing  through 
holes  in  all  the  sections,  or  by  other  approved 
means.  The  tierods  and  suspension  rods  shall 
have  lock  nuts  and  cotter  pins  at  each  end.  Sus¬ 
pension  rods  shall  be  free  from  welds. 
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3.3.  Car  Construction  and  Safeties  for 
Passenger,  Freight  and  Sidewalk 
Type  Elevators. 

3.3.1.  Car  Construction. 

3.3. 1.1.  Materials  for  Car  Frames  and  Plat¬ 
forms. 

Elevator  cars  shall  have  metal  car  frames  and 
metal  outside  frames  of  platforms.  Where  wood 
platform  flooring  is  used,  the  under  side  of  car 
platforms  shall  be  covered  with  metal  at  least  as 
thick  as  Number  27  United  States  Gage  (except 
where  fireproofed  wood  is  used,  and  except  for 
sidewalk  elevators  the  travel  of  which  does  not 
exceed  one  story). 

3.3. 1.2.  Allowable  Working  Stresses  for  Car 
Frame  Members. 

The  stresses  of  rolled1  steel  sections  or  annealed 
cast  steel  in  the  construction  of  car  frames  and 
platforms,  based  on  the  static  load  imposed  on 
them,  shall  be  within  the  values  given  in  the  fol¬ 
lowing  table  for  steels  meeting  the  standard  speci¬ 
fications  of  the  American  Society  for  Testing 
Materials,  Designation,  A  7-29,  for  steel  having  an 
ultimate  strength  of  from  55,000  to  65,000  pounds 
per  square  inch  for  rolled  sections  or  cast  steel, 
and  46,000  to  56,000  pounds  per  square  inch  for 
rivets.  Elevators  of  the  plunger  type  which  are 
without  counterweights  are  exempted  from  these 
requirements. 

Allowable  Working  Stresses  for  Car  Frame 
Members 

(For  steels  meeting  the  standard  specifications  of 
the  American  Society  for  Testing  Materials, 
Designation,  A  7-29) 

Passenger  Elevators 


Loading 

Maximum 

Allowable 

Stress 
( Pounds  per 
square  inch) 

Basis 

Tension  . 

Net  area 

Bending . 

Gross  section 

Shear  on  shop  rivets . 

Net  area 

Bearing  of  shop  rivets. . . 

Net  area 

Shear  on  bolts  in  clearance 

holes . 

. . .  7,000 

Gross  section 

Bearing  on  bolts  in  clearance 

holes . 

. . .  14,000 

Gross  section 

Bolts  or  threaded  portions  of 

rods  in  tension . 

.. .  6,000 

Gross  section 

Compression  . 

...  11,700-49  L/R 

Gross  area 

Freight  Elevators 

Tension . 

12,000 

Net  area 

Bending  of  car  frame  mem¬ 
ber  and  platform  framing 
at  entrance . 

12,000 

Gross  section 

Bending  of  platform 
stringers  . 

15,000 

Gross  section 

Shear  on  shop  rivets . 

9,500 

Net  area 

Bearing  of  shop  rivets . 

19,000 

Net  area 

Shear  on  bolts  in  clearance 
holes . 

8,000 

Gross  section 

Bearing  on  bolts  in  clearance 
holes . 

16,000 

Gross  section 

Bolts  or  threaded  portions  of 
rods  in  tension . 

8,000 

Gross  section 

Compression  .  14,000-59  L/R  Gross  area 

Ineffective  free  length  of  member  in  inches. 
R=least  radius  of  gyration  in  inches. 


3.3. 1.3.  Special  Steels. 

For  steels  of  greater  strength  the  allowable 
working  stresses  may  be  increased  proportion¬ 
ately,  based  on  ultimate  strength. 

3.3. 1.4.  Use  of  Cast  Iron  and  Cast  Steel. 

The  use  of  cast  iron  in  the  construction  of  any 

member  of  car  frames  or  platforms  subject  to 
tension,  torsion  or  bending  is  forbidden  (except 
for  compensating  cable  anchorages,  releasing  car¬ 
riers  and  guide  shoe  stands).  Plunger  heads  in 
tension  shall  be  cast  steel. 

3.3. 1.5.  Use  of  Other  Materials  Than  Steel. 

When  material  other  than  steel  is  used  in  the 

construction  of  car  frames  or  platforms,  the 
maximum  allowable  working  stress  shall  be  13 
per  cent  of  the  ultimate  strength  of  the  material 
for  passenger  and  15.6  per  cent  for  freight  ele¬ 
vators. 

3.3. 1.6.  Reductions  in  Section  and  Reinforce¬ 
ment  of  Holes. 

Local  reductions  in  section  of  a  member  in 
bending  through  bolt  holes  for  the  fastening  of 
hoist-rope  or  compensating  rope  hitches,  auxiliary 
apparatus  on  the  cross  head  or  safety  plank, 
sheave  boxes,  and  the  fastening  of  platform  to 
safety  plank,  may  be  disregarded.  Holes  in  webs 
of  cross  heads  for  sheave  pins  shall  be  reinforced 
by  means  of  a  plate  at  least  50  per  cent  thicker 
than  the  web  and  riveted  to  it. 

3.3. 1.7.  Deflection  of  Cross-head  and  Safety 
Planks. 

The  deflection  of  cross-head  and  safety  planks 
shall  be  %  inch  or  less  for  each  10  feet  of  span 
under  static  conditions  with  the  contract  load 
substantially  uniformly  distributed  over  the  car 
platform  (except  for  sidewalk  elevators  the  travel 
of  which  is  15  feet  or  less). 

3.3. 1.8.  Slenderness  Ratio. 

The  slenderness  ratio  L/R  for  members  not 
normally  subject  to  compression  shall  be  within 
200;  for  members  normally  subject  to  compres¬ 
sion  this  ratio  shall  be  within  120  (except  for 
sidewalk  elevators  the  travel  of  which  is  15 
feet  or  less).  Loadings  resulting  from  buffer  or 
safety  operation  are  abnormal  loadings. 

3. 3.1.9.  Treatment  of  Occasional  Stresses. 

The  stresses  which  occur  when  the  load  is 
moved  from  the  hoistway  landing  to  its  proper 
position  on  the  car  of  freight  elevators,  especially 
heavy  duty  freight  elevators,  may  be  dealt  with  as 
stresses  which  occur  only  occasionally  in  conjunc 
tion  with  the  maximum  live  load,  and  may  exceed 
the  stresses  given  in  3.3.12,  Allowable  Working 
Stresses  for  Car  Frame  Members,  for  freight  ele¬ 
vators  so  long  as  the  deflection  of  car  frame  or 
platform  members  is  considered. 

3.3.1.10.  Car  Platform  Aprons. 

When  car  leveling  devices  are  used,  the  car 
platform  shall  be  provided  with  a  substantial  ver¬ 
tical  apron  flush  with  its  outer  edge,  extending 
a  sufficient  distance  below  the  car  floor  so  that 
there  shall  'be  no  horizontal  opening  into  the 
hoistway  while  the  car  is  within  the  landing  zone 
and  the  hoistway  door  is  fully  or  partially  open. 

3.3.1.11.  Bow  Irons  and  Stanchions  for  Side¬ 
walk  Elevator  Hatch  Covers. 

Sidewalk  elevators  using  hinged  hatch  covers 
shall  be  provided  with  'bow  irons  at  least  7 y2 
feet  high  (except  that,  where  necessary  to  permit 
closing  the  covers,  the  Superintendent  may  permit 
lower  bow  irons). 

Sidewalk  elevators  using  vertically  lifting 
covers  shall  be  provided  with  stanchions  framed 
together  at  the  upper  ends  of  sufficient  strength 
to  lift  and  support  the  hatch  cover.  Stanchions 
shall  be  provided  with  suitable  buffer  springs,  and 
shall  be  of  such  height  as  to  permit  the  sidewalk 
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hatch  cover  to  be  completely  closed  when  the 
car  platform  is  level  with  the  first  landing  below 
the  sidewalk. 

3.3.1.12.  Guide  Shoes  for  Sidewalk  Type  Ele¬ 
vators. 

G-uide  shoes  for  sidewalk  type  elevators  shall 
be  at  least  24  inches  long  unless  two  sets  of  shoes 
are  used  spaced  18  inches  on  centers. 

Where  vertical  lift  covers  are  used  on  sidewalk 
elevators  the  vertical  distance  between  the  centers 
of  the  guide  shoes  remaining  on  the  guide  rails 
when  the  car  platform  is  level  with  the  sidewalk 
shall  be  at  least  one-third  of  the  height  of  the 
hatch  cover  stanchions. 

Where  single  guide  shoes  24  inches  long  are 
used,  6  inches  of  the  shoe  may  be  off  the  rails 
when  the  platform  is  level  with  the  top  landing. 

3.3.1.13.  Railroad  Track. 

If  there  is  a  railroad  track  on  the  elevator  car, 
the  tops  of  the  rails  shall  be  flush  with  the  car 
floor. 

3.3.1.14.  Lighting. 

Elevator  cars  shall  be  lighted  at  all  times  when 
in  use  (except  sidewalk  elevators).  Electric 
light  shall  be  used  if  available.  The  minimum 
illumination  shall  be  1  foot  candle  at  the  landing 
edge  of  the  car  platform.  A  light  socket  or 
receptacle  shall  be  provided  under  the  car  plat¬ 
form  and  on  top  of  the  car  for  inspection  pur¬ 
poses  (except  sidewalk  elevators). 

3.3.1.15.  Use  of  Glass. 

The  use  of  glass  in  elevator  cars  is  forbidden 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  operation 
of  the  car  and  as  a  vision  panel  in  the  car  door). 
The  use  of  any  piece  of  glass  exceeding  1  square 
foot  in  area  is  forbidden  unless  laminated  or 
otherwise  shatter-proof,  but  the  total  area  of  such 
glass  used  in  the  car  in  connection  with  lighting 
fixtures  whether  in  one  or  more  pieces,  shall  be 
at  most  4  square  feet. 

3  3.1.16.  Design  of  Lighting  Fixtures  for 
Passenger  Elevators. 

Lighting  devices,  or  luminaires,  for  passenger 
elevators  provided  with  glass  or  metal  shades,  or 
reflectors,  shall  be  of  the  railroad-train-lighting 
type  with  integral  base,  husk  and  spring-clamp 
holder.  If  suspended  glass  bowls  or  glass  plates 
are  used  such  bowls  or  plates  shall  rest  in,  and 
be  fastened  to,  a  metal  supporting  ring  provided 
with  at  least  three-point  suspension.  Such  glass 
bowls  or  plates  shall  not  be  drilled  for  attach¬ 
ment  to  ring  suspensions. 

Glass  bowls  larger  than  10  inches  in  diameter 
shall  be  of  laminated  or  otherwise  shatter-proof 
glass  or  surrounded  by  a  guard  made  of  wire 
at  least  0.0286  inches  in  diameter  (Number  22, 
Steel  Wire  Gage)  and  of  a  mesh  which  will  reject 
a  one-half  inch  diameter  ball.  Guards  shall  be 
securely  fastened  to  the  holder  or  suspension. 

3.3.2.  Car  Compartments. 

If  an  elevator  car  has  more  than  one  compartment, 
each  compartment  shall  be  equipped  with  an  operating 
device;  there  shall  be  an  operator  in  each  compartment 
which  is  in  use  with  exclusive  control  of  that  car  door 
or  gate  and  hoistway  door ;  and  it  shall  be  impossible 
to  start  the  car  unless  both  operating  devices  are  in  the 
starting  position. 

When  any  compartment  is  out  of  use  its  car  door  or 
gate  shall  be  locked  in  the  closed  position,  and  when  so 
locked  the  car  may  be  started  with  the  operating  device 
in  that  compartment  in  the  “off”  position. 

Each  compartment  shall  be  equipped  with  an  emergency 
stop  switch  and  with  an  emergency  releo  se  effective  for 
the  door  or  gate  of  that  compartment  and  the  correspond¬ 
ing  hoistway  door. 


Each  compartment  shall  be  provided  with  the  emergency 
exits  required  by  3.3.3,  Car  Enclosures,  and  the  upper 
compartment  shall  have  a  trap  door  in  the  floor  connecting 
with  the  top  exit  of  the  compartment  below.  Special 
freight  elevators  upon  which  no  persons  are  permitted  to 
ride  are  exempted  from  this  requirement. 

Two  single  elevators  may  be  used  in  a  single  hoist¬ 
way  provided  both  elevators  are  equipped  with  all  the 
safeguards  required  by  these  Rules  for  a  single  ele¬ 
vator  both  with  relation  to  each  other  and  to  top  and 
bottom  terminals  and  after  an  installation  of  the  same 
type  has  satisfactorily  met  such  tests  as  may  be  required 
by  the  Superintendent. 

3.3.3.  Car  Enclosures. 

3.3.3. 1.  Enclosures  Required. 

Cars  for  passenger  elevators  shall  be  enclosed 

at  the  sides  and  top  (except  the  opening  necessary 
for  entrance  or  exit).  An  emergency  exit  shall 
not  be  considered  a  car  opening. 

Cars  for  freight  elevators  shall  be  enclosed  at 
the  sides  (except  at  the  opening  necessary  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  or  to  the  cross-head  if  the  cross-head  is 
lower.  The  section  of  such  car  enclosures  oppo¬ 
site  the  counterweight  shall  extend  to  the  cross¬ 
head  or  car  top. 

Cars  for  sidewalk  elevators  shall  be  enclosed 
at  the  sides  (except  at  the  openings  used  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  above  the  platform  (except  that  where  the 
travel  is  less  than  7 y2  feet,  the  height  of  the  en 
closure  may  be  reduced  subject  to  the  approval 
of  the  Superintendent). 

Tops  are  not  required  on  sidewalk  elevators 
and  shall  not  be  used  unless  the  clearance 
between  the  top  and  any  obstruction  above  it 
when  the  car  is  at  the  limit  of  its  top  overtravel 
is  at  least  2  feet. 

3. 3. 3.2.  Deflection  and  Securing  of  En¬ 
closures. 

The  deflection  of  elevator  car  enclosures  shall 
be  l/[  inch  or  less  if  subjected  to  a  force  of  seventy- 
five  pounds  applied  perpendicularly  to  the  car  en¬ 
closure  at  any  point.  The  car  enclosure  shall  be 
secured  to  the  car  floor  and  sling  or  frame  in  such 
a  manner  that  it  cannot  work  loose  or  become  dis¬ 
placed  in  ordinary  service. 

3.3.3. 3.  Materials  and  Design. 

The  enclosures,  including  the  top,  sides  and 
car  doors  for  passenger  and  freight  elevators 
(except  sidewalk  elevators  the  travel  of  which 
does  not  exceed  one  story)  if  of  non-fireproof 
wood  or  other  combustible  material,  shall  be 
covered  on  the  exterior,  including  the  top,  with 
sheet  metal  at  least  Number  27  United  States 
Gage.  Openings  other  than  as  required  for 
entrance  and  for  ventilation  in  the  sides  or  top 
of  passenger  elevator  car  enclosures  (except 
emergency  exits)  are  forbidden.  Vent  openings 
less  than  7  feet  above  the  car  platform  shall 
reject  a  ball  2  inches  in  diameter. 

The  enclosures  of  freight  elevators,  if  of  open 
work,  shall  reject  a  ball  2  inches  in  diameter.  The 
enclosure  of  sidewalk  elevators,  if  of  open  work, 
shall  reject  a  ball  4  inches  in  diameter. 

For  freight  elevators  where  the  clearance  from 
any  part  of  the  hoistway  structure  or  the  counter¬ 
weight  is  less  than  5  inches,  openings  which  will 
pass  a  ball  y2  inch  or  larger  in  diameter  shall  be 
covered  with  wire  netting  with  a  mesh  ^  inch 
square  or  less  made  of  wire  at  least  0.0348  inches 
in  diameter  (Number  20  Steel  Wire  Gage)  to 
a  height  of  at  least  6  feet  from  the  car  floor. 

The  use  of  cast  iron  for  car  tops  is  forbidden. 

3. 3.3.4.  Number  of  Entrances  to  Elevator 
Cars. 

More  than  two  entrances  to  an  elevator  car 
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are  forbidden  (except  that  where  conditions  make 
additional  openings  essential,  such  additional  open¬ 
ings  may  be  provided  at  the  discretion  of  the 
Superintendent).  . 

3.3  3.5.  Access  to  Hand-Ropes  on  Freight 
Elevators. 

If  the  car  enclosure  on  a  freight  elevator  is 
cut  away  to  provide  access  to  the  hand-rope,  the 
enclosure  shall  be  cut  low  enough  to  prevent 
injury  to  the  operators’  hand. 

3. 3. 3. 6.  Tops  or  Covers  for  Freight  Elevator 
Cara. 

Freight  elevator  cars  (except  for  sidewalk 
elevators  as  provided  in  3.3.3.1,  Enclosures  Re¬ 
quired,  and  except  on  the  ends  of  freight  ele¬ 
vator  platforms  12  feet  or  more  long  where  there 
are  no  openings  above  the  lowest  landing)  shall 
be  equipped  with  solid  top  covers  or  wire  grill 
work  having  a  mesh  which  will  reject  a  ball  1^4 
inches  in  diameter  and  made  of  wire  at  least 
0.135  inches  in  diameter  (Number  10  Steel 
Wire  Gage)  or  its  equivalent.  Th£  top  or 
cover  shall  be  sufficiently  strong  to  sustain  a  load 
of  150  pounds  applied  on  any  4  square  inches.  It 
is  not  required  that  the  top  and  its  supports  be 
capable  of  supporting  150  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

Where  no  car  gate  is  provided  the  front  sec¬ 
tion  of  the  elevator  car  top  shall  be  hinged  along 
a  line  approximately  18  inches  from  the  front  of 
the  car.  Additional  hinged  panels  may  be  pro¬ 
vided  if  desired. 

Where  a  freight  elevator  car  is  entirely  en¬ 
closed  (except  the  sides  used  for  loading  and  un¬ 
loading)  and  the  top  is  unprovided  with  a  hinged 
section,  an  emergency  exit  shall  be  provided  in  the 

top  as  required  by  3.3.37 ,  Emergency  Exits  from 
Passenger  Elevator  Cars. 

3.3. 3. 7.  Emergency  Exits  from  Passenger 
Elevator  Cars. 

Passenger  elevator  cars  shall  be  provided 
with  an  emergency  exit  located  in  the  top 

of  the  car.  When  the  space  between  the  car  en¬ 
closure  and  the  nearest  wall  surface  exceeds  8 
inches,  a  guard  rail  to  the  level  of  the  top  of  the 
cross-head  shall  be  provided  on  that  side  of  the 
enclosure  roof  where  the  emergency  exit  is  lo¬ 
cated. 

Where  there  is  an  elevator  in  an  adjacent  hoist¬ 
way  without  intervening  enclosures,  an  emergency 
exit  or  exits  shall  also  be  located  in  the  side  of 
the  car  adjacent  to  each  such  adjoining  car. 

Top  emergency  exits  shall  be  at  least  16  inches 
wide  and  at  least  400  square  inches  in  area  (ex¬ 
cept  that  where  the  reduced  size  of  the  car  plat¬ 
form  area  makes  it  impossible  to  install  exits  of 
the  size  specified,  the  Superintendent  may  permit 
smaller  exits,  but  in  any  case  at  least  14  by  22 
inches) . 

Top  exit  panels  shall  be  held  in  place  by 
thumb  screws  arranged  so  that  the  exit  covers 
can  be  readily  opened  from  both  the  inside  and 
outside  of  the  car.  If  not  hinged,  the  cover 
shall  be  secured  to  the  car  by  a  length  of  chain. 

Top  exit  covers  shall  open  outward.  Any 
equipment  and  working  platform  mounted  above 
the  top  of  the  car  shall  be  so  located  as  not  to 
obstruct  access  to  or  from  the  top  emergency 
exit.  If  a  working  platform  is  placed  so  as  to 
cover  any  of  the  required  area  of  the  top  emer¬ 
gency  exit  it  shall  be  provided  with  a  trap  door, 
without  a  catch,  opening  upward. 

Side  emergency  exits  shall  comply  with  the  fol¬ 
lowing  requirements: 

1.  Exit  panels  shall  be  either  of  the  hinged  or 
removable  type. 

2.  Exit  panels  shall  open  inward. 

3.  The  removable  type  of  exit  panel  shall  be 
held  securely  in  place  by  at  least  four 


fastenings  arranged  so  that  they  can  be 
operated  by  hand  from  both  the  inside  and 
outside  of  the  car,  and  so  designed  that  they 
cannot  readily  be  removed  from  the  panel. 

4.  The  hinged  type  of  panel  shall  be  provided 
with  a  lock  arranged  so  that  it  may  be  oper¬ 
ated  from  the  inside  of  the  car  by  means 
of  a  removable  key  and  from  the  outside  of 
the  car  by  means  of  a  non-removable  handle. 
A  key  shall  be  kept  in  each  car  mounted 
under  a  break  glass  cover. 

5.  Where  the  size  of  the  car  permits,  side 
exits  shall  have  a  clear  width  of  at  least  16 
inches  and  shall  extend  from  the  floor  or 
kick  plate  to  the  soffit  moulding  frame,  but 
in  any  case  shall  be  at  least  5  feet  in  clear 
height. 

6.  Side  exits  shall  be  located  so  that  they  are 
unobstructed  by  car  frame  members  and, 
wherever  possible,  traveling  cables  and  other 
hoistway  equipment  shall  not  be  located  in 
line  with  or  so  arranged  as  to  obstruct  the 
exit.  Exits  from  adjacent  cars  shall  be 
directly  opposite  each  other  to  allow  easy 
transfer  of  passengers. 

7.  Exit  panels  shall  conform  to  3.3.32,  De¬ 
flection  and  Securing  of  Enclosures,  as  re¬ 
gards  deflection. 

8.  On  automatic  operation  elevators  side  exits 
shall  be  provided  with  electric  contacts  to 
prevent  the  operation  of  the  car  when  the 
panel  is  opened  or  removed. 

3. 3. 3. 8  Car  Doors  or  Gates  Required. 

A  car  door  or  gate  shall  be  provided  at  each 
entrance  on  both  passenger  and  freight  elevator 
cars  (excepting  freight  elevators  handling  motor 
vehicles,  or  hand  trucks  of  over  2,000  pounds 
capacity).  Sidewalk  elevator  cars  shall  have  a 
gate  on  the  sides  used  for  loading  or  unloading 
at  the  sidewalk  level,  which  gate  shall  extend 
from  the  car  platform  to  the  top  of  the  enclosure. 
Each  car  door  or  gate  shall  be  provided  with  a 
car  door  or  gate  electric  contact  complying  with 

3.3.3.10,  Requirements  for  Electric  Contacts; 

3.3.3.11,  Design  of  Contacts;  3.3.3.12,  Use  of 
Springs  or  Electric  Circuits  in  Contacts;  and 
3.3.3.13,  Tests  and  Approvals  of  Contacts. 

For  passenger  and  freight  elevators  employing 
a  type  of  operation  not  requiring  the  presence  of 
an  operator  in  the  car,  power  car  doors  or  gates, 
other  than  those  closed  by  hand,  shall  be  driven 
by  a  mechanism  so  designed  and  set  that  tne 
force  necessary  to  prevent  the  closing  of  the  gate 
shall  be  less  than  30  pounds,  and  further  that 
the  kinetic  energy  of  the  gate  plus  all  parts  con¬ 
nected  rigidly  thereto,  computed  for  the  average 
closing  speed  shall  be  less  than  5  foot-pounds, 
provided  that  if  the  same  mechanism  also  closes 
the  hoistway  door,  the  total  kinetic  energy  shall 
be  less  than  7  foot-pounds. 

For  automatic  operation  passenger  elevators 
having  power  closed,  power  operated,  automati¬ 
cally  released  self-closing  car  doors  or  gates,  and 
manually  closed  or  self-closing  hoistway  doors, 
the  closing  of  the  car  gate  or  car  door  shall  be 
prevented  unless  the  hoistway  door  is  in  the  closed 
position. 

Car  gates  or  doors  for  freight  elevators  when 
closed  shall  guard  the  full  opening  to  a  height 
of  6  feet,  or  to  the  top  of  the  enclosure. 

A  weight  used  to  close  a  car  door  or  gate  auto¬ 
matically  shall  run  in  metal  guides  from  which 
it  cannot  become  dislodged,  or  it  shall  be  boxed 
in.  The  bottoms  of  the  guides  or  boxes  shall  be 
so  constructed  as  to  retain  the  weight  if  the  rope 
breaks. 

Car  gates  or  doors  for  passenger  elevators  when 
closed  shall  guard  the  full  height  and  width  of  the 
opening. 
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For  automatic  operation  elevators  the  car  gate 
or  door  shall  be  so  located  with  respect  to  the 
car  platform  sill  that  the  total  distance  from  the 
face  of  the  hoistway  door  to  the  face  of  the  car 
door  or  gate  shall  be  5^4  inches  or  less.  (See 
also  2.3. 1.3,  Clearances  of  Hoistway  Doors). 

Where  the  car  door  consists  of  two  or  more 
sections  the  5j4-inch  dimension  shall  apply  to  the 
section  nearest  to  the  edge  of  the  car  platform 
sill. 

Where  the  hoistway  door  consists  of  two  or 
more  sections  the  5}4-inch  dimension  shall  apply 
to  that  section  which  closes  against  the  lock 
jamb. 

Car  gates  of  the  scissors  or  pantograph  type 
used  for  passenger  elevators  shall  be  of  such  de¬ 
sign  that  when  fully  expanded  they  will  reject 

a  ball  3  inches  in  diameter.  For  freight  elevators 
(except  sidewalk  elevators)  such  gates  when  fully 
expanded  shall  reject  a  ball  4^4  inches  in 
diameter. 

For  sidewalk  elevators  the  openings  between 
vertical  bars  in  the  gate  shall  not  exceed  18  inches 
when  the  gate  is  fully  expanded. 

3. 3. 3.9.  Sliding  Car  Doors  and  Hangers  for 
Power  Operated  Car  Doors. 

Sliding  car  doors  may  be  solid,  may  be  provided 
with  open  grill  or  bars  which  shall  reject  a  ball 

3  inches  in  diameter  or  may  'be  provided  with 
glass  vision  panels  in  accordance  with  3.3.1.15, 
Use  of  Glass.  Open  grills,  bars  or  glass  may  ex¬ 
tend  the  full  height  of  the  door  panel. 

Sliding  car  doors  shall  be  guided  top  and 
bottom. 

Hangers  for  power  operated  car  doors  shall  be 
designed  to  withstand  a  downward  thrust  of  five 
times  and  an  upward  thrust  of  four  times  the 
weight  of  the  door. 

3.3.3.10.  Requirements  for  Electric  Contacts. 

An  electric  contact  on  the  car  door  or  gate 

shall  prevent  the  operation  of  the  car  unless  the 
door  or  gate  is  within  2  inches  of  full  closure 
against  the  jamb  (except  that  for  elevators  em¬ 
ploying  a  type  of  operation  requiring  the  pres¬ 
ence  of  an  operator  in  the  car  where  the  car  door 
or  gate  is  provided  with  a  door  closer  and  the 
requirements  specified  in  2.32.3,  Closed  Position 
of  Hoistway  Doors,  are  fully  met,  the  electric 
contact  on  the  car  door  or  gate  may  permit  the 
starting  of  the  car  when  the  door  or  gate  is  within 

4  inches  of  full  closure  against  the  jamb). 

The  car  door  or  gate  electric  contact  shall  per¬ 
mit  the  operation  of  the  car  when  the  emergency 
release  is  in  temporary  use  or  when  the  car  is 
being  moved  by  a  leveling  device. 

Automatic  operation  elevators  may  be  operated 
with  an  open  gate  if  there  is  no  person  in  the  car. 

3.3.3.11.  Design  of  Contacts. 

Car  door  or  gate  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or  other 
device  attached  to  and  operated  by  the  door  oi 
gate. 

3.3.3.12.  Use  of  Springs  or  Electric  Circuits 
in  Contacts. 

The  functioning  of  a  car  door  or  gate  contact 
to  prevent  the  movement  of  the  car  shall  be  inde¬ 
pendent  of  the  action  of  a  spring  or  springs  in 
tension,  and  of  the  dosing  of  an  electric  circuit. 
If  springs  are  used  they  shall  be  in  compression. 
The  interruption  of  the  electric  circuit  shall  pre¬ 
vent  the  movement  of  the  car. 

3.3.3.13.  Tests  and  Approvals  of  Contacts. 

Each  type  and  make  of  car  door  and  gate  con¬ 
tact  shall  be  tested  and  approved  by  the  Superin¬ 
tendent  on  the  basis  of  the  following  engineering 
tests,  made  by  or  under  the  supervision  of  a  com¬ 
petent  designated  testing  laboratory.  An-nroved 


contacts  shall  be  suitably  marked  for  identification. 

1.  Endurance  Test. 

2.  Current  Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Test  of  Insulation. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

3.3.3.14.  Emergency  Releases  Required  on 
Car  Doors  or  Gates. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  car  gate 
or  door  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation,  in  which  case,  an 
emergency  release  shall  be  installed  which  shall 
be  so  arranged  that  when  operating  without  an 
operator  in  the  car,  the  emergency  release  shall  be 
inoperative) .  This  emergency  release  shall  be  sep¬ 
arate  and  independent  from  the  emergency  re¬ 
lease  required  by  2.3. 1.5,  Emergency  Releases  Re¬ 
quired  on  Hoistway  Doors  for  Passenger  Ele¬ 
vators,  .and  2.3.5. 5,  Emergency <  Releases  Required 
on  Hoistway  Doors  for  Freight  Elevators,  and 
shall  be  placed  within  5  inches  of  such  other 
emergency  release.  Emergency  releases  are  not 
required  on  sidewalk  elevators. 

3.3.3.15.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  the  Structure. 

Freight  elevator  cars  operating  in  hoistways 
outside  the  structure,  which  are  enclosed  only  at 
the  ground  landing  shall  be  protected  on  the  ex¬ 
posed  side  or  sides  by  independently  operated 
gates  equipped  with  electric  contacts. 

3.3.4.  Cars  Counterbalancing  One  Another. 

Arrangement  of  elevator  cars  to  counterbalance  one 
another  is  forbidden. 

3.3.5.  Car  and  Counterweight  Safeties  and 

Speed  Governors. 

3.3. 5.1.  Requirements  for  and  Application  of 
Car  Safeties. 

.  Elevator  cars  suspended  by  cables  shall  be  pro¬ 
vided  with  a  car  safety  or  safeties  attached  to 

the  car  frame  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  15  feet  which 
are  not  required  to  have  car  safeties).  When 
one  safety  is  used  it  shall  be  located  beneath 
the  car  frame.  When  duplex  safeties  are  used 
at  least  one  shall  be  located  beneath  the  car 
frame.  The  safety  or  safeties  shall  be  capable 
of  stopping  and  sustaining  the  car  with  contract 
load. 

The  application  of  the  safety  or  safeties  shall 
not  cause  the  car  platform  to  become  out  of  level 
in  excess  of  )4  inch  per  foot  measured  in  any 
direction. 

When  the  car  safety  or  safeties  apply,  no  de¬ 
crease  in  the  tension  of  the  governor  cable  or 
motion  of  the  car  in  the  descending  direction  shall 
release  the  car  safety  or  safeties. 

Car  safeties  shall  be  operated  by  speed  gover¬ 
nors  (except  that  broken  rope  type  car  safeties 
may  be  used  for : 

1.  Sidewalk  elevators  having  a  travel  between 
15  and  35  feet; 

2.  Freight  elevators  inside  the  building  having 
a  travel  of  15  feet  or  less,  a  maximum 
contract  speed  of  35  feet  per  minute,  and 
a  maximum  platform  area  of  50  square 
feet). 

3.3. 5.2.  Requirements  for  and  Application  of 
Counterweight  Safeties. 

Counterweight  safeties,  where  provided,  shall 
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be  capable  of  stopping  and  sustaining  the  weight 
of  the  counterweight. 

The  application  of  counterweight  safeties  where 
provided,  shall  not  cause  the  counterweight  frame 
to  become  out  of  level  in  excess  of  inch  per 
foot  in  any  direction. 

When  the  counterweight  safety,  where  pro¬ 
vided,  is  applied,  no  decrease  in  the  tension  of 
the  governor  cable  or  motion  of  the  counterweight 
in  the  descending  direction  shall  release  the 
counterweight  safety. 

Counterweight  safeties  shall,  where  provided, 
be  operated  by  speed  governors  (except  as  pro¬ 
vided  in  3.3.5 A,  Application  of  the  Safeties ) . 

3. 3. 5. 3.  Design  of  Car  and  Counterweight 
Safeties. 

Sleeve  bearings  for  car  and  counterweight 
safety  drums  and  screw  shafts  shall  be  of  non- 
ferrous  material. 

Jaws  and  other  parts  of  car  and  counterweight 
safeties  of  the  sliding  type,  if  made  of  forged 
steel  of  an  ultimate  strength  of  at  least  55,000 
pounds  per  square  inch  and  cast  steel  of  an  ultimate 
strength  of  at  least  65,000  pounds  per  square  inch, 
may  in  action,  be  stressed  to  17,000  pounds  per 
square  inch.  For  steels  of  greater  strength,  the 
allowable  stress  may  be  increased  proportionately 
based  on  ultimate  strength. 

Car  and  counterweight  safeties  may  be  released 
by  reversing  the  direction  of  motion  of  the 
machine. 

33.5.4.  Application  of  Governor  Controlled 
Safeties. 


The  car  speed  governor  shall  be  set  to  cause  the 
application  of  the  safety  at  a  speed  between  40 
per  cent  and  15  per  cent  above  the  contract  speed, 
provided  that  no  governor  shall  be  required  to  trip 
at  less  than  175  feet  per  minute.  For  contract 
speed  between  500  and  700  feet  per  minute  the 
maximum  governor  tripping  speed  shall  be  33  l/3 
per  cent  above  the  contract  speed,  and  for  con¬ 
tract  speed  exceeding  700  feet  per  minute,  25  per 
cent  above  contract  speed. 

The  counterweight  safety,  if  provided,  may  be 
operated  by  the  same  governor  and  governor  rope 
used  to  operate  the  car  safety  provided  it  com¬ 
plies  with  the  requirements  for  and  application 
of  counterweight  safeties.  Provision  shall  be 
made  to  cause  the  application  of  the  counterweight 
safety  at  a  speed  greater  than  the  car  safety,  but 
at  HO  per  cent  or  less  above  that  at  which  the  car 
safety  applies.  Broken  rope  safeties  of  the  in¬ 
stantaneous  type  may  be  used  on  counterweights 
within  the  limits  of  the  following: 

Total  Weight  of 


Contract  Speed  in 
Feet)  Per  Minute 
250 
200 
160 
125 


Counterweight 
in  Pounds 
2,000 
3,000 
4,000 
5,000 


3.3. 5. 5.  Recognized  Types  of  Safeties. 

The  following  four  types  of  safeties  are  recog¬ 
nized  : 

1.  Type  I,  Instantaneous. 

2.  Type  W.C.,  Wedge  Clamp,  with  constant 
retarding  force. 

3.  Type  G.W.C.,  Gradual  Wedge  Clamp,  with 
gradually  increasing  retarding  force. 

4.  Type  F.G.C.,  Flexible  Guide  Clamp,  with 
constant  retarding  force. 

Each  safety  shall  be  marked  for  identification, 
preferably  with  letters  cast  on  the  safety  jaws. 

The  distance  between  the  safety  jaws  shall  be 
at  least  the  thickness  of  the  guide  rail  plus  3/32 
inches,  and  the  jaws  shall  not  drag  against  the 
rail 


3. 3.5. 6.  Marking  of  Safeties. 

Safeties  shall  be  marked  by  the  manufacturer 
with  the  range  of  weight  and  speed  for  which 
they  are  designed;  such  weight  to  include  the 
complete  car  structure,  the  safety,  the  contract 
load  in  the  car,  and  all  moving  equipment,  the 
weight  of  which  is  borne  by  the  safety. 

3.3. 5. 7.  Instantaneous  Safeties. 

Instantaneous  safeties  of  the  broken  rope  type 

shall  only  be  used  in  accordance  with  3.3.5.1,  Re¬ 
quirements  for  and  Application  of  Car  Safeties. 

Governor  controlled  safeties  of  the  instantane¬ 
ous  type  may  be  used  on  elevators  having  a  con¬ 
tract  speed  of  100  feet  per  minute  or  less  pro¬ 
vided  that  the  elevator  speed  is  110  feet  per 
minute  or  less  on  uptravel  with  the  contract  load 
in  the  car.  On  overspeed  such  safeties  shall  be 
applied  by  the  governor.  On  the  parting  of  the 
hoisting  cables  such  safeties  shall  apply  instantly 
and  independently  of  the  speed  action  of  the 
governors. 

3w3.5.8.  Safeties  for  Ascending  Cars. 

Car  safeties  for  stopping  ascending  cars  are 
forbidden.  If  an  ascending  car  is  to  be  stopped 
on  account  of  over-speed,  a  safety  shall  be  ap¬ 
plied  to  the  counterweight  for  this  purpose.  The 
car  safety  may  be  permitted  to  stop  the  ascending 
car  above  the  upper  terminal  landing,  provided 
the  retardation  of  the  ascending  car  under  such 
conditions  is  within  32.2  feet  per  second  per 
second.  The  governor  may  open  the  motor  circuit 
and  apply  the  brake  in  case  of  over-speed  in  the 
up  direction. 

3. 3. 5. 9.  Location  of  Governor. 

The  governor  shall  be  located  where  it  cannot 
be  struck  by  the  car  in  case  of  over-travel  and 
where  there  is  sufficient  space  for  full  movement 
of  governor  parts. 

3.3.5.10.  Opening  of  Motor  Control  and 
Brake  Control  Circuits. 

Where  governor  controlled  safeties  are  used, 
the  motor  control  circuit  and  the  brake  control 
circuit  shall  be  opened  before  or  at  the  time  the 
governor  trips  by  a  switch  located  on  the  gover¬ 
nor  or  car  safety  device. 

3.3  5.11.  Materials,  Design  and  Replacement 
of  Governor  Cables. 

Governor  cables  shall  be  of  iron,  steel,  monel 
metal,  or  phosphor  bronze.  The  cable  shall  be  at 
least  inch  in  diameter.  The  use  of  tiller  rope 
construction  for  governor  cables  is  forbidden 
(except  that  tiller  rope  may  be  used  for  the  por¬ 
tion  of  the  cable  wound  on  the  safety  drum). 
Such  rope  shall  be  of  corrosion  resisting  metal. 

Replacements  for  existing  governor  cables  shall 
be  of  the  same  size,  material  and  construction 
as  the  cable  originally  furnished  by  the  manu¬ 
facturer  (except  that  where  a  cable  of  either 
different  material  or  construction  is  employed,  a 
test  of  the  car  or  counterweight  safety  shall  be 
made  with  the  new  cable  to  demonstrate  that  it 
will  successfully  operate  the  safety). 

Governor  ropes  shall  run  clear  of  governor  jaws 
during  the  normal  operation  of  the  elevator. 

The  size,  material  and  construction  of  the  gov¬ 
ernor  rope,  together  with  the  proper  tripping 
speed  of  the  governor,  shall  be  stamped  on  the 
governor  stand  or  given  on  a  brass  plate  attached 
to  it  in  letters  at  least  %  inch  in  height. 

3,3.5.12.  Operation  of  the  Governor. 

The  arc  of  contact  between  the  governor  rope 
and  its  driving  sheave  shall,  in  conjunction  with 
a  tension  device,  provide  sufficient  traction  to 
cause  proper  operation  of  the  governor. 

The  design  and  length  of  governor  jaws  shall 
be  such  that  no  serious  cutting,  tearing,  or  de¬ 
formation  of  the  rope  shall  result  from  the  opera¬ 
tion  of  the  safety. 
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The  governor  shall  so  function  that  the  safety 
rope  will  pull  through  the  governor  jaws  on  the 
application  of  a  stress  exceeding  that  required  to 

operate  the  safety  so  as  to  stop  the  car  (except 
in  the  case  of  instantaneous  type  safeties). 

Governors  shall  have  a  protective  covering  over 
sheave,  jaws  and  exposed  gears. 

3.3.5.13.  Slack  Cable  Devices. 

Winding-drum  machines  shall  be  provided  with 
a  slack-cable  device  which  will  cut  off  the  power 

and  stop  the  elevator  machine  if  the  car  is  ob¬ 
structed  in  its  descent. 

Slack-cable  switches  shall  be  so  constructed  that 
they  will  not  automatically  reset  when  the  slack 
in  the  cable  is  removed. 

3.3.5.14.  Application  of  Car  Safeties. 

The  use  of  car  safeties  which  depend  for 
application  upon  the  completion  or  maintenance  of 
an  electric  circuit  is  forbidden.  Car  safeties 
shall  be  applied  mechanically. 

3.3.5.15.  Use  of  Gripping  Surfaces  of  Safeties. 
The  use  of  the  gripping  surfaces  of  car  or 

counterweight  safeties  to  guide  the  car  or 
counterweights  is  forbidden. 

3.3.5.16.  Pawls  and  Ratchets. 

Pawls  and  ratchets  shall  be  considered  insuf¬ 
ficient  as  a  safety  device. 

3.3.6.  Car  Safety  Test. 

3. 3. 6.1.  Car  Safety  Test  Required. 

An  over  speed  test  with  contract  load  in  the 
car  shall  be  made  of  the  safeties  of  each  new 
elevator  before  the  elevator  is  placed  in  regular 
service  (except  that  governor  controlled  instant¬ 
aneous  type  safeties  shall  be  tested  at  contract 
speed,  the  governor  being  tripped  by  hand  and 
broken  rope  instantaneous  type  safeties  shall  be 
tested  by  obtaining  the  necessary  slack  rope  to 
cause  them  to  function).  For  wedge  clamp, 
gradual  wedge  clamp  and  flexible  guide  clamp 
safeties,  this  test  shall  be  made  to  determine 
whether  the  safety  will  operate  within  the  al¬ 
lowable  limits  of  the  maximum  and  minimum 
stopping  distances.  Over-speed  tests  shall  be 
made  with  all  electric  apparatus  intact  (except 
for  the  over-speed  contact  on  the  governor). 

For  alternating  current  elevators,  where  the 
contract  load  is  unable  to  bring  about  over-speed, 
the  safety  governor  shall  be  tripped  by  hand  at 
maximum  obtainable  speed. 

No  test  of  the  safeties  with  safe  lifting  load 
in  the  car  shall  be  made. 

3. 3. 6. 2.  Maximum  and  Minimum  Stopping 
Distances  of  Wedge  Clamp  Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  wedge  clamp  type 
with  constant  retarding  force  shall  be  within  that 
shown  by  Figure  1,  Curve  III,  for  cars  with 
contract  load  and  for  the  counterweight,  and  the 
minimum  stopping  distance  shall  be  at  least  that 
shown  by  Curve  I  for  cars  with  150  pound  load, 
and  Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3. 3. 6. 3.  Maximum  and  Minimum  Stopping 
Distances  of  Gradual  Wedge  Clamp 
Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  Gradual  Wedge 
Clamp  type,  G.W.C.,  with  increasing  retarding 
force  shall  be  within  that  shown  by  Figure  2, 
Curve  III,  for  cars  with  contract  load  and  for 
the  counterweight,  and  the  minimum  stopping 
distance  shall  be  at  least  that  shown  by  Figure 


2,  Curve  I,  for  cars  with  150  pound  load,  and 
Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3. 6.4.  Maximum  and  Minimum  Stopping 
Distances  of  Flexible-Guide  Clamp 
Safeties. 

The  maximum  stopping  distance  of  the  car  and 

counterweight  safeties  of  the  Flexible-Guide 
Clamp  Type,  F.G.C.,  shall  be  within  that  shown 
by  Figure  3,  Curve  III,  for  the  car  with  contract 
load  and  for  the  counterweight,  and  the  minimum 
stopping  distance  shall  be  at  least  that  shown  by 
Figure  3,  Curve  I,  for  cars  with  150  pound  load 
and  Curve  II  for  cars  with  contract  load  and 
for  counterweights. 


« governor  tripping  speed  in  feet  per  min. 


FIG.  1.  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 


CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
W.C.  (WEDGE  CLAMP) 


STOPPING  DISTANCE  IN  FEET ■ 


RULES 


DISTANCES 

CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
G.W.C.  (GRADUAL  WEDGE  CLAMP) 


3. 3. 6.5.  Pull-Out  of  the  Governor  Cable. 

For  elevators  having  a  contract  speed  of  475 

feet  per  minute  or  more,  the  pull-out  of.  the 
governor  cable  from  its  normal  running  position 
until  the  safety  jaws  begin  to  apply  pressure  to 
the  guide  rails  shall  be  30  inches  or  less. 

3. 3. 6. 6.  Stopping  Distance. 

Stopping  distance  is  actual  slide  as  indicated  by 
the  marks  on  the  rails. 

3.3.7.  Capacity  and  Loading. 

3.3. 7.1.  Contract  Load  of  Elevators. 

The  contract  load  of  a  passenger  elevator  in 
pounds  shall  be  at  least  the  amount  given  by 
Curve  A  in  Figure  4  corresponding  to  the 
effective  platform  area  of  the  car. 

The  minimum  contract  load  of  freight  elevators 
in  business  buildings,  public  buildings,  residence 
buildings  and  mixed  occupancy  buildings  shall  be 
determined  on  the  basis  of  the  curve  for  passenger 
elevators  (except  elevators  used  for  lifting  auto¬ 
mobiles  and  carriages  and  elevators  not  traveling 
above  the  street  level).  The  minimum  contract 
load  of  freight  elevators  in  warehouses  and  all 
elevators  not  traveling  above  the  street  level 
(except  automobile  and  carriage  elevators)  shall 
be  determined  on  the  basis  of  50  pounds  per 
square  foot  for  the  first  100  square  feet  of  plat¬ 
form  area  and  25  pounds  for  each  additional 


FIG.  3.  MINIMUM  AND  MAXIMUM  STOPPINC 

DISTANCES 

CAR  AND  COUNTERWEIGHT  SAFETIES,  TYP1 
F.G.C.  (FLEXIBLE  GUIDE  CLAMP) 


square  foot.  The  minimum  contract  load  of  elt 
vators  lifting  automobiles  and  carriages  shall  b 
determined  on  the  basis  of  50  pounds  per  squai 
foot  for  the  first  80  square  feet  of  platform  art 
and  20  pounds  for  each  additional  square  foot. 

For  passenger  and  freight  elevators  havin 
effective  platform  areas  above  120  square  fa 
(except  elevators  used  for  lifting  automobilf 
and  carriages,  elevators  not  traveling  above  tb 
street  level  and  freight  elevators  in  warehouse 
the  contract  load  shall  be  at  least  100  pounds  pi 
square  foot. 

3. 3. 7. 2.  Posting  of  Information. 

A  metal  plate  shall  be  fastened  in  a  conspicuoi 
place  in  passenger  elevator  cars,  bearing  the  fo 
lowing  information  in  at  least  l/$  inch  letters  < 
figures  stamped,  etched  or  raised  on  the  surfai 
of  the  plate : 

The  Contract  load  of  the  elevator  in  pound 
(See  also  33.7.4,  One  Piece  Loads  on  Elevator 
Paragraph  5). 
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TOTAL  PA 5SE/VO-ER  ELEVATOR  CAPACITY  (LB) 


JIG.  4.  PLOT  SHOWING  PASSENGER-ELEVA- 
|  TOR  CARRYING  CAPACITY  CORRESPOND¬ 
ING  TO  EFFECTIVE  PLATFORM  AREA 


The  inspection  certificate  posted  in  passenger 
elevator  cars  shall  state  the  allowable  number  of 
passengers  permitted  to  be  carried  by  the  elevator 
equal  to  its  rated  load  in  pounds  divided  by  150. 

A  similar  metal  plate  shall  be  placed  upon  the 
cross-head  of  passenger  and  freight  elevators 
and  on  the  bow  iron  or  frame  of  sidewalk  type 
elevators,  bearing  the  following  information : 

1.  The  weight  of  the  complete  car,  including 
the  safeties. 

2.  The  contract  car  speed  in  feet  per  minute 

at  which  the  elevator  is  designed  to  travel 
(except  sidewalk  type  elevators). 

3.  The  cable  data  required  by  3.5.12,  Informa¬ 
tion  on  Capacity  Plates. 

The  capacity  of  freight  elevators  shall  be 
indicated  in  a  conspicuous  place  in  the  car  in 
letters  and  figures  at  least  1  inch  high  by  the 
word  “CAPACITY,”  followed  by  figures  giving 
the  contract  load  in  pounds. 

3. 3. 7.3.  Carrying  of  Passengers  on  Freight 
Elevators. 

The  use  of  new  freight  elevator  installations  to 
carry  passengers  is  forbidden  unless  they  con¬ 
form  to  all  the  requirements  of  these  Rules  cover¬ 
ing  passenger  elevators. 

The  carrying  of  passengers  on  existing  freight 
elevators  shall  be  permissible  provided  the  ele¬ 
vator  conforms  in  all  respects  to  the  requirements 
of  the  rules  for  existing  passenger  elevators. 

3.3  7.4.  One  Piece  Loads  on  Elevators. 

Passenger  and  freight  elevators  may  be  used 
for  carrying  safes  or  other  one  piece  loads  greater 
than  the  contract  load  of  the  elevator  when  the 
following  requirements  are  met : 

1.  A  “locking  device”  is  provided  which  will 
hold  the  car  at  any  landing  independently 
of  the  hoisting  cables  while  the  safe  or  other 
object  is  being  loaded  or  unloaded. 


2.  The  “locking  device”  shall  be  so  designed 
that  it  cannot  be  unlocked  unless  the  entire 
weight  of  the  car  and  load  is  suspended  on 
the  cables. 

3.  The  wrench  or  other  device  for  operating 
the  “locking  device”  shall  be  removable. 

4.  The  “locking  device”  shall  be  designed  to 
withdraw  the  bars  should  it  come  in  contact 
with  the  landing  locks  if  the  car  is  operated 
on  the  up  motion. 

5.  A  metal  plate  shall  be  provided  in  the  ele¬ 
vator  car  which  shall  bear  the  words 
“Capacity  Lifting  Safes”  in  letters  followed 
by  figures  giving  the  capacity  in  pounds  for 
lifting  safes  for  which  the  machine  is  de¬ 
signed,  the  letters  and  figures  to  be  at  least 
Y  inch  high,  stamped,  etched,  or  raised  on 
the  surface  of  the  plate. 

6.  The  car  platform,  car  frame,  sheaves,  shafts, 
cables  and  locking  device  shall  be  designed 
for  the  specified  “Capacity  Lifting  Safes” 
with  a  factor  of  safety  of  at  least  five. 

7.  The  car  safeties  shall  be  designed  to  stop 
and  hold  the  specified  “Capacity  Lifting 
Safes”  with  the  cables  intact. 

8.  Where  there  is  a  passageway  under  the 
hoistway  the  machine  shall  be  designed  to 
operate  with  the  “Capacity  Lifting  Safes” 
at  slow  speed  and  the  car  safety  shall  be 
designed  to  stop  and  hold  the  car  and 
“Capacity  Lifting  Safes”  independently  of 
the  cables. 

9.  For  traction  machines  additional  counter¬ 
weights  shall  be  added  so  that  the  total 
overbalance  is  at  least  equal  to  45  per  cent 
of  the  “Capacity  Lifting  Safes.” 

3. 3. 7.5.  Locking  Device  Required. 

The  locking  device  specified  in  3.3.7 A,  One 
Piece  Loads  on  Elevators,  paragraph  1,  shall  be 
provided  for  any  passenger  elevator  installed  for 
carrying  safes  or  other  one  piece  loads  where 
the  weight  of  such  safes  or  one  piece  loads  equals 
or  exceeds  75  per  cent  of  the  contract  load. 

3. 3. 7.6.  Maximum  “Capacity  Lifting  Safes.” 

The  maximum  “Capacity  Lifting  Safes”  of 

any  traction  elevator  shall  be  1-1/3  times  the 
contract  load  of  the  elevator. 

3. 3. 7.7.  Special  Switches. 

Elevator  machines  equipped  for  carrying  safes 
or  other  concentrated  loads  greater  than  the  con¬ 
tract  load  of  the  elevator  shall  be  provided  with 
special  switches  near  the  machine  for  operating 
under  such  conditions. 

3.3.8.  Contract  Load  Test. 

A  test  of  every  new  elevator  shall  be  made  with  con¬ 
tract  load  in  the  car  under  the  supervision  of  the  Super¬ 
intendent  before  the  elevator  is  placed  in  regular  service. 

The  brakes,  limit  switches,  buffers,  car  safety  and  speed 
governor  shall  be  caused  to  function  in  each  test,  and 
approval  of  any  elevator  shall  be  granted  only  upon  satis¬ 
factory  completion  of  such  test. 

3.4.  Machines,  Stopping  Devices,  Con¬ 
trol  and  Operation. 

3.4.1.  Machines  and  Machinery. 

3. 4.1.1.  Design  of  Drums  and  Sheaves. 

Drums  and  leading  sheaves  shall  be  of  cast  iron 
or  steel,  and  shall  have  finished  grooves  which 
may  be  faced  with  materials  other  than  iron  and 
steel,  having  sufficient  traction.  U  grooves  shall 
be  at  most  1/16  inch  larger  than  the  cables. 

Hoisting  rope  sheaves  for  traction  machines 
shall  have  sheave  grooves  designed  so  that  the 
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traction  will  not  be  materially  decreased  by  the 
wear  of  the  grooves.  . 

The  diameters  of  sheaves  or  drums  for  hoist¬ 
ing  or  counterweight  cables  shall  be  at  least  forty 
times  the  diameter  of  the  cable  (except  for  side¬ 
walk  elevators  and  except  where  conditions  make 
impractical  the  use  of  sheaves  of  such  size,  in 
which  case  the  Superintendent  may  permit  the 
use  of  smaller  diameter  sheaves) .  Openings  in 
drums  shall  be  drilled  at  an  angle  of  less  than 
45  degrees  with  the  run  of  the  rope  and  be  pro¬ 
vided  with  a  rounded  corner  with  a  radius  at 
least  equal  to  that  of  the  rope. 

3.4.1. 2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
(the  contract  load  plus  the  weight  of  the  car, 
cables,  counterweights,  and  so  forth)  to  be  used 
in  the  design  of  elevator  hoisting  machines  shall 
be  at  least : 

For  wrought  iron  or  wrought  steel . . .  8 

For  cast  iron,  cast  steel  or  other  materials..  10 

3. 4.1. 3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

3. 4.1.4.  Friction  Gearing  or  Clutch  Mech¬ 
anisms  for  Passenger  Elevators. 

The  use  of  friction  gearing  or  clutch  mech¬ 
anisms  for  connecting  the  drums  or  sheaves  to  the 
main  driving  gear  is  forbidden. 

3. 4.1. 5.  Use  of  Belt  or  Chain-driven  Ma¬ 
chines. 

The  use  of  belt  or  chain-driven  machines  is  • 
forbidden. 

3. 4.1. 6.  Cast  Iron  Toothed  Worm  Gears. 

The  use  of  worm  gearing  with  cast  iron  teeth 

is  forbidden. 

3. 4.1. 7.  Brakes  Required. 

Winding  drum  and  traction  machines  shall  be 
equipped  with  brakes  applied  automatically  by 
springs  or  gravity  when  the  operative  device  is 
at  the  “stop”  position.  Electric  elevator  machines 
shall  be  equipped  with  electrically  released  brakes. 

The  release  of  brakes  before  power  has  been 
applied  to  the  motor  is  forbidden. 

3. 4. 1.8.  Action  of  the  Brake  Magnet. 

No  single  ground,  short-circuit  or  counter¬ 
voltage  shall  prevent  the  action  of  the  brake  mag¬ 
net  from  allowing  the  brake  to  set  in  the  intended 
manner  during  normal  operation. 

No  motor-field  discharge,  counter-voltage,  single 
ground  or  accidental  short-circuit  shall  retard  the 
action  of  the  brake  magnet  in  allowing  the  brake 
to  set  during  emergency  stops. 

3.4.2.  Hydraulic  Elevator  Machines. 

3.4.2.1.  Construction  of  Hydraulic  Elevator 

Machines. 

Hvdraulic  elevator  machines,  whether  of  the 
vertical  or  horizontal  type,  shall  be  so  constructed 
and  so  roped  that  the  piston  will  be  stopped  before 
the  car  can  be  drawn  into  the  overhead  work. 
Stops  of  ample  strength  shall  be  provided  to  bring 
the  piston  to  rest  when  under  full  pressure  with¬ 
out  causing  damage  to  the  cylinder  or  cylinder 
head. 

3. 4. 2.2.  Metal  Guide  Rails  and  Shoes  Re¬ 
quired  for  Traveling  Sheaves. 

Traveling  sheaves  for  vertical  hydraulic  ele¬ 
vators  shall  be  guided.  Guide  rails  and  guide 
shoes  shall  be  of  metal. 

3. 4.2. 3.  Side  Frames  and  U-Strap  Connec¬ 
tions. 

Side  frames  of  traveling  sheaves  for  vertical 
hydraulic  elevators  shall  be  either  structural  or 
forged  steel. 

The  use  of  the  construction  commonly  known 
as  the  “U-strap  connection”  between  the  piston 
rods  and  the  traveling  sheaves  is  forbidden. 


3. 4.2.4.  Equalizing  Cross-Heads  and  Washers. 

Where  more  than  one  piston  rod  is  used  on  the 
vertical  pulling  type,  an  equalizing  cross-head  shall 
be  provided  for  attaching  the  rods  to  the  traveling 
sheave  frame  to  insure  an  equal  distribution  of 
load  on  each  rod. 

Equalizing  or  cup  washers  shall  be  used  under 
the  piston  rod  nuts  to  insure  a  true  bearing. 

3.4  2.5.  Gas  Releases. 

Cylinders  of  hydraulic  elevator  machines  shall 
be  provided  with  means  for  releasing  air  or  other 
gas. 

3.4.2.6.  Factor  of  Safety  and  True  Beaming  of 
Piston  Rods  of  Hydraulic  Elevators. 

Piston  rods  of  tension  type  hydraulic  elevators 
shall  have  a  factor  of  safety  of  at  least  eight, 
based  on  the  cross  sectional  area  at  the  root  of 
the  thread.  A  true  bearing  shall  be  maintained 
under  the  nuts  at  both  ends  of  the  piston  rod  to 
prevent  eccentric  loading  on  the  rods. 

3. 4.2.7.  Outlets  of  Pressure  Tanks. 

Outlets  of  pressure  tanks  shall  be  located  to 
prevent  the  probability  of  the  entrance  of  air  or 
other  gas  into  the  elevator  cylinder. 

3. 4.2. 8.  Packing  of  Automatic  Stop  Valves. 
Automatic  stop  valves  for  elevators  shall  be 

packed  with  cup  leathers,  or  other  means  shall  be 
used  to  prevent  sticking  of  the  valve  stems. 

3. 4.2.9.  Relief  Valves. 

Eaoh  pump  connected  to  the  pressure  tank  of  a 
hydraulic  elevator  shall  be  equipped  with  a 
relief  valve,  so  installed  that  it  cannot  be  shut 
off.  The  relief  valve  shall  be  of  sufficient  size 
and  so  set  as  to  pass  the  full  capacity  of  the  pump 
at  full  speed  without  exceeding  the  safe  working 
pressure  of  the  pump  or  tank.  The  relief  valve 
shall  be  piped  to  discharge  into  the  discharge 
tank  or  the  pump  suction.  Two  or  more  relief 
valves  may  be  used  to  obtain  the  capacity. 

3.4.2.10.  Automatic  By-Passes. 

Elevator  pumps,  unless  equipped  with  pressure 
regulations  which  control  the  motive  power,  shall 
be  equipped  with  automatic  by-passes. 

3.4.2.11.  Pressure  Tanks. 

Pressure  tanks  shall  be  made  and  tested  in  ac¬ 
cordance  with  the  requirements  of  the  American 
Society  of  Mechanical  Engineers’  Boiler  Code  for 
unfired  pressure  vessels,  1930. 

3.4.2.12.  Gages 

Each  pressure  tank  shall  be  provided  with  a 
water  gage  glass  having  brass  fittings  and  valves, 

attached  directly  to  the  tank  and  so  located  as 
to  show  the  level  of  the  water  when  the  tank  is 
more  than  half  filled. 

Each  pressure  tank  shall  have  a  pressure  gage 
which  correctly  indicates  pressure  to  at  least  one 
and  one-half  times  the  normal  working  pressure 
allowed  in  the  tank.  This  gage  shall  be  con¬ 
nected  to  the  tank  by  a  brass  or  other  corrosion 
resisting  pipe  in  such  a  manner  that  the  gage 
cannot  be  shut  off  from  the  tank  (except  by  a 
cock  with  a  “T”  or  lever  handle,  the  T  or  lever 
being  set  in  line  with  the  direction  of  the  flow). 
The  cock  shall  be  in  the  pipe  near  the  gage. 

Pressure  tanks  shall  be  provided  with  a  inch 
pipe  size  valved  connection  for  attaching  an  in¬ 
spectors’  gage  while  the  tank  is  in  service. 

3.4.2.13.  Vacuum  Relief  Valves. 

Pressure  tanks  that  may  be  subject  to  vacuum 
shall  be  provided  with  one  or  more  vacuum  relief 
valves. 

Vacuum  relief  valves  shall  have  openings  of 
sufficient  size  to  prevent  the  collapse  of  the  tank 
if  a  vacuum  occurs.  If  necessary  more  than  one 
vacuum  relief  valve  may  be  used  to  obtain  suf¬ 
ficient  capacity. 
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3.4.2.14.  Inspection  of  Pressure  Tanks. 

Pressure  tanks  shall  be  so  located  and  supported 
that  inspection  may  be  made  of  the  entire  ex¬ 
terior. 

3.4.2.15.  Discharge  Tanks. 

Discharge  tanks  open  to  the  atmosphere  shall  be 
so  designed  that  when  completely  filled  the  factor 
of  safety  shall  be  at  least  four  based  on  the 
ultimate  strength  of  the  material.  Discharge 
tanks  shall  be  covered  to  prevent  the  entrance 
of  foreign  material  and  provided  with  a  suitable 
vent  to  the  atmosphere. 

3.4.2.16.  Hydraulic  Elevators  Operated  by 
Steam  or  Gas. 

Hydraulic  elevators  operated  from  a  pressure 
tank  where  the  fluid  pressure  is  obtained  by 
directly  admitting  steam,  air  or  other  gas  to  the 
tank,  shall  comply  with  all  the  rules  governing 
hydraulic  elevators. 

3  4.2.17.  Design  of  Plunger  Elevators. 

In  the  design  of  plunger  elevators  adequate 
provision  shall  be  made  to  stop  the  plunger  as 
well  as  the  car. 

3.4.3.  Terminal  Stopping  and  Safety  Devices. 
3. 4. 3.1.  Normal  Terminal  Stopping  Devices 
Required. 

Elevators  shall  be  provided  with  upper  and 
lower  normal  terminal  stopping  devices,  arranged 
to.  stop  the  car  automatically  from  any  speed  at¬ 
tained  in  normal  operation  within  the  top  and 
bottom  overtravel  independent  of  the  operating 
devices,  the  final  terminal  stopping  device  and 
the  buffers  (except  that  in  the  case  of  hand-rope 
or  rod  operating  devices  the  normal  terminal 
stopping  device  may  operate  in  conjunction  with 
the  operating  devices). 

3.4>.3.2.  Installation  of  Normal  Terminal 
Stopping  Devices. 

Normal  terminal  stopping  devices  shall  be  in¬ 
stalled  as  follows: 

1.  Electric  elevators  having  winding  drum 
machines  (except  sidewalk  type  elevators 
and  except  those  operated  by  hand-rope, 
wheel  or  lever  devices)  shall  have  stopping 
switches  on  the  car  or  in  the  hoistway 
operated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
(except  those  operated  by  hand-rope  devices) 
shall  have  stopping  switches  on  the  car,  or 
in  the  machine  room,  or  in  the  hoistway, 
operated  by  the  movement  of  the  car. 
Where  such  stopping  devices  are  located  in 
the  machine  room,  a  safety  switch  shall  be 
provided  which  will  stop  the  machine  should 
the  driving  member  fail. 

3.  All  electric  elevators  with  hand-rope  or  rod 
operating  devices  shall  have  stop  balls  se¬ 
curely  fastened  to  the  rope  or  rod  arranged 
to  center  the  operating  device,  and  (except 
for  sidewalk  type  elevators)  if  wind¬ 
ing  drum  machines  are  used  they  shall  also 
have  an  additional  device  to  center  the 
operating  device  automatically. 

4.  Hydraulic  elevators  having  a  contract  speed 
in  excess  of  100  feet  per  minute  shall  have 
an  automatic  stop  valve  independent  of  the 
normal  control  valve  or  valves  operated 
either  by  the  car  or  the  machine. 

5.  Hydraulic  elevators  having  a  contract  speed 
of  100  feet  per  minute  or  less  with  hand- 
rope  or  rod  operating  devices  shall  have 
stop  balls  on  the  operating  device. 

6.  Electric  elevators  having  winding  drum 
machines  with  lever  or  wheel  operating  de¬ 
vices  shall  have  a  device  to  center  the  oper¬ 
ating  device  automatically. 

i.  Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  hand-rope  or 
pull  chain  operating  devices  shall  have  a 


stopping  device  on  the  machine  and  on  the 
operating  device. 

Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  either  auto¬ 
matic  or  continuous  pressure  operation  shall 
have  a  stopping  device  on  the  machine  and 
in  the  hoistway.  These  stopping  devices 
shall  not  control  the  same  switches  unless 
two  or  more  separate  and  independent 
switches  are  provided,  two  of  which  shall  be 
closed  to  complete  the  motor  and  brake 
circuit  in  each  direction  of  travel. 

3.4.3. 3.  Final  Terminal  Stopping  Devices  Re¬ 
quired. 

Electric  elevators  (except  sidewalk  type  ele¬ 
vators)  shall  be  provided  with  upper  and  lower 
final  terminal  stopping  devices  arranged  to  stop 
the  car  and  counterweight  automatically  from  con¬ 
tract  speed  within  the  top  clearance  and  bottom 
overtravel  independently  of  the  operation  of  the 
normal  terminal  stopping  devices  and  the  oper¬ 
ating  device,  but  with  buffers  operative.  This 
requirement  may  necessitate  the  use  of  auxiliary 
stopping  devices  for  the  car  and  counterweight. 

Final  limit  switches  and  oil  buffers  shall  be 
located  so  that  the  engagement  of  the  buffer  and 
the  opening  of  the  limit  switch  will  occur  as 
nearly  simultaneously  as  possible.  When  spring 
buffers  are  provided,  the  final  limit  switches  shall 
be  opened  before  the  buffer  is  engaged. 

Where  means  are  provided  to  prevent  jumping 
of  the  car  or  counterweight  it  shall  only  be  neces¬ 
sary  that  the  limit  switch  open  before  the  buffer 
is  fully  compressed. 

3. 4.3. 4.  Installation  of  Final  Terminal  Stop¬ 
ping  Devices. 

Final  terminal  stopping  devices  shall  be  in¬ 
stalled  in  connection  with  electric  elevators  (ex¬ 
cept  sidewalk  type  elevators)  as  follows: 

1.  Electric  elevators  having  winding  drum 
machines  .  shall  have  stopping  switches  on 
the  machines  and  also' in  the  hoistway  oper¬ 
ated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
shall  have  stopping  switches  in  the  hoistway 
operated  by  the  movement  of  the  car. 

34.3.5.  Action  and  Switches  of  Final  Ter¬ 
minal  Stopping  Devices. 

The  final  terminal  stopping  device  shall  act  to 
prevent  movement  of  the  car  in  both  directions, 
t  he  normal  and  final  terminal  stopping  devices 
shall  not  control  the  same  switches  on  the  con- 
t roller  unless  two  or  more  separate  and  inde¬ 
pendent  switches  are  provided,  two  of  which  shall 
be  closed  to  complete  the  motor  and  brake  circuit 
in  each  direction  of  travel.  When  2-phase  or  3- 
phase  alternating  current  is  used  to  operate  the 
elevator  the  above  switches  shall  be  of  the  multi¬ 
pole  type.  In  the  case  of  hand-rope,  rod,  wheel 
or  lever  operating  devices  the  normal  and  final 
terminal  stopping  devices  may  control  the  same 
switch  on  the  controller. 

hen  the  final  terminal  stopping  device  con¬ 
trols  the  same  controller  switch  or  switches  as 
the  operating  device  or  the  normal  terminal  stop¬ 
ping  device,  it  shall  be  connected  into  the  control 
circuit  on  the  oppsite  side  of  the  line. 

3. 4.3. 6.  Prohibited  Types  of  Terminal  Stop¬ 
ping  Devices. 

The  use  of  chain,  rope  or  belt  driven  machine 
terminal  stopping  devices  is  forbidden  for  ele¬ 
vators  having  winding  drum  machines. 

3.4.3. 7.  Automatic  Terminal  Stopping  De¬ 
vices  Required. 

Electric  elevators  having  winding  drum  ma¬ 
chines  (except  sidewalk  type  elevators)  driven  by 
2-phase  or  3-phase  alternating  current  shall  have 
an  automatic  terminal  stopping  device  arranged 
to  open  the  main  line  circuit  to  the  motor  and 
brake  directly.  This  device  shall  prevent  move- 


31 


3.4.4. 


RULES 


ment  of  the  machine  in  either  direction  before  or 
coincident  with  the  operation  of  the  final  ter¬ 
minal  stopping  device. 

3. 4. 3. 8.  Enclosure  of  Terminal  Stopping 

Switches.  .  . 

Normal  and  final  terminal  stopping  switches, 
whether  on  the  car,  in  the  machine  room,  or  in 
the  hoistway,  shall  be  of  the  enclosed  type. 

3.4.3. 9.  Mounting  of  Terminal  Stopping  De¬ 
vices.  .  . 

Normal  and  final  terminal  stopping  devices, 
where  on  the  car  or  in  the  hoistway,  shall  be 
securely  mounted  in  such  a  manner  that  the 
movement  of  the  switch  lever  or  roller,  to  open 
the  contacts  shall  be  as  nearly  as  possible  in  a 
direction  at  right  angles  to  a  line  drawn  between 
the  faces  of  the  car  guide  rails. 

3.4.3.10.  Location  of  Operating  Cams. 

The  cams  for  operating  the  terminal  stopping 
switches  shall  be  of  metal  and  shall  be  so  located 
and  of  sufficient  length  to  maintain  the  switch  m 
the  open  position  when  the  car  is  in  contact  with 
the  overhead  structure  or  resting  on  the  iully 
compressed  buffer  with  the  overhead  structure 
and  the  buffer  in  their  normal  position. 

Operation  and  Control. 

3. 4.4.1.  Maximum  Speed  for  Direct  Hand 
Operated  Elevators. 

'  The  operation  of  elevators  having  a  contract 
speed  in  excess  of  100  feet  per  minute  by  direct 
hand  operated  ropes,  cables  or  rods  is  forbidden. 

3.4.4.2.  Maximum  Speed  of  Elevators  Oper¬ 
ated  by  Wheels  or  Levers;  Marking 
of  Hydraulic  Elevator  Operating 
Devices. 

The  operation  of  elevators  having  a  contract 
speed  in  excess  of  150  feet  per  minute  by  wheel 
or  lever  mechanisms  is  forbidden  (except  hydrau¬ 
lic  elevators). 

Hydraulic  elevators  operated  by  a  wheel  op¬ 
erating  device  shall  be  provided  with  an  indicat¬ 
ing  device  in  the  car  to  show  the  position  of  the 
control  valve.  Such  device  shall  be  marked  and 
shall  indicate  “up,”  “down”  and  ‘  off.”  .  1  he 
wheel  operating  device  shall  be  marked  to  mdi- 
dicate  the  direction  of  motion. 

3. 4.4.3.  Access  to  Operating  Ropes  or  Cables 
from  Outside  of  the  Hoistway. 

The  operation  of  elevators  by  a  rope  or  .  cable, 
access  to  which  is  obtained  from  the  outside  of 
the  hoistway,  is  forbidden. 

3. 4.4.4.  Overhead  Tension  Weights. 

Overhead  tension  weights  for  hand  ropes  shall 

be  secured  by  chains  or  cables  attached  to  the 
weights  and  to  a  suitable  anchorage. 

3.4.4.5.  Hand-rope  Guards. 

Guards  which  will  keep  the  hand-ropes  on  the 
sheaves  shall  be  installed. 

3. 4. 4. 6.  Centering  Devices  Required. 

Freight  elevators  (except  sidewalk  type  eleva¬ 
tors)  operated  by  means  of  a  direct  operated  hand- 
rope,  shall  be  provided  with  a  centering  device 
which  will  insure  the  operating  mechanism  being 
placed  in  the  stop  position  when  it  is  desired  to 
stop  the  car. 

3.4.4.7.  Arrangement  and  Numbetr  of  Oper¬ 
ating  Devices. 

The  handle  of  car  switch  operating  devices 
shall  be  arranged  to  return  to  the  “stop”  position 
and  lock  there  automatically  when  the  hand  of 
the  operator  is  removed. 

Where  more  than  one  operating  device  is  used 
in  a  car  (except  in  automatic  operation  eleva¬ 
tors)  the  operating  devices  shall  be  so  interlocked 
that  only  one  can  be  used  at  a  time.  If  a  single 
operating  device  is  used,  it  shall  be  so  located 
as  to  be  near  the  car  opening  serving  the  greatest 
number  of  landing  openings. 


3.4. 4.8.  Emergency  Stop  Switches. 

An  emergency  stop  switch,  which  will  cut  off 
the  source  of  power,  shall  be  provided  in  the  car 
adjacent  to  the  operating  device  for  electric  eleva¬ 
tors.  If  the  stop  button  of  an  automatic  opera¬ 
tion  or  continuous  pressure  operation  elevator  is 
a  red  button  marked  “stop,”  it  may  be  used  as 
the  emergency  stop  switch. 

One  lead  to  the  emergency  stop  switch  shall 
be  run  to  the  car  through  a  separate  and  inde¬ 
pendent  traveling  cable  where  electric  elevators 
have  winding  drum  machines. 

3. 4.4.9.  Disconnecting  Switch  Required. 

A  manually  operated  multi-pole  disconnecting 
(service)  switch  shall  be  installed  in  the  main 
line  of  electric  elevator  machinery. 

This  switch  shall  be  located  adjacent  to  and 
visible  from  the  elevator  machine  or  motor  gen¬ 
erator  set.  Provision  for  closing  the  disconnect¬ 
ing  switch  from  any  other  part  of  the.  building 
is  forbidden.  When  practicable  this  switch  shall 
be  located  in  the  machine  room  at  the  lock- jamb 
side  of  the  entrance  door. 

3.4.4.10.  Independent  Breaks  Required  with 

Metal-to-Metal  Contacts. 

Where  metal-to-metal  contacts,  gravity  or 
spring  opened,  or  a  combination  of  the  two,  are 
used  on  controller  switches  for  stopping  elevator 
machines  at  least  two  independednt  breaks  shall 
be  provided. 

3.4.4.11.  Use  of  Springs  or  Electric  Circuits 
as  Circuit  Breakers. 

Breaking  the  circuit  to  stop  an  automatic-con¬ 
trol  elevator  at  the  terminals  shall  be  independent 
of  the  operation  of  springs  in  tension  or  the  com¬ 
pletion  of  another  electric  circuit.  If  springs  are 
used  they  shall  be  in  compression.  The  interrup¬ 
tion  of '  the  electric  circuit  shall  prevent  the 
movement  of  the  car. 

3.4.4.12.  Grounding  of  Frames. 

The  frame  of  the  electric  elevator  machine,  the 
frame  of  the  controller,  the  operating  rope  if  used, 
and  the  frames  of  electric  appliances  in  or  on  the 
elevator  car  shall  be  effectively  grounded. 

3.4.4.13.  Enclosure  of  “Slack  Cable”  Switches. 
The  electric  “slack  cable”  switches  shall  be 

enclosed. 

3.4.4.14.  Forbidden  Types  of  Control  Sys¬ 
tems. 

The  use  of  control  systems  which  depend  on  the 
completion  or  maintenance  of  an  electric  circuit 
for  the  interruption  of  the  power  and  for  the  ap¬ 
plication  of  electro-mechanical  brakes  at  the  ter¬ 
minals,  for  the  operation  of  safeties  or  the 
closing  of  a  contactor  by  an  emergency  stop 
button,  is  forbidden  (except  that  dynamic-braking 
and  speed  control  devices  are  exempt  from  these 
requirements) . 

3.4.4.15.  Arrangement  of  Operating  Levers. 
“Car-switch”  and  hand-operating  levers  shall 

be  so  arranged  that  the  movement  of  the  lever 
toward  the  opening  which  the  operator  usually 
faces  will  cause  the  car  to  descend  and  the  move¬ 
ment  of  the  lever  away  from  the  opening  will 
cause  the  car  to  ascend. 

3.4.4.16.  Rope  Locks  Required. 

Freight  elevators  operated  by  hand-ropes  shall 
be  equipped  with  rope  locks  for  holding  the  car 
at  any  landing  (except 

1.  Sidewalk  type  elevators ; 

2.  Elevators  equipped  with  an  emergency 
switch ;  and 

3.  Elevators  equipped  with  interlocks  or  elec¬ 
tric  contacts). 

3.4.4.17.  Operation  of  Directional  Switches 
or  Operating  Valves  on  Passenger 
Elevators. 

On  mechanically  operated  passenger  elevators 
the  operation  of  directional  switches  or  operating 
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valves  shall  not  depend  solely  upon  belts  or  upon 
cast  or  malleable  iron  chains.  If  a  hand-rope  is 
used  the  cable  shall  be  securely  anchored  to  the 
operating  sheave  or  drum. 

3.4.4.18.  Automatic  Fire  Alarm  Circuit 

Breakers. 

The  use  of  a  circuit  breaker  operated  auto¬ 
matically  by  a  fire  alarm  system  to  cut  off  the 
power,  or  interrupting  the  operating  circuit  of  a 
passenger  elevator  is  forbidden. 

3.4.4.19.  Automatic  Operation  Elevators. 

Automatic  operation  elevators  (except  sidewalk 

elevators  the  travel  of  which  does  not  exceed  one 
story)  shall  comply  with  the  following  require¬ 
ments  : 

1.  If  the  car  has  started  for  a  given  landing 
it  shall  be  impossible  for  an  impulse  to  be 
given  from  any  landing  to  send  the  car  in 
the  reverse  direction  until  it  has  reached 
the  destination  corresponding  to  the  first 
impulse.  It  shall  be  permissible  to  stop  the 
car  at  any  intermediate  landing  to  take  on 
or  discharge  passengers  or  attendants  going 
in  the  original  direction. 

2.  If  the  car  has  been  stopped  to  take  on 
or  discharge  passengers  or  freight  and  is 
to  continue  in  the  direction  determined  by 
the  first  impulse,  it  is  permissible  to  start 
the  car  by  the  closing  of  the  car  gate. 

3.  It  shall  be  impossible  to  start  the  car  under 
normal  operation  unless  every  hoistway  door 
is  closed  and  locked  in  the  closed  position. 
The  use  of  devices  employing  locks  and 
contacts  of  a  type  where  the  contact  is 
made  when  the  door  is  closed  and  the  lock¬ 
ing  of  the  door  takes  place  subsequently 
is  forbidden. 

4.  Where  the  elevator  is  used  by  the  general 
public  no  buttons  shall  be  provided  at  any 
landing  to  send  the  car  to  any  other  land¬ 
ing. 

5.  The  floating  platform  construction  may  be 
used  to  permit  operation  of  the  car  from 
the  landing  buttons  with  the  car  gate  open 
when  there  is  no  passenger  in  the  car 
under  the  following  conditions : 

Each  landing  door  shall  be  flush  with 
the  hoistway  edge  of  its  landing  saddle  and 
lintel  within  a  tolerance  of  one-quarter  of 
an  inch,  plus  or  minus. 

The  platform  shall  prevent  the  operation 
of  the  car  from  the  car  push  buttons  unless 
the  platform  is  depressed. 

It  shall  be  impossible  to  operate  the 
elevator  from  the  car  push  buttons  unless 
the  car  gate  is  closed. 

The  platform  shall  operate  when  a 
weight  of  30  pounds  is  placed  on  it  at  any 
point. 

The  platform  shall  be  so  constructed  that 
there  is  no  pocket  or  recess  capable  ot 
holding  refuse  or  dirt  beneath  the  platform. 

The  entire  platform  within  the  enclosure 
and  the  platform  threshold  sill  shall  float. 

The  installation  of  handrails  in  the  eleva¬ 
tor  car  is  forbidden. 

6.  An  inspector’s  switch  shall  be  installed  on 
the  controller  to  render  all  landing  buttons 
inoperative,  and  when  the  opening  of  the 
emergency  stop  switch  or  button  does  not 
cancel  all  registered  car  and  hall  calls,  the 
inspector’s  switch  on  the  controller  shall 
also  render  all  car  buttons  inoperative  and 
there  shall  be  furnished  in.  the  car  an  Up 
and  Down  inspection  switch  or  button 
which  will  enable  the  inspector  to  operate 
the  elevator  in  either  direction  as  long  as 
the  switch  or  button  is  held  in  contact. 


3.4.4.20.  Continuous  Pressure  Operation. 

The  use  of  continuous  pressure  operation  for 
passenger  elevators  is  forbidden  (except  when  they 
are  provided  with  all  of  the  safety  devices  re¬ 
quired  for  automatic  operation  elevators). 

3.4.4.21.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  electric  elevator  driven  by  a  polyphase 
alternating  current  motor  shall  be  provided  with 
a  device  which  will  (except  in  the  case  of  alter¬ 
nating  current  motors  used  in  motor  generator 
sets)  prevent  starting  the  motor  if 

1.  The  phase  rotation  is  in  the  wrong  direc¬ 
tion  ;  or 

2.  There  is  failure  in  any  phase. 

3.4.4.22.  Starting  of  Electric  Elevators  After 
Failure  of  Power. 

Electric  elevators  operated  by  hand  cables,  lever 
or  wheel  operating  devices,  shall  be  so  arranged 
that,  in  case  of  failure  of  power,  or  the  opening 
of  car  gate,  landing  door  or  limit  switches,  it 
will  be  necessary  to  return  the  operating  device 
to  the  “OFF”  position  before  the  elevator  can 
again  be  started. 

3.4.4.23.  Use  of  Overload  Circuit-Breakers. 

If  an  overload  circuit-breaker  is  used  for  a 

direct  current  rheostatic  control  electric  elevator, 
the  wiring  shall  be  arranged  so  that  the  circuit  of 
the  brake-magnet  coil  is  opened  at  the  same  time 
that  the  line  circuit  is  opened. 

3.4.4.24.  Sidewalk  Elevator  Key  Switch. 

Sidewalk  elevators  the  hatch  opening  of  which 

is  located  in  the  sidewalk  or  other  area  accessible 
to  the  public  shall  be  provided  with  a  device 
which  shall  normally  prevent  the  car  from  open¬ 
ing  or  closing  the  sidewalk  hatch  cover.  A 
switch  which  can  be  operated  only  by  a  special 
key  and  which  when  closed  will  permit  the 
car  to  open  and  close  the  sidewalk  hatch  cover 
shall  be  installed  on  the  building  wall  above  the 
sidewalk  at  the  right  hand  side  of  the  hoistway 
when  facing  the  building  wall  and  not  over  18 
inches  horizontally  distant  from  the  hoistway.  A 
detachable  flexible  cord  5  feet  or  less  in  length 
with  a  continuous  pressure  button  on  the  free 
end  may  be  used  in  lieu  of  the  key  switch  when 
desired. 

It  shall  be  necessary  that  the  key  or  button 
be  held  manually  in  position  to  keep  the  circuit 
closed.  The  elevator  may  also  be  operated  from 
the  sidewalk  or  exterior  area  level  by  means  of 
the  key  switch  or  button. 

3.4.4.25.  Installation  of  Condensers. 

The  installation  of  condensers  the  operation  of 
which  will  hold  in  any  magnet  or  keep  alive  any 
circuit  so  as  to  interfere  with  the  proper  opera¬ 
tion  of  any  new  or  existing  elevator  apparatus  is 
forbidden. 

3.4.5.  Limits  of  Speed. 

3.4.5. 1.  Maximum  Speed  of  Freight  and 
Passenger  Elevators. 

The  maximum  contract  speed  of  passenger  and 
freight  elevators  (except  as  otherwise  specified  in 
3.4.52,  Maximum  Speed  of  Sidewalk  Type  Ele¬ 
vators;  3.4.53,  Maximum  Speed  of  Freight  Ele¬ 
vators  Without  Regular  Operators,  and  3.4.5.4, 
Maximum  Speed  of  Continuous  Pressure  Opera¬ 
tion  Freight  Elevators )  shall  be  limited  only  by 
the  top  and  bottom  clearances  as  determined  by 
2.1.4,  Pits,  Overtravel  and  Clearances. 

3.4.5.2.  Maximum  Speed  of  Sidewalk  Type 
Elevators. 

The  maximum  contract  speed  of  sidewalk  type 
elevators  shall  be  35  feet  per  minute. 
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3.4.5.3.  Maximum  Speed  of  Freight  Eleva¬ 
tors  Without  Regular  Operators. 

The  maximum  contract  speed  of  freight  ele¬ 
vators  without  a  regular  operator  (except  side¬ 
walk  type  elevators)  unless  provided  with  auto¬ 
matic  operation  or  continuous  pressure  operation, 
shall  be  100  feet  per  minute. 

3.4.5.4.  Maximum  Speed  of  Continuous  Pres¬ 
sure  Operation  Freight  Elevators. 

The  maximum  contract  speed  of  electric  freight 
elevators  with  continuous  pressure  operation  (ex¬ 
cept  sidewalk  type  elevators)  shall  be  150  feet  per 
minute. 

3.5.  Cables  and  Signal  Systems  for 
Elevators. 

3.5.1.  Cables. 

3. 5.1.1.  Materials  for  Cables. 

Car  and  counterweight  cables  shall  be  iron 
or  steel  without  covering  (except  that  where  lia¬ 
bility  to  excessive  corrosion  or  other  hazard  ex¬ 
ists,  marline-covered  cables  are  permitted  for 
freight  elevators).  The  use  of  marline-covered 
cables  for  passenger  elevators  is  forbidden.  The 
use  of  chains  for  hoisting  is  forbidden  (except 
for  sidewalk  elevators  the  travel  of  which  does 
not  exceed  15  feet). 

3.5. 1.2.  Information  on  Capacity  Plates. 

Where  winding  drum  machines  are  used,  the 
capacity  plate  required  in  33.7.2,  Posting  of  In¬ 
formation,  shall  bear  the  following  information : 


CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting 

Car  Counter¬ 
weight 

Machine 

Counterweight 

Where  traction  machines  or  drum  machines 
without  counterweights  are  used,  the  capacity 
plate  required  in  33.7.2,  Posting  of  Information, 
shall  bear  the  following  information: 


CABLE  SPECIFICATIONS 


Number 

Diameter 
in  Inches 

Rated 

Strength 

Ultimate 
in  Pounds 

Hoisting  Cables 

Where  hydraulic  machines  are  used  the  ca¬ 
pacity  plate  required  is  33.7.2,  Posting  of  Infor¬ 
mation,  shall  bear  the  following  information : 


CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated 

Strength 

Ultimate 
in  Pounds 

Hoisting 

Car  Counter¬ 
weight 

In  addition  a  metal  tag  shall  be  attached  to  the 
cable  fastenings.  On  this  tag  shall  be  given  the 
diameter,  rated  ultimate  strength,  and  material  of 
the  cable,  and  the  date  of  the  cable  installation. 


3. 5. 1.3.  Load  Limit  for  Cables  of  Unknown 
Strength. 

Where  the  rated  ultimate  strength  and  material 
are  not  known,  the  loads  shall  be  limited  to  the 
loads  allowed  for  iron  cable  of  the  same  diameter. 

3. 5. 1.4.  Factors  of  Safety. 

The  factor  of  safety  based  on  static  loads  for 
car  and  counterweight  cables  for  elevators 
shall  be  at  least  the  values  given  in  the  follow¬ 
ing  figures  corresponding  to  the  contract  speed 
of  the  car. 

The  factor  of  safety  based  on  static  loads  for 
chains  used  for  hoisting  sidewalk  elevators  shall 
be  at  least  5,  and  for  cables  7. 


fac  tqr  of  safety 


AND  COUNTERWEIGHT  CABLES  FOR 

PASSENGER  ELEVATORS 

3.5. 1.5.  Number  and  Diameter  of  Cables  and 
Computed  Load. 

The  number  and  diameter  of  the  cables  shall  be 
determined  by  using  the  factor  of  safety  found  in 
3.5.1.4,  Factors  of  Safety,  together  with  the  rated 
ultimate  strength  of  the  cable.  The  computed 
load  on  the  cables  shall  be  the  weight  of  the  car, 
plus  its  contract  load,  plus  the  weight  of  hoisting 
cables  and  the  compensation. 

The  minimum  number  of  cables  used  with  trac¬ 
tion  elevators  shall  be  3.  The  minimum  number 
of  cables  used  with  winding  drum  elevators  shall 
be  2. 
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factor  of  safety 


FIG.  6.  FACTORS  OF  SAFETY  FOR  HOISTING 
AND  COUNTERWEIGHT  CABLES  FOR 
FREIGHT  ELEVATORS 

The  use  of  hoisting  ropes  less  than  ^2-inch  in 
diameter  for  elevators  is  forbidden  (except  that 
where  conditions  make  impractical  the  use  of 
rope  of  the  size  specified,  the  Superintendent  may 
permit  the  use  of  rope  7/16  of  an  inch  in 
diameter) . 

3. 5. 1.6.  Anchoring  of  Cables  to  Winding 
Drums. 

Cables  anchored  to  winding  drums  shall  have 
at  least  one  turn  of  cable  on  the  winding  drum 
when  the  car  or  counterweight  has  reached  the 
extreme  limit  of  its  overtravel. 

3.5. 1.7.  Lengthening  or  Repairing  Cables  by 
Splicing  Forbidden. 

The  repair  or  lengthening  of  car  or  counter¬ 
weight  cables  by  splicing  is  forbidden. 

3.51.8.  Securing  Winding  Drum  Ends  of 
Cables. 

The  winding  drum  ends  of  car  or  counter¬ 
weight  cables  shall  be  secured  by  clamps  on  the 
inside  of  the  drums  or  by  one  of  the  methods 
specified  in  the  following  paragraphs  for  fasten¬ 
ing  cables  to  cars  or  counterweights. 

3. 5. 1.9.  Fastening  Car  and  Counterweight 
Ends  of  Cables. 

The  car  and  counterweight  ends  of  cables  shall 
be  fastened  by  individual  tapered  babbitted  sockets, 
or  by  other  methods  approved  by  the  Superin¬ 
tendent  (except  that  spliced  eyes  and  return  loops 
are  forbidden).  Other  fastenings  may  be  used  for 
compensating  counterweight  cables  and  for 
plunger  elevators. 


Adjustable  shackle  rods  shall  be  used  to  attach 
cables  to  cars  and  counterweights  in  such  a  man¬ 
ner  that  all  portions  of  the  cable  (except  the  por¬ 
tion  in  the  socket)  shall  be  readily  visible. 

3.5.1.10.  Method  of  Socketing  Cables. 

If  a  babbitted  socket  is  used,  the  length  of  the 
socket  shall  be  at  least  4.75  times  the  diameter 
of  the  cable.  The  hole  at  the  small  end  shall  be 
as  given  in  the  following  table : 


Nominal  Diameter  of 
Cable  in  Inches 

Ya  to  7/16  inclusive 


Yz  to  Ya  inclusive 


Y%  to  1%  inclusive 


1*4  to  1 Y  inclusive 


Inside  Diameter  of  Small  End  of 
of  Cable  Socket 

shall  not  be  more  than  1/16  inch 
larger  than  actual  cable  diameter. 

shall  not  be  more  than  3/32  inch 
larger  than  actual  cable  diameter. 

shall  not  be  more  than  %  inch 
larger  than  actual  cable  diameter. 

shall  not  be  more  than  3/16  inch 
larger  than  actual  cable  diameter. 


The  small  end  of  the  socket  shall  be  free  from 
cutting  edges.  The  hole  at  the  large  end  of  the 
socket  shall  be  at  least  2%  times  the  diameter 
of  the  cable.  A  socket  shall  be  drop-forged  steel, 
steel  casting,  or  formed  in  a  substantial  block  of 
cast  iron.  The  socket  shall  be  of  such  strength 
that  the  cable  will  break  before  the  socket  is 
perceptibly  deformed. 

The  ends  of  wire  rope  shall  be  served  with  three 
seizings  at  each  side  of  any  point  at  which  the 
rope  is  to  be  cut. 

Only  annealed  iron  wire  shall  be  used  as  seiz¬ 
ing  wire.  The  wires  should  be  wound  tight  and 
even.  The  twisted  ends  of  the  seizings  shall  be 
so  placed  that  they  fall  into  the  valleys  between 
strands  and  away  from  the  end  of  the  rope. 

The  first  two  seizings  shall  be  at  least  inch 
long,  and  the  third  seizing  at  least  ^4-inch  long. 
The  first  seizing  shall  be  close  to  the  cut  and 
the  second  seizing  shall  be  spaced  within  2% 
inches  from  the  first  seizing.  The  third  seizing 
shall  be  at  a  distance  from  the  second  seizing 
equal  to  the  length  of  the  socket. 

The  use  of  tape  as  a  substitute  for  annealed- 
iron-wire  seizing  is  forbidden. 

The  ropes  thus  served  shall  be  slipped  into 
the  socket  a  sufficient  distance  for  manipulating 
and  after  removing  the  first  two  seizings  the 
strands  shall  be  opened  up  and  the  hemp  center 
cut  out  as  close  as  possible  to  the  remaining 
seizing. 

Then  all  grease  shall  be  wiped  off  the  extended 
strands  and  the  lubricant  carefully  removed  by 
washing  with  gasoline.  The  ends  of  the  strands 
shall  then  be  bent  in  and  bunched  close  together, 
and  the  rope  pulled  back  as  far  as  possible  so 
that  the  strands  rest  in  the  basket  with  the  third 
seizing  slightly  projecting  outside  the  mouth  of 
the  socket. 

The  socket,  now  being  ready  for  pouring  the 
babbitt,  shall  be  warmed  and  shall  be  held  vertical 
and  truly  axial  with  the  rope  to  be  socketed. 
Tape  or  waste  may  be  wound  around  the  rope  at 
the  base  of  the  socket  to  prevent  the  metal  from 
seeping  through,  but  must  be  removed  after  the 
babbitt  has  cooled  off.  Pure  babbitt  only,  free  of 
dross,  shall  be  used,  heated  to  a  temperature  just 
sufficient  to  produce  fluidity. 

If  the  seizing  and  socketing  has  been  done 
properly,  the  original  and  uniform  relation  of 
tension  obtained  by  correct  manufacture  will  be 
undisturbed ;  any  loss  of  rope  lay  is  a  clear  in¬ 
dication  of  careless  seizing  and  socketing. 
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3.5.1.11.  Reroping  and  Shortening  of  Cables. 

Whenever  an  elevator  is  reroped  or  its  ropes 
shortened,  the  top  car  and  counterweight  clear¬ 
ances  shall  be  at  least  those  specified  in  2.1.4.3, 
Top  Clearances. 

3.5.2.  Emergency  Signals. 

3.5.2. 1.  Emergency  Signals  or  Telephones 
Required. 

Automatic  operation  passenger  or  freight  eleva¬ 
tors  (except  sidewalk  elevators  the  travel  of 
which  does  not  exceed  15  feet)  shall  be  provided 
with  an  audible  emergency  signal  operative  from 
the  car  and  located  outside  of  the  hoistway,  or 
shall  be  provided  with  a  telephone.  The  emer¬ 
gency  alarm  shall  be  clearly  audible  in  the  office, 
power  house,  or  room  in  which  an  employee  is 
ordinarily  located. 

3. 5. 2.2.  Telephone  Connection  Required. 

Passenger  elevators  in  private  residences  shall 
be  provided  with  a  telephone  permanently  con¬ 
nected  to  a  central  exchange, 

3. 5. 2.3.  Signal  Systems  on  Freight  Elevator 
Hoistways. 

The  hoistway  of  every  freight  elevator  (ex¬ 
cept  automatic-operation  and  continuous  pressure 
operation  and  sidewalk  elevators)  shall  be  pro¬ 
vided  with  a  signal  system  by  means  of  which 
signals  can  be  given  from  any  landing  whenever 
the  elevator  is  desired  at  that  landing. 

RULE  4.  HAND  POWER 
ELEVATORS 

4.1.  Hoistway  Construction. 

4.1.1.  Fire  Resistive  Hoistway  Enclosures. 

4.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter  5 
of  the  Code  of  Ordinances,  and,  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  sidewalk  elevators,  the  travel 
of  which  does  not  exceed  one  story). 

4.1. 1.2.  Landing  Openings  to  Be  Protected. 
Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18,  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that  they  must  first  comply  with  2.3.1. 1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2,000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

4.1. 1.3.  Strength  of  Hoistway  Enclosures. 
The  hoistway  enclosure  adjacent  to  a  landing 

opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism. 

4.1.2.  Non-fire  Resistive  Hoistway  Enclo¬ 
sures. 

Non-fire  resistive  hoistway  enclosures  shall  be  permit¬ 
ted  only  for  sidewalk  elevators,  the  travel  of  which  does 
not  exceed  one  story.  Where  non-fire  resistive  construc¬ 
tion  is  permitted,  hoistways  shall  be  enclosed  to  a  height 
of  6  feet  (except  on  the  sides  used  for  loading  or  un¬ 
loading)  . 

4. 1.2.1.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 
latticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grill  work  is  used, 


the  wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage),  and  the  max¬ 
imum  size  of  mesh  shall  be  2  inches.  Where 
expanded  metal  is  used,  its  minimum  thickness 
shall  be  0.094  inches  (Number  13  United  States 
Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 

4.1.3.  Clearance  Between  Cars  and  Hoistway 
Enclosures. 

4.1.3.1.  Clearance  Between  Car  Platforms 
and  Landing  Saddle. 

The  maximum  clearance  between  the  car  plat¬ 
form  and  the  landing  saddle  shall  be  3  inches  for 
freight  elevators  and  2  inches  for  passenger  ele¬ 
vators  (except  that  where  the  operating  rope  is 
located  at  the  side  of  the  platform,  this  clearance 
shall  not  exceed  1  inch). 

4.1.3. 2.  Clearance  Between  Hoistway  Enclo¬ 
sure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly  with¬ 
in  the  hoistway  in  which  case  the  maximum  per¬ 
missible  clearance  shall  be  7^4  inches). 

4.1.4.  Overtravel  for  Hand  Elevators. 

An  overtravel  of  at  least  18  inches  shall  be  provided 
at  the  top  for  hand  elevators  (except  for  sidewalk  ele¬ 
vators).  No  overtravel  is  required  at  the  bottom. 

4.1.5.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

4.1. 5.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  inde¬ 
pendent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

4.1. 5. 2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows: 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves  and 
similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 

4.1. 5. 3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

4. 1.5. 4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams  based  on  the 
ultimate  strength  of  the  material  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  4.1.5.2,  Loads  on  Supports,  shall  be  at  least  the 


following : 

For  steel .  4 

For  reinforced  concrete .  7 


4.1.6.  Gratings  Under  Machinery. 

A  metal  grating  capable  of  supporting  50  pounds  per 
square  foot  shall  be  installed  under  the  overhead 
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machinery.  Openings  in  such  gratings  shall  reject  a  ball 
\y2  inches  in  diameter. 

4.1.7.  Thoroughfares  Under  Elevator  Hoist¬ 
ways  or  Counterweights. 

Thoroughfares  under  hoistways  or  counterweights  are 
forbidden  unless  there  is  a  structure  under  the  hoistway 
or  counterweight  sufficiently  strong  to  withstand  the  im¬ 
pact  of  the  car  with  contract  load,  or  the  impact  of  the 
counterweight,  when  either  is  dropped  freely  in  its  guides 
from  the  upper  limit  of  overtravel,  provided  that  for  cars 
or  counterweights  equipped  with  broken  rope  safeties 
and  speed  retarders,  the  impact  shall  be  computed  for  the 
maximum  attainable  speed. 

4.2.  Hoistway  Guards  and  Screens. 

4.2.1.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of  300 
pounds  per  square  foot.  The  maximum  permissible  dimen¬ 
sions  of  sidewalk  openings  shall  be  5  feet  at  right  angles 
to  and  6  feet  parallel  to  the  building  line  (except  by 
permission  of  the  Borough  President).  The  side  of  the 
opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions  make 
this  impractical  this  distance  may  be  increased  subject 
to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used,  the  line  of  the  hinges 
shall  be  at  right  angles  to  the  building  line.  Where  the 
covers  open  toward  any  obstruction  the  space  between  the 
fully  opened  cover  and  such  obstruction  shall  be  at  least 
18  inches.  Where  vertical  lifting  covers  are  used,  there 
shall  be  a  clearance  of  at  least  2  feet  between  the  cover  and 
any  obstruction  above  it  when  the  elevator  is  at  the  top 
of  its  overtravel. 

Hatch  covers  shall  be  self-closing  and  the  fastening  or 
holding  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch  open¬ 
ing  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lift¬ 
ing  type  covers  may  be  used,  or  doors  may  be  provided 
complying  with  4.3,  Hoistway  Doors.  Such  doors  shall 
be  so  arranged  that  they  can  only  be  opened  or  unlocked 
from  the  outside  of  the  hoistway  when  the  car  is  at  the 
landing. 

4.2.2.  Counterweight  Runways  Outside  of  the 
Hoistway. 

Runways  for  counterweights  located  outside  of  the  ele¬ 
vator  hoistway  shall  be  solidly  enclosed  throughout  their 
height  (except  that  when  the  runway  is  located  outside 
of  the  building  it  shall  be  enclosed  to  a  height  of  at  least 
7  feet  from  the  ground). 

4.3.  Hoistway  Doors. 

4.3.1.  Automatic  Fire  Doors  Functioning  by 
Heat. 

No  automatic  fire  door,  the  functioning  of  which,  is 
dependent  on  the  action  of  heat,  shall  lock  any  landing 
opening  in  the  hoistway  enclosure  of  any  passenger  ele¬ 
vator  or  any  exit  leading  from  any  hoistway  landing  door 
to  the  outside  of  the  structure. 

4.3.2.  Protection  of  Landing  Openings. 

Landing  openings  in  hoistway  enclosures  shall  be  pro¬ 
tected  by  sliding  or  swing  doors  complying  with  - the  fire 
resistive  requirements  for  doors  in  such  enclosures. 

In  addition  to  such  doors  landing  openings  in  hoistway 
enclosures  shall  be  furnished  with  gates  at  least.  30  inches 
high  which  close  when  the  car  leaves  the  landing  unless 
the  landing  doors  are  made  in  two  parts,  one  above  the 
other,  the  lower  part  extending  at  least  30  inches  above 
the  floor,  and  arranged  to  open  only  after  the  upper  part 
has  been  opened  and  which  must  be  closed  before  the  top 
part  is  closed. 


4.3.3.  Opening  of  Hoistway  Doors. 

Hoistway  doors  of  elevators  serving  more  than  two 
floors  shall  not  be  openable  from  the  landing  side  unless: 

1.  The  word  “ELEVATOR”  is  conspicuously  dis¬ 
played  on  the  landing  side  of  the  doors,  and, 

2.  Unless  the  hoistway  door  is  equipped  with  two 
spring  locks  or  latches,  one  of  which  is  at  least  6 
feet  above  the  floor. 

4.3.4.  Hanger  Guards  and  Stops. 

Means  shall  be  provided  to  prevent  hangers  for  all 
sliding  hoistway  doors  from  jumping  the  tracks.  Stops 
shall  also  'be  provided  to’  prevent  the  hanger  carriage 
from  leaving  the  ends  of  the  track,  or  suitable  stops  may 
be  provided  on  the  door  only. 

4.3.5.  Vision  Panels. 

For  elevators  which  can  be  operated  from  outside  of 
the  hoistway,  hoistway  doors  may  be  provided  with  a 
vision  panel.  Such  panels  shall  be  of  clear  wired  glass 
with  a  maximum  area  of  80  square  inches. 

4.3.6.  Strength  of  Hoistway  Doors. 

Hoistway  doors  shall  withstand  a  force  of  75  pounds 
applied  perpendicularly  to  the  door  at  any  point  without 
being  sprung  from  their  guides. 

4.3.7.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  the  full  width 
of  the  landing  openings  and  shall  extend  the  full  height 
from  the  landing  saddle  to  the  top  of  the  landing  opening. 

4.3.8.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

4.4.  Car  Construction  and  Safeties. 

4.4.1.  Car  Construction. 

4.4.1. 1.  Car  Enclosures. 

Cars  (except  for  sidewalk  elevators)  shall  be 
enclosed  on  the  top  and  sides  not  used  for 
entrance.  Enclosures  shall  be  of  solid  or  open¬ 
work  rigidly  braced  with  steel.  Where  slats,  bars 
or  wire  mesh  are  used,  the  openings  shall  reject  a 
ball  2  inches  in  diameter.  Where  sheet  metal  is 
used,  it  shall  be  at  least  as  thick  as  Number  16 
United  States  Gage.  Where  wire  mesh  is  used, 
the  wire  shall  be  at  least  0.135  inches  in  diameter 
(Number  10  Steel  Wire  Gage).  Enclosures 
shall  not  deflect  more  than  y  inch  when  a  force 
of  75  pounds  is  applied  perpendicularly  to  the 
enclosure  at  any  point.  The  car  enclosure  shall 
be  securely  fastened  to  the  car  platform  or  frame 
so  that  it  cannot  work  loose  or  become  displaced 
in  ordinary  service. 

Cars  for  sidewalk  elevators  shall  be  enclosed 
on  the  sides  not  used  for  entrance  to  the  spring 
of  the  bow  iron  but  at  least  4  feet  above  the 
platform.  If  the  enclosure  is  openwork  of  bars, 
slats  or  wire  mesh  the  openings  shall  reject  a 
ball  4  inches  in  diameter.  Wire  mesh  enclosures 
shall  be  of  wire  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage). 

4.4.1. 2.  Materials  and  Factors  of  Safety. 

Car  frames  and  platforms  shall  be  of  metal  or 

sound  seasoned  wood  designed  with  a  factor  of 
safety  of  at  least  four  for  metal  or  six  for  wood 
on  the  contract  load  uniformly  distributed.  The 
frame  members  shall  be  securely  bolted  and 
braced. 

4.4.13.  Use  of  Glass. 

The  use  of  glass  is  forbidden  in  elevator  cars 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  opera¬ 
tion  of  the  car).  The  maximum  size  of  a  piece 
of  glass  shall  be  1  square  foot  unless  laminated 
or  otherwise  shatterproof,  but  the  total  area  of 
f’ch  glass  used  in  the  car  in  connection  with 
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lighting  fixtures,  whether  in  one  or  more  pieces, 
shall  be  at  most  4  square  feet. 

4.4.1. 4.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  Structures. 

Elevator  cars,  operating  in  hoistways  outside 
of  structures,  which  are  enclosed  only  at  the 
ground  landing,  shall  be  protected  on  the  exposed 
sides  by  independently  operated  gates  or  by  self- 
closing  gates. 

4.4.2.  Car  Compartments. 

Hand  elevator  cars  upon  which  persons  are  permitted 
to  ride  shall  have  only  one  compartment. 

4.4.3.  Car  Safeties. 

If  the  rise  of  an  elevator  exceeds  15  feet  it  shall  be 
equipped  with  an  approved  safety  device  attached  to  the 
under  side  of  the  car  which  will  immediately  stop  and 
hold  the  car  and  contract  load,  if  the  suspension  means 
breaks. 

4.4.4.  Capacity  and  Loading. 

4.4  4.1.  Minimum  Contract  Load  of  Passen¬ 
ger  Elevators. 

The  contract  load  of  passenger  elevators  shall 
be  at  least  50  pounds  per  square  foot  of  platform 
area  inside  of  the  car  enclosure. 

4.4.4. 2.  Information  Plate  Required. 

A  metal  plate  shall  be  fastened  in  a  conspicu¬ 
ous  place  in  the  elevator  car  and  shall  bear  the 
following  information,  in  at  least  J4  inch  letters 
or  figures,  stamped,  etched  or  raised  on  the  sur¬ 
face  of  the  plate: 

1.  The  contract  load  of  the  elevator  in  pounds. 

2.  The  maximum  number  of  passengers  to  be 
carried,  based  on  150  pounds  per  person  (if 
a  passenger  elevator). 

4. 4.4.3.  Tests. 

A  contract  load  test  of  every  new  hand  power 
elevator  as  to  operation  of  the  car  safety,  brake 
and  speed  retarding  devices  shall  be  made  before 
the  elevator  is  placed  in  regular  service. 

4.5.  Guides,  Buffers  and  Counterweights. 

4.5.1.  Guide  Rails. 

Car  and  counterweight  guide  rails  shall  be  of  steel  or 
wood  (except  that  where  the  car  travel  exceeds  35  feet  and 
in  structures  over  150  feet  tall,  the  rails  shall  be  of 
steel).  Joints  in  steel  rails  shall  be  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates.  Joints 
in  wood  rails  shall  be  tongued  and  grooved  or  doweled 
and  screwed  to  backing  pieces  or  brackets.  Guide  rails 
shall  be  securely  fastened  with  through  bolts,  wood 
screws,  or  clips  of  such  strength,  design  and  spacing 
that  the  maximum  deflection  of  the  guide  rails  and 
their  fastenings  under  normal  operation  shall  be  k* 
inch  or  less,  particularly  where  in  contact  with  the  guide 
shoe  when  the  car  is  at  the  landing.  Guide  rails  shall  with- 
stand  the  application  of  the  safety  when  stopping  a  fully 
loaded  car  or  the  counterweight.  The  guiding  surfaces 
of  the  guide  rails  for  elevators  requiring  safeties  shall 
be  finished  smooth.  Guide  rails  shall  be  “bottomed”  on 
suitable  supports  and  extended  at  the  top  to  prevent  guide 
shoes  running  off  in  case  the  overtravel  is  exceeded. 

4.5.2.  Car  and  Counterweight  Buffers. 

Car  buffers  of  the  spring  type  or  their  equivalent  shall 
be  installed  in  the  pits  of  passenger  elevators. 

Buffers  shall  be  located  symmetrically  with  reference  to 
the  center  of  the  car. 

4.5.3.  Counterweights. 

Counterweights  shall  run  in  guide  rails  and  shall  not  be 
boxed  unless  incombustible  material  is  used. 

Sections  of  counterweights  for  passenger  elevators, 
whether  carried  in  frames  or  otherwise,  shall  be  secured 
by  at  least  two  tie-rods  passing  through  holes  in  the 
section.  The  tie-rods  shall  have  lock  nuts  at  each  end. 
The  lock  nuts  shall  be  secured  by  cotter  pins. 

4.6.  Machines  and  Suspension  Members. 
4.6.1.  Machines  and  Machinery. 

4.6.1. 1.  Brakes  Required. 

Elevators  shall  be  equipped  with  a  hand  brake 


operating  in  both  directions  of  motion  or  a  com¬ 
bined  automatic  brake  and  speed  retarder  oper¬ 
ating  in  both  directions  of  motion  (except  when 
motive  power  is  derived  through  use  of  a  self- 
locking  or  non-overhauling  worm  gear  drive). 

4.6.1. 2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
to  be  used  in  designing  parts  of  hoisting  machines 
shall  be  at  least  eight  for  wrought  iron  or  steel 
and  ten  for  cast  iron  or  other  materials. 

4.6.1.3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

4.6.1. 4.  Suspension  of  Sheaves  or  Idlers. 

The  suspension  of  sheaves  or  idlers  in  cast  iron 

stirrups  from  the  under  s  e  of  the  supporting 
beams  is  forbidden. 

4.6. 1.5.  Conversion  to  Power  Elevator  For¬ 
bidden. 

Equipping  a  hand  power  elevator  machine  with 
any  means  or  attachment  for  applying  any  other 
power  is  forbidden,  unless  such  elevator  is  per¬ 
manently  and  completely  converted  into  a  power 
elevator  complying  with  the  requirements  for 
power  elevators. 

4.6.1. 6.  Rope  Gripping  Attachments  or  Clutch 
Mechanisms. 

The  application  of  power  to  hand  elevators  by 
means  of  rope  gripping  attachments  or  clutch 
mechanisms  is  forbidden. 

4.6.2.  Suspension  Members. 

4  6.2.1.  Suspension  Fastening  Tag. 

A  metal  tag  shall  be  attached  to  the  suspension 
fastenings  stating  the  sizes,  rated  ultimate 
strength  and  material  of  the  suspension  and  the 
date  of  its  installation. 

4.6.2.2.  Suspension  Members  and  Factor  of 
Safety. 

The  number  of  suspension  members  for  both 
car  and  counterweight  shall  be  at  least  two. 
Suspension  members  shall  be  of  iron,  steel  or 
marline  covered. 

The  factor  of  safety  used  in  determining  the 
size  of  the  suspension  member  shall  be  at  least 
five,  based  on  the  weight  of  the  car  and  its  con¬ 
tract  load. 

4.6. 2.3.  Adjustment  of  Suspension  Members. 

Suspension  members  shall  be  so  adjusted  that 
either  the  car  or  the  counterweight  shall  bottom 
before  the  counterweight  or  the  car  strikes  any 
part  of  the  overhead  structure. 

4.6.24.  Securing  of  Suspension  Members, 
Suspension  members  secured  to  a  winding  drum 
shall,  have  at  least  one  complete  turn  of  the  sus¬ 
pension  member  around  the  winding  drum  when 
the  car  or  counterweight  has  reached  the  extreme 
limit  of  its  overtravel. 

The  drum  end  of  cables  shall  be  secured  by 
clamps  or  sockets  inside  the  drum. 

4.6. 2.5.  Platform  Elevators. 

Platform  elevators  shall  not  be  used  for  passen¬ 
ger  service  or  for  a  travel  of  over  15  feet  and 
shall  not  have  a  platform  area  greater  than  50 
square  feet. 

RULE  5.  DUMBWAITERS 

5.1.  Hoistway  Construction. 

5.1.1.  Fire  Resistive  Hoistway  Enclosures. 

5.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  dumbwaiters  shall  com- 
plv  with  Section  373  of  Article  18  of  Chapter  5 
of  the  Code  of  Ordinances  and,  in  factory  build¬ 
ings.  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  dumbwaiters  the  travel  of 
which  not  exceed  one  story). 
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5. 1.1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 
enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law. 

5.1.2.  Use  of  Non-Fire  Resistive  Hoistway 
Enclosures. 

5. 1.2.1.  Non-Fire  Resistive  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  dumbwaiters  the  travel  of 
which  does  not  exceed  one  story.  Where  non¬ 
fire  resistive  enclosures  are  permitted,  hoistways 
for  power  dumbwaiters  shall  be  enclosed  to  the 
full  height  of  the  hoistway  (except  on  the  sides 
used  for  loading  or  unloading). 

5. 1.2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  power  dumbwaiters  shall  be 
enclosed  from  floor  to  ceiling  (except  for  the 
landing  opening). 

5. 1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or  lat¬ 
ticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  grillwork  is  used,  the 
wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage)  and  the  maximum 
size  of  mesh  shall  be  2  inches.  Where  expanded 
metal  is  used  its  minimum  thickness  shall  be 
0.094  inches  (Number  13  United  States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 

5. 1.2.4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 
openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  *4  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

1.  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

2.  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

5.1.3.  Supports  and  Factors  of  Safety. 

5. 1.3.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete  (except  that 
where  the  travel  does  not  exceed  four  floors  or 
50  feet,  wood  beams  may  be  used).  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

5. 1.3.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves,  con¬ 
troller  (if  used)  and  similar  equipment.  The 
load  suspended  from  the  beams  shall  include 
the  sum  of  the  tensions  of  all  cables  suspended 
from  the  beams. 

5. 1.3. 3.  Factors  of  Safety. 

The  factor  of  safetv  for  overhead  beams  and 


their  immediate  supporting  beams,  based  on  the 
ultimate  strength  of  the  material  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation  A  7-29,  the  loads  being  assumed  as 
in  5.1.32,  Loads  on  Supports,  shall  be  at  least 


the  following : 

For  steel .  4 

For  reinforced  concrete .  7 

For  timber .  9 


5.1.4.  Thoroughfares  Under  Dumbwaiters  and 
Their  Counterweights. 

Thoroughfares  under  hoistways  of  dumbwaiters  or 
their  counterweights  are  forbidden  unless  there  is  a 
structure  under  the  hoistway  sufficiently  strong  to  with¬ 
stand,  without  injury,  the  impact  of  the  car  with  contract 
load,  or  the  impact  of  the  counterweight,  when  either  is 
dropped  freely  in  its  guides  from  the  upper  limit  of 
overtravel ;  provided  that,  for  cars  or  counterweights 
equipped  with  governor  operated  safeties,  the  impact  shall 
be  computed  for  governor  tripping  speed. 

When  broken  rope  safeties  are  used,  the  impact  shall 
be  computed  for  a  free  drop  of  the  car  from  one-third  of 
its  travel. 

5.1.5.  Counterweight  Runway  Enclosures. 

Runways  for  counterweights  located  outside  of  the 
dumbwaiter  hoistway  shall  be  solidly  enclosed  throughout 
their  height  (except  that  when  the  runway  is  located  out¬ 
side  of  the  structure  it  shall  be  enclosed  to  a  height  of  at 
least  7  feet  from  the  ground). 

5.1.6.  Cable  Enclosures. 

Where  cables  of  power  dumbwaiters  pass  through 
floors  outside  the  hoistway  enclosures,  such  cables  shall 
be  guarded  to  a  height  of  at  least  6  feet  from  each  floor 
with  a  standard  power  transmission  guard.  Floor  open¬ 
ings  shall  be  not  greater  than  necessary  for  the  free 
passage  of  the  cables. 

5.2.  Landings. 

5.2.1.  Doors  at  Dumbwaiter  Landings. 

5.2.1. 1.  Doors  Required  on  Dumbwaiter 
Landing  Openings. 

Landing  openings  in  power  dumbwaiter  en¬ 
closures  and  in  fire  resistive  enclosures  for  hand 
power  dumbwaiters  shall  be  equipped  with  doors. 

5. 2.1.2.  Doors  at  Power  Dumbwaiter  Land¬ 
ings. 

Hoistway  doors  for  power  dumbwaiters  shall 
be  equipped  with  electric  contacts  and  locks  which 
will  prevent  the  operation  of  the  machine  while 
any  hoistway  door  is  open  and  prevent  the  open¬ 
ing  of  the  door  unless  the  car  is  at  a  landing. 

5.3.  Dumbwaiter  Construction. 

5.3.1.  Car  Construction. 

5.3. 1.1.  Strength  and  Stiffness. 

Dumbwaiter  cars  shall  be  of  such  strength  and 
stiffness  that  they  will  not  deform  appreciably 
if  the  load  leans  or  falls  against  the  sides  of  the 
car. 

5.3. 1.2.  Materials  and  Construction. 

Cars  shall  be  made  of  wood,  fireproofed  wood 
or  metal,  reinforced  at  the  point  of  suspension. 

Metal  cars,  if  sectional,  shall  be  rigidly  riveted, 
welded  or  bolted  together.  Cars  may  be  provided 
with  hinged,  removable  or  movable  shelves  and, 
also,  may  have  such  other  sectional  parts  as  are 
desired. 

5.3. 1.3.  Allowable  Loads. 

Dumbwaiter  cars,  machines  and  suspension 
means  shall  at  least  be  capable  of  sustaining  the 
contract  load. 

Cars  having  a  platform  area  of  4  square  feet 
or  more  shall  be  capable  of  sustaining  the  loads 
given  in  the  following  table,  but  the  motive  power 
may  be  insufficient  to  raise  the  structural  capacity 
load : 
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Minimum  Allowable  Dumbwaiter  Capacities 
Corresponding  to  Effective  Platform  Area 
Horizontal  Area  in  Structural  Capacity  in 

Square  Feet  Pounds 

4  100 

5  150 

6.23  300 

9  500 

5. 3. 1.4.  Information  Plate. 

A  metal  plate  bearing  the  name  of  the  manu¬ 
facturer  and  the  contract  load  shall  be  placed  in 
a  conspicuous  place  in  the  dumbwaiter  car  and  on 
the  machine. 

5.3.2.  Dumbwaiter  Machines. 

5. 3. 2.1.  Fastenings  and  Factors  of  Safety. 

Dumbwaiter  machines  shall  be  securely  fastened 
to  their  supports.  The  factors  of  safety,  based 
upon  the  ultimate  strength  of  the  material,  and 
the  contract  load  plus  the  weight  of  the  car, 
suspension  means,  counterweights,  and  similar 
apparatus  to  be  used  in  the  design  of  dumbwaiter 
machines  shall  be  at  least  six  for  steel  and  nine 
for  cast  iron  or  other  materials.  The  use  of  set 
screw  fastenings  in  place  of  kevs  or  pins  is  for¬ 
bidden  (except  where  the  connection  is  not  sub¬ 
ject  to  torque). 

5. 3. 2.2.  Suspension  of  Sheaves  or  Idlers. 

The  suspension  of  sheaves  or  idlers  in  cast 
iron  stirrups  from  the  under  side  of  the  sup¬ 
porting  beam  is  forbidden. 

53.3.  Guides. 

5. 3.3.1.  Material  for  Guides. 

Guides  shall  be  of  wood  or  metal  (except  that 
metal  guides  shall  be  used  where  the  travel  ex¬ 
ceeds  four  floors  or  50  feet  and  in  structures  over 
150  feet  tall). 

5. 3.3. 2.  Fastenings  and  Joints  of  Guides. 

Guides  shall  be  rigidly  secured  to  the  hoistway 
and  the  joints  of  metal  guides  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates. 
Joints  in  wood  guides  shall  'be  tongued  and 
grooved  or  doweled  and  screwed  to  backing  pieces 
or  brackets. 

One  set  of  guides  may  be  used  for  both  the 
car  and  the  counterweight. 

5.3.4.  Counterweights. 

Counterweights  for  hand  dumbwaiters  and  for  power 
dumbwaiters  with  a  contract  load  of  less  than  100  pounds 
and  a  contract  speed  of  less  than  100  feet  per  minute, 
if  sectional,  shall  be  carried  in  suitable  frames. 

Sections  of  counterweights  for  power  dumbwaiters 
having  a  capacity  exceeding  100  pounds  or  a  speed  ex¬ 
ceeding  100  feet  per  minute,  shall  be  secured  by  at  least 
two  tie-rods  passing  through  holes  in  all  sections,  unless 
suitable  counterweight  frames  or  boxes  are  provided.  The 
tie-rods  shall  have  lock  nuts  at  each  end.  The  lock  nuts 
shall  be  secured  by  cotter  pins. 

5.3.5.  Suspension  Means. 

5. 3. 5.1.  Required  Suspension  Means. 

Suspension  means  for  hand  dumbwaiters  may 
be  of  hemp. 

Suspension  means  for  power  dumbwaiters  shall 
be  of  metal  and  where  exposed  to  corrosion  shall 
be  provided  with  a  suitable  protective  covering. 
Suspension  means  may  consist  of  a  single  member. 

5.3  5.2.  Factor  of  Safety. 

The  minimum  factor  of  safety  of  the  suspen¬ 
sion  means  for  power  dumbwaiters  shall  be  at 
least  the  values  given  in  the  following  figure 
corresponding  to  the  contract  speed  of  the  car. 

The  minimum  factor  of  safety  of  suspension 
means  for  hand  power  dumbwaiters  shall  be  five. 


The  minimum  factor  of  safety  for  tapes  shall 
be  25  per  cent  greater  than  that  given  in  the  fol¬ 
lowing  figure : 


Contract  Speed  (Feet  per  Minute) 

FIG.  7.  FACTOR  OF  SAFETY 

5.3. 5. 3.  Number  and  Size  of  and  Computed 
Load  on  Suspension  Means. 

The  number  and  size  of  the  suspension  means 
shall  be  determined  by  using  the  factor  of  safety 
found  in  5.3  5.2,  Factor  of  Safety,  and  the  rated 
ultimate  strength  of  the  suspension  means.  The 
computed  load  on  the  suspension  means  shall  be 
the  sum  of  all  suspended  weights,  plus  the  con¬ 
tract  load. 

5.3. 5.4.  Lengthening  or  Repairing  of  Suspen¬ 
sion  Means  by  Splicing  Forbidden. 

Lengthening  or  repairing  the  car  or  counter¬ 
weight  suspension  means  of  dumbwaiters  by  splic¬ 
ing  is  forbidden. 

5.3. 5. 5.  Securing  of  Winding  Drum  Ends  of 
Suspension  Means. 

The  winding  drum  ends  of  the  car  and  counter¬ 
weight  suspension  means  shall  be  secured  by 
clamps  or  sockets  inside  the  winding  drum. 

Suspension  means  secured  to  a  winding  drum 
shall  have  at  least  one  turn  on  the  winding 
drum  when  the  car  or  counterweight  has  reached 
the  extreme  limit  of  its  overtravel. 

5.4.  Speed,  Control  and  Safeties  for 
Power  Dumbwaiters. 

5.4.1.  Speed  and  Control. 

5. 4.1.1.  Maximum  Speed  for  Dumbwaiters 
Controlled  by  Hand  Ropes. 

The  maximum  permissible  speed  for  power 
dumbwaiters  controlled  by  hand  ropes  shall  be  50 
feet  per  minute. 

5.4.1.2.  Guards  Required. 

Guards  which  will  keep  the  ropes  on  the  sheaves 
shall  be  installed  unless  means  are  used  to  main¬ 
tain  the  hand  ropes  in  proper  tension  auto¬ 
matically. 

5.4.1.3.  Brakes  Required. 

Power  dumbwaiters  (except  hydraulic  dumb¬ 
waiters)  shall  be  equipped  with  brakes  which 
are  automatically  applied  when  the  power  is  cut 
off  the  motor. 

5.4.2.  Slack  Cable  Devices  Required. 

Power  dumbwaiters  operated  by  winding  drum  machines, 
shall  be  provided  with  a  slack  cable  device  which  will  cut 
off  the  power  and  stop  the  machine  if  the  car  is  obstructed 
in  its  descent. 

5.4.3.  Terminal  Stops. 

Power  dumbwaiters  shall  be  provided  with  means,  inde¬ 
pendent  of  manual  operation,  to  stop  the  car  automatically 
at  each  terminal  within  the  limits  of  overtravel. 
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RULE  6.  ESCALATORS 

6.1.  Escalator  Construction. 

6.1.1.  Angle  of  Inclination. 

The  maximum  angle  of  inclination  of  an  escalator  shall 
be  30  degrees  from  the  horizontal. 

6.1.2.  Width  of  Escalators. 

The  width  of  an  escalator  shall  be  measured  between 
the  balustrading  at  a  vertical  height  of  24  inches  above 
the  nose  line  of  the  treads. 

Escalators  shall  be  between  22  and  48  inches  wide. 
Escalators  wider  than  29  inches  shall  have  a  horizontal 
tread  formation. 

6.1.3.  Balustrading. 

6.1.3.1.  Form  and  Changes  in  Width  of 
Balustrade. 

Escalators  shall  be  provided  on  each  side  with 
“solid  balustrading.”  On  the  escalator  side  the 
balustrading  shall  be  smooth,  without  depressed 
or  raised  paneling  or  molding.  Glass  panels  in 
balustrading  are  forbidden. 

Abrupt  changes  in  the  width  between  the 
balustrading  on  the  2  sides  of  the  escalator  are 
forbidden.  Should  any  change  in  the  width  be 
necessary,  the  maximum  change  shall  be  8  per 
cent  of  the  greatest  width. 

In  changing  from  the  greater  to  the  smaller 
width  the  maximum  change  in  the  direction  of 
the  balustrading  shall  be  15  degrees  from  the 
line  of  the  escalator  travel. 

6.1. 3. 2.  Handrail  Required. 

Each  balustrading  shall  be  equipped  with  a 
handrail  moving  at  the  same  speed  and  in  the 
same  direction  as  the  travel  of  the  escalator. 

6.1.4.  Treads  and  Landings. 

Escalator  treads  and  landings  shall  be  of  material  af¬ 
fording  secure  foothold  such  as  wood  and  material  used 
for  “safety  treads.”  If  the  landing  is  of  concrete,  it  shall 
have  edge  insertions  of  metal,  wood  or  other  material  to 
prevent  slipping. 

6.1.5.  Strength  of  Trusses  or  Girders. 

6.1. 5.1.  Factor  of  Safety. 

The  factor  of  safety  to  be  used  in  the  design 
of  escalator  trusses  or  girders  shall  be  at  least  5, 
based  on  the  static  loads. 

6. 1.5.2.  Design  of  Trusses  or  Girders. 

The  escalator  truss  or  girders  shall  be  so  de¬ 
signed  that  it  will  safely  retain  the  steps  and 
running  gear  in  case  of  failure  of  the  track  sys¬ 
tem  to  retain  the  running  gear  in  its  guides. 

6.1.6.  Track  Arrangement. 

The  track  arrangement  shall  be  designed  to  prevent 
the  displacement  of  the  treads  and  running  gear  if  the 
tread  chain  breaks. 

6.1.7.  Capacity  and  Loading. 

The  contract  load  on  an  escalator  24  inches  or  less  in 
width  shall  be  computed  by  the  following  formula: 
Contract  load  =  110  A 

The  contract  load  on  an  escalator  between  24  and  48 
inches  wide  shall  be  computed  by  the  following  formula: 
Contract  load  =  4.6  WA 

In  these  formulae  W  is  the  width  of  the  escalator  in 
inches  and  A  is  the  horizontal  projected  length  in  feet 
of  the  exposed  treads.  The  contract  load  shall  be  ex¬ 
pressed  in  pounds. 

).2.  Safety  Requirements  for  Escalators. 

6.2.1.  Limits  of  Safety. 

The  maximum  permissible  speed  of  an  escalator  measured 
along  the  angle  of  inclination  shall  be  125  feet  per  minute, 
(except  that  if  the  line  of  entrance  and  exit  is  not  in  the 
vertical  plane  of  travel,  the  maximum  permissible  speed 
shall  be  100  feet  per  minute). 


6.2.2.  Application  of  Power. 

Escalators  shall  be  driven  by  individual  electric  motors. 
Two  or  more  escalators  placed  side  by  side  and  operated 
as  a  single  unit  may  be  driven  by  one  motor. 

Chains  shall  have  a  factor  of  safety  of  at  least  10  (ex¬ 
cept  where  the  chain  is  composed  of  cast  steel  links  thor¬ 
oughly  annealed,  when  the  factor  of  safety  shall  be  at  least 
20). 

6.2.3.  Escalator  Safeties. 

6.2.3. 1.  Brakes  Required. 

Every  escalator  shall  be  provided  with  an  elec¬ 
trically  released,  mechanically  applied  brake 
which  shall  stop  the  escalator  automatically  when 
the  power  is  interrupted  from  any  cause. 

6.2.3.2.  Emergency  Stop  Button  or  Switch. 
An  emergency  stop  button  or  other  type  of 

switch  accessible  to  the  public  shall  be  conspicu¬ 
ously  located  at  the  top  and  bottom  of  each  esca¬ 
lator  landing. 

The  operation  of  either  one  of  these  buttons  or 
switches  shall  open  the  power  circuit,  apply  the 
brake  and  stop  the  escalator.  It  shall  be  impos¬ 
sible  to  start  an  escalator  by  means  of  these  but¬ 
tons  or  switches. 

These  buttons  or  switches  shall  be  marked 
“ESCALATOR  STOP  BUTTON  OR  ESCA¬ 
LATOR  STOP  SWITCH.” 

.  Where  starting  buttons  or  switches  are  acces¬ 
sible  to  the  public  they  shall  be  either  of  the  key- 
operated  type  or  they  shall  be  enclosed  in  a  box 
provided  with  a  lock  and  key. 

6.2. 3. 3.  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators. 

Escalators  operating  in  the  ascending  direction 
shall  be  equipped  with  a  safety  mechanism  so 
that  in  case  of  accidental  reversal  of  the  escalator 
the  power  shall  be  shut  off,  the  brake  applied  and 
the  escalator  stopped.  On  a  reversible  escalator 
this  safety  mechanism  shall  be  arranged  to  be  in¬ 
operative  when  the  escalator  is  descending  and 
operative  when  the  escalator  is  ascending. 

6. 2.3. 4.  Escalator  Safety  Mechanism  Opera¬ 
tive. 

Escalators  shall  be  provided  with  a  safety 
mechanism  which  will  open  the  power  circuit, 
apply  the  brake  and  bring  the  escalator  to  a 
gradual  stop,  in  case  the  speed  exceeds  the  nor¬ 
mal  running  speed  by  40  per  cent. 

6.2.3.5.  Safety  Device  to  Operate  When 
Tread  Chains  Break. 

.  Escalators  shall  be  provided  with  a  safety  de¬ 
vice  to  open  the  power  circuit,  apply  the  machine 
brake,  and  bring  the  escalator  to  a  gradual  stop, 
in  case  the  tread  chain  or  chains  break. 

6.2.3. 6.  Retention  of  Tension  Weights. 

Where  escalators  are  equipped  with  tightening 

devices  operating  by  means  of  tension  weights, 
provision  shall  be  made  to  retain  these  weights 
in  the  escalator  truss  in  case  the  weights  should 
fall. 

6. 2.3. 7.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  escalator  operated  by  a  polyphase  alter¬ 
nating  current  motor  shall  be  provided  with  a 
device  which  will  prevent  starting  the  motor 
while 

(1)  The  phase  rotation  is  in  the  wrong  direc¬ 

tion,  or 

(2)  There  is  a  failure  of  any  phase. 

6.2.4.  Machine  Room  Lights  and  Access. 

6. 2.4.1.  Lighting  Required. 

Suitable  lights  which  can  be  lighted  without 
passing  over  or  reaching  ovqr  any  part  of  the 
machinery  shall  be  provided  in  every  escalator 
machine  room. 
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6.2.4.2.  Access  to  Interior  of  the  Escalator. 

Reasonable  access  to  the  interior  of  the  esca¬ 
lator  shall  be  provided  for  inspection  and  main¬ 
tenance. 

6.2.5.  Marking  of  Escalators. 

Each  escalator  shall  be  marked  by  the  manufacturer 
with  the  contract  load  and  speed  for  which  that  size  and 
type  has  been  tested  and  approved  in  accordance  with  8.3, 
Escalator  Tests.  Such  marking  shall  be  accepted  in  lieu 
of  actual  load  tests  made  on  each  escalator  installation. 

6.2.6.  Tests  and  Approvals  of  Escalators. 

Before  any  escalator  of  any  contract  load  and  type  is 

put  in  service  an  escalator  of  the  same  load  and  type 
shall  have  Been  tested  by  the  Superintendent  either  when 
installed  in  a  structure  or  in  the  manufacturer’s  shop  with 
contract  loads  on  the  basis  of  the  engineering  tests  listed 
in  8.3,  Escalator  Tests. 

Each  escalator  installation  shall  be  tested  in  the  field 
without  load  in  accordance  with  8.3,  Escalator  Tests. 

RULE  7.  INSPECTION,  MAINTE¬ 
NANCE  AND  OPERATION 

7.1.  Inspection  and  Maintenance. 

7.1.1.  Responsibility. 

7. 1.1.1.  Responsibility  of  Owner. 

The  owner  shall  be  responsible  for  the  safe 
operation  and  proper  maintenance  of  the  eleva¬ 
tor,  escalator  or  dumbwaiter  after  it  has  been 
put  in  service  and  has  been  approved  by  the 
Superintendent. 

7.1. 1.2.  Responsibility  for  Inspection  and 
Maintenance. 

The  owner  or  his  duly  appointed  agent  shall 
cause  periodic  inspections  to  be  made  and  shall 
maintain  all  parts  of  the  elevator,  escalator  or 
dumbwaiter  installation  in  proper  working  order 
in  accordance  with  these  Rules. 

7.1.2.  Inspection. 

At  least  quarterly  hoistway  doors,  car  gates,  inter¬ 
locks,  contacts,  control  apparatus,  controller,  automatic 
stop,  limit  stops,  car  and  counterweight  cables,  “safeties,” 
guide  rails,  buffers,  elevator  machines  and  the  lighting 
of  the  car  and  of  the  machine  room,  in  passenger  and 
freight  elevator  installations,  shall  be  thoroughly  inspected 
by  the  Superintendent. 

At  least  once  in  3  years  plunger  shoes,  by-passes  and 
piston  rods  of  hydraulic  elevators  shall  be  exposed  and 
thoroughly  cleaned  by  the  owner  and  inspected  by  the 
Superintendent. 

At  least  once  in  3  years  pressure  and  discharge  tanks 
of  hydraulic  elevators  shall  be  thoroughly  cleaned  by  the 
owner  and  internally  inspected  by  the  Superintendent. 

Car  safeties  shall  be  periodically  inspected  to  deter¬ 
mine  the  condition  of  the  sliding  surfaces  and  the  working 
parts.  Tests  of  safeties  shall  be  made  at  least  once  a 
year.  Governor  controlled  safeties  shall  be  tested  at  the 
lowest  operating  speed  and  with  50  per  cent  of  the  con¬ 
tract  load.  Broken  rope  instantaneous  type  safeties  may 
be  tested  without  load. 

7.1.3.  Maintenance. 

Cables,  guides  and  all  parts  of  machinery  shall  be  kept 
well  lubricated.  The  oil  in  bearings  and  gear  casings 
shall  be  renewed  every  6  months. 

Pressure  tanks  of  hydraulic  elevators  shall  be  tested  at 
least  once  every  3  years  with  hydrostatic  pressure  50  per 
cent  in  excess  of  the  maximum  working  pressure. 

7.1.4.  Care  of  Installation. 

Elevator  hoistways  and  pits  shall  be  kept  clean. 
Accumulation  of  rubbish  in  or  use  of  elevator  pits  for 
storage  is  forbidden. 

Material  not  a  permanent  part  of  the  elevator  equip¬ 
ment  shall  be  kept  off  the  top  or  cover  of  an  elevator 

car. 


Substitution  of  any  wire  or  current  carrying  device 
for  the  proper  fuse  or  circuit  breaker  in  an  elevator  cir¬ 
cuit  is  forbidden.  _  _  1 

Freight  elevators  shall  have  legible  signs  posted  in  the 
car  and  at  each  landing  prohibiting  unauthorized  persons 
from  riding  in  or  on  the  elevator  car. 

The  water  level  in  the  pressure  tank  of  a  hydraulic 
elevator  shall  be  maintained  at  2/3  of  the  capacity  of  the 
tank. 

7.2.  Qualifications  and  Duties  of  Oper¬ 
ators. 

7.2.1.  Qualifications  of  Operators. 

Operators  shall  be  at  least  18  years  of  age,  free  from 
serious  physical  or  mental  defects  and  selected  with  con¬ 
sideration  of  their  ability  to  perform  their  duties  in  a  care¬ 
ful  and  competent  manner. 

7.2.2.  Training  of  Operators. 

Sufficient  previous  experience  or  training  under  the 
direction  of  a  competent  instructor  shall  be  required  be¬ 
fore  a  new  operator  is  placed  in  charge  of  a  passenger 
elevator. 

7.2.3.  Instructions  to  Operators. 

Operators  shall  be  instructed :  I 

1.  To  be  sure  the  control  mechanism  is  in  the 
“STOP”  position  before  closing  the  service 
switch. 

2.  To  report  any  defects  promptly  to  the  person  in 
charge. 

3.  Not  to  make  any  repairs,  adjustments  or  replace¬ 
ments. 

4.  To  carry  no  passengers  or  freight  while  inspec¬ 
tions,  repairs  or  adjustments  are  in  progress  anc 
to  operate  the  car  only  in  response  to  directions 
from  the  inspector  or  person  in  charge. 

To  move  the  car  when  anyone  is  in  the  pit  or  oi 
top  of  the  car  only  as  they  may  direct. 

5.  Not  to  ride  in  the  elevator  nor  allow  others  t< 
ride  while  a  safe  or  other  heavy  object  in  exces: 
of  the  rated  capacity  of  the  elevator  is  beinj 
carried. 

6.  That  the  use  of  any  hand  elevator  for  carryinj 
safes  or  other  concentrated  loads  greater  than  th 
normal  rated  capacity  of  the  elevator  is  for 
bidden. 

7.  That  hoistway  doors  shall  always  be  locked  in  th 
closed  position  and  car  doors  or  gates  closed  be 
fore  the  car  is  started. 

8.  To  keep  car  gates  or  doors,  if  any,  closed  whil 
running,  and  where  no  car  gates  or  doors  are  prc 
vided  to  keep  passengers  away  from  the  open  edg 
of  the  car  platform. 

9.  To  limit  the  number  of  passengers  to  the  rate 
capacity  of  the  car  and  to  prevent  crowding. 

10.  Not  to  reverse  the  control  suddenly,  but  to  sto 
before  reversing. 

11.  To  move  the  control  mechanism  to  the  “STOr 
position  on  approaching  a  terminal  landing  _witl 
out  waiting  for  the  terminal  stopping  device  1 
come  into  action. 

12.  To  move  the  control  mechanism  to  the  “STOI 
position  and  start  the  car  in  the  usual  manni 
upon  return  of  the  power,  if  the  power  goes  o 
while  the  car  is  in  motion. 

13.  To  stay  on  the  car  if  the  car  refuses  to  stop  b 
cause  the  car  will  be  stopped  by  the  applicatk 
of  the  safeties  if  it  attains  excessive  speed  of  d 
scent  or  by  the  automatic  terminal  stops  at  eith 
end  of  the  hoistway. 

14.  To  call  for  the  person  in  charge  and  to  opera 
the  machine  only  at  his  direction  if  the  car  shou 
stop  suddenly. 

15.  To  return  the  control  to  the  “STOP”  position 
the  car  fails  to  start.  To  remove  part  of  the  lo 
and  try  the  controller  if  the  car  is  apparently  ovt 
loaded.  If  the  car  fails,  to  return  the  controller 
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the  “STOP”  position  and  to  notify  the  engineer  or 
other  qualified  person. 

16.  To  lock  the  hand-rope  on  hand-rope  controlled 
cars  before  allowing  freight  to  be  loaded  or  un¬ 
loaded. 

17.  To  familiarize  themselves  with  the  emergency  de¬ 
vices,  understand  their  function  and  know  how  to 
operate  them. 

18.  Never  to  leave  the  car  in  the  ordinary  course  of 
operation  nor  leave  the  control  mechanism  opera¬ 
tive,  unless  the  landing  door  is  closed  and  locked 
and  the  car  gate  or  door  is  closed. 

19.  Always  to  leave  a  hydraulic  elevator  operated  by 
a  lever  at  the  lower  landing  with  the  lever  in  the 
position  for  down  motion. 

7.3.  Carrying  of  Freight  or  Passengers 
on  Top  of  Elevator  Cars. 

The  carrying  of  freight  or  passengers  on  top  of  elevator 
cars  is  forbidden. 

RULE  8.  TESTS  AND 
APPROVALS 

8.1.  Tests  of  Interlocks. 

Hoistway-door  interlock  devices  shall  be  examined  with 
respect  to  their  proper  performance  of  the  prescribed  func¬ 
tions  at  temperatures  100  degrees  Fahrenheit  (56  degrees 
Centigrade)  above  or  below  the  temperature  at  which  the 
device  is  adjusted.  Where  the  functioning  of  any  such  de¬ 
vice  might  be  affected  by  a  change  of  temperature,  and  co¬ 
efficients  of  thermal  expansion  of  the  affected  parts  are 
known  or  measured,  the  effect  of  temperature  may  be  com- 
:  puted  and  tests  need  not  be  carried  out  at  more  than  one 
temperature. 

For  interlocks  employing  a  single  switch  operated  by  wire 
or  tape  to  protect  several  hoistway  doors,  the  switch  shall 
be  marked  with  the  physical  properties  of  the  wire  or  tape 
used,  and  the  certificate  of  approval  shall  cover  the  allow¬ 
able  maximum  length  of  tape  or  wire  of  a  given  material 
which  may  be  used  with  the  device. 

J  Where  the  coefficient  of  expansion  might  adversely  affect 
the  performance  of  the  interlock,  the  use  of  Invar  or  similar 
alloys  with  a  low  coefficient  of  expansion  is  recommended. 
The  coefficient  of  expansion  of  Invar  is  approximately  1/28 
that  of  steel. 

Interlocks  shall  have  electrical  parts  connected  in  series 
in  a  circuit  in  which  2  amperes  is  flowing  from  a  source  of 
220  volts  direct  current.  During  the  tests  8.1.1,  Endurance 
Test;  8.1.3,  Tests  in  Moist  Atmosphere;  and  8.1.4,  Tests 
Without  Lubrication,  the  electrical  circuit  shall  be  closed, 
but  shall  not  be  broken  at  the  contact  within  the  device  on 
each  cycle  of  operation. 

A  separate  device  shall  be  used  in  each  of  tests  8.1.1, 
Endurance  Test;  8.1.3,  Tests  in  Moist  Atmosphere ;  and 
8.1.4,  Tests  Without  Lubrication. 

8.1.1.  Endurance  Test. 

The  interlock  device  with  initial  lubrication  and  ad¬ 
justment  only  shall  complete  100,000  cycles  of  operation 
without  failure  of  any  kind  and  without  evident  indica¬ 
tions  of  approaching  failure.  If  an  interlocking  device 
is  not  a  complete  and  separate  unit  for  each  hoistway 
door,  but  includes  any  part  which  is  common  to  the 
interlock  operation  of  more  than  one  hoistway  door,  that 
i  portion  of  the  device  shall  complete  400,000  additional 
cycles  of  operation  (or  a  total  of  500,000)  without  failure 
of  any  kind  and  without  evident  indication  of  approaching 
failure. 

8.1.2.  Current  Interruption  Test. 

1,000  cycles  of  operation  shall  be  performed  by  the 
device  used  in  8.1.1,  Endurance  Test,  while  making  and 

breaking  the  circuit  at  the  contact  within  the  device  with 
a  resistance-loaded  circuit. 

8.1.3.  Tests  in  Moist  Atmosphere. 

Preliminary  to  this  test  the  device  is  to  be  given  a 

wearing-in  run  of  10,000  cycles  of  operation  fully  lubri¬ 


cated.  The  interlocking  device  (except  self -lubricating 
bearings  and  bearings  of  a  type  not  requiring  frequent 
replacement  of  lubricant)  shall  be  taken  apart  and  freed 
of  lubricant  by  washing  in  gasoline.  The  device  shall 
after  reassembling  be  subjected  continuously  in  a  closed 
hoistway  to  an  atmosphere  saturated  with  a  3J4  per  cent 
solution  of  sodium  chloride  for  72  consecutive  hours 
(being  operated  for  only  10  consecutive  cycles  at  the  end 
of  each  of  the  first  two  24-hour  periods)  and  allowed  to 
stand  exposed  to  the  air  for  an  additional  24  hours,  and 
shall  not  fail  in  a  manner  to  create  an  unsafe  condition. 
After  having  been  lubricated  it  shall  then  without  adjust¬ 
ment  and  without  further  attention  complete  15,000  cycles 
of  operation  without  failure  of  any  kind. 

8.1.4.  Tests  Without  Lubrication. 

Preliminary  to  this  test  the  device  is  to  be  given  a 

wearing-in  run  of  10,000  cycles  of  operation  fully  lubri¬ 
cated.  The  interlocking  device  shall  then  be  taken  apart 
and  all  bearings  (except  self -lubricating  bearings  and  bear¬ 
ings  of  a  type  not  requiring  frequent  replenishment  of 
lubricant)  freed  of  lubricant  by  washing  in  gasoline,  and 
shall  after  reassembling  without  other  attention  than  the 
usual  initial  adjustment  (that  is,  without  adjustment 
especially  made  to  meet  the  conditions  of  this  particular 
test)  and  without  further  attention,  complete  25,000  cycles 
of  operation  without  failure  of  any  kind  or  without  evi¬ 
dent  indication  of  approaching  failure. 

8.1.5.  Misalignment  Test. 

The  device  shall  operate  successfully  when  the  car  has 
been  displaced  horizontally  from  its  normal  position; — 
that  is,  the  one  in  which  it  was  when  the  device  was 
installed, — successively  as  follows  : 

(1)  In  a  direction  perpendicular  to  the  edge  of  the 
landing 

Backward  %  inch 
Forward  inch 

(2)  In  a  direction  parallel  with  the  edge  of  the  land¬ 
ing 

To  the  right  inch 
To  the  left  %  inch 

For  horizontal  sliding  doors  the  device  shall  operate 
successfully, 

(3)  When  the  bottom  of  the  hoistway  door  has  been 
displaced  horizontally  from  its  normal  position  in 
a  direction  perpendicular  to  the  edge  of  the  land¬ 
ing 

Backward  x/\  inch 
Forward  inch 

(4)  When  the  top  of  the  hoistway  door  has  been  dis¬ 
placed  horizontally  from  its  normal  position  in  a 
direction  perpendicular  to  the  edge  of  the  landing 

Backward  inch 

Forward  %  inch 

8.1.6.  Insulation  Test. 

Insulation  of  electrical  parts  shall  be  tested  with  a  60 
cycle  effective  voltage  twice  the  rated  voltage  plus  1,000 
volts,  applied  for  one  minute. 

8.2.  Tests  of  Buffers. 

Each  type  and  size  of  oil  buffer  shall  be  subjected  to  the 
following  tests  as  described  below: 

1.  Retardation  Test. 

2.  Oil  Leakage  Test. 

3.  Churning  Test. 

4.  Plunger-Return  Test. 

5.  Test  for  Lateral  Movement  of  Plunger. 

8.2.1.  Retardation  Test. 

The  buffer  shall  be  installed  upon  a  suitable  foundation 
so  that  the  axis  of  the  cylinder  is  vertical.  It  shall  be 
filled  with  oil  provided  by  the  manufacturer. 

An  elevator  car  of  suitable  size  shall  be  dropped  from 
2  different  heights  as  specified  below,  freely  in  its  guides, 
upon  the  buffer.  The  method  shall  be  as  follows: 

The  travel  of  the  car  after  it  comes  in  contact  with  the 
plunger,  and  of  the  plunger  for  its  entire  stroke,  shall  be 
recorded  on  a  drum  chronograph.  The  error  in  the  time 
readings  of  the  chronograph  shall  not  exceed  0.005  sec- 
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onds.  The  peripheral  speed  of  the  drum  shall  be  approxi¬ 
mately  that  of  the  car  at  the  instant  of  impact.  Pressure- 
travel  or  pressure-time  records  shall  be  taken  simul¬ 
taneously.  .  , 

From  the  time-travel  curve  the  velocity  and  the  retarda¬ 
tion  of  the  car  shall  be  computed,  and  plots  made  of  the 
car  travel,  car  velocity  and  car  retardations,  together  with 
the  pressure-time  curve.  Copies  of  each  curve  shall  be 
furnished  the  manufacturer. 


SCHEDULE  OF  DROPS 


Test  drop  in  inches  bottom 

of  car  to  striker  or  top  oi 
buffer. 


AS  (the  effective  stroke  of 
the  buffer  in  inches). 


Total  load  in  pounds  (weight 
of  car  plus  loading). 


1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 
er’s  rated  maximum. 


B  Buffer  stroke  under 


24  inches . 51S 

24  inches  to  30 
inches  . 56S 


Exceeding  30  inches  .64S 


1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 

er’s  rated  maximum. 


No  acceleration  peak  having  a  duration  greater  than 
1/25  second  shall  exceed  2J4  times  gravity  (80*4  feet  per 
second  per  second)  for  tests  A-l  and  A-2  and  B-l  and 
B-2  Results  of  A-3  and  B-3  shall  be  recorded  for  the 
purpose  of  examination  to  detect  any  abnormal  perform¬ 
ance.  Upon  completion  of  tests  no  part  of  the  buffer 
shall  show  any  deformation  or  injury. 

8.2.2.  Oil  Leakage  Test. 

The  oil  leakage  test  shall  be  made  simultaneously  with 
the  retardation  tests.  The  oil  level  in  the  buffer  when 
filled  prior  to  test  shall  be  carefully  marked.  At  the 
completion  of  the  6  drops  (3  different  loads  at  each  of  2 
speeds),  the  buffer  shall  be  allowed  to  stand  one-half  hour 
to  permit  the  return  of  the  oil  to  the  reservoir  and  to  per¬ 
mit  the  escape  of  any  entrained  air,  after  which  the  oil 
level  shall  again  be  measured.  The  oil  level  at  the  com¬ 
pletion  of  these  tests  should  be  unchanged,  and  shall  in 
any  case  be  less  than  1/16  inch  lower  than  the  level  at 
the  start  of  the  test  for  each  foot  of  buffer  stroke. 


such  strokes  have  been  made.  The  oil  shall  then  be  ex¬ 
amined  for  form.  No  oil  foam  shall  appear  on  the  out¬ 
side  of  the  buffer  following  this  test.  Upon  completion 
of  the  10  strokes  at  one-half  speed  another  free-fall 
equivalent  to  the  buffer  stroke  shall  be  made  immediately 
and  the  time  of  the  stroke  taken.  The  time  of  this  second 
free-fall  test  shall  be  at  least  75  per  cent  of  that  of  the 
drop  test  made  prior  to  the  churning. 

8.2.4.  Plunger- Return  Test. 

In  the  buffer  test  the  buffer  shall  not  stick  on  the 
return  stroke  after  removal  of  the  load.  In  case  of  stick¬ 
ing  the  manufacturer  shall  submit  either  a  duplicate  buffer 
or  a  new  pressure  cylinder  and  piston  upon  which  equip¬ 
ment  a  second  test  shall  be  run.  If  sticking  again  results, 
the  buffer  shall  be  rejected. 

8.2.5.  Test  for  Lateral  Movement  of  the 
Plunger. 

With  the  buffer  casing  clamped  or  otherwise  securely 
fastened  to  a  firm  base  the  lateral  movement  of  the  top 
of  the  plunger  shall  be  accurately  measured,  the  plunger 
head  being  moved  from  its  extreme  right  to  the  extreme 
left  in  a  vertical  plane.  This  total  movement  shall  be 
divided  by  2  to  determine  the  movement  from  the  vertical 
position.  The  maximum  permissible  movement  from  the 
vertical  shall  be  1/16  inch  per  foot  of  buffer  stroke. 

8.3.  Escalator  Tests. 

Each  size  and  type  of  escalator  shall  be  subjected  to  the 
following  tests  with  contract  load: 

8.3.1.  Speed  Tests. 

The  application  of  the  overspeed  safety  device  shall  be 
obtained  by  causing  the  escalator  to  travel  at  the  governor 
tripping  speed  as  specified  in  6.2.3A,  Escalator  Safety 
Mechanism  Operative.  With  escalators  driven  by  alter¬ 
nating  current  motors  the  governor  may  be  tripped  by 
hand  with  the  escalator  traveling  at  its  normal  rate  of 
speed. 

8.3.2.  Reversal  Tests.  v 

The  application  of  the  reversal  safety  device  required 
by  62.3.3,  Safety  Mechanisms  on  Ascending  and  Re¬ 
versible  Escalators,  shall  be  made  by  releasing  the  ma¬ 
chine  brake  and  operating  the  escalator  by  hand  in  the 
reverse  direction. 


8.2.3.  Churning  Test. 

In  the  churning  test  the  time  of  the  buffer  stroke  after 
the  car  has  dropped  a  distance  equivalent  to  the  stroke 
of  the  buffer  shall  be  determined  either  from  the  chrono¬ 
graph  record  or  by  means  of  an  automatic  timer.  Any 
automatic  timing  device  shall  be  accurate,  having  the 
minimum  possible  lag,  and  be  capable  of  being  read  to 
0.01  seconds. 

The  car  shall  then  be  run  on  to  the  buffer  with  cables 
attached  at  approximately  one-half  the  velocity  used  in 
retardation  test  B  at  intervals  of  one  minute  until  10 


8.3.3.  Broken  Chain  Tests. 

The  application  of  the  broken  chain  safety  device  re¬ 
quired  by  62.3.3,  Safety  Mechanisms  on  Ascending  ana 
Reversible  Escalators,  shall  be  obtained  by  operating  the 
safety  by  hand. 

8.3.4.  Miscellaneous  Safety  Devices. 

Tests  of  the  machine  brake  and  emergency  stop  buttons 
or  switches  shall  be  made  to  determine  whether  thej 
function  properly.  •*  in 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office.  T_ 

The  applicant  is  entitled  only  to  one  copy  of  borm  <JNU, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copie: 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  a 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  b 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Burners  for  Domestic 

Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

| A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Galoroil  Burner — Type  AA .  1361-24-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner . 1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

[Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crown  Oil  Burner,  Type  XA . 426-29-SA 

Crystal  Blue  Flame  Oil  Burner . 423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

(Delco  Heat  Oil  Burner .  420-31-SA 

Gist-o-matic  Oil  Burner .  663-28-SA 

Doherty  Oil  Burner .  943-26-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Cisler  Automatic  Oil  Burner .  481-27-SA 

Electrol  Automatic  Oil  Burner .  259-25-SA 

Electromatic  Oil  Burner .  603-29-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Faultless  Oil  Burner .  493-24-SA 

Eluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

7oster  Oil  Burner .  715-26-SA 

7ranklin  Domestic  Oil  Burner .  560-26-SA 

7uelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Cill  Oil  Burner .  1231-23-SA 

•Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Joodspeed  Automatic  Oil  Burner .  957-27-SA 

Culf  Oil  Burner . 382-26-SA 

Hardinge  Oil  Burner .  813-25-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

dart  Automatic  Oil  Burner .  1162-24-SA 

dart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

dercules  Oil  Burner .  510-29-S A 

lolbv  Type  A  Fuel  Oil  Burner .  688-29-SA 


and  Commercial  Use 

Name  of  Burner  Calendar  No. 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atoming  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-3H-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-1'5 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater . .• .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rightway  Oil  Burner .  339-31-SA 
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Name  of  Burner 


Calendar  No. 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  o6-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent- Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  . .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  34o-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner. . . .  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Stroud-in-the-Door  Burner .  129-27-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  7o5-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U. 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  6o7-29-bA 


Name  of  Burner  Calendar  No. 

Sunflower  Oil  Burner,  Model  S-2 .  58i-30-SAl 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA  | 

Sword  Automatic  Oil  Burner .  951-25-SA  I 

Tabor  Automatic  Oil  Heater,  Type  “D” .  <  <  8-28-S  A  | 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  29<-29-SA| 

Toridheet  Oil  Burner .  63-28-SAl 

Uni-Lec-Tric  Oil  Burner . 498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  4d1-26-SA^ 

Victory  Oil  Burner .  3„0-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25- S  A 
York  Automatic  Oil  Burner .  44-29-SA 


APPROVED  appliances 


Burners  for  Industrial  Use 


Anthony  Nebulyte  Oil  Burner . 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . . . 

Babcock  &  Wilcox  Mechanical  Oil  Burner - 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  A  A . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner . 

D’Elia  Oil  Burner . . . 

Enco  Type  400  Steam  Atomizing  Oil  Burner.. 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Fess  Turbine  Burner . 

Frankfort  Type  P  Oil  Burner . 

Gem  Fuel  Oil  Burner . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

GRD  Fuel  Oil  Atomizer . 

Hammel  Oil  Burner.. . 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hauck  Venturi  Low  Pressure  Oil  Burner . 

Hayward  Oil  Burner . 

Holby  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Induslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Lientz  Oil  Burner . 


1026-22-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 

1464-21-SA 

45-21-SA 

957-22-SA 

1361-24-SA 

942-21-SA 

397-23-SA 

13-21-SA 

155-31-SA 

1414-23-SA 

509-30-SA 

1149-27-SA 

26-22-SA 

1046-23-SA 

111-26-SA 

348-31-SA 

1636-21-SA 

128- 27-SA 
1278-21-S A 

72-31-SA 

690-30-SA 

88-27-SA 

696-30-SA 

328-27-SA 

689-29-SA 

5-24-SA 

367-30-SA 

314-30-SA 

129- 28-SA 
155-20-SA 


Mahrvel  Low  Pressure  Burner . 

Maxon  Oil  Burner  (New  Style) . 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner . . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner - 

Oil-Elec-Tric  Oil  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . . . ; . 

Petro  Mechanical  Burner  and  Air  Register - 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner - 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner . 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner.. 

Steam  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner .... 

Tate- Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate- Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 


859-26-SA 

1036-22-SA 

68-24-SA 


327-31-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 

185- 29-SA 

186- 29-SA 
255-31-SA 
792-26-SA 
317-31-SA 
394-30-SA 
617-30-SA 
644-21-SA 
452-31-SA 
735-24-SA 

40-31-SA 

660-30-SA 

438-31-Si* 

367-21-SA 

504-23-SA 

341-21-SA 

583-21-S.A 

1203-22-Si* 

183-22-S/ 

92-23-S/ 

1254-24-Sj* 

1444-23-S/ 

297-29-S/ 

1525-22-S/ 

454-25-Si* 

123-23-S/ 

19-25-S^ 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

I81-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  A pplications. 

'(29-27-A — 39  Fifth  avenue,  Manhattan. 

130-27-A — 13-16  Central  Park  West,  Manhattan. 

)31-27-A — 20-28  West  72nd  street,  Manhattan. 

132-27-A — 242-248  West  76th  street,  Manhattan. 

26- 30-A — 46  West  98th  street,  Manhattan. 

37-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

93-21-SA — Quimby  Screw  Pump,  approval  of. 

'10-22-SA — Crocker  Gas  Valve,  approval  of. 

99-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

j  57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

’24-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

|25-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

27- 23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

•32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

!75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

25-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

52-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

46-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

;50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

155-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

'63-25-SA — Pbister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

64-25-SA — Koerting  Gear  Pump,  approval  of. 

87-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

37-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 

14-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

62-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

12-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

58-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


210-29-SA — A  Diamond  “S”  250  lbs.  2k2-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
3S0-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 
359-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

568-30-SA — f uthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
i.:>0-30-SA — Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
40-31-SA — Petro  Oil  Burner,  Models  D-10  to  D-15,  ap¬ 
proval  of. 

125-31-SA — SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 
224-31-SA— Edwards  &  Co.  Catalog  No.  551  Vibrating  Bell 
for  Alternating  Current  Operation,  approval 
of. 

250- 31 -SA—Lunkenheimer  214-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2J4-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
396-3 1-S A — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
470-31-SA — Todd  Spiro  Burner,  approval  of. 

491-31-SA — Superfex  Oil  Burning  Heater,  approval  of. 
513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 

532-3 1-SA— Remington  Domestic  Oil  Burner,  Type  B,  ap¬ 
proval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

536- 31-SA — Standard  Automatic  Oil  Burner,  Type  14-G, 

approval  of. 

537- 31-SA — Standard  Automatic  Oil  Burner,  Type  11-G, 

approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

548-31-SA — National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board ,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FACTORY  EXIT  RULES 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
',11  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
-  nuary  15,  1932,  at  4  p.  m.,  Room  1013,  Municipal  Building, 
c  proposed  amendments  to  Factory  Exit  Rules. 

Matter  in  italics  is  new. 

[64-27-SR] 

Rule  10.  Storage  of  Combustible  Material  Within 
hctory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 


shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  ei'ection  and  maintenance  of 
a  stand  constructed  entirely  of  metal  and  polished  wire  glass 
for  the  _  retail  sale  of  cigars,  cigarettes  and  tobacco  and 
randies  in  original  packages  or  daily  nezvspapers  in  the  public 
hall  or  corridor  on  the  first  story  of  any  building  provided 
there  is  no  open  flame.  The  stand  shall  be  set  back  at  least 
eighteen  (18)  inches  from  the  line  of  travel  of  the  required 
legal  width  of  exit. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1930. 


417 


Cases  filed  up  to  December  30,  1931 


613 


Restored  to  calendar 


106 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


326 

14 

107 

5 

62 

7 

1 

13 

0 

4 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . . . . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . . . _ . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied... _ . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . • 

Requests  for  extension  of  permit  denied . . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted - ; . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . 

Requests  withdrawn  or  dismissed . 


103 

44 

153 

5 

395 

63 

29 

8 

2 


269 

50 

It 

0 

8t 

2; 

t 

( 

61 

1 

f 

( 

i: 

i 


,r  .  ,  .  1675 

Total  .  1341 

Disposed  of  . . 

Cases  pending  December  30,  1931 .  334 


Total 


134 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 

board 


>aru — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
£  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  oi  the 

hearing. 


Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the° posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendancy  of  a 
appeal  or  petition  ties  the  hands  of  the  administrative  off 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitio 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tt 
appellant  or  petitioner  to  file  necessary  data,  or  by  ar 

other  method  of  delay.  .  . 

Sixth,  That  no  appeal,  application  or  petition  will  be  a< 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plai 
and  data  required  by  law  are  supplied,  as  specified  on  tl 
blank  appeal,  application  or  petition  forms. 


board  of  standards  and  appeals 

Room  1001.  Municipal  Building, 

New  York  City. 


,1  c  J  4.  ~  j~ii„rc  Slid  a  half  ($?  50')  for  subscription  for  one  year  to  THE  BUI 
LETIn OF THEBOARD OF STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  1 


Name. 


Mv  Subscription  is  to  begin  with  the  issue  for. . 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Regular 

Meeting, 

January 

5, 

1932, 

Minutes  of 

2  P.  M. 

Regular 

Meeting, 

January 

5, 

1932, 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Factory  Exit  Rules. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”-“Fireline”  Rules. 

Approved  Fireline  Hose  Valves. 

Fire  Retarding  Rules  for  Garages,  etc. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Approved  Burners  for  Industrial  Use. 

Reserve  Calendar. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  January  12,  1932, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  19,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal, _  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

_  Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


Progress  Report. 
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HENRY  L.  CONNELL,  Temporary  Chairman . 
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DOCKET.  CALL  OF  CLERK’S  CALENDAR 


New  Cases  Filed  up  to  January  6,  1932. 

Cal.  No.  Department.  Premises  Affected. 

5-32-A . F.D . 297-303  Vernon  blvd.,  L.  I.  C., 

_  Q.,  F-91044 

4-32-A . F.D . 11-17  43rd  ave.,  L.  I.  C.,  Q., 

_  L.  C.  46799  &  L.  C.  47041 

3-32-A . F.D . 1908-1910  Bathgate  ave.,  Bx., 

_  L.  C.  69964 

2-32-BZ . B.B.Bx. .  .1662-1668  Westchester  ave.,  Bx., 

_  N.  B.  1023-31 

1-32- A . F.D . 202-208  Sullivan  st.,  Bklyn., 

_  F-91046 

623-31-A . F.D . 701-709  Madison  ave.,  Man., 

_ F-86588 

622-31-A . F.D . 810'  Broadway,  Man., 

_  F -9 09 81 

621-31-S . F.D . 429-431  Kent  ave.,  Bklyn., 

_  L.  D.  90928 

620-31- A . F.D . 40  Corlears  st.,  Man., 

__ _  F-91128 

619-31-BZ . B.B.Q _ 148-16  to  148-26  111th  ave., 

Jamaica,  Q., 

_  N.  B.  6095-31 

61 8-31- A . F.D . 58  W.  15th  st.,  Man., 

_  F-90267 

617-31-BZ . B.B.Bx. .  .1300-130'8  Sedgwick  ave.,  Bx., 

_ N.  B.  961-31 

616-31-A . B.B.B _ 699-725  Classon  ave.,  Bklyn., 

_  Applic.  15044-31 

615-31-S . F.D . 299  Pearl  st.,  Man., 

_  L.  D.  90014 

614-31-A . B.B.M _ 410  W.  48th  st.,  Man., 

_  Viol.  4743-31 

Restored  to  Calendar. 

334-31-BZ . B.B.Q _ 11-11  to  11-27  44th  dr.,  L.  I.  C., 

_ Viol.  478-31 

720-30-A . F.D . South  side  of  Gun  Hill  rd.,  from 

Bainbridge  ave.  to  Steuben 

ave.  (Montefiore  Hospital), 

-  Bx.,  L.  F.  79133 

232-28-BZ . B.B.B _ 445  Empire  blvd.,  Bklyn., 

-  Applic.  3402-28 

128-3'1-BZ . B.B.M _ 248  W.  69th  st.,  Man., 

-  Decision 


CODE 


F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


TUESDAY,  JANUARY  12,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

410-3'1-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Louise  De  Vito, 
owner. 

PREMISES — 175-14  Horace  Harding  boulevard,  south  side, 
117.71  ft.  west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

500-31-BZ. 

APPLICANT— Maurice  Z.  Bungard,  for  2762  West  17th 
Street  Corp.,  owner. 

PREMISES — 2762-2764  Cropsey  avenue  (also  known  as 
West  17th  street),  west  side,  80  ft.  north  of  Nep¬ 
tune  avenue,  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a  poultry 
slaughter  house. 

512-31-BZ. 

APPLICANT — George  Tiernan,  for  Regina  Boulevard 
Corp.,  owner. 

PREMISES — 2139-2145  Mott  avenue,  southeast  corner  of 
Regina  boulevard,  Far  Rockaway,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

523- 31-BZ. 

APPLICANT — Albert  Martin  Cohen,  for  Antonia  Panasci, 
owner. 

PREMISES — 1726-1738  Gravesend  avenue,  west  side,  180  ft. 
south  of  Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

524- 31-BZ. 

APPLICANT — J.  Nelson  Cooper,  for  President  &  Fellows 
of  Harvard  College,  owner. 

PREMISES — 2332-2340  Grand  concourse,  2331-2345  Ryer 
avenue  and  244  Field  place,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  for  retail  store  pur¬ 
poses. 

533-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Abraham  Brooks, 
owner. 

PREMISES — 610  East  156th  street,  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  maintenance  of  a  building 
to  be  occupied  as  a  motor  vehicle  repair  shop  and, 
also,  a  garage  for  more  than  five  (5)  motor 
vehicles. 


50 


) 


CALENDAR 


JANUARY  12,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
als  and  appeals  of  a  public  hearing  under  the  provisions 
c  the  building  zone  resolution,  Tuesday  morning,  January 
1  1931,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

L.  no.  367-31-BZ — Application,  July  21,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Urquhart,  applicant,  on  be¬ 
half  of  Alexander  Mintz,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
117th  street  and  101st  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

no.  317-28-BZ — Application,  April  5,  1928;  granted  on 
certain  conditions  December  7,  1928 ;  re¬ 
opened  and  an  extension  of  time  granted 
December  17,  1929,  and  wherein  the  time 
to  obtain  permits  and  complete  work  has 
expired;  reopened  November  24,  1931, 
under  section  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Michel  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
1901-1905  Neptune  avenue,  northwest 
corner  of  West  19th  street,  Brooklyn. 

no.  346-31-BZ— Application,  July  7,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bernard  H.  Loizzo,  applicant,  on 
behalf  of  Antonetta  Aquarella  and 
Donato  Aquarella,  owners,  to  permit  in 
a  business  district  an  alteration  and 
conversion  of  occupancy  from  a  garage 
for  five  (5)  motor  vehicles  to  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  motor  vehicle  repair  shop ; 
premises  502-504  Fourth  avenue,  west 
side,  60  ft.  south  of  12th  street,  Brook¬ 
lyn. 

no.  441-31-BZ — Application,  September  9,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herman  Katz,  applicant,  on  be¬ 
half  of  Isidore  Popkin,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7702-7704  Flatlands 
avenue,  southeast  corner  of  East  77th 
street,  Brooklyn. 

no.  460-31-BZ — Application,  September  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Julius  Steinberg,  applicant,  on 
behalf  of  Sarah  Goldberg,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  one-story  ex¬ 
tension  and  the  extension  of  the  exist¬ 
ing  business  use;  premises  793  Wash¬ 
ington  avenue,  Brooklyn. 

no.  480-3 l-BZ— Application,  September  29,  1931,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  R.  L  Giffen,  applicant, 
substituted  for  Christian  S.  Juell,  on 
-behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 


motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 

cal.  no.  485-20-BZ— Application,  July  16,  1920;  granted  on 
certain  conditions  September  14,  1920; 
reopened  June  16,  1931,  under  section  7b 
of  the  building  zone  resolution,  of  Ray¬ 
mond  Irrera,  applicant,  on  behalf  of  2521 
Broadway  Corp.,  owner,  to  permit  a 
modification  of  a  resolution  adopted  by 
the  board  for  the  use  of  the  two  (2) 
upper  stories  of  a  building  for  factory 
purposes  (originally  limited  to  office 
use)  ;  premises  2521-2523  Broadway, 
northwest  corner  of  West  94th  street, 
Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  12,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

468-31-A — 150  Ingraham  street,  Brooklyn. 

482- 31-A — 190-il94  Water  street,  Brooklyn. 

483- 31-A — 188-190  Montague  street,  Brooklyn. 

484- 31-A — 99-101  William  street,  Manhattan. 

487-3 1-A — 667  Washington  street,  northeast  corner  of  West 
10th  street,  Manhattan. 

503- 31-A — 654-662  First  avenue  and  400-408  East  38th 

street,  southeast  corner,  Manhattan. 

504- 3)l-A — 474-478  Kent  avenue,  Brooklyn. 

485>-31-A — 605-611  Sixth  avenue  and  104  West  18th  street, 
southwest  corner,  Manhattan. 

539-31-A — 1275-1277  Broadway  and  28-30  Goodwin  place, 
Brooklyn. 

241-3 1-A — 119  West  33rd  street,  Manhattan 
230-31-A— 117  West  33rd  street,  Manhattan’ 

Petitions  for  Variations. 

201-31-S — 1215-1225  Broadway,  Manhattan. 

525-31-S — 1204-1210  Broadway,  Manhattan. 


JANUARY  15,  1932,  4  P.  M. 

SPECIAL  MEETING. 

Rules. 

64-27-SR— Proposed  Amendments  to  Factory  Exit  Rules. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  19,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

324-31-BZ. 

APPLICANT — William  Westerfield  Havens,  for  Sarah 
Morris,  owner. 

PREMISES— East  side  of  70th  street,  115.94  ft.  north  of 
Astoria  avenue,  North  Woodside,  Borough  of 
Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
lumber  yard. 

426-31-BZ. 

APPLICANT— Raymond  A.  Tierney,  for  Henry  Sloman 
and  Margaret  Sloman,  owners. 

PREMISES — 2310-2314  Atlantic  avenue,  south  side,  79  ft, 
11  in.  west  of  Eastern  parkway,  Brooklyn. 
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APPLICATION,  under  section  21  of  the  'building  zone 

resolution,  .  . 

TO  PERMIT  in  a  business  district  the  alteration  ot  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  the  installation  of  a  gasoline 
service  station. 

430-31-BZ. 

APPLICANT — Sydney  J.  Schwartz,  for  Sabine  Hoffmann, 
owner. 

PREMISES— 2070-2072  84th  street,  south  side,  100  ft.  west 
of  2 1st  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exten¬ 
sion  and  change  of  occupancy  from  residence  use 
to  a  business  use. 

508-31-BZ. 

APPLICANT— William  F.  Regan,  for  Frederick  Wellman, 

owner.  .  _  , , 

PREMISES— 130-23  Springfield  boulevard,  Springfield, 

Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

544-31-BZ. 

APPLICANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  John  Centrone,  owner. 

PREMIIES— 784-786  Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

APPLICATION,  under  section  7e  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (A)  motor 
vehicles. 

549-31-BZ. 

APPLICANT— Max  Siegel,  for  Jametro  Realty  Corp., 
owner. 

PREMISES — 4022-4032  New  Utrecht  avenue  and  961-971 
41st  street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

489-31-BZ. 

APPLICANT— Christian  S..  Juell,  for  Buena  Vista  Estates, 
Inc.,  owner. 

PREMISES— 138-53  Northern  boulevard,  north  side,  310  ft. 

east  of  Union  street,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop. 


JANUARY  19,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
19,  1932.  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  661-30-BZ— Application.  November  6,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Charles  Shankroff,  applicant,  on 


'behalf  of  David  H.  Yeoman  and  Paulin< 
S.  Sparrow,  owners,  to  permit  in.  ; 
residence  district  the  erection  and  main 
tenance  of  a  garage  for  more  than  fiv< 
(5)  motor  vehicles  and,  also,  a  motoi 
vehicle  repair  shop;  premises  2045-207: 
54th  street,  Brooklyn. 

cal.  no.  423-31-BZ — Application,  August  28,  1931,  undei 
section  7b  of  the  building  zone  resolu 
tion,  of  Nathan  Rotholz,  applicant,  oi 
behalf  of  Constantin  Wagner,  owner,.  t< 
permit  in  a  residence  district,  extendinj 
from  a  business  district,  the  maintenano 
of  a  tailor  shop;  premises  2481-248 
Broadway  and  251  West  92nd  streel 
northwest  corner,  Manhattan. 

cal.  no.  442-31-BZ — Application,  September  9,  1931,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  William  V.  McDevit,  applicanl 
on  behalf  of  M.  Palace,  owner,  to  per 
mit  in  a  business  district  the  erectio 
and  maintenance  of  a  gasoline  servic 
station;  premises  305-311  New  Dor 
lane,  east  side,  120  ft.  north  of  Clawso 
avenue,  Borough  of  Richmond. 

cal.  no.  510-31-BZ — Application,  October  17,  1931,  unde 
section  21  of  the  building  zone  resolt 
tion,  of  Joseph  M.  Lonergan,  applicant 
on  behalf  of  Port  Richmond  Poultr 
Co.,  Inc.,  owner,  to  permit  in  a  busines 
district  the  erection  and  maintenance  c 
a  gasoline  service  station ;  premise 
2020-2022  Richmond  terrace  and  2- 
Park  avenue,  southwest  corner,  Po: 
Richmond,  Borough  of  Richmond. 

cal.  no.  511-31-BZ — Application,  October  19,  1931,  und< 
section  7b  of  the  building  zone  resoli 
tion,  of  Weeks  Avenue  Constructic 
Co.,  Inc.,  applicant  and  owner,  to  perm 
in  a  residence  district,  extending  fro 
a  business  district,  the  maintenance  < 
a  business  occupancy ;  premises  859-81 
Gerard  avenue  and  62-72  East  161 
street,  southwest  corner,  The  Bronx. 

cal.  no.  202-27-BZ — Application,  February  25,  1927 ;  grant 
on  certain  conditions  June  7,  1927 ;  r 
opened  and  extension  of  temporary  pe 
mit  granted  May  21,  1929 ;  reopened  f* 
extension  of  temporary  permit  July 
1931,  under  sections  7f  and  21  of  tl 
building  zone  resolution,  of  Blazi 
Wenzler,  applicant  and  owner,  to  p« 
mit  in  a  residence  district  the  mai 
tenance  of  a  building  to  be  used 
stores  on  the  first  story  and  as  dwellin 
above;  premises  80-17  Cooper  aveni 
northwest  corner  of  Agnes  place,  Gle 
dale,  Borough  of  Queens. 

cal.  no.  486-31-BZ — Application,  October  1,  1931,  und 
sections  7a  and  21  of  the  building  zo 
resolution,  of  Robert  Teichman,  app 
cant,  on  behalf  of  Mary  Jamiesc 
owner,  to  permit  in  a  residence  distr 
the  alteration  and  extension  of  an  exi 
ing  business  use  in  part  of  an  existi 
building ;  premises  58  East  86th  stre 
Manhattan. 
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a.  no.  509-31-BZ— Application,  October  17,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Samuel  Nehemiah,  owner,  to 
permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  53-55  Henry 
street  and  84-90  Cranberry  street,  south¬ 
east  corner,  Brooklyn. 


t,L.  NO.  60-30-BZ— Application,  January  27,  1930;  dismissed 
for  lack  of  prosecution  November  11, 
1930  ;  reopened  and  restored  to  Calen¬ 
dar  December  15,  1931,  under  section  21 
of  the  building  zone  resolution,  of 
James  Kearney,  applicant,  on  behalf  of 
Florence  L.  Cruikshank,  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  northeast  corner 
of  Parsons  boulevard  and  84th  road. 
North  Jamaica,  Borough  of  Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


-:6-3i- A — : 


JANUARY  19,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 


-,3-31-A- 

,'5-31-A- 

,.2-31-A- 

H-31-A- 

1,6-31-A- 


‘9-31-S- 
(9-30- S- 

P6-31-S— 

;9-31-S- 

D-31-S- 

M-31-S- 


•23-25  East  26th  street,  18-20  East  27th  street  and 
56-60  Madison  avenue,  Manhattan. 

—30  Hamilton  place,  Manhattan. 

-170  West  76th  street,  Manhattan. 

—538  Madison  avenue,  Manhattan. 

-472  Broadway,  Manhattan. 

-29-35  Chambers  street,  11-21  Centre  street,  1-13 
Reade  street  and  1  Elm  street,  Manhattan. 

Petitions  for  Variations. 

-141-145'  West  36th  street,  Manhattan. 

-305-313  East  45th  street  and  306-312  East  46th 
street,  Manhattan. 

-465-467  Kent  avenue,  Brooklyn. 

-252-254  Dumont  avenue,  southeast  corner  of 
Chester  street,  Brooklyn. 

-52  East  9th  street,  Manhattan. 

-335-337  Greenwich  street  and  20-24  Jay  street, 
southeast  corner,  Manhattan. 


JANUARY  22,  1932,  4  P.  M. 

SPECIAL  MEETING. 

Rides. 

T.-22-SR  Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  26,  1932,  AT  2  P.  M. 

» 

Building  Zone  Cases. 

'31-BZ. 

FLICANT— s.  Walter  Katz,  for  A.  M.  Beck  Realty 
Lorp.,  owner. 

tMISES— 159  West  73rd  street,  north  side,  219  ft.  east 
m  in  \  Amsterdam  avenue,  Manhattan. 

^  resolution  SeCti°n  21  °f  the  buildinS  zone 

C:  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  the  basement  story  of  an  existing  dwelling 
to  business  use  (restaurant). 


422-31-BZ. 

M^UuenS  °I>erators-  Inc->  owner. 

PREMISES— Northwest  corner  of  Springfield  boulevard 

A  dpi  t r?T'TmTrick  ^  Jamaica,  Borough  of  Queens. 

APFUCAilON,  under  section  21  of  the  building  zone 
^  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits. 

501-31-BZ. 

MongieI1°’  for  M-  R'gat,  owner. 

PREMISES— 108-o3  to  108-55  Roosevelt  avenue,  north 
side  500  ft.  east  of  108th  street,  Corona,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

552-31-BZ. 

MPSST_Buelai11  Holding  Corp.,  owner. 

PREMISES— 7504  Sixth  avenue  and  588  75th  street,  south¬ 
west  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  from  a  residence  use  to  a  business  use 
(funeral  parlor  on  the  first  story). 

567-31-BZ. 

APPLICANT— Joseph  D.  Tarlowe,  for  Sarah  Chassen 
owner.  ’ 

PREMISES  438-448  Glenmore  avenue  and  259  Vermont 

APPT  TrATtnNT>UtheaSt  corner’  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
.  tenance  of  a  gasoline  service  station  and,  also  a 
motor  vehicle  repair  shop. 

334-31-BZ. 

APPLICANT— Shirley  Kahn,  for  American  Seal  Kap 
Lorp.,  owner. 

PREMISES— 11-11  to  11-27  44th  drive  (Nott  avenue), 

APPT  TrA9nn\fnd  9ty’  Bor.ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  the  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop  (previously  dismissed  for  lack 
oi  prosecution;  reopened  and  restored  to  Calendar 
January  5,  1932). 

128-31-BZ. 

PR F MPLF^ w  Levy',for  Birdie  Eevy.  owner. 

BRB^SES— 248  West  69th  street,  Manhattan. 

APPLICATION  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  (permission  to  erect  which  was  granted  by 
the  board)  by  constructing  openings  on  the  first 
and  second  stories  in  the  division  wall  between  this 
building  and  the  building  adjoining  to  the  east  (re¬ 
opened  January  5,  1932). 

232-28-BZ. 

APPLICANT  McCooey  &  Conroy,  for  Cordova  Holding 
Lorp.,  present  owner. 

APpfSmM  Empire  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  and  conversion  of 
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a  portion  of  a  garage  to  an  automobile  repair  shop, 
permission  to  erect  the  garage  having  been  grante 
k,,  +k^  kr, 'i rrl  ( r<>or>ened  Tanuary  5,  1932). 


JANUARY  26,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
26,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


CAL.  NO. 


329-3 1-BZ — Application,  June  30,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Leiman,  applicant,  on  behalf 
of  Samuel  Meyerowitz;  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
of  an  existing  business  use  (store); 
premises  57-61  71st  street,  Maspeth, 
Borough  of  Queens. 


CAL. 


NO  528-31-BZ— Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  George  W.  Horr, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  70-52  Kis- 
sena  boulevard,  northwest  corner  of 
70th  road,  Flushing,  Borough  of  Queens. 


CAL.  NO. 


529-31-BZ — Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Louis  Lafreniere, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  126-14 
Merrick  boulevard,  northwest  corner  of 
127th  avenue,  Springfield,  Borough  of 
Queens. 


cal  no  566-3 1-BZ— Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hyman  &  Segall,  applicants,  on 
behalf  of  T.  &  H.  Construction  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  119-01  to 
119-03  Jamaica  avenue,  northeast  cor¬ 
ner  of  Lefferts  avenue,  Richmond  Hill, 
Borough  of  Queens. 


CAL  NO  335-28-BZ — Application,  April  11,  1928;  denied 
December  4,  1928;  request  to  reopen 
denied  May  21,  1929;  reopened  October 
27,  1931,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Celia  Rosoff,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  516-522  Sheepshead  Bay  road, 
southeast  corner  of  West  5th  street. 
Brooklyn. 


cal.  no.  158-31-BZ— Application,  April  8,_  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931 ;  reopened  and  restored  to  Calen¬ 
dar  December  15,  1931,  under  section  21 
of  the  building  zone  resolution,  of 
Joseph  A.  Walsh,  applicant,  on  behalf 
of  Ella  Leshnower,  owner,  to  permit 


in  a  business  district  the  erection  an 
maintenance  of  a  gasoline  service  st* 
tion;  premises  southeast  corner  of  101 
avenue  and  Van  Wyck  boulevar 
Jamaica,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  26,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

531-31-A — 99-101  Fifth  avenue,  Manhattan. 

538-31-A — 36-42  West  24th  street,  Manhattan 
370-31-A— Pier  No.  22,  foot  of  Pacific  street,  East  Riv< 
Brooklyn. 

554-31-A— 1969-2033  Metropolitan  avenue  and  2063  Flus 
ing  avenue,  Maspeth,  Borough  of  Queei 
560-31-A — 159-169  John  street  and  24-28  Hudson  aveni 
northwest  corner,  Brooklyn. 

562-31-A— 4027  23rd  street,  Long  Island  City,  Borough 
Queens.  J 

543-31-A — 1-9  Madison  avenue,  310-316  Fourth  avenue,  2- 
East  24th  street  and  1-17  East  23rd  strf 
Manhattan. 

565-31-A— 3-5  West  8th  street,  Manhattan. 

481-31-A— 119-121  West  23rd  street  and  112-114  West  2- 
street,  Manhattan. 

517- 31-A — 53  West  56th  street,  Manhattan. 

Petitions  for  Variations. 

518- 31-S — 53  West  56th  street,  Manhattan. 

436-31-S — 18  East  49th  street,  Manhattan. 

53'5-31-S — 301-303  Third  avenue,  Brooklyn. 

507-31-S — 214-226  West  29th  street,  Manhattan. 
555-31-S — 93-99  Nassau  street,  28-30  Ann  street  and  1 

139  Fulton  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
540-31-SA — Acoustex  Material,  approval  of. 


JANUARY  29,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  sts 
ards  and  appeals  of  a  public  hearing  under  the  provis 
of  the  building  zone  resolution,  Friday  morning,  Jam 
29,  1932,  at  10'  o’clock,  in  Room  1013,  Municipal  Builc 
on  the  following  matters : 

CAL.  NO.  571-30-BZ— Application,  September  3,  1930;  dt 
January  6,  1931;  reopened  Octobei 
1931,  under  section  21  of  the  buil 
zone  resolution,  of  Joseph  M.  Lc 
gan,  applicant,  on  behalf  of  Fran 
Colyer,  lessee,  to  permit  in  a  resit 
district  the  alteration  and  chang< 
occupancy  of  the  basement  stor; 
an  existing  apartment  house 
dwelling  to  business  use  ( restaun 
premises  761-765  St.  Mark’s  ai 
and  123-147  New  York  avenue,  n 
east  corner,  Brooklyn. 

cal.  no.  ,303-30-BZ— Application,  May  1,  1930;  withd 
October  7,  1930;  reopened  Octob 
1931,  under  section  21  of  the  bui 
zone  resolution,  of  Homack  Cons 
tion  Corp.,  applicant  and  owner,  to 
mit  in  a  business  district  the  ert 
and  maintenance  of  a  gasoline  st 
station;  premises  117-01  Farmers  ! 
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vard  and  189-14  Foch  boulevard  (Cen¬ 
tral  avenue),  southeast  corner,  St. 
Albans,  Borough  of  Queens. 

:al.  no.  404-31-BZ— Application,  August  18,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  Cipriano,  applicant,  on  be¬ 
half  of  Lucy  Cipriano  and  Lena  Cip¬ 
riano,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
6413-6423  Fort  Hamilton  parkway  and 
949-957  65th  street,  northeast  corner, 
Brooklyn. 

al.  no.  431-31-BZ— Application,  September  2,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Simon,  applicant, 
on  behalf  of  Amram  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2902-2924 
Avenue  U,  southwest  corner  of  Nos¬ 
trand  avenue,  Brooklyn. 

al.  no.  447-3 1-BZ— Application,  September  11,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Harry  Korn,  applicant, 
on  behalf  of  Samuel  Shore  and  Harry 
Korn,  owners,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
a  factory  building  and  the  extension  of 
the  existing  business  use;  premises  296- 
300  Putnam  avenue,  south  siide,  300  ft. 
east  of  Nostrand  avenue,  Brooklyn. 

|| 

\l.  no.  497-31-BZ — Application,  October  8,  1931,  under 


section  7c  of  the  building  zone  resolu¬ 
tion,  of  Charles  Schaefer,  Jr.,  applicant, 
on  behalf  of  William  Hagedorn,  owner, 
to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  ;  premises  2493  Valentine  avenue  and 
226  Fordham  road,  southwest  corner. 
The  Bronx. 

cal.  no.  405-31-BZ— Application,  August  19,  1931,  under 
sections  6,  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  George  Mazirow, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  2130  At¬ 
lantic  avenue  and  275  Saratoga  avenue, 
southeast  corner,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 

JANUARY  29,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

277-31-A — 489  Fifth  avenue  and  12  East  42nd  street,  Man¬ 
hattan. 

494-31-A — Foot  of  Patterson  and  Newman  avenues,  The 
Bronx. 

Petition  for  Variation. 

395-30-S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

Appliance  Submitted  for  Approval. 

579-31-SA — Insulmesh  Material,  approval  of. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY,  JANUARY  5,  1932,  10  A.  M. 

I  Present:  Temporary  Chairman  Connell,  Commissioners 
jOlland  and  Guilfoyle  and  Assistant  Chief  McElligott. 
iThe  minutes  of  the  special  meet  hi  g  of  the  board  held  on 
“iday  morning,  December  18,  1931,  and  the  minutes  of  the 
■•ecial  meeting  held  Friday  afternoon,  December  18,  1931, 
td  the  minutes  of  the  regular  meeting  of  the  board  held  on 
lesday  morning,  December  22,  1931,  and  the  minutes  of  the 
xgular  meeting  of  the  board  held  on  Tuesday  afternoon, 
-xember  22,  1931,  and  the  minutes  of  the  special  meeting 
yd  on  December  22,  1931,  at  4  p.  m.,  were  approved  as 
lilted  in  Bulletin  No.  52,  Vol.  XVI. 

BUILDING  ZONE  CASES. 

cl-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Frank  C.  Colyer, 
lessee. 

vJBJECT — Application  (re  decisions  of  the  superintendent 
of  buildings  and  the  tenement  house  commissioner), 
under  section  21  of  the  building  zone  resolution,  to 
permit  ip  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  basement  story  of  an 
existing  apartment  house  from  dwelling  to  business 
use  (restaurant)  (previously  denied;  reopened  Octo- 
r  ber  14,  1931). 

REMISES  AFFECTED — 761-765  St.  Mark’s  avenue  and 
123-147  New  York  avenue,  northeast  corner,  Brook¬ 
lyn. 


APPEARANCES— 

For  Applicant:  William  Kopolsky. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
10  a.  m.,  on  written  request  of  applicant  and  verbal 
request  of  applicant’s  representative. 


303-30-BZ. 

APPLICANT — Homack  Construction  Corp.,  owner. 
SLLJECr — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  October  8,  1931). 
PREMISES  AFFECTED — 117-01  Farmers  boulevard  and 
189-14  Foch  boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant:  Albert  A..  Hovell,  James  J.  Gal- 
lager  and  Albert  J.  Burns. 

For  Opposition:  Fletcher  Martin. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


404-31-BZ. 

APPLICANT— John  Cipriano,  for  Lucy  Cipriano  and  Lena 
Cipriano,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
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resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PRFMTSES  AFFECTED— 6413-6423  Fort  Hamilton  park¬ 
way  and  949-957  65th  street,  northeast  corner,  Brook¬ 
lyn. 

ABFEARANCES-nt:  £manuel  Trotta  and  John  Cipriano. 

For  Opposition:  Albert  Clements. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 

of  board. 


PREMISES  AFFECTED— 2665  Grand  concourse,  north¬ 
west  corner  of  East  Kingsbridge  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  Wellins. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . .  •  •  •  •  ® 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  ® 


APPLICANT — Abraham  H.  Simon,  for  Amram  Realty  Co., 

SUB TECT—  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the _  er  c- 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED— 2902-2924  Avenue  U,  southwest 
corner  of  Nostrand  avenue,  Brooklyn. 

APPEARANCES—  e. 

For  Applicant:  Abraham  H.  Simon. 

For  Opposition:  Joseph  Stern,  R  J.  Hernandez, 
Morris  G.  Kantrowitz  and  William  M.  Calder. 
ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
10  a.  m.,  on  request  of  applicant. 

APPLICANT — Harry  Korn,  for  Samuel  Shore  and  Harry 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21 of it 
building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  extension  of  a  factory 
building  and  the  extension  of  the  existing  business 

PREMISES  AFFECTED — 296-300  Putnam  avenue,  south 
side,  300  ft.  east  of  Nostrand  avenue,  Brooklyn. 

appearances— 

For  Applicant:  Emerson  Simon. 

For  Opposition:  Jacob  N.  Brody. 

ACTION  OF  BOARD— Laid  over  to  January  29,  193^,  at 
10  a.  m,  on  request  of  representative  of  attorney 

in  opposition. 

APPLICANT — Charles  Schaefer,  Jr.,  for  William  Hage- 

SUB TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  budding  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erection  and  main¬ 
tenance  of  a  business  building.  _ 

PREMISES  AFFECTED— 3493  Valentme  avenue  and  326 
Fordham  road,  southwest  corner,  The  Bronx. 

APPEARANCES cant;  g  p  Reynolds,  Charles  Schaefer, 

Jr.,  and  William  Hagedorn. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1932,  at 
10  a.  m.„  for  inspection  and  report  by  a  committee 

of  board. 

APPLICANT— S  &  L.  Building  Corp.,  owner ;  request  for 
reopening'  made  by  Philip  Wellins,  attorney. 

SUB  TECT— Application  for  reopening— reconsideration  under 

section  21,  previously  denied  under  sections  7c  and 
2i__ re  Application  (decisions  of  the  superintendent 
of  buildings  and  tenement  house  commissioner),  to 
nermit  in  a  residence  district,  extending  from  a 
business  district,  an  alteration  and  change  of  a  por¬ 
tion  of  the  basement  story  from  storage  to  a  busi- 
orcuoancv. 


232-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Nostrand  Holding 
Corp.,  owner.  1 

SUBJECT— Application  for  reopening-modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles.  a 

PREMISES  AFFECTED— 445  Empire  boulevard,  Brook¬ 

lyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy.  ■ 

ACTION  OF  BOARD— Application  reopened  and  set  for 

Calendar  Call  January  26,  1932,  at  2  p.  m. 

TFIE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL—  .  ^  f1  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  * 

Absent  .  * 


334-31-BZ. 

APPLICANT— Shirley  Kahn,  for  American  Seal  Kaj 
Corp.,  owner. 

SUBJECT— Application  for  reopening— restoration  to  Cal 
endar,  previously  dismissed  for  lack  of  prosecutioi 
— re  Application  (decision  of  the  superintendent  o 
buildings),  under  section  21  of  the  building  zofl 
resolution,  to  permit  in  a  business  district  th 
change  of  the  occupancy  of  an  existing  building  t 
a  garage  for  more  than  five  (5)  motor  vehicles  anc 
also  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 11-11  to  11-27  44th  drive  (Nol 
avenue),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Shirley  Kahn. 

ACTION  OF  BOARD— Application  reopened  and  set  fc 
Calendar  Call  January  26,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALElS 
DAR  CALL— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative . 

Absent  . 


476-31-BZ. 

APPLICANT— Peter  H.  Brandt,  for  Hildegarde  Real 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zo: 
resolution,  to  permit  in  a  business  district  the  ere 
tion  of  a  gasoline  service  station.  # 

PREMISES  AFFECTED— Northeast  corner  of  Northe 
boulevard  and  Bell  boulevard,  Bayside,  Borough 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  writt 
request. 
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HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


,7-31-BZ. 

PPIJCANT — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

OBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

REMISES  AFFECTED — Southeast  corner  of  Northern 
boulevard  and  Bell  boulevard,  Bayside,  Borough  of 
Queens. 

PPEARANCES— None. 

iCTION  OF  BOARD — Application  withdrawn  on  written 

I  request. 

[HE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


19-31-BZ. 

PPLICANT — Charles  D.  Cords,  for  Louis  Cherleck  and 
Catherine  Cherleck,  owners. 

OBJECT- — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

REMISES  AFFECTED — 26:2-10  Hillside  avenue,  south¬ 
west  corner  of  263rd  street,  Floral  Park  Gardens, 
Borough  of  Queens. 

.PPEARANCES— 

For  Applicant:  Charles  D.  Cords  and  Allen  R.  Taft. 

,  For  Opposition :  Mrs.  Pauline  Ferris. 

'CTION  OF  BOARD' — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell  and 

Commissioner  Guilfoyle .  2 

Negative :  Commissioner  Holland  and  Assistant 


Chief  McElligott .  2 

Absent  .  0 

-HE  RESOLUTION— 


(499-31-BZ) 

I  Whereas,  Charles  D.  Cords,  for  Louis  Cherleck  and 
atherine  Cherleck,  owners,  filed,  October  9,  1931,  an  ap- 
ication,  under  the  building  zone  resolution,  to  permit  in  a 
Easiness  district  the  erection  and  maintenance  of  a  gasoline 
■rvice  station;  premises  262-10  Hillside  avenue,  southwest 
)rner  of  263rd  street.  Floral  Park  Gardens,  Borough  of 
ueens ;  and 

•Whereas,  a  public  hearing  was  held  on  this  application 
v  the  board  of  standards  and  appeals,  at  its  regular  meet- 
g,  January  5,  1932,  after  due  notice  by  publication  in  the 
•ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
j>ne  resolution  show  that  Hillside  avenue  is  in  a  business 
strict,  and  263rd  street,  262nd  street  and  264th  street  are 
residence  districts ;  and 

.Whereas,  the  decision  of  the  superintendent  of  buildings, 
'mdered  September  22,  1931  (re  N.  B.  3889-1931),  reads: 
“1.  The  erection  of  a  gasoline  service  station  in  a 
business .  district  is  contrary  to  Article  2,  Section  4  of 
the  Zoning  Law.” ; 
id 

Whereas,  the  premises  consist  of  a  corner  lot,  60  ft.  by 
>0.33  ft.,  upon  which  is  erected  a  small  frame  dwelling; 
is  proposed  to  remove  the  existing  frame  structure,  erect 
l  office,  store,  grease  pits,  five  pumps  and  bury  five  530- 


gallon  tanks  for  the  purpose  of  conducting  a  gasoline  service 
station  within  a  business  use  district;  and 
Whereas,  the  applicant  at  this  hearing  amended  his  basis 
of  appeal  under  section  21 — hardship — of  the  building  zone 
resolution  to  section  7f  of  said  resolution,  which  is  for  the 
temporary  change  O'f  use  for  a  two-year  period.  • 
Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


378-31-BZ. 

APPLICANT — T.  John  McKee,  for  Maria  Astarita, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 107-111  3rd  place,  north  side, 
100  ft.  east  of  Court  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  T.  John  McKee  and  Alexander  Di 
Lorenzo. 

For  Opposition:  William  J.  Sullivan,  J.  L.  Johnson, 


F.  P.  Imperato  and  Louis  Straus. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 


THE  RESOLUTION— 

(378-31-BZ) 

Whereas,  T.  John  McKee,  for  Maria  Astarita,  owner, 
filed,  July  29,  1931,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  107-111  3rd  place,  north  side, 
100  ft.  east  of  Court  street,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  5,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Court  street  is  in  a  business  dis¬ 
trict  ;  3rd  place  is  in  a  residence  district,  and  2nd  place  is 
in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  9,  1931  (re  Applic.  No.  7480-1931),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  II, 
Sec.  3. 

“The  erection  of  a  public  garage  for  more  than  five 
motor  vehicles  in  a  residence  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two-  (2)  stories  in  height,  with  a  frontage  of 
70  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  at  the  present  time  there  are  no  non-conforming 
uses  on  3rd  place  from  1st  street  west  of  Court  street  to 
Smith  street ;  and 

Whereas,  there  have  been  filed  twenty-three  objections 
on  Smith  street ;  and 

Whereas,  there  has  also  been  submitted  as  a  basis  of 
appeal  the  fact  that  the  subway  has  been  built  across  3rd 
place  on  Smith  street,  making  3rd  place  in  effect  a  dead-end 
street  at  that  place;  and 

Whereas,  construction  of  subway  was  commenced  prior 
to  the  purchase  of  most  of  the  property  under  appeal ;  and 

Whereas,  the  opposition  placed  in  evidence  the  fact  that 
most  of  the  apartments  and  houses  along  3rd  place  in  this 
vicinity  are  now  occupied  ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en- 
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titled)  to  relief  under  section  21  on  the  grounds  of  unneces¬ 
sary  hardship  and  practical  difficulty.  .  , 

Resolved ,  that  the  decision  of  the  superintendent  oi  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


128-3‘1-BZ.  _ 

APPLICANT — Leon  Levy,  for  Bardie  Levy,  owner. 

SUBJECT— Application  for  reopening— modification  and 
extension  of  time — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  alteration  and  change  of  occu¬ 
pancy  from  a  garage  for  the  storage  of  five  (5) 
motor  vehicles  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles  and,  also,  for  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 248  West  69th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Applicant:  Leon  Levy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work;  also 
reopened,  restored  to  Calendar  and  set  for  Calendar 
Call  January  26,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  ® 

Absent  «•••••••••••••••••••••••******** ******  ^ 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR—  r 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 


THE  RESOLUTION— 

(128-31-BZ) 

Whereas,  Leon  Levy,  for  Birdie  Levy,  owner,  filed, 
March  17,  1931,  an  application,  under  the  building  zone 
resolution, ’to  permit  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  garage  for  the  storage  of  five 
motor  vehicles  to  a  garage  for  the  storage  of  more  than 
five  motor  vehicles  and,  also1,  for  a  motor  vehicle  repair 
shop;  premises  248  West  69th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  7,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  We s t  69th  street  is  in  a  business 
district;  West  68th  street  is  in  a  business  district;  West 
End  avenue  is  in  a  business  and  residence  district;  West 
70th  street  is  in  a  residence  district,  and  Amsterdam  avenue 
is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  16,  1931  (re  certificate  of  occupancy), 


’  “In  answer  to  your  letter  of  March  9,  1931,  enclosing 
application  for  a  certificate  of  occupancy  for  the  above 
premises,  you  are  advised  that  this  Bureau  cannot  issue 
a  certificate  of  occupancy  for  a  garage  for  more  than 
5  autos  and  auto  repair  shop  as  the  building  is  located 
in  a  business  district  and  the  use  of  any  part  of  the 
building  for  this  purpose  is  prohibited  by  the  Zoning 
Resolution.  Zoning  Violation  19-1931  is  pending  against 
the  premises.” ; 


Whereas,  the  existing  building  is  of  non- fireproof  con¬ 
struction,  two  (2)  stories  in  height,  with  a  frontage  of  25 
ft.  and  a  depth  of  93  ft.  5  in.;  to  be  occupied  as  a  garage 


for  the  storage  of  more  than  five  cars  and  a  motor  vehicle 

repair  shop;  and  .  . 

Whereas,  the  applicant’s  basis  of  appeal  under  section  7, 
subdivision  e,  is  substantiated  in  that  the  board,  under  Cal. 
No.  400-25-BZ  granted  a  variation  for  a  garage  at  247 
West  69th  street  under  section  7,  subdivision  e ;  and 

Whereas,  the  property  under  appeal  is  sandwiched  be¬ 
tween  two  existing  garages  for  more  than  five  cars ;  and 
Whereas,  the  application  is  for  the  use  of  the  present 
two-story  building  as  a  garage  for  more  than  five  motor 
vehicles  and  a  motor  vehicle  repair  shop  ,  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 

and  unnecessary  hardship;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  Juiy  7,  1931,  on  certain  conditions,  and  applicant 
requests  an  extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  doe! 
hereby  make  a  variation  in  the  application  of.  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  ths 
the  application  be  and  it  hereby  is  granted,  only  so  far  a: 
it  affects  the  use  for  a  garage  for  more  than  five  cars 
on  condition  that  the  present  building  shall  not  be  extender 
iff  height,  depth  or  width;  that  the  interior  shall  be  fire 
retarded  throughout  in  accordance  with  the  rules  of  th> 
board  of  standards  and  appeals;  that  there  shall  be  a 
portable  gasoline  tanks  operated  outside  the  present  building 
that  the  use  shall  be  restricted  to  the  storage  of  cars,  of  th 
pleasure-car  type  only,  prohibiting  taxicab  and  commercis 
vehicles;  that  the  gable  walls  shall  be  unpierced  throughou 
their  entire  height  and  length ;  that  any  skylights  installe 
in  roof  shall  be  equipped  with  plain  glass,  protected  wit 
wire  guards  -above  and  below  and  shall  be  located  not  les 
than  10  ft.  east  of  the  westerly  building  line ;  that  all  pel 
mits  shall  be  obtained  within  six  months  and  any  wor 
involved  shall  be  completed  within  one  year  from  Januar 
7,  1932. 


706-29-BZ. 

APPLICANT— Max  Levy,  owner. 

SUBJECT— Application  for  reopening-extension  of  tin 
to  obtain  permits  and  complete  work — re  Applic: 
tion  (decision  of  the  superintendent  of  buildings 
under  section  21  of  the  building  zone  resolution,  J 
permit  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 2066-2076  Pitkin  avenue  at 
238-240  Pennsylvania  avenue,  southwest  corne 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Tarlowe. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  e 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(706-29-BZ) 

Whereas,  Max  Levy,  owner,  filed,  December  5,  192 
denied  May  6,  1930;  decision  of  the  board  affirmed  Is 
vember  15,  1930,  by  Supreme  Court;  reopened  May  19,  19: 
under  the  claim  of  new  facts,  an  application,  under  1 
building  zone  resolution,  to  permit  in  a  business,  district J 
erection  and  maintenance  of  a  gasoline  service  static 
premises  2066-2076  Pitkin  avenue  and  238-240  Pennsylvai 
avenue,  southwest  corner,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  applicat: 
by  the  board  ofi  standards  and  appeals,  at  its  regular. me 
ing.  Tuly  7,  1931,  after  due  notice  by  publication  in 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
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me  resolution  show  that  Pitkin  avenue  is  in  a  business 
unrestricted  district ;  Pennsylvania  avenue  is  in  a  busi¬ 
es  district;  Sheffield  avenue  is  in  an  unrestricted  dis- 
jict,  and  New  Jersey  avenue  is  in  a  residence  district; 

ad 

[Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  May  27,  1931  (re  App.  No.  6383-1931),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
I  business  use  district  is  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.” ; 

fid 

,Whereas,  the  premises  consist  of  a  corner  lot,  40  ft.  4*4 
.  by  100  ft.;  it  is  proposed  to  erect  an  office,  20  ft.  by  20  ft., 
iry  six  550-gallon  tanks  and  erect  six  pumps  for  the  pur- 
j>se  of  conducting  a  gasoline  service  station  within  a  busi¬ 
es  use  district ;  and 

I  Whereas,  the  premises  under  appeal  consisting  of  a  plot 
ground  40  ft.  4)4  in.  on  Pennsylvania  avenue  and  100  ft. 
Pitkin  avenue  were  the  subject  of  an  inspection  by  a 
mmittee  of  the  board,  and  the  opinion  of  the  committee 
is  that  its  use  as  a  gasoline  station,  if  restricted  entirely  to 
tkin  avenue,  might  be  considered  favorably  by  the  board ; 
d 

[Whereas,  the  board  deems  that  applicant  is  entitled  to 
lief  under  section  21  of  the  building  zone  resolution ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
eeting,  July  7,  1931,  on  certain  conditions,  and  applicant 
quested  an  extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
“reby  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution,  and  that 
e  application  be  and  it  hereby  is  granted  on  condition  that 
e  gasoline  station  shall  be  permitted  on  a  plot  40  ft.  4J4 
.  on  Pennsylvania  avenue  and  90  ft.  on  Pitkin  avenue ;  that 
ong  the  westerly  and  southerly  lot  line  there  shall  be  con- 
fructed  a  masonry  wall  not  less  than  10  ft.  in  height,  faced 
jith  white  enamel  brick  in  panel  design  on  the  inside  and 
«ped  with  natural  stone  or  architectural  terra  cotta;  that 
jere  shall  be  constructed  along  the  building  line  on  Pennsyl- 
jnia  avenue  and  Pitkin  avenue  a  concrete  curbing  not  less 
n  12  in.  in  height  and  12  in.  in  width,  with  but  two  openings 
the  gasoline  station,  located  on  Pitkin  avenue,  not  more 
lan  12  ft.  wide  each,  with  curb  cuts  directly  in  front  of 
sid  openings  not  more  than  14  ft.  wide  each;  that  the  easterly 
:le  of  the  easterly  opening  shall  be  set  back  westerly  from 
bnnsylvania  avenue  not  less  than  15  ft. ;  that  there  shall 
'  constructed  on  the  concrete  curbing  along  Pennsylvania 
Venue  concrete  posts  not  less  than  12  in.  by  12  in.  in  area 
jid  4  ft.  6  in.  in  height,  spaced  not  more  than  10  ft.  on 
•nters,  connected  with  heavy  iron  chains  forming  a  fence, 

<  in  lieu  thereof  a  substantially  heavy  iron  picket  fence 
°ected  on  the  concrete  curbing  not  less  than  4  ft.  6  in.  in 
light  with  pickets  not  more  than  3  in.  on  centers;  that  all 
isoline  pumps  shall  be  set  back  at  least  10  ft.  from  the 
lidding  line;  that  any  accessory  use  or  office  erected  on  the 
lemises  shall  be  confined  to  buildings  one  story  in  height, 

<  masonry  construction,  roofed  with  Spanish  tile  or 
negated  slate,  faced  with  white  enamel  brick  in  panel 
'sign;  that  any  grease  racks  or  pits  shall  be  housed  in  a  one- 
Pry  masonry  structure  of  same  design  as  the  balance  of 
te  buildings  constructed  on  the  premises  and  shall  have 
;ched  openings  on  the  front  for  egress  or  ingress  to  the 
f  ease  racks  or  pits ;  that  any  advertising  displayed  shall  be 
tiffined  to  the  illuminated  globes  of  the  pumps ;  no  port- 
‘le  gasoline  tanks  shall  be  operated  outside  the  building 
lie;  that  all  permits  required  shall  be  obtained  within  six 
i. >nths  and  all  work  completed  within  one  year  from  Janu- 
<y  7,  1932. 


18-31-BZ. 

APPLICANT — Metropolitan  Tobacco  Co.,  owner;  request 
.  reopening  made  by  Koch  &  Wagner,  architects. 

(JBJECT  Application,  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7a,  7e  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 


conversion  of  occupancy  of  an  existing  building  to 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED' — 649-661  Warren  street,  north 
side,  151  ft.  2  in.  west  of  Fifth  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  E.  Yakel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  corrected. 

THE  VOTE  TO  REOPEN  AND  CORRECT  RESOLU¬ 
TION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  _  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  o 

Absent  .  o 

THE  RESOLUTION— 

(318-31-BZ) 


Whereas,  Edward  Grauer,  for  Metropolitan  Tobacco  Co., 
owner,  filed,  June  24,  1931,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  occupancy  of  an  existing  building  to  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  649-661  Warren  street,  north  side,  151  ft.  2  in.  west  of 
Fifth  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  December  4,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas, _  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fifth  avenue  is  in  a  business  dis¬ 
trict;  Warren  street  is  in  a  business  district;  St.  Mark’s 
Place, ,  west  of  Fifth  avenue,  is  in  a  business  district;  St. 
Marks  place,  east  of  Fifth  avenue,  is  in  a  residence  district; 
Prospect  place  is  in  a  residence  district,  and  Baltic  street 
is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  4,  1931  (re  Applic.  No.  6512-1931),  reads: 
“4.  Proposition  being  contrary  to  Zone  Resolution, 
Art,  II,  Sect.  IV,  subd.  15,  is  hereby  denied. 

“(Garage  for  more  than  5  cars  in  Business  dis¬ 
trict.)”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  150  ft.  and  a  depth  of  100  ft. ;  the  easterly 
100  fit.  of  the  plot  being  occupied  as  warehouses;  the  plot 
in  question  is  the  westerly  50  ft.  of  said  premises;  upon 
it  are  located  three  structures,  a  stable  for  twelve  horses,  a 
shed  and  a  storage  building ;  it  is  proposed  to  remove  the 
stable  and  shed  and  to  erect  upon  this  portion  of  the  plot  a 
two-,story,  non-fireproof  structure,  50  ft.  by  88  ft.  in  area 
occupied  on  the  first  story  as  a  garage  for  more  than  five 
motor  vehicles  and  on  the  second  story  as  an  apartment  • 
and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  which  inspection 
was  made  and  report  of  it  read  at  this  hearing,  and  which 
is  herein  incorporated,  reading: 

“Cal.  No.  318-3tl-BZ. 

“Premises  649-661  Warren  street,  north  side,  151  ft.  2  in. 
west  of  Fifth  avenue,  Brooklyn 
REPORT  OF  COMMITTEE  OF  INSPECTION 
“On  November  13,  1931,  a  committee  of  the  board, 
consisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  _  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7a,  7e  and  21,  to 
permit  in  a  business  district  conversion  of  occupancy  of 
an  existing  building  to  a  garage  for  the  .storage  of  more 
than  five  motor  vehicles. 

The  building  in  question  is  located  on  the  westerlv 
portion  of  a  plot  of  ground  and  has  a  50  ft.  frontage 
on  Warren  street,  the  balance  of  the  plot  having  a  100 
ft.  frontage  on  Warren  street,  all  this  property  being  in 
one  ownership  at  the  time  of  the  passage  of  the  building 
zone  resolution.  The  100  ft.  portion  of  these  premises 
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is  now  used  as  a  warehouse  factory  of  the  Metropolitan 

1  '“The  building  on  the  premises  under  appeal  is  two 
stories  in  height,  occupying  a  portion  of  the  premises 
under  appeal,  the  first  story  used  and  CHXupied,  J^der  a 
permit  from  the  Health  Department  for  a  stable  for 
twelve  horses,  the  second  story  used  for  dwelling  P 
poses.  It  is  proposed  to  extend  the  first  story  for  a 
total  depth  of  88  ft.  and  for  a  width  of  50  ft  and  use 
the  entire  first  story  for  a  garage  for  the  storage  of 
trucks  in  the  ownership  and  operation  of  the  business 
conducted  on  the  balance  of  the  property,  the  second 
story  to  be  used  as  at  the  present  time  and  not  to  be 

increased  in  area.  .  ,  .  .  ,  , 

“There  have  been  filed  with  this  appeal  forty-three 

objections  and  no  consents.  _  .  ,  f  . 

“The  committee  is  of  the  opinion  that  if  the  facade 
of  the  present  building  were  not  changed  and  no  entrance 
permitted  other  than  one  adjoining  the  factory  building 
and  the  use  confined  wholly  and  solely  to  the  storage  o 
trucks  in  the  ownership  and  operation  of  the  business 
conducted  on  the  premises  and  that  all  loading  and  un¬ 
loading  of  trucks  be  confined  inside  the  proposed  build¬ 
ing,  the  proposed  change  would  not  in  any  way  a  fleet 
the  adjoining  and  abutting  properties. 

“Section  7e  of  the  building  zone  resolution  is  ap¬ 
parently  fully  substantiated  in  that  permits  from  the 
Health  Department  have  been  placed  in  evidence,  the 
latest  permit  being  dated  June  23, ^  1931,  for  permis¬ 


sion  to  maintain  a  stable  for  sixteen  horses 
Warren  street. 

“(Signed) 


HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

^WHEREAS  the  committee  recommended  the  granting  of 
this  application  under  such  safeguards  as  would  protect  the 
adjoining  and  abutting  property  owners  and  prevent  the  use 
of  these  premises  as  proposed  being  used  for  a  basis  of  appea 
for  a  garage  or  gas  station  in  this  street  at  any  time;  and 
Whereas,  the  applicant  seems  to  be  rightfully  before  the 
board  under  sections  7e  and  21  of  the  building  zone  reso  u- 
tion;  under  section  7e,  documentary  evidence,  from  the  Health 
Department  has  been  submitted  showing  existence  of  use  o 
premises  under  appeal  as  stable  for  more  than  five  horses 
prior  to  July  25,  1916,  and  in  constant  use  since  up  to  June 
1931  under  permit,  and  under  section  21,  hardship,  m  that 
revenue  obtained  from  the  property  does  not  give  a  reason¬ 
able  return  on  the  investment;  the  applicant  wishes  to 
change  the  present  method  of  delivery  and  receiving  of 
goods  from  and  to  the  factory,  which  is  part  of  the  prem¬ 
ises  under  appeal,  from  horse-drawn  vehicles  to  automobiles , 

and 


Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  December  4,  1931,  and  applicant  requested  a  cor¬ 
rection  as  to  glass  in  skylights. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  building  zone  resolution,  and  tha 
thfe  application  be  and  it  hereby  is  granted  on  condition  tha 
the  extension  proposed  shall  be  to  the  rear  of  the  presen 
building  only,  one  story  in  height,  with  a  total  area  of  no 
more  than  50  ft.  by  88  ft.;  that  the  ceiling  of  the  firs 
story  shall  be  fire-retarded  throughout  in  accordance  witl 
the  rules  of  the  board  of  standards  and  appeals ;  that  an; 
skylights  in  one-story  extension  shall  be  set  back  from  th 
westerly  gable  wall  not  less  than  15  ft.,  glazed  wit 
plain  glass,  protected  with  wire  guards  above  and  below 
that  the  use  of  the  proposed  building  shall  be  limited  . t 
fifteen  (15)  automobiles,  not  more  than  ten  (10)  of  whic 
shall  be  trucks,  in  the  ownership  and  operation  of  m 
present  owner  of  the  business  now  conducted  on  the  prert 
ises,  and  automobiles  of  the  pleasure-car  type  in  the  ownei 
ship  and  operation  of  the  present  owner  of  the  business  coi 
ducted  on  the  premises  or  its  employees ;  that  the  facat 
of  the  present  building  shall  not  in  any  way  be  structure 
altered  other  than  an  alteration  of  the  present  doorway  f< 
entrance  and  egress  of  automobiles;  that  the. westerly  gab 
wall  shall  be  unpierced  throughout  its  entire  height  ai 
length ;  that  there  shall  be  no  gasoline  storage  of  any  natu 
or  description  on  the  premises  other  than  that  in  the  tan 
of  cars  stored  on  the  premises ;  that  there,  shall,  be  no  a 
vertising  signs  of  any  nature  or  description .  displayed  < 
these  premises  indicating  the  use  of  this  building  as  a.  no 
conforming  use;  that  no  repair  work  of  any  descript* 
shall  be  permitted  on  the  premises  before  7  a.  m.  and  aft 
7  p.  m  on  weekdays  and  no  work  on  Sundays,  said  repi 
work  limited  to  automobiles  as  noted  in  this  resolution  pr 
hibiting  any  open  flames,  anvils  or  forges  or  power-driv 
machinery  and  limited  to  manual  repairs,  only ,  that  t 
present  second  stony  is  not  to  be  increased  in  height  or  ai 
and  shall  continue  its  present  use;  that  all  windows. in  1 
westerly  wall  above  the  first  story  of  the  building  adjoiru 
the  premises  under  appeal  to  the  east  shall  be  made  n 
proof ;  further,  on  condition  that  the  granting  of  this  var 
tion  shall  not  at  any  time  be  used  as  a  basis  of  an  app 
for  either  a  public  garage  or  gasoline  service  station  on  ' 
premises  under  appeal  or  the  adjoining  premises  in  the  own- 
ship  of  the  applicant  and  applies  only  to  present  owner  £ 
that  all  permits  shall  be  obtained  within  six  months  and  £ 
work  involved  shall  be  completed  within  one  year  from 
date  of  this  action. 


Adjourned  2.00  p.  m. 


William  J.  O’Gorman,  Secretary 
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BOARD  OF  STANDARDS 

regular  meeting 

TUESDAY,  JANUARY  5,  1932,  2  P.  M. 

Present:  Temporary  Chairman  Connell,  Commissioners 


AND  APPEALS 


HolM  and  cX^and  Assistant  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  hre 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  29,  193^ 
2  p.  m.,  on  written  request  of  appellant,  r 
action. 


APPELLANT — Donohue  Co.  Real  Estate,  Inc.,  for 
Fifth  Avenue  Corp.,  lessee 
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494-31-A.  t, 

APPELLANT- Croker  National  Fire  Prevention  Engin 
ing  Co.,  for  Dawn  Boat  Corp.,  owner. 


AJr  -L  L/t/nuuuv,  mg  (^O.t  tor  Dawn  DUdX  p.,  uwiiti. 

Fifth  Avenue  Corp.,  lessee.  ...  r  ,i_„  f.rp  BIJBTECT _ Appeal  from  an  order  and  a  decision  of  the 

SUBJECT — Appeal  from  an  order  and  a  deffi.cn  of  the  fire  SUBJ 

*  *  _  . .  .  .  . — .  ■. — .  '■  ^  ■  (*  1  1  i  i  a  -  /  I  \  1  Allf 


commissioner.  ^  .  popmTSFS  a'fFECTED— Foot  of  Patterson  and  New 

PREMISES  AFFECTED  489  Fifth  avenue  and  12  East  Bronx. 

42nd  street.  Manhattan. 
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appearances— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m.,  on  request  of  inspector  of  fire  department. 

i  720-30-A. 

i  APPELLANT — Stroock  &  Stroock,  substituted  for  Charles 
Schaefer,  Jr.,  for  Montefiore  Hospital,  owner. 
SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar — -re  Appeal  from  an  order  and  a  decision  of 
the  fire  commissioner  (.previously  withdrawn). 

:  PREMISES  AFFECTED — South  side  of  Gun  Hill  road, 
from  Bainbnidge  avenue  to  Steuben  avenue,  The 
Bronx. 

;  APPEARANCES— 

For  Appellant :  Robert  D.  Steefel. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

[  ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  January  8,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR- 

ING — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  ° 


*  356-31-A. 

(  APPELLANT — William  S'hary,  for  181  Lincoln  Avenue 
Corp.,  owner. 

i  SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  'buildings. 

|  PREMISES  AFFECTED— 181  Lincoln  avenue  and  2488 
Third  avenue,  northwest  corner,  The  Bronx. 

i  APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

;  THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


296-31-A. 

APPELLANT — Saul  Goldsmith,  for  Circle  Flexible  Con¬ 
duit  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 34  Woodward  street,  west  side, 
160  ft.  north  of  Flushing  avenue,  Maspeth,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Appellant :  Saul  Goldsmith. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

!  THE  RESOLUTION- 

(296-31-A) 


Whereas,  Saul  'Goldsmith,  for  Circle  Flexible  Conduit 
Co.,  Inc.,  owner,  filed,  June  11,  1931,  an  appeal  from  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  34  Wood¬ 
ward  street,  west  side,  160  ft.  north  of  Flushing  avenue, 
Maspeth,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  23,  1931  (Plan  No.  2275-29),  reads: 

“1.  A  storage  garage  in  the  same  building  where 
highly  inflammable  materials  are  manufactured  or  stored 


is  prohibited  by  Section  151,  Chapter  10,  Code  of 
Ordinances.” ; 
and 

Whereas,  the  building,  erected  in  1929,  is  non-fireproof, 
one  story  in  height,  250  ft.  by  100  ft.  in  area;  OCCUPIED 
for  the  manufacture  of  flexible  cable  and  wire  and,  also,  as 
to  a  two-car  (business)  garage;  sixty  persons  in  entire  prem¬ 
ises  ;  and 

Whereas,  appellant  contends  that  the  garage  is  separated 
from  the  remainder  of  the  building  with  12-inch  brick  walls; 
that  the  two  openings  in  the  west  wall  which  lead  into  the 
factory  portion  are  protected  by  fireproof  sliding  doors  with 
fusible  links,  and  contends,  further,  that  the  premises  are 
protected  with  a  sprinkler  system  and  a  standpipe  system. 

Resolved,  that  the  decision  O'f  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


450-31-A. 

APPELLANT — John  J.  Hallahan,  executor,  for  Estate  of 
John  J.  Hallahan,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissiioner. 

PREMISES  AFFECTED — 442-146  West  49th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Gus  T.  Smith. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(450-31-A) 

Whereas,  John  J.  Hallahan,  executor,  for  Estate  of  John 
J.  Hallahan,  owner,  filed,  September  14,  1931,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  142-146  West  49th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
26,  1931  (re  Order  No.  85551-F),  reads: 

“Install  an  adequate  interior  electric  fire  alarm  system 
in  accordance  with  the  attached  approved  layout.  Sec. 
21,  Ch.  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  26,  1934,  reads : 

“In  reply  to  your  letter  of  August  17th,  1931,  you 
are  referred  to  our  letter  of  July  28th,  1931,  a  copy 
of  which  is  enclosed,  in  which  you  are  advised  that  our 
records  indicate  that  the  above  mentioned  orders  have 
been  forwarded  to  the  Corporation  Counsel  for  action. 

“In  view  of  the  above  no  further  inspection  can  be 
made  of  your  premises  except  to  note  full  compliance 
with  our  orders.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  64  ft.  4J4  in.  by  98  ft.  in  area;  OCCUPIED  as  a 
hotel ;  equipped  with  a  standpipe  system  and  an  interior  fire 
alarm  system;  and 

Whereas,  the  appellant  claims  the  fire  alarm  system  was 
temporarily  put  out  of  order  when  alterations  were  made  to 
the  elevator  shaft;  the  interior  fire  alarm  system  has  since 
been  put  in  working  order ;  it  is  of  an  open  circuit  system, 
consisting  of  alarm  boxes  and  gongs  on  each  story  of  the 
building  under  supervision  of  the  superintendent  and  in¬ 
spected  each  week. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
it  hereby  is  denied. 


45 3-31- A. 

APPELLANT — John  J.  Gilmartin,  for  1922  Realty  Corp., 
owner. 
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SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 27-35  West  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  ® 

Absent  .  0 

THE  RESOLUTION— 

(453-31-A) 

Whereas,  John  J.  Gilmartin,  for  1922  Realty  Corp., 

owner,  filed,  September  15,  1931,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
27-35  West  24th  street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  24,  1931  (Order  No.  78740-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Se.  580,  581,  Ch.  5,  Code  of 
Ordinances.” ; 

and  .  .  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

September  14,  1931,  reads: 

“In  reply  to  your  letter  of  Sept._  9,  1931,  requesting 
rescindment  of  order  78740-F,  affecting  the  above  prem- 
ises,  you  are  advised  that  your  request  must  be  denied.” ; 

and  ■  .  . 

Whereas  the  building  is  fireproof,  eleven  stories  in 
height,  100  ft.  by  65  ft.  in  area;  OCCUPIED  as  a  factory 
building,  not  more  than  eighty  persons  per  story;  equipped 
with  a  sprinkler  system  and  a  standpipe  system ;  and  _ 

Whereas,  the  appellant  claims  the  existing  standpipe  sys¬ 
tem  was  installed  when  the  building  was  erected  in  1906 , 
the  standpipes  are  fed  from  a  2, 000-gallon  house  supply  tank, 
the  bottom  of  which  is  8  ft.  6  in.  above  the  highest  hose 
outlet ;  furthermore,  the  appellant  contends  that  many  other 
portable  fire  appliances  are  provided  and  the  occupancy  is 

non-hazardous ;  and  . 

Whereas,  the  building  was  erected  in  1906,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet  and  the  capacity  of  the  standpipe  tank,  on  condition 
that  the  bottom  of  the  tank  shall  be  not  less  than  8  ft.  6  in. 
above  the  top  story  hose  outlet ;  that  a  tank  with  a  reserve  of 
not  less  than  2,500  gallons  shall  be  provided  for  the  standpipe 
supply;  that  the  standpipe  system  shall  comply  with  the 
rules  in  all  other  respects ;  that  the  hose  in  the  top  story  shall 
be  equipped  with  j4-inch  nozzles ;  that  the  building  shall  be 
not  increased  in  height  or  area,  and  that  the  use  and  occu¬ 
pancy  shall  remain  substantially  unchanged. 

448-3'1-A. 

APPELLANT — Elmat  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 8-10  West  36th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  C.  G.  Keutgen  and  Charles  Hilden- 

brandt. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT—  J 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  ®  ' 

THE  RESOLUTION— 

(448-31-A) 

Whereas,  Elmat  Realty  Corp.,  owner,  filed,  September 
111,  1931,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  8-10  West  36th  street, 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
23,  1931  (Order  No.  85524-F),  reads  : 

“Provide  approved  fireproof  windows  or  iron  shutters 
at  all  openings  in  the  exterior  wall  above  1st  story  which 
are  distant  in  a  direct  line  less  than  30'  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50'  above  a 
neighboring  roof  at  rear  south  side  of  building  or  other 
approved  protection,  as  per  Sec.  375,  Art.  18,  Ch.  5 
of  the  Code  of  Ordinances.” ; 

and  .  .  .  i 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

August  24,  1931,  reads: 

“This  will  reply  to  your  letter  of  July  8th,  1931,  in 
which  you  request  re-consideration  of  Order  No.  85524- 
F,  with  a  view  of  rescindment. 

“You  are  advised  that  this  order  was  issued  under  the 
mandatory  provisions  of  the  Code  of  Ordinances  and  the 
Fire  Commissioner  is  without  authority  to  waive  these 
requirements  in  any  particular,  therefore  your  request 
must  be  denied.” ; 

and  .  . 

Whereas,  the  building  is  fireproof,  nine  stories  and  pent 
house  in  height,  33  ft.  8  in.  by  88  ft.  8  in.  in  area;  OCCU¬ 
PIED  as  a  tenant  factory,  not  more  than  .thirty  persons  per 
story;  EQUIPPED  with  a  standpipe  system;  and 

Whereas,  the  appellant  claims  there  are  twenty-four  non- 
fireproof  window  openings  on  the  south  side  of  the  building 
affected  by  the  order;  that  the  adjoining  building  at  south 
causing  the  exposure  is  about  20  ft.  from  the  rear  wall  of 
premises  in  question  and  known  as  3  to  7  West  35th  street; 
it  is  entirely  of  fireproof  construction,  including  the  win¬ 
dows,  and  equipped  with  a  sprinkler  system;  furthermore, 
the  petitioner  contends  that  under  the  surrounding  circum¬ 
stances  there  is  no  existing  fire  hazard ;  and 

Whereas,  the  appellant  claims  that  the  budding  to  the 
south,  causing  the  exposure  on  which  this  order  is  predicated, 
and  which  is  distant  approximately  20  ft.  od  the  windows 
of  the  building  under  appeal,  is  of  fireproof  construction, 
equipped  with  a  sprinkler  system  and  fireproof  windows,  anc 
that  the  building  under  appeal,  therefore,  is  not  subject  tc 
an  extreme  hazard  due  to  this  exposure. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appea 
be  and  it  hereby  is  denied. 

352-31-A. 

APPELLANT— Saul  Goldsmith,  for  Welbilt  Stove  Co, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fir 
commissioner. 

PREMISES  AFFECTED— 57-46  Flushing  avenue,  south 
east  corner  of  59th  drive,  Maspeth,  Borough  o 
Queens. 

APPEARANCES— 

For  Appellant:  Saul  Goldsmith. 

For  Administration :  Inspector  Meyer  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 


62 


MINUTES 


Negative .  0 

Absent  .  0 


'HE  RESOLUTION— 

(352-31-A) 

Whereas,  Saul  Goldsmith,  for  Welbilt  Stove  Co.,  owner, 
led,  July  13,  1931,  an  appeal  from  an  order  and  a  decision 
f  the  fire  commissioner,  affecting  premises  57-46  Flushing 
venue,  southeast  corner  of  59th  drive,  Maspeth,  Borough 
f  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  (re  Order 
Jo.  40296-LC),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  Fuel  shows  that  the  fol¬ 
lowing  must  be  done  before  the  permit  requested  by  you 
can  be  issued : 

“3.  Cut  off  the  room  or  rooms,  in  which  the  heating 
apparatus  and  oil  'burning  device  is  installed,  by  fireproof 
partitions  of  not  less  than  four  inches  in  thickness,  with 
all  openings  protected  by  fireproof  self-closing  doors  and 
protect  ceiling  by  fire  retarding  material  as  per  Rule 
20-B  of  the  Fuel  Oil  Rules.” ; 
pd 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
uly  13,  1931,  reads : 

“In  reply  to  your  letter  of  July  10,  1930,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  Order  No.  40296-LC,  and  that 
you  are  unable  to  do  so  due  to  the  fact  that  the  Board 
of  Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  a  dismissal  and  reissuance  of  the  above 
order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued. 

“Therefore,  your  request  is  denied.” ; 

nd 

Whereas,  the  building,  erected  in  1929,  is  non-fireproof, 
:ne  story  in  height,  239  ft.  11  in.  by  77  ft.,  irregular,  in 
rea;  OCCUPIED  for  the  manufacture  of  gas  ranges,  35 
,ersons ;  and 

j  Whereas,  appellant  contends  that  there  are  two  approved 
ill  burners  on  the  first  story  of  the  building,  one  for  heating 
,p  the  enameling  oven  and  the  other  is  used  to  heat  up 
re  dryer  and  is  located  in  the  picking  room ;  that  the  ovens 
buld  not  be  enclosed  in  the  practical  conduct  of  the  business 
wing  to  the  use  of  automatic  trolleys  and  chargers  and 
oat  the  materials  used  in  the  premises  are  incombustible. 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
nd  it  hereby  is  granted,  only  so  far  as  it  affects  one  burner 
n  the  first  floor,  located  as  shown  on  the  plans  submitted 
dth  this  appeal,  and  used  in  connection  with  the  enameling 
ven,  on  condition  that  the  ceiling  above  the  enameling  oven 
or  a  distance  to  the  walls  of  the  present  building  to  the 
orth  and  east  and  in  all  directions  from  the  outside  of  the 
nameling  oven  for  a  distance  of  not  less  than  30  ft.  shall 
[e  fire  retarded  in  accordance  with  the  rules  of  the  board 
f  standards  and  appeals ;  that  the  use  and  occupancy  of  the 
remises  shall  remain  unchanged  and  the  building  shall  be  not 
lereased  in  height  or  area;  that  the  fuel  oil  rules  shall  be 
pm  plied  with  in  all  other  respects,  and  any  additional  fire- 
ghting  appliances  as  shall  be  required  by  the  fire  depart¬ 
ment  shall  be  installed. 

p5-31-A. 

>PPELLANT — Samuel  Rosenblum,  for  Estate  of  H,  O. 
Havemeyer,  owner. 

UBJECT — Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 

'REMISES  AFFECTED — 568-578  Broadway,  northeast 
corner  of  Prince  street,  Manhattan. 

PPEARANCES — 

For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  o 

Absent  . • .  o 

THE  RESOLUTION—  * 

(505 -31- A) 


Whereas,  Samuel  Rosenblum,  for  Estate  of  H.  O.  Have¬ 
meyer,  owner,  filed,  October  13,  1931,  an  appeal  from  orders 
and  decisions  of  the  fire  commissioner,  affecting  premises 
568-578  Broadway,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
13,  1931,  affecting  premises  568-574  Broadway  (Order  No. 
88389-F),  reads: 

“Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  ft. 
above  the  roof  level.  Sections  580-581,  Ch.  5,  Code  of 
Ordinances  and  Rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  9,  1931  (affecting  premises  568-579  Broadway), 
reads : 

“This  will  reply  to  your  letter  of  September  29th, 
1931,  in  which  you  state  that  with  reference  to  our 
orders  calling  for  3500  gallon  standpipe  tanks,  would 
ask  your  reconsideration  inasmuch  as  these  buildings  are 
fireproof  and  sprinklered  and  there  are  at  present  tanks 
connecting  to  the  standpipe  system  which  give  a  water 
supply,  which  while  not  complying  with  the  full  3500 
gallons,  are  sufficient  in  view  of  the  other  protection  now 
available  in  the  building  by  means  of  the  sprinkler 
system. 

“Your  request  for  reconsideration  of  Order  No.  88389- 
F  must  be  denied.”  ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
13,  1931,  affecting  premises  576-578  Broadway  (Order  No. 
8841 1-F),  reads: 

“Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  standpipe  system,  said  tank  to  be  so  ele¬ 
vated  that  the  bottom  will  not  be  less  than  20  ft.  above 
the  roof  level.  Secs.  580-581,  Ch.  5,  Code  of  Or¬ 
dinances  and  rules  of  the  Board  of  Standards  and 
Appeals.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  13,  1931  (affecting  premises  576-578  Broadway), 
reads : 

“Tins  will  reply  to  your  letter  of  September  29th, 
1931,  in  which  you  state  that  with  reference  to  our 
orders  calling  for  3500  gallon  standpipe  tanks,  would 
ask  your  reconsideration  inasmuch  as  these  buildings 
are  fireproof  and  sprinklered  and  there  are  at  present 
tanks  connecting  to  the  standpipe  system  which  give  a 
water  supply,  which  while  not  complying  with  the  fujl 
3500  gallons  are  sufficient  in  view  of  the  other  protection 
now  available  in  the  building  by  means  of  the  sprinkler 
system. 

“Your  request  for  reconsideration  of  Order  No.  88389- 
F  must  be  denied.” ; 

and 

Whereas,  the  premises  consist  of  two  attached  fireproof 
buildings,  twelve  stories  in  height,  connected  by  horizontal 
openings  at  each  story  above  the  first  story  through  a  party- 
wall  and  protected  with  fire  doors,  200  ft.  2  in.  frontage  on 
Prince  street,  126  ft.  on  Broadway  and  111  ft.  on  Crosby 
street;  OCCUPIED  as  a  tenant  factory,  not  more  than  125 
persons  per  story ;  equipped  with  an  automatic  sprinkler 
system  connected  with  headquarters  and  with  a  standpipe 
system  in  each  building;  and 

Whereas,  the  appellant  claims  the  standpipe  systems  were 
installed  when  the  buildings  were  erected  in  1895;  each 
building  is  provided  with  a  2,000-gallon  house  supply  tank, 
the  bottom  of  which  is  9  ft.  above  the  hose  outlet  in  top 
story;  furthermore,  the  appellant  proposes  to  cross  connect 
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'  —  TT  <7^0  rra lions  “L  Provide  a  tank  on  roof  of  at  least  3  500  gallons 

the  two  2,000-gallon  tanks  so  as  to  maintain  ~,500  gaiio  cit  for  the  standpipe  system,  said  tank  to  be  so 

reserved  solely  for  standpipe  purposes  ;  and  elevated  that  the  bottom  will  be  not  less  than  20  above 

Whereas,  the  building  was  erected  in  89o,  t  whdi  to  ^  ^  ^  Sec  58(M>  Ch.  5,  Code  of  Ordinances.  ; 

the  present  standpipe  systems  were  installed  an  pp 

accepted  by  the  departments  having  jurisdiction  thereot ,  WhereaSj  the  decision  0f  the  fire  commissioner,  rendered 

Whereas,  the  two  buildings  are  now  in  single  own^s^|P’  ’“This' will  reply  to  your  letter  of  July  1st,  1931,  in 

equipped  with  standpipe  systems  m  the  stairways  on  the  a  cancellation  of  Orders  No.  8 1967 -F 

Broadway  and  Crosby  street  fronts ;  two  standp  p  -  and  8{968.F  requiring  respectively  the  providing  of 

in  each  building  cross-connected  to  t^°  .^ain^  * ^  reserve  of  tank  of  at  least  3,500  gallons  capacity  for  the  standpipe 

the  roof  in  which  it  is  intended  to  ma'n7a’Tnine  systems  system  and  the  elevation  for  the  said  tank  to  be  not  less 

a  total  of  3,000  gallons  for  the  conibnied  standpipe  syst  .  ^  2Q,  al|x>ve  the  roof  level  and  the  providing  of  fire- 

Re solved,  that  the  orders  and  decisions  of  the  fire .  co  shutters  on  all  openings  m  the  exterior  wall  above 

missioner  be  and  they  hereby  are  modified,  and  ™at  JOi  ^  which  ^  dis,tant  in  a  direct  line  less  than 

appeal  be  and  it  hereby  is  granted, .only  «  ■  stwy  30'  from  any  other  opening  in  any  other  building  and 

the  elevation  of  the  bottom  of  the  tanks  ,  ll7J  i-,nks  on  col  not  in  the  same  plane  with  said  openings  and  which  are 

hose  outlet  and  the  capacity  of  the  sla^p^e  7“  =  ’  nnectecl  not  more  than  50'  above  a  neighboring  roof  at  east  and 

dition  that  the  two  standpipe  tanks  shall  be  c  ,,  west  and  north  sides  of  building.  i 

so  as  to  maintain  a  reserve  of  not  ess  than  3,000  gal  «You  base  your  request  on  that  these  orders  have  been 

for  the  standpipe  supply ;  that  the  ^l^yati^  o  ^e  botto  iously  passed  and  accepted  by ‘this  department, 

of  each  tank  shall  be  not  less  than  9  ft  above  the  top  st  y  no  evidence  in  our  records  that  these  re¬ 
hose  outlet  in  either  building;  that  the  two^mg^aU  ^  irements  were  accepted  by  this  department  and  as  w 

equipped  with  a  one-source  sprinkler  s^m.^1T(>^atfnr ™  are  without  power  to  modify  the  law,  your  request  for 

S™  erf  of  S.  wShTSSuh’  art**  f  *  .  r*M«*>*  d“K<*  ” 1  1 

“s'- sneMMS  “5T  *.£■*> « « rtvrr j 

increased  in  height  or  area,  and  granted  only  so  long  as  he  -  .ft.  by^  ^  ^  aboye;  erected  in  1903  and  1904 

the  two  buildings  remain  in  single  ownership  and  that  the  50  it  y  p  p]an  N<>  354.1903 .  EQUIPPED  with  a  stand- 

use  and  occupancy  remain  substantially  unchanged.  SVstem ;  OCCUPIED :  stores  and  offices ;  and 

- -  Whereas,  the  appellant  contends  that  the  present  condi- 

okq  o-i  a  -r-»  i  tmn<;  have  existed  since  the  erection  of  the  building,  that  in 

APPELLANT— Sugarman  &  Berger,  for  Garda  Realty  regard  to  0rder  No.  &1967-F,  Item  No.  1,  there  is  an  existing 

•Corp.,  owner.  .  .  .  3,350-gallon  tank  located  in  an  enclosure  on  the  roof  above 

SUBJECT— Application  for  reopening— modification  re  Ap  whj(dl  ;s  an  enclosure  housing  the  elevator  niachmerj  and 
peal  from  orders  and  a  decision  of  the  fire  comm  -  d  woldd  be  impracticable  to  raise  the  tank  20  ft  above 

siioner  ,,  ,  the  highest  outlet;  that  in  regard  to  Order  No.  81968-F,  Item 

PREMISES  AFFECTED— 1  West  34th  street,  Manhattan.  No  are  s,;,x  windows  in  the  court  above  the  ninth 

APPEARANCES-  story  which  are  within  30  ft.  of  an  opening  in  the  east  wall 

For  Appellant:  William  J.  Mmogue.  of  the  building  at  the  west,  which  openings  in  this  adjoining 

For  Administration:  Inspector  Maher  of  fire  de-  ,;id-  are  fireproof ;  there  are  four  windows  in  the  real 

partment.  ,  .  on  each  story  of  the  building  which  are  12  ft.  distant  fron 

4CTION  OF  BOARD— Appeal  reopened  and  resolution  jn  the  adjoining  building  and  these  windows  ot 

modified.  the  building  at  the  north  are  fireproof  ;  there  are  .three  w*t 

THE  VOTE  TO  REOPEN—  _  dows  in  the  east  wall  on  each  story  which  are  within  13  it  ol 

Affirmative:  Temporary  Chairman  Connell,  Com-  openings  in  the  adjoining  building  to  the  east;  the  opening 

missioners  Holland  and  Guilfoyle  and  As-  -n  ^  adi oimincr  building  are  equipped  with  fire  shutters  ,  an 

sistant  Chief  McElligott .  t  Whereas,  the  appellant  requests  the  acceptance  of  tin 

Negative .  n  existing  conditions ;  and  . 

Absent  . .  •  . .  Whereas  the  building  was  erected  in  1903-1904,  at  whicl 

THE  VOTE  TO  MODIFY—  time  the  present  condition  as  to  the  exposures  causing  th 

Affirmative:  Temporary  Chairman  Connell,  Com-  tn  ^  order  in  reference  to  the  windows  to  the  nort 

missioners  Holland  and  Guilfoyle  and  As-  and  to  the  east  were  substantially  the  same  as  at  the  preset 

sistant  Chief  McElligott .  J  ^  afid 

Nf^fve . ;;;;  o  Whereas,  as  to  Order  No.  81967-F,  the  standpipe  systei 

Ab  *••••• .  was  erected  and  installed  at  the  time  of  the  erection  of  ft 

THE  RESOLUTION —  _  building  and  was  accepted  by  the  department  having  junsdic 

(358-31- A)  t;on  thereof  at  that  time;  and 

Whereas,  Sugarman  &  Berger,  for  Garda  Realty U>rp.,  w  th5s  appeal  was  granted  by  the  board  at  t 

owner,  filed,  July  16.  1931,  an  appeal  from  orders  and  a  de-  ^  October  20  1931,  0n  certain  conditions,  and  appe 

cision  of  the  fire  commissioner,  affecting  premises  1  \\  est  quested  a  modification  of  these  conditions  as  to  capacf 

34th  street,  Borough  of  Manhattan ;  and  .  .  of  reserve 

Whereas,  the  orders  of  the  fire  comm.ss.oner,  dated  of  r«e  ^  ^  and  of  *e  fire  commi 

March  26,  1931,  read:  sinner  be  and  thev  hereby  are  modified,  and  the  appeal  be  ai 

“°T  Pr°„i<Je 6  amoved  fireproof  windows  or  iron  IX'eby  Isp  LLf.  as  Jo  Order  No.  S1.M-F  It™  1  « 

mmsmm 

so'  above  a  neighboring  roof  at  east,  west  and  north  sides  Her  of  windows  m  the  fir  and  qr„h 

of  building  or  other  approved  proteehon.  as  per  Sec.  37o,  which  com  ^.tute  1 the  ertp. ^"'window  h,  each  of  the  h 
Art.  18.  Ch.  5.  Code  of  Ordinances.  ;  ^  on  the  Sy  side  of  the  building  «,  c«M 

ant, Order  No.  S1967-F:  that  the  toilet  rooms  on  all  floors  shall  be  enclosed  m  ft 
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roof  partitions,  with  fireproof,  self-closing  doors  at  the 
penings,  and,  further,  on  condition  that  the  windows  which 
re  to  be  fireproofed  shall  be  shown  colored  on  diagram 
ubmitted  by  board  to  the  fire  department;  granted,  as  to 
)rder  No.  81967-F,  Item  1,  only  so  far  as  it  affects  the  ele- 
ation  of  the  tank  above  the  top  story  hose  outlet  and  the 
apacity  of  said  tank,  on  condition  that  the  bottom  of  stand- 
ipe  tank  shall  be  not  less  than  8  ft.  6  in.  above  the  top  story 
ose  outlet;  standpipe  hose  on  top  story  to  be  equipped  with 
£-inch  nozzles  and  that  a  reserve  of  not  less  than  2,200 
allons  shall  be  maintained  for  the  standpipe  system  at  all 
mes  and  the  standpipe  system  shall  comply  with  the  rules 
i  all  other  respects  and  the  building  shall  be  not  increased 
i  height  or  area. 


PETITIONS  FOR  VARIATIONS. 

)5-30-S. 

’ETITIONER — Philip  J.  Sinnott,  substituted  for  Croker 
National  Fire  Prevention  Engineering  Co.,  for  303- 
311  Fourth  Avenue  Corp.,  lessee. 

UBJECT — 'Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

'REMISES  AFFECTED — 303-311  Fourh  avenue  and  107- 
113  East  23rd  street,  northeast  corner,  Manhattan. 
PPEARANCES — 

For  Petitioner :  Philip  J.  Sinnott. 

For  Administration :  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings  and  Inspector 
Maher  of  fire  department. 

lCTION  OF  BOARD — Laid  over  to  January  19,  1932,  at 
2  p.  m.,  on  request  of  petitioner. 


95-31-S. 

’ETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Meyer  Emmer,  owner. 

■UBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 

’REMISES  AFFECTED — Rear  southeast  corner  of  Pitkin 
avenue  and  88th  street,  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES — 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

lCTION  OF  BOARD — Petition  granted  on  condition. 

'HE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

"HE  RESOLUTION— 

(495-31-S) 


^Whereas,  Croker  National  Fire  Prevention  Engineering 
"o.,  for  Meyer  Emmer,  owner,  filed,  October  7,  1931,  a  peti- 
ion  for  a  variation  from  the  requirements  of  the  labor  law, 
s  cited  in  orders  and  a  decision  of  the  fire  commissioner, 
ffecting  premises  rear  southeast  corner  of  Pitkin  avenue 
ind  88th  street,  Ozone  Park,  Borough  of  Queens ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  June 
0,  1931,  read: 

“Order  No.  86568-LD : 

“1.  Provide  a  scuttle  opening  in  the  roof,  2'  x  3' 
located  at  the  interior  stairway,  with  a  stationary  double 
rung  ladder  leading  from  top  story  to  said  scuttle,  as  per 
rules  of  the  Board  of  Standards  and  Appeals. 

“2.  Provide  an  additional  means  of  egress  from  each 
floor  of  the  building  remote  from  interior  stairway  as 
per  rules  of  the  Board  of  Standards  and  Appeals.” ; 
nd 

“Order  No.  86569-LD : 

“1.  Arrange  bars  on  windows  on  all  stories  so  as 
to  be  readily  movable  or  removable  from  both  sides  in 
such  a  manner  so  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purpose  of  egress  as  per 
Section  No.  272  of  the  Labor  Law.” ; 
nd 


W  hereas,  the  decision  of  the  fire  commissioner,  rendered 
September  23,  1931,  reads: 

"In  reply  to  your  letter  of  June  27th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  order  No.  86569-LD  and  No.  86568- 
LD,  and  that  you  are  unable  to  do  so  due  to  the  fact 
that  the  Board  of  Standards  and  Appeals  will  not  accept 
an  appeal  for  the  reason  that  the  time  limit,  20  days,  had 
elapsed  and  request  dismissal  and  reissuance  of  the  above 
order. 

You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore  your  request  is  denied.” ; 
and 

Whereas,  the  building,  erected  in  1891,  is  non-fireproof, 
two  stories  in  height,  109  ft.  by  79  ft.,  irregular,  in  area; 
OCCUPIED  as  a  fur  dressing  establishment:  1st  story,  20 
persons ;  2nd  story,  4  persons ;  EXITS :  an  open  interior 
wood  stairway,  extending  from  the  first  story  to  second  story ; 
ROOFS  of  adjoining  buildings:  no  adjoining  buildings; 
and 

Whereas,  petitioner  contends  that  there  is  now  in  the  top 
story  stair  hall  a  scuttle  which  is  2  ft.  6  in.  by  1  ft.  8  in. 
in.  in  area  and  proposes  to  provide  a  stationary  double-rung 
iron  ladder  leading  thereto;  proposes  to  provide  on  the 
front  of  the  building  a  fire  escape  balcony  at  the  west  end 
of  the  second  story  with  sliding  drop  ladder  in  guides  to 
ground;  as  to  the  barred  windows,  petitioner  proposes  to 
arrange  the  bars  on  two  windows  at  the  easterly  side  of  the 
first  story  and  one  window  at  the  southwest  corner,  as  indi¬ 
cated  on  floor  plans  filed  herewith,  also  one  window  at  the 
rear  of  the  second  story,  as  shown  on  second  floor  plans, 
and  contends  that  there  will  then  be  no  point  on  any  story 
which  will  be  more  than  40  ft.  from  an  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  8656'8-LD,  Item  1,  on  condition  that  the  present 
opening  shall  be  made  3  ft.  by  1  ft.  8  in.  in  size ;  that  a  double¬ 
rung  iron  ladder  from  the  top  story  to  said  scuttle  shall  be 
provided  as  required;  as  to  Item  2,  granted  on  condition 
that  an  outside  balcony  with  a  counterbalanced  stairway 
complying  with  the  requirements  for  an  outside  labor  law 
fire  escape  shall  be  provided  at  the  southeasterly  portion 
of  the  second  story,  the  window  at  this  location  to  be  re¬ 
placed  with  3  ft.  8  in.  self-closing  fireproof  door;  as  to 
Order  No.  86569-LD,  Item  1,  granted  on  condition  that  bars 
be  replaced  with  bars  that  are  removable  with  sufficient 
number  of  windows  spaced  the  proper  distance  apart  so  that 
no  two  windows  so  equipped  will  be  more  than  40  ft.  on 
centers ;  that  the  labor  law  shall  be  complied  with  in  all  other 
respects  and  the  building  shall  be  not  increased  in  height 
or  area. 


506-31-S. 

PETITIONER— Samuel  Rosenblum,  for  Estate  of  H.  O. 
Havemeyer,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 568-578  Broadway,  northeast 
corner  of  Prince  street,  Manhattan. 
APPEARANCES— 

or  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  q 

Absent  .  o 

THE  RESOLUTION— 

(506-31-S) 

Whereas,  Samuel  Rosenblum,  for  Estate  of  H.  O.  Have¬ 
meyer,  owner,  filed,  October  13;  1931,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 


65 


MINUTES 


orders  and  a  decision  of  the  fire  commissioner,  affecting 
premises  568-578  Broadway,  Borough  of  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 
August  13,  1931,  read: 

“Order  No.  88392-LD : 

“1.  Extend  the  interior  stairway  to  the  roof,  as  per 
Section  271  of  the  Labor  Law,  said  extension  and  the 
landings  and  passageways  connecting  therewith  to  be 
enclosed  on  all  sides  with  partitions  of  fire  resisting 
material  extending  at  least  3'  above  the  roof,  as  per 
Section  272  of  the  Labor  Law  and  Rule  6  of  the  Board 
of  Standards  and  Appeals  adopted  February  3,  1927.”; 

and 

"Order  No.  88416-LD : 

“1.  Extend  the  interior  stairway  to  the  roof  as  per 
Sec.  271  of  Labor  Law,  said  extension  and  the  landings 
and  passageways  connecting  therewith  to  be  enclosed  on 
all  sides  with  partitions  of  fire  resisting  material  ex¬ 
tending  at  least  3'  above  the  roof,  as  per  Sections  271 
and  272  of  the  Labor  Law  and  Rule  6  of  the  Board  of 
Standards  and  Appeals  adopted  February  3,  1927.”; 

and  .  .  ,  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  9,  1931,  reads: 

“This  will  reply  to  your  letter  of  September  29th, 
1931,  in  which  you  respectfully  request  reconsideration 
of  orders  No.  88392-LD  and  No.  88416-LD,  inasmuch 
as  there  is  at  present  available  _  egress  from  the  top 
floor,  from  one  section  of  the  building  to  the  other,  by 
means  of  the  horizontal  exits  in  the  stair  hall,  and  fur¬ 
thermore,  there  is  available  an  iron  stairs  leading  to 
scuttle  in  the  roof. 

“Your  request  for  the  cancellation  of  these  orders 
must  be  denied.” ; 

and 

Whereas,  the  two  attached  buildings  are  fireproof,  twelve 
stories  in  height,  200  ft.  2  in.  by  111  ft.  and  126  ft.,  irregu¬ 
lar,  in  area;  OCCUPIED  principally  for  the  manufacture  of 
clothing,  not  more  than  125  persons  per  story;  EXITS: 
two  interior  iron  stairways  in  each  building,  extending  from 
the  first  story  to  top  story,  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings ;  a  substandard  fire  escape 
on  the  front  of  each  building,  having  non-fir eproof  open¬ 
ings  along  the  course  thereof,  extending  from  the  second 
story  to  top  story;  ROOFS  of  adjoining  buildings:  same 
level ;  and 

Whereas,  the  petitioner  claims  that  in  addition  to  the 
two  interior  stairways  and  fire  escape  now  provided  for  each 
building  there  is  a  horizontal  opening  through  the  party  wall 
at  each  story  above  the  first  story  protected  by  fire  doors 
on  each  side  of  the  opening ;  a  stationary  iron  stairs  from 
top  story  to  scuttle  in  roof  of  the  southerly  building,  and  a 
counterweighted  stair  to  scuttle  in  roof  of  the  northerly 
building;  furthermore,  the  petitioner  contends  that  it  is 
unnecessary  to  extend  the  interior  stairs  to  the  roof  on 
account  of  the  existing  horizontal  opening  in  party  wall  on 
top  story  through  which  access  may  be  safely  had  to  either 
stairway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  only  so 
far  as  it  affects  the  access  to  the  roof  from  the  two  stair¬ 
ways  in  each  'building,  one  door  or  stairway  being  located 
at  the  Broadway  front  and  the  other  at  the  Crosby  street 
front,  on  condition  that  the  dividing  wall  between  the  two 
buildings  on  the  top  landing  of  the  stairways  at  the  twelfth 
floor  shall  be  pierced  at  each  landing  with  an  opening  not 
less  than  2  ft.  8  in.  wide  and  shall  be  equipped  on  both  sides 
of  the  opening  with  Underwriters’  fireproof  sliding  doors; 
that  there  shall  be  installed  in  the  northerly  stairway,  at 
the  Crosby  street  front,  and  the  southerly  stairway  of  the 
Broadway  front  at  the  top  floor  landing  of  the  stairway,  a 
scuttle  in  the  roof  and  a  stationary  iron  stairway  not  less 
than  in.  wide  at  the  Broadway  front  and  22  in.  at 

Crosby  street  front;  that  the  scuttle  in  the  roof  shall  be 
equipped  with  a  counterbalanced  cover ;  that  the  stair  en¬ 
closure  of  all  stairways  shall  be  carried  to  the  underside  of 


the  rooif,  and  granted  only  so  long  as  the  two  buildings 
remain  in  single  ownership  and  the  building  shall  be  not  in¬ 
creased  in  height  or  area  and  the  use  and  occupancy  re¬ 
mains  substantially  unchanged. 

APPLIANCES  SUBMITTED  FOR  APPROVAL. 

579-31-SA. 

PETITIONER — Truscon  Steel  Co.,  owner. 

SUBJECT — Insuknesh  Material,  approval  of. 
APPEARANCES— 

For  Petitioner:  Walter  B.  Grigsby. 

For  Administration :  None. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1932,  at 
2  p.  m. 


568-31-SA. 

PETITIONER— Mayfield  Oil  Burner  Co.,  owner. 
SUBJECT — Mavfield  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


584-31-SA. 

PETITIONER — Fairfield  Oil  Heating  Co.,  Inc.,  owner. 
SUBJECT — Fairfield  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


592-31-S A. 

PETITIONER — International  Burners  Corp.,  owner. 
SUBJECT— Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de 
partment, 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal 
endar  pending  test  and  report  of  fire  department. 


597-31-SA. 

PETITIONER — National  District  Telegraph  Co.,  ownei 
SUBJECT— N.  D.  T.  Single  Stroke  Gongs,  Types  No.  13 
AS  and  No.  134  DS,  approval  of. 
APPEARANCES— 

For  Petitioner :  Gerald  Purcell. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal 
endar  pending  test  and  report  of  fire  department. 


598-31-SA. 

PETITIONER — National  District  Telegraph  Co.,  owne 
SUBJECT — N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1041 
1046  A  and  1046  AN,  approval  of. 
APPEARANCES— 

For  Petitioner  Gerald  Purcell. 

For  Administration:  Inspector  Maher  of  fire  d< 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Ca 
endar  pending  test  and  report  of  fire  department. 


600-31-SA. 

PETITIONER — Brooklyn  Domestic  Engineering  Cor] 
for  Eastern  Oil  Equipment,  Inc.,  owner. 
SUBJECT — Easternoil  Automatic  Oil  Burner,  Models,  j 
B  and  C,  approval  of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  d 
partment. 
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ACTION  OF  BOARD — 'Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


RULES. 

36-31-SR. 

SUBJECT — General  Area  Rule,  adoption  of. 
APPEARANCES — None. 

ACTION  OF  BOARD — Petition  dismissed. 
rHE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McEHigott .  4 


Negative .  0 

Absent  .  0 


THE  RESOLUTION — 

(■66-31 -.S'R) 

Whereas,  the  board  deemed  that  no  action  was  necessary 
on  these  rules  at  this  time. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 

PROPOSED  AMENDMENTS  TO  FACTORY  EXIT  RULES 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
January  15,  1932,  at  4  p.  m.,  Room  1013,  Municipal  Building, 
ipn  proposed  amendments  to  Factory  Exit  Rules. 

Matter  in  italics  is  new. 

[64-27-SR] 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 


shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance  of 
a  stand  constructed  entirely  of  metal  and  polished  ivire  glass 
for  the '  retail  sale  of  cigars,  cigarettes  and  tobacco  and 
candies  in  original  packages  or  daily  neivspapers  in  the  public 
hall  or  corridor  on  the  first  story  of  any  building  provided 
there  is  no  open  flame.  The  stand  shall  be  set  back  at  least 
eighteen  (18)  inches  from  the  line  of  travel  of  the  required 
legal  width  of  exit. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  January  22,  1932,  at  4  p.  m„  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  “Standpipe”-“Fireline” 
Rules  and  to  consider  the  proposition  for  a  uniform  cer¬ 
tificate  of  occupancy  for  all  boroughs. 

Matter  in  italics  is  new. 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  sections,  drawn  clearly  and  distinctly,  to  a  scale  of  Ya 
inch  or,  by  permission  of  the  Fire  Commissioner,  Y&  inch  to 
the  foot,  for  each  proposed  standpipe  (fire  line)  installation 
or  alteration,  shall  be  submitted  to  and  approved  by  the  Fire 
Commissioner  before  the  work  in  connection  with  the  in¬ 
stallation  is  started.  Such  preliminary  plans  shall  show  the 
size  and  location  of  the  standpipe  (fire  line)  risers,  size  and 
location  of  Siamese  and  cross-connections,  valves,  tanks  and 
connections,  pumps,  hose  stations,  lengths  of  hose,  etc.,  and 


the  location  of  stairways  and  enclosing  partitions  in  relation 
to  the  standpipe  risers  and  hose  stations.  From  these  ap¬ 
proved  preliminary  plans,  three  sets  of  plans  on  cloth,  in 
clean  and  clear  detail,  shall  be  filed  for  final  approval  by  the 
Fire  Commissioner.  A  certified  copy  of  approved  plans  shall 
be  forwarded  to  the  Bureau  of  Buildings  by  the  Bureau  of 
Fire  Prevention.  Such  application  and  specification  forms 
as  may  be  prescribed  by  the  Fire  Commissioner  shall  accom¬ 
pany.  preliminary  plans.  If  an  automatic  sprinkler  system  is 
provided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  that  effect. 

When  new  building  or  alteration  plans  are  filed  with  the 
superintendent  of  buildings  for  buildings  that  wider  the  pro¬ 
visions  of  law  would  require  a  standpipe  the  Superintendent 
of  buildings  shall  so  notify  the  Fire  Commissioner.  A  cer¬ 
tificate  of  occupancy  shall  not  be  issued  by  the  Superintendent 
of  Buildings  until  the  Fire  Commissioner  has  certified  that 
building  is  provided  zvith  a  standpipe  system  conforming  to 
the  requirements  of  the  building  code  and  these  rules. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-bA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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RULES 


fire  retarding  rules  for  garages,  etc. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  ot 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 

and  weather  conditions.  .  . 

When  the  test  specimen  is  in  the  form  ot  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  tire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span.  ...  . 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (A)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2 y2)  inches  of  1:2^4 :5  concrete  or  better,  reinforced 
with  not  less  'than  one-fourth  (J4)  of  one  G)  Per 

cent  of  steel  mesh.  ...  ,  „  „ 

(b)  Two  and  one-half  (2J/4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations:  ,  ,  . 

(a)  One-half  0/4)  inch  plaster  boards, #  or  three- 

eighths  (H)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  meta 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  06) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers;  .  . 

(b)  Two  thicknesses  of  one-quarter  (A)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 
nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16;  inches  on  centers. 

(cj  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yarn,  attached  to  turrmg  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  ()4)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-nreprooi  buildings  used  as  garages,  motor 
vemcle  repair  stiops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
ot  three  (3;  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-hreproot  buildings  required  to  be  hre-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci- 
ned  tor  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  hreproot  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  hre-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  oi  nve  (5)  feet  from  the  ground 
with  No.  4  U.  b.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  hre-retarded  shall  be  protected  with 
the  fire-retarding  materials  specihed  tor  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  hreproot  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
hre-retarding  partitions  continued  through  the  non-hre¬ 
proot  floor  construction,  and  when  unhlled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  tor  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  (16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (A)  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  botli 
sides  with  seven-eighths  (A)  inch  wood  sheathing, 
one-half  (J4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-incf 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  botl 
sides  with  seven-eighths  {A)  inch  wood  sheathing 
two  thicknesses  of  one-quarter  (A)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketec 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidb 
between  the  studs  with  four  inches  of  approved  fire 
proof  materials  and  covered  on  both  sides  with  No 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partition 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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APPROVED  APPLIANCES 


Burners  for  Domestic 

Name  of  Burner  Calendar  No. 

/  B.  C.  Oil  Burner .  1295-24-SA 

i  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

£tna  Automatic  Oil  Burner .  1547-23-SA 

Aiddin  Oil  Burner .  298-26-SA 

Bexander  Oil  Burner .  65-28-SA 

ficoil  Heat  Machine .  632-26-SA 

/jtocrat  Oil  Burner,  Model  B-l .  297-31-SA 

[ker  Automatic  House  Heating  Burner .  1323-22-SA 

E'ker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ellard  Super  Domestic  Oil  Burner .  939-24-SA 

Byard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Brggren  Oil  Burner .  764-26-Sa 

Ettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bttendorf  Oil  Burner .  731-28-SA 

Ejck  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Srden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Banford  Oil  Burner .  36-31-SA 

Boroil  Burner — Type  AA .  1361-24-SA 

Irboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Ij-borundum  Burner .  571-29-SA 

Brter-Korth  Oil  Burner .  54-30-SA 

^ltury  Oil  Burner .  157-28-SA 

jallenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

_|nbustion  Fuel  Oil  Burner .  1105-22-SA 

Inbustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Ijm monwealth  Automatic  Oil  Burner .  348-28-SA 

oak's  Automatic  Oil  Burner .  955-27-SA 

Jpe-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

J: scent  Oil  Burner .  222-29-SA 

own  Oil  Burner,  Type  XA .  426-29-SA 

3|'stal  Blue  Flame  Oil  Burner .  ....  423-29-SA 

Ml  Vaporizing  Oil  Burner .  915-26-SA 

Jflia  Oil  Burner .  155-31-SA 

^Ico  Heat  Oil  Burner .  420-31-SA 

?t-o-matic  Oil  Burner .  663-28-SA 

ferty  Oil  Burner .  943-26-SA 

bnomy  Oil  Burner,  Type  A-l .  45-31-SA 

-jler  Automatic  Oil  Burner .  481-27-SA 

tjctrol  Automatic  Oil  Burner .  239-23-SA 

fjctromatic  Oil  Burner .  603-29-SA 

iferprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

H’O  Oil  Gas  Burner .  1431-23-SA 

'jiltless  Oil  Burner .  493-24-SA 

'id  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

r,ter  Oil  Burner .  715-26-SA 

-nklin  Domestic  Oil  Burner .  560-26-SA 

1;,°  0il  Burner .  47-30-SA 

Wood  Oil  Burner .  373-30-SA 

j.ipco  Steam  Generator .  348-31 -S A 

j}ort  &  Barker  Junior  Flexible  Flame  Do- 

jfflestic  Oil  Burner .  520-31-SA 

1  jert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

■  Oil  Burner .  1231-23-SA 

Ldrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  0-3' .  444-31-SA 

ydspeed  Automatic  Oil  Burner .  957-27-SA 

jf  Oil  Burner .  382-26-SA 

1  dinge  Oil  Burner .  813-25-SA 

jj*ris  Fuel  Oil  Burner .  690-30-SA 

i  t  Automatic  Oil  Burner .  1162-24-SA 

tt  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

l-ward  Oil  Burner .  R96-30-SA 

Ltiator  Oil  Burner .  1346-23-SA 

jcules  Oil  Burner .  510-29-SA 

hv  Type  A  Fuel  Oil  Burner .  688-29-SA 


and  Commercial  Use 

Name  of  Burner  Calendar  No. 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel'Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner . . .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner . . .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atoming  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petrc  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  73'5-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rightway  Oil  Burner .  339-31-SA 


approved  appliances 


56-28-SA 

563-30-SA 

315-30-SA 


463-31-SA 


Name  of  Burner  Calendar  No 

Schulse  Home  Oil  Burner .  1487-23-b 

Security  Oil  Burner . 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  . . 

Silent  Automatic  Oil  Burner .  458"26’E  . 

Silent  Automatic  Burner,  Model  “B” .  709-30-S 

Silent  Automatic  Burner,  Model  “E” .  710-30-S 

Silent  Glow  Oil  Burner,  ModelG .  600-30-bA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-bA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-bA 

Simplex  Domestic  Type  “S-P.”  Oil  Burner. . . .  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-b 

Stroud-in-the-Door  Burner .  129'27'^  A 

Stuhler  Oil  Burner .  ®18'27'^ 

Summerheat  Oil  Burner .  ’J1'2 

Sundstrand  Automatic  Oil  Burner... .  755-26-bA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-oU, 

B-5K  and  C-6U . . .  !  ' LSJ 

Sunflower  Model  S-l  Oil  Burner .  6d7-29-S>a 


Name  of  Burner  Calendar  No. 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sunway  Oil  Burner .  624-30-SA; 

Super  Automatic  Oil  Heater  Model  SSH .  71o-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Toridheet  Oil  Burner .  63-28-bA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  62°‘?8"^ 

Universal  Fuel  Oil  Burner . 

Vesta  Oil  Burner . 


6-24-SA 
451-26-SA 

612-30-SA 


Victor  Oil  Burner . 

Victory  Oil  Burner .  320'™ 

Volcano  Automatic  Oil  Burner .  5o6-29-bA 


1155-25-SA 


Wayne  Oil  Burner . /  * 

Williams  Oil-o-matic  Fuel  Oil  Burner,^  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  K  and 

Model  “JJ”  . 918-22-b^| 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 


19-25-SA 


York  Automatic 


Oil  Burner .  44-29-SA 


APPROVED  APPLIANCES 


1493-22-SA 

1176-27-SA 


Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner... . ;  • 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . . . 

Babcock  &  Wilcox  Mechanical  Oil  Burner - 

Burnwell  Mechanical  Burner .  _  . 

Caloroil  Burner,  Type  AA .  ~ 

Coen  Mechanical  Oil  Burner .  . 

Cornell  No.  1  Type  A  Oil  Burner .  3  'b 

Dahl  Mechanical  Fuel  Oil  Burner .  Z.’ca 

D’Elia  Oil  Burner . 

Enco  Type  400  Steam  Atomizing  Oil  Burner. .  1414-23-bA 

Enco  Mechanical  Oil  Burner .  o09-30-b 

Fuel  Oil  Burner .  1149-27 


Burners  for  Industrial  Use 

Mahrvel  Low  Pressure  Burner . . 
Maxon  Oil  Burner  (New  Style) 

May  Oil  Burner . 

Mid-West  Oil  Burner, 


859-26-SA 

1036-22-SA 

68-24-SA 


Models  106,  108,  208, 


1414-22-SA 

1464-21-SA 

45-21-SA 

957-22-SA 


SA 


348-31-SA 

-SA 


Enterprise  Rotary  Fuel  UU  burner .  " 

Fess  Turbine  Burner .  _ 23  SA 

Frankfort  Type  P  Oil  Burner .  cA 

Gem  Fuel  Oil  Burner .  lll-2b-bA 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-1 

GRD  Fuel  Oil  Atomizer .  ~  '  "SA 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hauck  Venturi  Low  Pressure  Oil  Burner . 

Hayward  Oil  Burner .  '  ‘SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-bA 

Induslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner .  ^q.Ir-SA 

Liberty  Automatic  Heater . 


72-31-SA 
690-30-SA 
88-27-SA 


5-24-SA 
367-30-S A 


Lientz  Oil  Burner. 


129-28-SA 

155-20-SA 


211,  311  and  . . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner.... 

Oil-Elec-Tric  Oil  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . . . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner............ . 

Petro  Mechanical  Burner  and  Air  Register.... 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner - 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner . 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner.. 

Steam  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner.... 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate-Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 


327-31-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 

185- 29-SA 

186- 29-SA 
255-31-SA 
792-26-SA 
317-31-SA 
394-30-SA 
617-30-SA 
644-21-SA 
4 52 - 31- S A 
735-24-SA 


40-31-SA 

660-30-SA 

438-31-SA 

367-21-SA 

504-23-SA 

341-21-SA 

583-21-SA 

1203-22-S/ 

183-22-SA 

92-23-S^ 

1254-24-S/ 

1444-23-S^ 

297-29-S( 

1525-22-S^ 

454-25-S- 

123-23-S-' 

19-25-Sj 


70 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

1-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

3-27-A — 39  Fifth  avenue,  Manhattan. 

3-27-A— 13-16  Central  Park  West,  Manhattan. 

1-27- A — 20-28  West  72nd  street,  Manhattan. 
d-27-A — 242-248  West  76th  street,  Manhattan. 
jj-30-A — 46  West  98th  street,  Manhattan. 

:-30-S  519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

Quimby  Screw  Pump,  approval  of. 

— Crocker  Gas  Valve,  approval  of. 

-Kennell  Gas  Cut-Off  Valve,  approval  of. 

Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

■Master  Gas  Shut-Off  Valve,  approval  of. 
Packless  Gas  Shut-Off  Valve,  approval  of. 

S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

•Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

■Automatic  Gas  Shut-Off,  approval  of. 

-Tilman- White  Gas  Cut-Off  Valve,  approval 

of. 

Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

■Ludlow  Gas  Cut-Off  Valve,  approval  of. 
■Apex  Gas  Cut-Off  Valve,  approval  of. 

•Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

-Pbister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-Koerting  Gear  Pump,  approval  of. 

-Keenan  Gas  Shut-Off  Valve,  approval  of. 
-Leader  Gas  Shut-Off  Valve,  approval  of. 
-Elkhart  Flush  Type  Siamese,  approval  of. 
-Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

-Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

■Alert  Gas  Shut-Off  Valve,  approval  of. 

-N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

-Safe- Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

-A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

Kennedy  2l/2 -inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

-Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


)  21-SA 
lj-22-SA 
>,-22-SA 
»  23-SA— 

I 

Sf  23-SA- 
i!  23-SA 
ij  23-SA- 
i'23-SA- 

"►23- S  A — 

:  23-SA 
!, 23-SA 

523-SA— 

23-SA 
<|23-SA 
&4-SA— 


-25-SA- 

B7-SA- 

127-SA 

K7-SA- 

E7-SA- 

:’8-SA- 

^8-SA- 

&8-SA- 


260-30-SA 

359-30-SA 


-  Scranton  Steam  Pumps,  approval  of. 

—Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 
huthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
■Standpipe  Outlet  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’ 

Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
■Petro  Oil  Burner,  Afodels  D-10  to  D-15  ap¬ 
proval  of. 

SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

Can  t  Pull  Anti-Syphon  Trap,  approval  of. 
-hd wards  &  Co.  Catalog  No.  551  Vibrating  Bell 
tor  Alternating  Current  Operation,  approval 

Lunkenheimer  2k2-Inch,  Figure  No.  8610. 
Bronae  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 
Lunkenheimer  2k2-Inch,  Figure  No.  8613, 
bronae  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of 
bchwanze  Single  Stroke  Bells  for  Fire  Alarm 
m  /?u*y'.Na  3~-A  and  No.  37-D,  approval  of. 

~ 1  odd  Spiro  Burner,  approval  of. 

-Superfex  Oil  Burning  Heater,  approval  of. 
-Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

ffano-Flame  Oil  Burner,  approval  of 
■Remington  Domestic  Oil  Burner,  Type  B  ap¬ 
proval  of.  ’ 

Page  Fuel  Burner,  approval  of. 

Standard  Automatic  Oil  Burner,  Type  14-G 
approval  of. 

Standard  Automatic  Oil  Burner,  Type  11-G 
approval  of. 

-DeWalt  Oil  Burner,  approval  of. 

-National  Airoil  Type  D-R  Rotary  Oil  Burner 
approval  of. 

-Mayfield  Oil  Burner,  approval  of. 

-Fairfield  Oil  Burner,  approval  of. 

-Crescent  Type  M  Size  1  Oil  Burner,  approval 

of. 

N-  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 
AS  and  No.  134  DS,  approval  of. 

N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046, 
1046  A  and  1046  AN,  approval  of. 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


568-30-SA 

730-30-SA 

32-31-SA 

40-31-SA 


125-31-SA — 

137-31-SA 
'224-31-SA 


250- 31-SA 

251- 31-  SA 

396-31-SA — 

470-31-SA 
491-31-SA 
5 13-31- S A- 

530-31-SA- 
532-3 1-S A- 

534-31-SA- 

536- 31-SA- 

537- 31-SA — 

541-31-SA- 
548-31-SA- 

568-31-SA- 
584-31-SA- 
592-31-SA- 

597- 3 1-S A 

598- 31-SA — 
600-3'1-SA — 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
of  Form  7 NO,  for  notices  to  property  owners,  such 
are  not  to  be  supplied  by  this  office, 
applicant  is  entitled  only  to  one  copy  of  Form  7NO 

ly  filled  out. 


I  f  lie  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


BUILDING  CODE  ON  SALE. 

Ves.  of  the  Building  Code  are  now  on  sale  at  the 
nut-ion  Division  of  the  Citv  Record  Office,  378  West 
*vay.  Price  $125;  by  mai'l  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  _  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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docket. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  January  6,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


disposition  of  cases. 

344  Withdrawn  . 

Dismissed . 

Denied . 

5  Granted  . . . 

Granted  on  condition . 

Appliances  approved  . . . .•*•' . 

4  Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved  . . . .  •  . . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

9  Requests  to  reopen  granted . 

Requests  to  reopen  denied . . 

1  Requests  to  amend  granted . 

Requests  to  amend  denied . 

1  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied. .. . • . 

2  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

0  Plans  approved  . 

Plans  disapproved  . . . 

0  Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn . 

0  Interpretations  . •.•••/••• . 

Requests  withdrawn  or  dismissed . 


m  ,  366 

Total  . .  27 

Disposed  of  .  . . 

Cases  pending  January  6,  . .  339 


Total 


WARNING 


Notice  is  hereby  * -  •**££  an?' engined 

?epPJ«e"nttinga"wners  or  lessees  in  proceedings  before  the 
board 


ara — 

First  That  if  they  do  not  appear  in  person  or  by  rep- 
resentative  at  the  hearing  of  then  ease,  dtsm.ssal  for  lack 
of  prosecution  is  likely  to  result. 

r.  j  That  due  and  ample  notice  of  the  date  set  tor 
Second,  That  dlle  .  ,  nlihliration  in  this  Bulletin  of 

hearing. 


offices  of  the  board  and  of  the  further  publication  of 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendancy,  of 
appeal  or  petition  ties  the  hands  of  the  administrative  j 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  peti 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by 

other  method  of  delay.  .  .  .  .... 

Sixth,  That  no  appeal,  application  or  .  petition  will  be 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  p 
and  data  required  by  law  are  supplied,  as  specified  on 
blank  appeal,  application  or  petition  forms. 


board  of  standards  and  appeals 
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New  York  City.  .  .  4  m 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  January  8,  1932  10  A.  M. 
Minutes  of  Special  Meeting,  January  8,  1932,  2  P.  M. 

Minutes  of  Regular  Meeting,  January  12,  1932, 

10  A.  M. 

Minutes  of  Regular  Meeting,  January  12,  1932, 
2  P.  M. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”-“Fireline”  Rules. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Approved  Burners  for  Industrial  Use. 

Reserve  Calendar. 


Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


Cfice — Municipal  Building,  Rooms  1001  to  1015. 

Ilephone — WOrth  2-0184. 

Cfice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

!  communications  should  he  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  January  19,  1932, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  26,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman . 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  January  13,  1932. 


Cal.  No.  Department.  Premises  Affected. 

19-32-S . F.D . 15-19  E.  33rd  st.,  Man., 

_  L.  D.  81687 

18- 32 -A . F.D . 252-262  W.  40th  st.,  Man., 

-  L.  C.  68910 

17-32-BZ . B.B.Bx. .  .2162-2174  Webster  ave.,  Bx., 

-  Alt.  3-1932 

16-32-BZ . B.B.B _ 1302-131 2  E.  65th  st.,  Bklyn., 

- —  Applic.  16091-1931 

15-32-A . F.D . Foot  of  Taylor  st.,  north  side, 

Richmond  terr.,  46  ft.  west  of 
Taylor  st.,  West  New  Brigh- 

-  ton,  Rich.,  Applic.  34-1932 

14-32- A . F.D . 469  Kent  ave.,  Bklyn., 

-  L.  F.  91239 

13-32- A . F.D . 458  Rodney  st.,  Bklyn., 

-  F- 86847 

12-32-BZ . B.B.B _ 6513-652)1  Fifth  ave.,  Bklyn., 

-  Applic.  23-1932 

11-32- A . F.D . 260-264  36th  st.,  Man., 

-  F- 84447 

10-32-BZ . B.B.Bx. .  .2073  Southern  blvd.,  Bx., 

-  Alt.  656-31 

9-32-SA . F.D . Autopulse  Electric  Oil  Pump 

Outfit,  Model  1000, 

- - —  Appliance 

8-32-S . F.D . 47  W.  47th  st.,  Man., 

-  L.  D.  89987 

7-32- A . .F.D . 306  Broadway,  Man., 

-  •  FUSS'S 

6-32-BZ . B.B.B.... 21  Clark  st.,  Man., 

-  Applic.  159,13-31 

Restored  to  Calendar. 

216-29-BZ . B.B.Q ....  Southwest  corner  of  Nassau 

blvd.  &  Little  Neck  rd.,  Little 

-  Neck,  Q.,  N.  B.  6291-31 

1223-25-BZ . B  B.B ....  174-178  Vanderbilt  ave.,  Bklyn., 

- —  Applic.  14656-31 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  19,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

324-31-BZ. 

APPLICANT — William  Westerfield  Havens,  for  Sarah 
Morris,  owner. 

PREMISES — East  side  of  70th  street,  115.94  ft.  north  of 
Astoria  avenue,  North  Woodside,  Borough  of 
Queens,  • 


APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
lumber  yard. 

426-31-BZ. 

APPLICANT — Raymond  A.  Tierney,  for  Henry  Sloman 
and  Margaret  Sloman,  owners. 

PREMISES — 2310-2314  Atlantic  avenue,  south  side,  79  ft 
11  in.  west  of  Eastern  parkway,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  the  installation  of  a  gasoline 
service  station. 

430-31-BZ. 

APPLICANT — Sydney  J.  Schwartz,  for  Sabine  Hoffmann, 
owner. 

PREMISES — 2070-2072  84th  street,  south  side,  100  ft.  west 
of  2 1st  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exten¬ 
sion  and  change  of  occupancy  from  residence  use 
to  a  business  use. 

508-31-BZ. 

APPLICANT — William  F.  Regan,  for  Frederick  Wellman, 
owner. 

PREMISES — 130-23  Springfield  boulevard,  Springfield, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

544-31-BZ. 

APPLICANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  John  Centrone,  owner. 

PREMIIES — 784-786  Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

APPLICATION,  under  section  7e  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  1 5)  motor 
vehicles. 

549-31-BZ. 

APPLICANT — Max  Siegel,  for  Jametro  Realty  Corp, 
owner. 

PREMISES — 4022-4032  New  Utrecht  avenue  and  961-971 
41st  street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

489-31-BZ. 

APPLICANT — Christian  S.  Juell,  for  Buena  Vista  Estates, 
Inc.,  owner. 

PREMISES — 138-53  Northern  boulevard,  north  side,  310  ft. 

east  of  Union  street,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop. 
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JANUARY  19,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
19,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  NO.  661-30-BZ— Application,  November  6,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Charles  Shankroff,  applicant,  on 
behalf  of  David  H.  Yeoman  and  Pauline 
S.  Sparrow,  owners,  to  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  2045-2071 
54th  street,  Brooklyn. 

cal.  no.  423-31-BZ — Application,  August  28,  1931,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  Nathan  Rotholz,  applicant,  on 
behalf  of  Constantin  Wagner,  owner,  to 
permit  in  a  residence  district,  extending 
from  a  business  district,  the  maintenance 
of  a  tailor  shop ;  premises  2481-2487 
Broadway  and  251  West  92nd  street, 
northwest  corner,  Manhattan. 

cal.  no.  442-31-BZ — Application,  September  9,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  V.  McDevit,  applicant, 
on  behalf  of  M.  Palace,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  305-311  New  Dorp 
lane,  east  side,  120  ft.  north  of  Clawson 
avenue,  Borough  of  Richmond. 

pL.  no.  510-31-BZ — Application,  October  17,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Port  Richmond  Poultry 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
2020-2022  Richmond  terrace  and  2-8 
Park  avenue,  southwest  corner,  Port 
Richmond,  Borough  of  Richmond. 

al.  no.  511-31-BZ — Application,  October  19,  1931,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  Weeks  Avenue  Construction 
Co.,  Inc.,  applicant  and  owner,  to  permit 
in  a  residence  district,  extending  from 
a  business  district,  the  maintenance  of 
a  business  occupancy ;  premises  859-865 
Gerard  avenue  and  62-72  East  161st 
street,  southwest  corner,  The  Bronx. 

al.  no.  202-27-BZ — Application,  February  25,  1927;  granted 
on  certain  conditions  June  7,  1927 ;  re¬ 
opened  and  extension  of  temporary  per¬ 
mit  granted  May  21,  1929;  reopened  for 
extension  of  temporary  permit  July  7, 
1931,  under  sections  7f  and  21  of  the 
building  zone  resolution,  of  Blazius 
Wenzler,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  building  to  be  used  as 
stores  on  the  first  story  and  as  dwellings 
above;  premises  80-17  Cooper  avenue, 
northwest  corner  of  Agnes  place,  Glen¬ 
dale,  Borough  of  Queens. 

*l.  no.  486-31-BZ — Application,  October  1,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Robert  Teichman,  appli¬ 


cant,  on  behalf  of  Mary  Jamieson, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  exist¬ 
ing  business  use  in  part  of  an  existing 
building;  premises  58  East  86th  street, 
Manhattan. 

cal.  no.  509-31-BZ— Application,  October  17,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Samuel  Nehemiah,  owner,  to 
permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  53-55  Henry 
street  and  84-90  Cranberry  street,  south¬ 
east  corner,  Brooklyn. 

cal.  no.  60-30-BZ— Application,  January  27,  1930  ;  dismissed 
for  lack  of  prosecution  November  11, 
1930;  reopened  and  restored  to  Calen¬ 
dar  December  15,  1931,  under  section  21 
of  the  building  zone  resolution,  of 
James  Kearney,  applicant,  on  behalf  of 
Florence  L.  Cruikshank,  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  northeast  corner 
of  Parsons  boulevard  and  84th  road. 
North  Jamaica,  Borough  of  Queens. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


JANUARY  19,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

546-31-A — -23-2*5'  East  26th  street,  18-20  East  27th  street  and 
56-60  Madison  avenue,  Manhattan. 

553-31- A — 30  Hamilton  place,  Manhattan. 

515- 31-A — 170  West  76th  street,  Manhattan. 

542-31-A — 538  Madison  avenue,  Manhattan. 

55 1-31- A — 472  Broadway,  Manhattan. 

556-31-A— 29-35  Chambers  street,  11-21  Centre  street,  1-13 
Reade  street  and  1  Elm  street,  Manhattan. 

Petitions  for  Variations. 

469-31-S — 141-145'  West  36th  street,  Manhattan. 

639-30-S — 305-313  East  45th  street  and  306-312  East  46th 
street,  Manhattan. 

516- 31-S — 465-467  Kent  avenue,  Brooklyn. 

519-34-S — 252-254  Dumont  avenue,  southeast  corner  of 
Chester  street,  Brooklyn. 

559-31-S — 52  East  9th  street,  Manhattan. 

561-31-S — 335-337  Greenwich  street  and  20-24  Jay  street, 
southeast  corner,  Manhattan. 

395-30- S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 


JANUARY  22,  1932,  4  P.  M. 

SPECIAL  MEETING. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  26,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

416-31-BZ. 

APPLICANT— S.  Walter  Katz,  for  A.  M.  Beck  Realty 
Corp.,  owner. 


CALENDAR 


PREMISES-159  West  73rd  street  north  side,  219  ft.  east 
of  Amsterdam  avenue,  Manhattan 
APPLICATION,  under  section  21  of  the  build  g 

pit'  residence  district  the  change  of  occu- 
T°  PE™  Jof  the  basement  story  of  an  etdstmg  dwelhng 
to  business  use  (restaurant) . 


422-31-BZ. 

V  and  Merrick  road,  Jamaica,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zon 

TO  PERMITtn’a  business  district  the  erection  and  main- 
T°  te“  ce  of  a  gasoline  service  slat, on,  motor  veh.de 
laundry  and  greasing  pits. 


232-28-BZ.  „  ,  tt  ij-  „ 

APPLICANT — McCooey  &  Conroy,  for  Cordova  Holding 

Corp.,  present  owner. 

PREMISES — 445  Empire  boulevard,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution,  _  I 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 

P  residence  district,  the  alteration  and  convers.on  of 
a  portion  of  a  garage  to  an  automobile  repair  shop 
permission  to  erect  the  garage  haying  been  granted 
by  the  board  (reopened  January  o,  1932). 


v  /\  -«  q  i  I  )  7 

appt  TCANT _ A  S  Mongiello,  for  M.,  Rigat,  owner. 

APPLIC°ATION?Sunder  section  21  of  the  building  zone 

TO  PERMIT  h"'a  business  district  the  erection  and  main- 
tenance  of  a  gasoline  service  station. 


JANUARY  26,  1932,  10  A.  M. 

Building  Zone  Applications.  I 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
26,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


552-31-BZ. 

APPLICANT — Buelah  Holding  Corp.,  owiyy-  .i 

PREMISES— 7504  Sixth  avenue  and  588  7oth  street, 

APPLI CATI  0°N?e  under°°section  21  of  the  building  zone 

TO  PERMLlMna  residence  district  the  conversion  of  occu- 
nancy  from  a  residence  use  to  a  business  use 
(funeral  parlor  on  the  first  story). 


cal  no  329-31-BZ — Application,  June  30,  1931,  under  sec- 
cal.  no.  tio]f21  o{  the  ,building  zone  resolution 

of  Jacob  Leiman,  applicant,  on  behalf 
of  Samuel  Meyerowitz,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
of  an  existing  business  use  (store); 
premises  57-61  71st  street,  Maspet  , 
Borough  of  Queens. 


APPLICANT— Joseph  D.  Tarlowe,  for  Sarah  Chassen, 

PREMISES— 438-448  Glenmore  avenue  and  259  Vermont 
street,  southeast  corner,  Brooklyn 

APPLICATION,  under  section  21  of  the  buildinB 

TO  PERMlTh^a  business  district  the  erection  and  main- 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop.  , 


cal  no  528-31-BZ— Application,  October  28,  1931,  under 
CAL-  section  21  of  the  building  zone  resolu¬ 

tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  'behalf  of  George  W  Horr, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  70-52  Ivis- 
sena  boulevard,  northwest  corner  of 
70th  road,  Flushing,  Borough  of  Queens. 


334-31-BZ.  .  c  v 

APPLICANT— Shirley  Kahn,  for  American  Seal  Rap 

PREMISES— lTlir 'to  11-27  44th  drive  (Nott  avenue), 
Ton°-  Island  City,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

TO  PEReM0ITh"a  business  district  the  change  of  the  occu- 
nancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also  a  motor 
vehicle  repair  shop  (previously  dismissed  for  lack 
of  probation:  reopened  and  restored  to  Calendar 

January  5,  1932). 


cal  no  529-31-BZ— Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Louis  Lafremere, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  i.n  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  126-lt 
Merrick  boulevard,  northwest  corner  o 
127th  avenue,  Springfield,  Borough  oi 
Queens. 


cal  no  566-31-BZ— Application,  November  25,  1931,  unde 
CA  •  •  section  21  of  the  building  zone  resolu 

tion,  of  Hyman  &  Segall,  applicants,  oi 
behalf  of  T.  &  H.  Construction  Corp 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  119-01  t 
1 19-03  Jamaica  avenue,  northeast  coi 
ner  of  Lefferts  avenue,  Richmond  Hil 
Borough  of  Queens. 


128-31-BZ.  ,  T 

APPLICANT— Leon  Levy,  for  Birdie  Levy,  owner. 
PREMISES— 248  West  69th  street,  Manhattan 
APPLICATION,  under  sections  <e  and  21  of  the  huiiai  g 

TO  PERMITMn  a  business  district  the  alteration  of  a 
garage  (permission  to  erect  which  was  granted  by 
the  board)  by  constructing  openings  on  the  first 
and  second  stories  in  the  division  wall  between  this 
building  and  the  building  adjoining  to  the  east  (re 
nnpnprl  Taniiarv  5.  1932). 


cal  no  335-28-BZ— Application,  April  11,  1928;  denie 
December  4,  1928;  request  to  reopt 
denied  May  21,  1929;  reopened  Octoh 
27,  1931,  under  section  21  of  the  bull* 
ing  zone  resolution,  of  Celia  Rosoff,  a' 
plicant  and  owner,  to  permit  in  a  bu; 
ness  district  the  erection  and  mamt 
nance  of  a  gasolinfe  service  statioi 
premises  516-522  Sheepshead  Bay  roa 
southeast  corner  of  West  5th  stre 
Brooklvn. 


76 


CALENDAR 


cal.  no.  158-31-BZ — Application,  April  8,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931;  reopened  and  restored  to  Calen¬ 
dar  December  15,  1931,  under  section  21 
of  the  building  zone  resolution,  of 
Joseph  A.  Walsh,  applicant,  on  behalf 
of  Ella  Leshnower,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southeast  corner  of  101st 
avenue  and  Van  Wyck  boulevard, 
Jamaica,  Borough  of  Queens. 

cal.  no.  524-3 1-BZ— Application,  October  27,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Nelson  Cooper,  applicant,  on 
behalf  of  President  and  Fellows  of 
Harvard  College,  owner,  to  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  for  retail 
store  purposes ;  premises  2332-2340 
Grand  concourse  and  boulevard,  2331- 
2345  Ryer  avenue  and  244  Field  place, 
The  Bronx. 

r 

i  cal  no.  53'3-31-BZ— Application,  November  4,  1931,  under 

sections  7c  and  21  of  the  building  zone 
resolution,  of  Martin  J.  Ort,  applicant, 
on  behalf  of  Abraham  Brooks,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district, 
the  maintenance  of  a  building  to  be 
occupied  as  a  motor  vehicle  repair  shop 
and,  also,  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  610  East 
156th  street,  The  Bronx. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


JANUARY  26,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

531-31-A— 99-101  Fifth  avenue,  Manhattan. 

538-31-A— 36-42  West  24th  street,  Manhattan. 

370-31-A— Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

554- 31-A — 1969-2033  Metropolitan  avenue  and  2063  Flush¬ 

ing  avenue,  Maspeth,  Borough  of  Queens. 

560-31-A— 159-169  John  street  and  24-28  Hudson  avenue, 
northwest  corner,  Brooklyn. 

562-31-A — 4027  23rd  street,  Long  Island  City,  Borough  of 
Queens. 

1  543-31-A— 1-9  Madison  avenue,  310-316  Fourth  avenue,  2-20 

East  24th  street  and  1-17  East  23rd  street, 
Manhattan. 

i  565-31-A — 3-5  West  8th  street,  Manhattan, 

f  481-31-A— 119-121  West  23rd  street  and  112-114  West  24th 

street,  Manhattan. 

517- 31-A — 53  West  56th  street,  Manhattan. 

Petitions  for  Variations. 

518- 31-S — 53  West  56th  street,  Manhattan. 

436-31-S — 18  East  49th  street,  Manhattan. 

53'5-31-S — 301-303  Third  avenue,  Brooklyn. 

507-31-S — 214-226  West  29th  street,  Manhattan. 

555- 31-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 

139  Fulton  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

540-31-SA — Acoustex  Material,  approval  of. 


JANUARY  29,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  January 
29,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  571-30-BZ — Application,  September  3,  1930;  denied 
January  6,  1931 ;  reopened  October  14, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Joseph  M.  Loner- 
gan,  applicant,  on  behalf  of  Frank  C. 
Colyer,  lessee,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  the  basement  story  of 
an  existing  apartment  house  from 
dwelling  to  business  use  (restaurant)  ; 
premises  761-765  St.  Mark’s  avenue 
and  123-147  New  York  avenue,  north¬ 
east  corner,  Brooklyn. 

CAL.  no.  303-30-BZ— Application,  May  1,  1930;  withdrawn 
October  7,  1930 ;  reopened  October  8, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Homack  Construc¬ 
tion  Corp.,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  117-01  Farmers  boule¬ 
vard  and  189-14  Foch  boulevard  (Cen¬ 
tral  avenue),  southeast  corner,  St. 
Albans,  Borough  of  Queens. 

cal.  no.  404-31-BZ — Application,  August  18,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  Cipriano,  applicant,  on  be¬ 
half  of  Lucy  Cipniano  and  Lena  Cip¬ 
riano,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
6413-6423  Fort  Hamilton  parkway  and 
949-957  65th  street,  northeast  corner, 
Brooklyn. 

cal.  no.  431-31-BZ—  Application,  September  2,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H.  Simon,  applicant, 
on  behalf  of  Amram  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2902-2924 
Avenue  U,  southwest  corner  of  Nos¬ 
trand  avenue,  Brooklyn. 

cal.  no.  447-31-BZ — Application,  September  11,  1931.  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Harry  Korn,  applicant, 
on  behalf  of  Samuel  Shore  and  Harry 
Korn,  owners,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
a  factory  building  and  the  extension  of 
the  existing  business  use ;  premises  296- 
300  Putnam  avenue,  south  side,  300  ft. 
east  of  Nostrand  avenue,  Brooklyn. 

cal.  no.  497-31-BZ — Application,  October  8,  1931,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Charles  Schaefer,  Jr.,  applicant, 
on  behalf  of  William  Hagedorn,  owner, 
to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business  build- 
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ing ;  premises  2493  Valentine  avenue  and 
226  Fordham  road,  southwest  corner, 
The  Bronx. 


cal  no  405-31-BZ — Application,  August  19,  1931,  under 
sections  6,  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  George  Mazirow, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  2130  At¬ 
lantic  avenue  and  275  Saratoga  avenue, 
southeast  corner,  Brooklyn. 

CAL.  NO.  367-31-BZ— Application,  July  21,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Urquhart,  applicant,  on  be¬ 
half  of  Alexander  Mintz,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner,  of 
117th  street  and  101st  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

cal  no.  346-3 1-BZ— Application,  July  7,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bernard  H.  Loizzo,  applicant,  on 
behalf  of  Antonetta  Aquarella  and 
Donato  Aquarella,  owners,  to  permit  in 
a  business  district  an  alteration  and 
conversion  of  occupancy  from  a  garage 
for  five  (5)  motor  vehicles  to  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  motor  vehicle  repair  shop; 
premises  502-504  Fourth  avenue,  west 
side,  60  ft.  south  of  12th  street,  Brook¬ 
lyn. 

cal  no  480-31-BZ — Application,  September  29,  1931,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  R.  L.  Giffen,  applicant, 
substituted  for  Christian  S.  Juell,  on 
behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  29,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

277-31-A — 489  Fifth  avenue  and  12  East  42nd  street,  Man¬ 
hattan. 

494-31-A— Foot  of  Patterson  and  Newman  avenues,  The 
Bronx. 

720-30-A— Gun  Hill  road,  south  side,  from  Bainbridge  ave¬ 
nue  to  Steuben  avenue,  The  Bronx. 

299-31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

482-31- A — 190-194  Water  street,  Brooklyn. 

485-31- A — 605-611  Sixth  avenue  and  104  West  18th  street, 
southwest  corner,  Manhattan. 

539-31- A _ 1275-1277  Broadway  and  28-30  Goodwin  place, 

Brooklyn. 

241-31- A— 119  West  33rd  street,  Manhattan. 

930-31-A — .117  West  33rd  street,  Manhattan. 


Appliance  Submitted  for  Approval. 

579-31-SA — Insulmesh  Material,  approval  of. 

474-31-S— 97-02  to  97-04  150th  street,  southeast  corner  of 
97th  avenue,  Jamaica,  Borough  of  Queens. 
201-31-S — 1215-1225  Broadway,  Manhattan. 

525-31-S — 1204-1210  Broadway,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  2,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

578-31-BZ.  1 

APPLICANT— Joseph  D.  Nunan,  for  Clara  Carnes  and 
Margaret  Wolf,  owners. 

PREMISES— 80-01  to  80-07  164th  place  and  164-25  to  164- 
34  Union  turnpike,  southeast  corner,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

5'88-31-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Shalex  Realty  Co., 
Inc.,  owner.  « 

PREMISES— 4355-4363  Broadway,  northwest  corner  of 
West  186th  street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

5  89-3 1-BZ. 

APPLICANT— Max  Siegel,  for  Arthur  H.  Beil,  owner. 

PREMISES— 159-01  to  159-03  114th  avenue  (Linden  boule¬ 
vard),  northeast  corner  of  159th  street,  and  159-02 
to  159-04  Meyer  avenue,  Jamaica,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  2,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
2,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  410-31-BZ — Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louise  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  500-31-BZ — Application,  October  9,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Maurice  Z.  Bungard,  ap¬ 
plicant,  on  behalf  of  2762  West  17th 
Street  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte- 
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nance  of  a  building  to  be  used  as  a 
poultry  slaughter  house;  premises  2762- 
2764  Cropsey  avenue,  west  side,  80  ft. 
north  of  Neptune  avenue,  Brooklyn. 

:al.  no.  523-31-BZ — Application,  October  26,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  Martin  Cohen,  applicant, 
on  behalf  of  Antonia  Panasci,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  1726-17 3®  Gravesend  avenue, 
west  side,  180  ft.  south  of  Avenue  O, 
Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


FEBRUARY  2,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 
574-31- A — 25-27  West  32nd  street,  Manhattan. 


576-31-A — 52  Vanderbilt  avenue,  southwest  corner  of  East 
45th  street,  Manhattan. 

5'81-3'1-A — 311-313  East  116th  street,  Manhattan. 

593-31-A — 501  East  132nd  street  and  500  East  133rd  street, 
The.  Bronx. 

'  Petition  for  Variation. 

580-31-S — 311-313  East  116th  street,  Manhattan. 


FEBRUARY,  5  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

4S8-31-A — 271  New  Lots  avenue  and  612-620  Alabama 
avenue,  northwest  corner,  Brooklyn. 

Petition  for  Variation. 

440-31 -S — 160-,178  Jay  street,  97-195  High  street  and  84-94 
Sand  street,  Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  JANUARY  8,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 


BUILDING  ZONE  CASES. 

D5-31-BZ. 

APPLICANT— Henry  J.  Nurick,  for  George  Mazirow, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6,  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  extension  of  an  existing  gasoline  service 
station. 

-’REMISES  AFFECTED — 2130  Atlantic  avenue  and  275 
Saratoga  avenue,  southeast  corner,  Brooklyn. 

APPEARANCES — 

For  Applicant:  Henry  J.  Nurick  and  George 
Mazirow. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  committee  of 
board. 


02-31-BZ. 

APPLICANT — Eugene  De  Rosa,  for  Melrose  Bond  & 
Mortgage  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  theatre  building. 

PREMISES  AFFECTED — 1534-1540  Grand  concourse, 
east  side,  268.9  ft.  south  of  Mt.  Eden  avenue,  and 
1555  Sheridan  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harold  L.  Leddy. 

For  Opposition :  Charles  Schaeffer. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


41'8-31-BZ. 

APPLICANT  Samuel  Rosenblum,  for  Gerwan  Realty  Co 
owner. 

SLBJECr  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
an<^  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1036-1060  Gravesend  avenue, 
southwest  ’  corner  of  Parkville  avenue,  Brooklvn 
APPEARANCES—  y  ' 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  David  L.  Blick. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
read  and  adopted;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative . !!.!!!!!!  0 

Absent  .  0 

THE  VOTE  TO  WITHDRAW—" 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative . !!..!! .  0 

Absent  . ’  ’  ’  .  0 


1126-27-BZ. 


^  ^  x  m  a. — i  <muirc  -oricKinan,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  granted  on  certain  conditions  and 
wherein  the  time  to  obtain  permits  and  to  complete 
work  has  expired;  reopened  October  22  mil 
PREMISES  AFFECTED — 1781  Hilder  avenue,  The  Bronx 
APPEARANCES— 


For  Applicant:  Louis  A.  Sohoffel. 

For  Opposition :  None. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
read  and  adopted;  application  withdrawn. 
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minutes  _=========== 

_ _  Whereas,  this  application  was  made  the  subject  of  an  in- 

n'un'  vnTF  TO  ADOPT  REPORT —  snection  by  a  committee  of  the  board,  which  inspection  was 

IHE  Affirmative :  Temporary  Chairman  Coune  ',  ^  -  made  and  report  of  which  was  read  at  this  hearing  and 

missioners  Holland  and  Guilfoyle  ai  report  of  the  committee  recommends  the  denial  of  this 

£2*  Chief  .  J  application,  as,  in  its  opinion,  due  to  the  present  condition 

Negative  .  0  of  Northern  boulevard  in  this  vicinity  and  the  surrounding 

Absent  .  properties  the  application  is  not  substantiated  under  section. 

mup  VOTE  TO  WITHDRAW —  _  ,,  fnm.  21— hardship-of  the  building  zone  resolution;  and 

fHE  X  Affirmative:  Temporary  Chairman  Connell,  Com  Whereas,  the  report  of  the  committee  of  inspection  reads 

ndssioners  Holland  and  Guilfoyle  and  As  ^  ^  foll<ws . 

sistant  Chief  McElhgott .  “Cal.  No.  3'33-31-BZ. 

Negative  .  0  “Premises  northwest  corner  of  Northern  boulevard  and 

aD5  4.  .  1^-uh  street  Flushing,  Borough  of  Queens. 

Absent  . _  report  of  committee  of  inspection. 

_  «A  committee  of  the  board,  consisting  of  Temporary 

sad 

SUBJECJ^Sfol£  erec-  «*» 

nnruTcS  AFFECTED— Northwest  corner  of  Northern  Question  having  a  frontage  of.  approximately,  107  ft 

PRE  boulevard  and  15'5th  street,  Flushing,  Boroug  1  on  Northern  boulevard  and  100  ft.  on  l'55th  street,  lying 

Oueens  wholly  within  a  business  use  district.  One-half  of  th 

appfAF  VNCES—  tt  ,  premises,  located  on  155th  street  is  now  developed  wit 

AP  "  por  Applicant:  Herman  E.  Horwood.  a  one-story  building  used  as  a  brake  service,  greasinf 

For  Opposition:  A.  T.  Cole.  .  .  .  station  and  for  the  sale  and  repairs  of  tires  for  auto 

ATTTON  OFBOARD— Report  of  committee  of  inspecti  mobiles.  The  balance  of  the  property  is  vacant  and  un 

read  and  adopted;  application  denied.  improved.  L1.  u  . 

TFTF  VOTE  TO  ADOPT  REPORT—  “The  applicant  seeks  to  establish  a  gasoline  servic 

T  Affirmative:  Temporary  Chair  man  Connell,  Com-  ,station  in  the  front  portion  of  the  property  facm 

missioners  Holland  and  Guilfoyle  an  -  Northern  boulevard  on  which  the  one-story  building  . 

sistant  Chief  McElligott .  Q  located  and  also  on  the  vacant  portion  of  the  propert 

Absent  .  “Directly  opposite  the  premises  under  appeal, 

TFTF  VOTE  TO  GRANT—  0  Northern  boulevard,  on  the  southeast  corner,  is  erect 

THE  x  Affirmative  . . . u’r"  a  four-story  apartment  house  with  eight  stores  on  tl 

Negative  •  Temporary  Chairman  Connell  Com-  und  floor  on  Northern  boulevard,  all  of  which  stor 

missioners  Holland  and  Guilfoyle  and  As-  ^  occupied  15,5th  street,  north  of  .the  premises  und 

sistant  Chief  McElligott .  appeal,  is  developed  with  detached  private  dwellings,  a 

Absent  .  parently  all  occupied.  Directly  opposite  the  premises  und 

THE  RESOLUTION-  whiAp^ 

Whereas,  Croker  National  F^e  PrevenEon  Fngineenng  the  a^pHvaJedetached  dwellii 

permit  in  a  business  district  the  erect  COrner  of  the  north  and  south  sides,  between  lo3rd  and .15. 

of  a  gasoline  service  station ;  premises  Borough  of  streets,  the  land  where  developed  is  developed  with  cc 

Northern  boulevard  and  155th  street,  Flushing,  forming  uses  with  the  exception  of  a  gasoline  serv 

Queens;  and  .  .  ..  th}  anDlication  station  located  on  the  northwest  corner  of  154th  str 

Whereas,  a  public  hearing  was  held  on  and  Northern  boulevard,  evidently  erected  prior  to 

by  the  'board  of  standards  and  appeals  at  1  P '  .  h  enactment  of  the  prohibition  against  gasoline  serv 

January  8,  1933,  after  due  notice  stations  in  business  use  districts 

Bulletin  of  the  Board  of  Standards  ^nd  Appeals,  ,«There  have  been  filed  with  this  appeal  fifteen  Q 

Whereas,  the  use  district .  maps ^cjmpany W  in  a  busi-  objections  and  no  consents, 

zone  resolution  show  that  Northern  boulevard  ism  aou  «The  committee  is  of  the  opinion,  due  to  surround 

ness  district,  and  155th  street  is  in  a  residence  dust  conforming  developments  (there  are  no.  non-conform 

Whereas,  the  decision  of  the  supenntendentofbuid  ,  Northern  boulevard  in  this  vicinity  except 

rendered  June  23,  1931  (re  Plan  No^  Alt  *7^1).  rea* .  due  also  to  the  large  number  of  objections  n 

“1.  The  erection  of  an  addition  to  an  exist  ggg  of  whioh  objectors  would  be  immediately  affected 

to  store  more  than  five  motor  vehicles  in  a  bus,m^  the  granting  of  this  appeal,  that  the  application  is 

district  is  contrary  to  article  3,  secti  substantiated  under  section  21 — hardship — and  the  c« 

law  ..  .  ,  .•  „  «  mittee  recommends  the  denial  of  this  appeal. 

“2  The  erection  of  gasoline  service  s  a  ^  “(Signed)  HENRY  L.  CONNELL, 

business  district  is  contrary  to  section  4,  article  -  o  -  Temporary  Chairman. 

zone  law  Not  further  examined.  ;  “JOHN  GUILFOYLE, 

and  '  .  ,  .  •  “JAMES  P.  HOLLAND.” 

Whereas,  the  premises  consist  of  a  plot  of  groun^v  |  Resolved,  that  the  decision  of  the  superintendent  of  bi 
a  frontage  of  106.8  ft.  and  a  depth  of  100  ft  JP  .  be  and  it  hereby  is  affirmed ,  and  the  application  be 

easterly'  “  it  hereby  is  denied.  _ 

andrfivemcar  garage;  it  is  proposed  to  add  to Mhis  building 

as  a  gasoline  APPUCANT-Herjnan  ^ 

cpririrP  station  !  clTKi 
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of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  change  of  occupancy  of 
a  building  occupied  as  a  garage  for  five  (5)  motor 
vehicles  to  a  garage  for  the  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 214-218  Vanderbilt  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Weiss. 

For  Opposition :  Peter  J.  Cassidy,  Louis  Peck, 
Arthur  W.  Clement,  Mary  J.  Sackett,  Samuel 
S.  Williams  and  Mabel  M.  Cashman. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
read  and  adopted  :  application  granted  on  condition. 
THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 


(292-31-BZ) 

Whereas,  Herman  King,  owner,  filed,  June  10,  1931,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  alteration  and  change  of  occupancy 
of  a  building  occupied  as  a  garage  for  five  motor  vehicles 
to  a  garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  214-218  Vanderbilt  avenue,  Borough  of  Brooklyn; 
and 

I  Whereas,  a  public  hearing  was  held  on  this  application 
:by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  8,  1932,  after  due  notice  by  publication  in  the 
i Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
■zone  resolution  show  that  Vanderbilt  avenue  is  in  a  business 
district;  DeKalb  avenue  is  in  a  business  district,  and  Clere- 
mont  avenue  is  in  a  residence  district;  and 
j  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  22,  1931  (re  Applic.  No.  6076-1931 ) .  reads: 

“Proposition  as  to  increasing  area  of  present  5  car 
garage  in  reference  to  a  prohibited  use  in  a  business  dis¬ 
trict  contrary  to  Section  4a,  par.  15  of  Art.  2,  Zone 
Resolution.  Therefore  application  denied.”  ; 


land 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  66  ft.  and  a  depth  of  100  ft.;  on  the  north 
■  portion  of  the  plot  there  is  located  a  five-car  garage,  33  ft. 
by  100  ft.  in  area ;  on  the  south  part  there  iis  located  a 
garage  for  more  than  five  cars,  erected  prior  to  June,  1916; 
it  is  proposed  to  remove  the  wall  between  these  two  garages 
and  to  use  the  whole  structure  as  a  garage  for  more  than 
five  (5)  motor  vehicles ;  and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing  and  which 
report  recommends  the  granting  of  this  application  under 
sections  7e  and  21  of  the  building  zone  resolution  with  such 
safeguards  as  will  protect  adjoining  and  abutting  property 
owners ;  the  report  of  this  committee  follows : 

“Cal.  Nb.  292-31-BZ. 

“Premises  214-218  Vanderbilt  avenue.  Brooklyn. 


REPORT  OF  COMMITTEE  OF  INSPECTION. 


“A  committee  of  the  board,  consisting  of  Temporary 
Chairman  Connell  and  Commissioners  Holland  and  Guil¬ 
foyle,  visited  and  inspected  the  premises  under  appeal  in 
this  case  on  January  6,  1932 
“This  is  an  application  under  sections  7e  and  21  — 
hardship — to  permit  in  a  business  district  the  alteration 


and  change  of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

“The  premises  under  appeal,  namely,  214-216  Vander¬ 
bilt  avenue,  is  now  occupied  by  a  one-story  building,  full- 
size  lot,  under  permit  as  a  garage  for  five  (5)  motor 
vehicles.  Adjoining  the  premises  to  the  south  and  what 
is  known  as  218  Vanderbilt  avenue,  the  premises  is  occu¬ 
pied  in  its  entirety  as  a  public  garage,  which  use  has 
been  continuous  since  prior  to  the  enactment  of  the 
building  zone  resolution  in  1916.  Adjoining  the  premises 
to  the  north,  with  a  frontage  of  44  ft.  on  Vanderbilt 
avenue,  is  a  one-story  building  used  as  a  public  garage, 
granted  by  this  board  under  Cal.  No.  35-29-BZ.  On 
both  east  and  west  sides  of  Vanderbilt  avenue,  between 
Willoughby  and  DeKalb  avenues,  there  now  exist  other 
public  garages,  evidently  used  as  such  since  prior  to  the 
enactment  of  the  building  zone  resolution  in  1916. 

“The  applicant  seeks  to  remove  the  dividing  walls 
between  214  and  216,  the  premises  under  appeal,  and  the 
adjoining  public  garage  to  the  south,  218  Vanderbilt 
avenue,  and  occupy  the  whole  structure  for  a  public 
garage. 

“There  have  been  filed  with  this  application  eight  (8) 
objections  and  seven  (7)  consents  as  of  December  14, 
1931.  At  the  public  hearing  held  on  this  application  on 
December  18,  1931,  all  of  the  objectors  except  one,  which 
is  Lot  No.  20  of  Block  2092,  seemed  to  be  of  the  opinion 
that  the  use  of  this  building  as  a  public  garage,  if  per¬ 
mitted  and  restricted  entirely  to  cars  of  the  pleasure- 
car  type,  prohibiting  taxicabs  and  trucks,  prohibiting 
gasoline  service  station,  bricking  up  of  the  windows  on 
rear  of  both  buildings,  214-216  and  218,  and  the  buildings 
not  increased  in  height  or  area  would  not  then  be  ob¬ 
jectionable  to  them. 

“The  committee  is  of  the  opinion  that  due  to  the 
public  garages  now  located  each  side  of  the  premises 
under  appeal  and  other  public  garages  and  non-conform¬ 
ing  uses  on  Vanderbilt  avenue,  between  Willoughby  ave¬ 
nue  and  DeKalb  avenue,  the  application  is  substantiated 
under  section  7e  and  2 1 — hardship — and  recommends  the 
granting  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  use  sought  shall  be  confined  to  the  present  one-story 
buildings,  namely,  214  and  216  Vanderbilt  avenue,  permitting 
the  removal  of  the  dividing  wall  between  214,  216  and  218 
Vanderbilt  avenue  so  as  to  permit  the  use  of  the  whole  one- 
story  building  for  a  public  garage;  that  the  use  of  these 
premises  for  the  storage  of  cars  shall  be  restricted  to  cars 
of  the  pleasure-car  type,  prohibiting  taxicabs  and  trucks ; 
that  the  rear  wall  of  both  buildings  shall  be  bricked  up 
solidly;  that  the  windows  on  the  southerly  wall  of  218 
Vanderbilt  avenue  shall  be  made  of  fixed  frame  and  sash 
and  the  rear  wall  of  218  shall  be  unpierced  throughout  its 
entire  height  and  length  except  for  one  emergency  doorway 
opening,  which  shall  be  not  more  than  4  ft.  wide  and  which 
shall  be  maintained  closed  at  all  times  bv  permanent  iron 
guards  on  the  outside  of  the  rear  wall  of  the  building; 
there  shall  be  no  structural  changes  or  alterations  to  the 
present  buildings  other  than  what  is  necessary  for  repairs 
and  maintenance  and  such  as  are  herein  permitted  in  this 
resolution ;  there  shall  be  no  gasoline  maintained  on  the 
premises  other  than  that  in  the  tanks  of  the  cars  stored 
therein  and  any  existing  legal  storage  in  No.  218;  no  port¬ 
able  gasoline  tanks  to  be  operated  or  maintained  on  the 
premises  211-216  and  21S  Vanderbilt  avenue;  any  advertis¬ 
ing  signs  shall  be  confined  to  one  projecting  electric  sign, 
indicating  the  name  and  nature  of  the  business  conducted  on 
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the  premises ;  that  all  permits  required  shall  be  obtained 
within  six  months  and  all  work  completed  within  one  year 
from  the  date  of  this  action. 

475-31-BZ.  .  ,  T  .  . 

APPLICANT— Allen  A.  Blaustem,  for  Jennie  Giriom, 

SUBJECT _ Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion,  extension  and  conversion  of  occupancy  from 
a  stable  to  a  garage  for  more  than  five  (5)  motor 

vehicles.  ,  t  , 

PREMISES  AFFECTED — 76-7®  East  28th  street,  west 
side,  163  ft.  9)4  in.  south  of  Albemarle  road, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Allen  A.  Blaustem. 

For  Opposition:  John  M eyerie.  _  . 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
read  and  adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  0 

Absent  . 

THE  VOTE  TO  GRANT—  . 

Affirmative  i  Temporary  Chairman  Connell,  uom- 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  ® 

Absent  .  0 

THE  RESOLUTION— 

(475-31-BZ) 

Whereas,  Allen  A.  Blaustein,  for  Jennie  Girioni,  owner, 
filed,  September  28,  1931,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  alteration, 
extension  and  conversion  of  occupancy  from  a  stable ^to^a 
garage  for  more  than  five  motor  vehicles;  premises  76-78 
East  28th  street,  west  side,  153  ft.  9)4  hi.  south  of  Albemarle 
road,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  board  of  standards  and  appeals,  at  its  special  meeting, 

January  8,  1932,  after  due  notice  by  publication  m  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  28th  street  is  in  a  business 
and  residence  district ;  Albemarle  road  is  in  a  business  and 
residence  district,  and  Rogers  avenue  is  in  a  business  dis- 

trict;  and  . 

Whereas,  the  decision  of  the  superintendent  ol  buildings, 

rendered  September  16,  1931  (re  Applic.  No.  10761-1931), 

reads : 

“1.  Proposed  conversion  of  a  stable  to  a  public  garage 
not  permissible  under  Art.  II,  Sec.  6  of  Zone  Resolu¬ 
tion  (no  proof  of  cost,  etc,  submitted). 

“Proposed  extension  is  contrary  to  Art.  II,  Sec.  4a (15) 
of  the  Zone  Resolution.  Final  building  as  proposed  is  a 
garage  for  more  than  '5  motor  vehicles  in  a  business  use 
district.” ; 

and 

Whereas,  the  premises  consists  of  a  lot  40  ft.  by  88  ft. 
9)4  in. ;  a  frame)  wagon  shed  is  erected  on  the  front  and  a 
two-story  brick  stable,  40i  ft.  by  45  ft.,  on  the  rear  of  the 
lot ;  it  is  proposed  to  remove  the  frame  wagon  shed  and 
portions  of  the  brick  stable  and  erect  a  one-story  brick 
building  over  the  entire  area  of  the  lot  for  the  purpose  of 
conducting  a  garage  for  more  than  five  cars  within  a  business 
use  district ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  which  inspection 
was  made  and  report  of  said  inspection  read  at  this  hearing 
and  which  reads  as  follows: 


“Cal.  No.  475-31-BZ. 

“Premises  76-78  East  28th  street,  west  side,  153  it.  9)4 
in  south  of  Albemarle  road,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  the  board,  consisting  of  Temporary 
Chairman  Connell  and  Commissioners  Holland  and  Guil¬ 
foyle,  visited  and  inspected  the  premises  under  appeal  in 
this  case  on  January  6,  1932.  , 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  business  district  the  alteration,  extension 
and  conversion  from  a  stable  to  a  garage  for  more  than 

five  motor  vehicles.  P. 

“The  premises  has  a  frontage  of  40  ft  on  East  28th 
street  and  a  depth  of,  approximately,  88  ft.,  now. 
occupied  at  the  rear  as  a  stable  for  more  than  five  horses 
under  a  permit  from  the  Department  of  Health,  which 
permit  permits  the  stabling  of  nineteen  fiorses,  the  front 
of  the  premises  being  occupied  partly  with  an  open  shed, 
to  be  used  for  the  storage  of  wagons. 

“Adjoining  the  premises  to  the  south  is  a  one-story 
building  used  for  the  entire  plot  for  a  public  stable  for 
the  storage  of,  approximately,  thirty  horses;  adjoining 
this  stable  to  the  south  are  open  sheds  used  for  the 
storage  of  wagons ;  on  the  easterly  side  of  East  28th 
street,  from  a  point  opposite  the  southerly  lot  line  of  the 
premises  under  appeal  and  extending  to  Albemarle  road, 
there  is  now  located  a  public  garage,  _  one  story  in 
height,  which  garage  was  granted  by  this  board  under 
Cal.  No.  522-24- BZ. 

“The  conditions  as  noted  in  tins  report  as  to  the  use 
of  the  premises  under  adpeal  and  the  adjoining  premises 
having  been  occupied  for  stable  use  under  permit  from 
the  Health  Department  since  prior  to  1925,  at  which 
time  the  premises  were  in  an  unrestricted  use  district, 
would  seem  to  indicate  that  in  addition  to  section  21  the 
applicant  would  be  rightfully  before  the  board  undei 
section  7,  subdivision  e.  ■ 

“There  have  been  filed  with  this  appeal  twelve  (12) 
consents  and  no  objections. 

“Adjoining  the  public  garage  on  the  west  side  of  28tl 
street,  as  noted  in  this  report,  to  the  south,  the  premise; 
for  a  distance  of,  approximately,  100  ft.  on  East  28tl 
street  is  used  for  private  garages  for  the  housing  o 
thirty-five  cars.  On  the  northeast  corner  of  28th  stree 
and  Tilden  avenue  there  now  exists  a  gasoline  servic- 
station.  On  the  northwest  corner  of  East  28th  stree 
and  Tilden  avenue  there  now  exists  a  vacant  piece  o 
property  used  for  the  storage  of  wagons,  trucks  an 
building  material. 

“Due  to  the  surrounding  general  non-confornung  use 
on  East  28th  street,  between  Albemarle  road  and  Tilde 
avenue,  the  committee  is  of  the  opinion  that  this  propert 
could  not  be  reasonably  expected  to  be  developed  for 
conforming  use  and  give  a  reasonable  return,  and  the 
the  applicant  has  substantiated  his  basis  of  appeal  unde 
section  21 — hardship. 

“The  committee,  therefore,  recommends  the  grantm 
of-  this  appeal  under  such  safeguards  as  will  protect  tl 
adjacent  and  abutting  property  owners. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


and 


Whereas,  this  report  recommends  the  granting  of  th 
appeal  due  to  the  surrounding  general  non-conforming  us- 
now  existing  in  East  28th  street,  between  Albemarle  rot 
and  Tilden  avenue,  and  due  to  the  fact  that  the  premis 
under  appeal  and  the  adjoining  premises  to  the  south  a 
now  used  as  stables  under  permit  from  the  Health  Depat 
ment  for  more  than  five  (5)  horses  each,  said  use  havii 
been  in  existence  prior  to  1925,  at  which  time  this  secti* 
was  changed  from  an  unrestricted  use  to  a  business  u 
district. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  Ik  and  it  hereby  is  granted  on  condition  that 
the  whole  property  under  appeal  shall  be  covered  by  a 
[building  not  more  than  one  story  in  height,  to  be  used  as  a 
public  garage;  that  the  front  elevation  shall  be  of  face  brick 
land  architectural  terra  cotta  and  stone  trim;  that  the  rear 
•and  gable  walls  shall  be  unpierced  throughout  their  entire 
'height  and  length;  that  any  alterations  to  the  present 
structure  and  the  additional  structures  to  carry  the  present 
structure  out  to  the  building  line  of  East  28th  street  shall 
. he  constructed  in  such  a  manner  so  that  the  whole  building 
i when  completed  will  conform  to  the  present  building  code; 
■that  any  advertising  signs  shall  be  confined  to  one  projecting 
lelectric  sign  on  the  front  of  the  building,  indicating  the 


name  and  nature  of  the  business  conducted  on  the  premises ; 
that  no  portable  gasoline  tanks  shall  be  operated  or  main¬ 
tained  on  the  premises ;  that  the  underside  of  the  ceiling  of 
garage  shall  be  fire-retarded ;  that  any  openings  for  vehicular 
entrance  to  the  garage  shall  be  confined  to  one  opening,  not 
more  than  1:2  ft.  wide,  with  curb  cuts  directly  in  front  of 
said  opening,  not  more  than  14  ft.  wide;  that  any  skylights 
installed  in  the  roof  shall  be  set  back  not  less  than  10  ft. 
from  the  side  lot  line  and  15  ft.  from  the  rear  lot  line, 
and  that  all  permits  shall  be  obtained  within  six  months 
and  any  work  involved  shall  be  completed  within  one  year 
from  the  date  of  this  action. 


Adjourned  12.20  p.  m. 
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William  J.  O’Gorman,  Secretary. 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  JANUARY  8,  1932. 
Present;  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
[299- 31- A. 

APPELLANT — Samuel  L.  Benjamin,  for  Brownsville 
Motor  Sales  Co.,  Inc.,  owner. 

[SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  A  FEE  Cl' ED — 2495-2505  Atlantic  avenue, 
northeast  corner  of  East  New  York  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m.  No  appearances  for  appellant. 


488-31-A. 

'APPELLANT — Edwin  H.  Snackenberg,  for  J.  K.  Service 
Station,  Inc.,  lessee.  * 

"SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 271  New  Lots  avenue  and  612- 
620  Alabama  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES— 

For  Appellant ;  Edwin  H.  Snackenberg. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
board. 

120-30-A. 

APPELLANT — Charles  Schaefer,  Jr.,  for  Montefiore  Hos- 
[  pital,  owner. 

^SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — -South  side  of  Gun  Hill  road, 
from  Bainbridge  avenue  to  Steuben  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Samuel  Hoffman. 

For  Administration :  Inspector  Maher  of  fire  de- 
i  partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
Final  disposition. 


467-31-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer- 
i  __  ing  Co.,  for  United  Parcel  Service  Co.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — West  side  of  Church  street,  320 
ft.  north  of  Catherine  street,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  q 

Absent  .  o 

THE  RESOLUTION— 

(467-31-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  United  Parcel  Service  Co.,  lessee,  filed,  September 
25,  1931,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  west  side  of  Church  street, 
320  ft.  north  of  Catherine  street,  Jamaica,  Borough  of 
Queens ;  and 

W heiReas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  7,  1931  (Order  No.  40360-LC),  reads: 

“5.  Remove  all  wooden  parcel  racks  from  Storage 
Garage.  Sec.  10,  Chapt.  10.”; 

and 

„  Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  10-,  1931,  reads: 

“In  reply  to  your  letter  of  Sept.  3d,  1931,  advising 
that  you  have  been  retained  by  the  owner  to  appeal  from 
the  requirements  of  item  5  of  order  40'360-LC  and  that 
you  are  unable  to  do  so  due  to  the  fact  that  the  Board 
of  Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 
and 

Whereas,  the  building  is  non- fire  proof,  one  story  (17  ft. 
10  in.)  in  height,  100  ft.  by  153  ft.  7  in.  in  area ;  OCCUPIED 
as  a  storage  garage  and  for  parcel  delivery,  six  persons; 
and 

Whereas,  the  appellant  claims  the  building  is  used  by  the 
United  Parcel  Service  as  a  distributing  station  for  packages  ; 
the  trucks  stored  in  the  building  are  only  those  owmed  and 
operated  by  the  occupant  in  connection  with  the  business 
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done  on  the  premises ;  trucks  of  various  department  stores 
deliver  packages  on  the  platform  at  front  of  the  building, 
which  are  in  turn  transmitted  to  the  various  parcel  racks  by 
means  of  a  conveyor ;  immediately  thereafter  the  parcels 
ae  delivered  to  the  homes  of  the  purchasers,  so  that  the 
racks  are  in  use  only  a  few  hours  each  day,  the  greater  part 
of  the  time  they  are  empty;  and 

Whereas,  the  order  was  filed  principally  due  to  the  fact 
that  there  is  installed  inside  the  building  one  gasoline  tank 
below  grade  and  a  gasoline  pump,  approval  for  which  in¬ 
stallation  has  been  obtained  from  the  fire  department. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  to  permit  the  existing  racks, _  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  that  the  gasoline  installation  be  not  increased; 
such  fire-fighting  appliances  as  shall  be  required  by  the  fire 
department  shall  be  installed,  and  the  garage  shall  conform 
in  all  other  respects  with  the  requirements  of  the  code  of 
ordinances. 


•586-3'1-A. 

APPELLANT — Godmar  Realty  Corp.,  adjoining  owners; 
Sobol  Holding  Corp.,  owner. 

SUBJECT — -Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  Revocation  of  Permit  No.  2578- 
1931  issued  by  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 2207-2209  Amsterdam  avenue, 
southeast  corner  of  Edgecombe  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  David  D.  Factor. 

For  Owner  of  Premises:  Bernard  Trencher  and 
Nicholas  F.  Walsh. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

\CTION  OF  BOARD — Appeal  to  revoke  permit  denied. 
THE  VOTE  TO  REVOKE  PERMIT— 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guiilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(58-6-31- A) 


Whereas,  Godmar  Realty  Corp.,  adjoining  owner,  against 
Sobol  Holding  Corp.,  owner,  filed,  December  9,  1931,  an 
appeal  from  a  decision  of  the  superintendent  of  buildings, 
refusing  to  revoke  Permit  No.  2578  of  1931,  affecting  prem¬ 
ises  2207-2209  Amsterdam  avenue,  southeast  corner  of  Edge- 
com'be  avenue,  Borough  of  Manhattan  ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  8,  1931,  reads : 

“Replying  to  your  letter  of  December  5,  1931,  in 
reference  to  the  erection  and  maintenance  of  gasoline 
and  service  station  at  above  premises,  you  are  advised 
that  our  letter  to  you  of  the  2nd  inst.  was  in  error  in 
referring  to  the  premises  2201  Amsterdam  Avenue.  The 
corrected  location  of  the  premises  is  as  stated  above — 
2207-2209  Amsterdam  Avenue. 

“In  regard  to  this  matter,  this  bureau  approved  an 
application  for  the  erection  of  an  office  in  connection 
with  this  gasoline  service  station  on  October  2,  1923; 
and  a  Certificate  of  Occupancy  No.  7633  was  issued 
covering  this  work.  The  Building  Zone  Resolution  at 
that  time  permitted  a  gasoline  service  station  to  be  in¬ 
stalled  in  a  business  district,  as  it  was  not  until  June 
12,  1925,  that  the  Building  Zone  Resolution  was  amended 
prohibiting  such  use. 

“This  bureau  also  approved  on  November  19,  1931,  an 
application  for  the  erection  of  an-  accessory  store  and 
office  which  is  permitted  in  a  business  district  and  Permit 
2578  was  issued  covering  this  work. 

“This  bureau  does  not  issue  permits  for  the  operation 
of  gasoline  service  stations.  Permits  for  the  installation 
of  gasoline  service  stations  are  issued  by  the  Fire  De¬ 
partment. 


“I  am  therefore  unable  to  grant  your  request  to  revokt 
Permit  No.  2578-1931.”; 

and 

Whereas,  the  premises  consist  of  a  corner  lot,  about  50  ft 
by  100  ft.  in  area,  upon  which  is  to  be  erected  an  accessor} 
store  and  office  under  Permit  No.  25'78  of  1931,  issued  No¬ 
vember  19,  1931,  by  the  superintendent  of  buildings  an< 
located  within  a  business  use  district;  and 

Whereas,  the  appellant  claims  the  approval  of  Permit  No 
2578  of  1931  is  contrary  to  the  zone  resolution  in  that  th< 
erection  of  a  gasoline  station  is  expressly  prohibited  in  i 
business  district ;  that  the  previous  permit,  No.  4707  of  1923 
under  N.  B.  Application  464  of  1923  is  void  in  that  the 
applicant  (Kesbec  Sales  Co.)  never  had  an  interest  in  the 
premises  that  entitled  them  to  make  such  application;  further¬ 
more,  that  the  Kesbec  Sales  Co.  was  removed  from  the 
possession  of  the  premises  in  question  by  order  of  the 
Supreme  Court  April  3,  1924,  a  copy  of  which  is  filed  witl 
this  appeal ;  and 

Whereas,  it  would  seem  from  evidence  submitted  at  this 
hearing  and  conceded  by  the  applicant  that  on  October  2 
1923,  the  building  superintendent  approved  plans  and  issuer 
a  permit  for  the  construction  and  installation  of  a  gasolim 
service  station  with  accessory  buildings  on  premises  unde: 
appeal  to  The  Kesbec  Sales  Co.,  the  then  lessee  of  the  prem¬ 
ises  ;  and 

Whereas,  on  completion  of  this  work  in  accordance  witl 
the  approved  plans  the  building  superintendent  issued  a  cer 
tificate  of  occupancy  in  1924,  which  certificate  of  occupanc} 
is  still  in  force,  same  never  having  been  revoked — subdivisior 
411a,  subdivision  5  of  city  charter;  and 

Whereas,  subsequent  to  that  time  the  court  decided  tha 
the  lease  entered  into  by  one  of  the  owners  of  the  premise: 
and  the  Kesbec  Sales  Co.  was  void  in  that  the  then  owner: 
of  record  in  entirety,  that  is,  three  trustees,  had  not  entera 
into  the  lease  with  the  Kesbec  Sales  Co. ;  and 

Whereas,  the  building  superintendent  in  1931,  acting  or 
the  existing  certificate  of  occupancy  issued  in  1924,  approvec 
plans  and  issued  permits  for  buildings  to  be  erected  on  thest 
premises  in  conformity  with  the  existing  certificate  of  occu¬ 
pancy  ;  a  nd 

Whereas,  the  fire  department,  acting  on  the  existing  cer¬ 
tificate  of  occupancy  issued  in  1924,  also  approved  plans  evi 
dently  for  the  installation  of  gasoline  service  or  gasoline  oi 
the  premises  to  be  used  as  a  service  station ;  and 

Whereas,  it  would  seem  that  the  question  before  tht 
board,  the  application  for  the  revocation  of  the  permit  issuer 
by  the  building  superintendent  in  1931,  should  not  be  uphek 
for  the  reason  that  the  building  superintendent  acted  it 
issuing  that  permit  on  the  fact  that  the  certificate  of  occu 
pancy  was  issued  in  1924  for  the  premises  to  be  used  as  J 
gasoline  station  and  is  still  in  existence — section  411a,  sub 
division  5  of  city  charter. 

Resolved,  that  the  decision  of  the  superintendent  of  build 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  to  re¬ 
voke  the  permit  issued  by  the  building  superintendent,  New 
Building  No.  2578  of.  1931,  issued  on  November  19,  1931 
be  and  it  hereby  is  denied. 


PETITIONS  FOR  VARIATIONS. 

440-31-S. 

PETITIONER — Michael  Margolin,  for  Greater  Industrie 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  orde: 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 160-178  Jay  street,  97-195  Higl 
street  and  84-94  Sands  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Michael  Margolin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
2  p.  m  ,  pending  change  in  rules. 
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474-31-S. 

PETITIONER — Groker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Titles  &  Haves,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED—' 97-02  to  97-04  150th  street, 
southeast  corner  of  97th  avenue,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m.  Final  disposition.  No  appearances  for 
petitioner. 


i  498-31-S 

I  PETITIONER — City  Bank  Farmers  Trust  Co.,  trustee. 

SUBJECT — -Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 323-327  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Carl  S.  George. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


1001-27-S. 

PETITIONER — ‘Stephen  H.  Jackson,  executor,  for  Estate 
of  Peter  A.  Jackson,  owner. 

SUBJECT — Application  for  reopening — modification — re 
Variation  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 154  East  23rd  street,  Man¬ 
hattan. 

' APPEARANCES— 

For  Petitioner :  Joseph  Fox. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(1001-27-S) 


Whereas,  Stephen  H.  Jackson,  executor  for  owner,  filed, 
September  12,  1927,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  154  East  23rd  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  25,  1926;  reads: 

“Order  No.  93306-LD : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  fire-escape  at  south  side  of  build¬ 
ing  by  constructing  a  fireproof  passageway  with  an  un¬ 
obstructed  width  of  at  least  3  feet  throughout,  leading 
to  the  street,  adequately  lighted  at  all  times  during 
working  hours,  or  by  means  of  providing  access  to  an 


open  area  having  communication  with  the  street,  as  per 
Section  273  of  the  labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  25  ft.  by  93  ft.  9  in.  in  area  at  first  story  and  25  ft. 
by  88  ft.  9  in.  in  area  above;  OCCUPIED  as  a  tenant  fac¬ 
tory,  not  more  than  ten  persons  on  any  story ;  EQUIPPED 
with  a  fire  alarm  signal  system;  EXITS:  an  interior  wooden 
stairway,  extending  from  the  first  story  to  roof,  enclosed  in 
fireproof  partitions,  with  fireproof  doors  at  openings ;  a 
fire  escape  on  the  rear  of  the  building,  having  fireproof 
openings  along  the  course  thereof,  extending  from  the  roof 
to  the  second  story,  with  EGRESS  from  the  termination  of 
the  fire  escape  by  means  of  iron  stairs  leading  to  yard  of 
adjoining  premises  at  south;  ROOFS  of  adjoining  buildings: 
8  ft.  lower  at  west;  and 

Whereas,  the  petitioner  claims  that  egress  from  termina¬ 
tion  of  rear  fire  escapes  may  be  had  through  unlocked  gate 
in  fence  at  rear,  to  yard  adjoining  at  south,  thence  through 
open  passageway  of  brick  building  to  22nd  street ;  also,  that 
there  is  an  iron  ladder  connecting  the  main  roof  to  roof 
adjoining  at  west ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  March  16,  1928,  on  certain  conditions,  and  owner, 
through  his  attorney,  Joseph  Fox,  requested  a  modification 
of  these  conditions  as  to  letter  of  consent  of  adjoining  prop¬ 
erty  owner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be)  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  egress  from  the  termination  of  the 
rear  fire  escape,  on  condition  that  ap  opening  not  less  than 
3  ft.  in  width,  unlocked,  shall  be  maintained  from  the  rear 
of  the  yard  of  these  premises  to  the  yard  of  the  premises 
directly  in  the  rear  on  East  22nd  street,  with  egress  through 
apartment  house  to  the  street;  that  the  occupancy  shall  not 
exceed  the  legal  capacity  of  the  interior  stairs,  and  this 
variation  is  granted  so  long  as  conditions  as  to  occupancy 
and  use  remain  substantially  unchanged  and  the  exit  from 
the  rear  yard  of  the  premises  under  appeal  be  maintained. 


1292-22-S. 

PETITIONER — Lake  Brothers  Real  Estate  Corp.,  for  An- 
sonia  Clock  Co.,  owner. 

SUBJECT— Application  for  reopening — modification — re 
Variation  of  the  labor  law,  as  cited  in  orders  of  the 
hre  commissioner. 

PREMISES  AFFECTED — 397  Seventh  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  J.  W.  Lake. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  o 

Absent  .  o 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  o 

Absent  .  o 

THE  RESOLUTION— 

(1292-22-S) 

Whereas,  Ansonia  Clock  Co.,  owner,  filed,  November  1, 


1922,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  orders  of  the  fire  commissioner,  affect¬ 
ing  premises  397  Seventh  avenue  (known  as  Buildings  A, 
B.  C.  D,  G  and  L),  Borough  of  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 
“Order  No.  14614-LD: 

“2.  Provide  an  interior  stairway  at  the  southwest 
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and 


corner  of  building  to  serve  as  a  required  means  of 
exit,  extending  from  1st  story  to  3  ft.  (  above  the  roof 
with  a  safe  passageway  to  street  *  *  *•”; 


and 


“Order  No.  1461'6-LD : 

“1.  Provide  fireproof,  self-closing  windows  opening 
on  course  of  the  fire  escape  as  per  sec.  79-B-5  of  the 
Labor  Law.”; 


and 


“Order  No.  14619-LD:  . 

“1.  Provide  an  interior  stairway  at  south  side  ot 

building  B.”; 


and 


“Order  No.  14617-LD : 

“1.  Provide  fireproof,  self-closing  windows  opening 
on  the  course  of  the  fire  escape.” ; 


and 


“Order  No.  14621-LD  :  .  . 

“l.  Provide  fireproof,  self-closing  windows  open¬ 
ing  on  the  course  of  fire  escape  in  west  side  of  build¬ 
ing.”; 


and 


“Order  No.  14&23-LD : 

“1.  Provide  an  interior  stairway  at  northeast  cor¬ 
ner  of  building.” ; 


and 


“Order  No.  14626-LD : 

“1.  Provide  an  interior  stairway  at  north  side  oi 
building.” ; 


and 


“Order  No.  14624-LD : 

“1.  Provide  fireproof,  self-closing  windows  on  the 
course  of  the  fire  escape  at  south  side  of  building.”  ; 


and 


“Order  No.  14629-LD: 

“1.  Provide  fireproof,  self-closing  windows  open¬ 
ing  on  the  course  of  fire  escape.” ; 


and 


“Order  No.  14'630-LD : 

“1.  Provide  an  interior  stairway  at  northeast  cor¬ 
ner  of  building  *  *  *.”; 


Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Ansonia  Clock  Co.,  the 
buildings  being  occupied  in  part  by  the  Ansonia  Clock  Co. 
and  in  part  as  tenant  factories;  and 

Whereas,  the  board  deemed  that  the  means  of  egress 
as  shown  on  plans  and  photographs  were  adequate  for 
present  use  and  occupancy ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  December  26,  1922,  on  certain  conditions,  and  peti¬ 
tioner  requested  a  modification  of  these  conditions  as  to  occu¬ 
pancy,  the  fire  department  having  issued  an  order  reading: 

“Item  No.  2: 

“Reconstruct  fire  escapes  on  buildings  A,  B,  C  &  D  to 
conform  to  section  274  of  the  Labor  Law. 

“Among  defects  noted : 

“6.  Windows  on  course  of  fire  escape  not  fireproof, 
self-closing.” 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  Defect  6  of  Item  No.  2  as  above,  on  con¬ 
dition  that  the  platforms  and  all  stairs  be  provided  with 
flame  plates  and  that  horizontal  exits  be  not  reduced,  and 
that  the  windows  in  whole  or  in  part  on  the  direct  course  of 
the  fire  escape  be  made  fireproof,  self-closing;  granted  so 
long  as  use  and  occupancy  remain  substantially  unchanged. 


403-3 1-S. 

PETITIONER — Hecker-Jones-Jewell  Milling  Co.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 737  Water  street  and  50-60  Cor- 
lears  street,  southeast  corner,  Manhattan. 


APPEARANCES— 

For  Petitioner:  Nicholas  F.  Walsh  and  W.  C.  Lund- 
gren. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(403-31- S) 

Whereas,  Hecker-Jones-Jewell  Milling  Co.,  owner,  filed,: 
August  18,  1931,  a  petition  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  737  Water  street 
and  50-60  Corlears  street,  southeast  corner,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
7,  1931  (re  Order  No.  732'51-LD),  reads: 

“Provide  an  enclosure  of  fire  resisting  material  at  1st 
story  leading  from  termination  of  stairway  in  buildings 
B,  C  and  G  to  the  street,  all  openings  to  be  protected 
with  approved  fire  doors,  as  per  Section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  16,  1931,  reads: 

“Referring  to  Order  7  32 51 -ED,  in  which  you  advise 
that  it  has  been  decided  to  appeal  the  matter  to  the 
Board  of  Standards  and  Appealsi,  and  understand  that 
this  action  must  be  taken  twenty  days  after  date  of 
order  and  would  appreciate  if  we  would  reissue  the 
order. 

“You  are  advised  that  your  request  to  rescind  and 
reissue  Order  73251 -LD  must  be  denied.”; 

and 

Whereas,  the  building,  erected  in  1904,  is  fireproof,  ter 
stories  in  height,  185  ft.  by  222  ft.  in  area;  OCCLIPIED: 
cellar,  storage;  1st  story,  receiving  and  shipping,  8  persons: 
2nd  story,  manufacturing  of  preserves  and  storage,  30  per¬ 
sons  ;  3rd  story,  manufacturing  of  preserves  and  storage,  It 
persons ;  4th  storv.  manufacturing  of  preserves  and  storage: 
7  persons ;  5th  story,  manufacturing  of  preserves  and  stor 
age,  4  persons  ;  6th,  7th,  8th,  9th  and  10th  stories  are  vacan 
at  present;  EQUIPPED  with  a  fire  alarm  signal  system 
EXITS:  four  interior  iron  stairways,  extending  from  th< 
roof  to  the  interior  of  the  first  story,  enclosed  in  fireproo 
partitions,  with  fireproof  doors  at  openings ;  three  fire  escape 
on  the  west  wall  of  the  building,  having  non-fireproof  open 
ings  along  the  course  thereof,  extending  from  the  top  stor; 
to  the  second  story  balcony,  with  EGRESS  from  the  ter 
miination  of  the  fire  escape  by  means  of  ladders  to  street 
and 

Whereas,  petitioner  contends  that  the  occupancy  of  th 
building  is  not  hazardous,  and  requests  the  acceptance  o 
the  existing  means  of  egress ;  and 

Whereas,  the  building  was  erected  in  1904  and  was  acte 
upon  by  this  board  in  January  of  1918,  at  which  time  th 
existing  means  of  exit  from  the  first  floor  was  substantial! 
as  shown  on  the  plans  submitted  in  this  appeal  and  at  whic 
time  the  building  was  used  as  a  flour  mill,  the  occupancy  c 
which  varied  between  150  and  400  persons ;  the  granting  c 
this  appeal  in  January  of  1918  was  on  condition  that  tl 
conditions  set  forth  remain  substantially  unchanged  and  ff 
building  is  now  used  for  the  manufacture  of  preserves  ir 
stead  of  as  a  flour  mill. 

Resolved,  that  the  board  of  standards  and  appeals  den 
hereby  make  a  variation  in  the  requirements  of  the  latx 
law,  and  the  petition  be  and  it  hereby  is  granted  on  conditk 
that  the  building  be  in  single  tenancy  at  all  times ;  th, 
there  shall  be  not  more  than  seventy-five  persons  engaged 
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the  entire  building ;  that  the  means  of  exit  from  the  first 
floor,  from  the  termination  of  the  stairs  at  the  first  story, 
be  substantially  as  shown  on  the  plans  submitted  with  this 
appeal ;  that  clear,  unobstructed  aisle  space  be  maintained 
at  all  times,  not  less1  than  4  ft.  widet,  leading  from  the  ter¬ 
mination  of  each  stairway,  first  floor,  direct  to  street;  that 
the  building  shall  be  not  increased  in  height  or  area ;  that 
the  labor  law  shall  be  complied  with  in  all  other  respects ; 
that  there  shall  be  no  open  flame  of  any  nature  or  description 
permitted  in  any  part  of  the  building ;  that  there  shall  be 
erected  along  the  southerly  outside  concrete  platform  run¬ 
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ning  along  the  East  River  side  of  building  a  metal  railing 
from  the  entrance  to  the  termination  of  the  southerly  stairs 
of  Building  A  to  the  street,  the  railing  to  be  constructed 
of  2-inch  wrought  iron  pipe  posts  not  less  than  3  ft.  6  in. 
high  and  not  more  than  10  ft.  centers,  properly  anchored 
to  the  concrete  walkway  of  the  dock,  connection  between 
posts  to  be  made  with  two  heavy  iron  chains. 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  12,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  January  5,  1932,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
i1  January  5,  1932,  were  approved  as  printed  in  Bulletin  No.  2, 
:  Vol.  XVII. 


BUILDING  ZONE  CASES. 

1  367-31-BZ. 

APPLICANT — Harry  Urquhart,  for  Alexander  Mintz, 
owner. 

'  SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — Northeast  corner  of  117th  street 
and  101st  avenue,  Richmond  Hill,  Borough  of 
Queens. 

;  APPEARANCES— None. 

,  ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
10  a.  m.  No  appearances  for  applicant. 


'  346-31-BZ. 

APPLICANT — Bernard  H.  Loizzo,  for  Antonetta  Aquarella 
and  Donato  Aquarella,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  an  altera¬ 
tion  and  conversion  of  occupancy  from  a  garage  for 
five  (5)  motor  vehicles  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 502-504  Fourth  avenue,  west 
side,  60  ft.  south  of  12t'h  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Bernard  H.  Loizzo. 

For  Opposition :  Bernard  Statman,  C.  R.  McSweeney 
and  Joseph  Siegel. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  committee  of 
board. 


480-31-BZ. 

APPLICANT — R.  L.  Giffen,  substituted  for  Christian  S. 

Juell,  for  Long  Island  Theatres  Co.,  Inc.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop  and  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — South  side  of  Northern  boule¬ 
vard,  101  £L  east  of  Main  street.  Flushing,  Borough 

of  Queens. 


APPEARANCES— 

For  Applicant :  R.  L.  Giffen. 

For  Opposition :  Nathan  Heller. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
10  a.  m.,  on  request  of  applicant. 


1223-25-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Morris  Levine,  owner. 

SUBJECT— Application  for  reopening — amendment  of  reso¬ 
lution  to  include  the  installation  of  a  gasoline  service 
station — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  sections  6,  7e  and  21 
of  the  building  zone  resolution,  to  permit,  partly  in 
a  residence  district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 174-184  Vanderbilt  avenue  and 
161-171  Clermont  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition :  None. 

ACTION  OF  BOARD- — Application  reopened;  to  be  set  for 
Calendar  Call  when  papers  in  the  case  are  com¬ 
pleted. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  o 

Absent  .  o 


216-29-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Helen  Eckerman, 
present  owner. 

SUBJECT — Application  for  reopening — consideration  of 
granting  permanent  permit,  previously  granted  for  a 
temporary  permit — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Nassau 
‘boulevard  and  Little  Neck  road.  Little  Neck,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call  when  papers  in  the  case  are  com¬ 
pleted. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 


I 
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441-31-BZ. 

APPLICANT— Herman  Katz,  for  Isidore  Popkin,  owner. 

SUBTECT _ Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 7702-7704  Flatlands  avenue, 
southeast  corner  of  East  77th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  Katz. 

For  Opposition:  Mrs.  C.  Lombardo  and  Ray  Mar- 

T3.ZZO 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •  •  •  •  " : "J '  ‘  ’ 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  ami  As¬ 
sistant  Chief  McElligott .  ^ 

Absent  . 


THE  RESOLUTION— 


(441-31-BZ) 


Whereas,  Herman  Katz,  for  Isidore  Popkini,  owner,  filed, 
Seotember  9,  1931,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  Premises  i  <02-7704 
Flatlands  avenue,  southeast  corner  of  East  <<th  street,  Bor 

ous'h  of  Brooklyn;  and  ,.  ,. 

Whereas,  a  public  hearing  was  held  on  this  application 

bv  tire  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing  January  12,  1932  after  due  notice  by  publication  in  the 
Bulletin  of' the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flatlands  avenue  is  in  a  'business 
district;  East  77th  street,  south  of  Flatlands  avenue,  is  in  an 
unrestricted  district ;  East  77th  street,  north  of  Flatlands 
avenue,  is  in  a  residence  district;  East  78th  street  .north .  of 
Flatlands  avenue,  is  in  a  residence  district,  and  East  ,8t 
street,  south  of  Flatlands  avenue,  is  m  an  unrestricted  dis- 

tr  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  20,  1931  (re  App.  No.  7955-1931),  reads. 
“Proposed  office  as  an  accessory  to  a  gasoline  service 
station  in  a  business  use  district  is  contrary  to  Art.  II, 
gCct  4a  of  Zone  Resolution:  also  there  are  no  records 
in  this  Bureau  that  the  gasoline  service  station  has  been 
permitted.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  on  Flatlands  avenue  and  90  ft.  on  East 
?.7lh  street,  upon  which  it  is  proposed  to  erect  a  one-story 
office  20  ft  by  20  ft.  in  area,  and  to  install  the  necessary 
tanks’  and  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  property  at  the  present  time  is  vacant  and 
unimproved  and  there  has  been,  apparently,  no  development 
of  any  nature  or  description  within  the  area  deemed  affecte 

b'V Whereas^ th^zone  in  this  locality  was  changed  from  an 
undetermined  to  a  business  use  along  Flatlands  avenue  in 
December,  1930,  the  applicant  having  purchased  his  property 

'!1  Whereas,  there  is  no  access  to  the  property  at  the  present 
time  it  would  seem  an  invasion  with  a  non-conforming  use 
would” predetermine  the  character  of  the  future  develop- 

m  Whereas,  the  application  under  section  21  does  not  seem 
to  be  substantiated  in  that  at  the  present  time  and  since  the 
acquisition  of  the  property  by  the  applicant  no  use  whatso¬ 
ever  could  be  made  of  this  property  due  to  its  maccessi- 

”  Resolved  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


485-20-BZ,  „  ,  ^ 

APPLICANT— Raymond  Irrera,  for  2521  Broadway  Corp., 

owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7'b  o f  the  building  zone 
resolution,  to  permit  a  modification  of  a  resolution 
adopted  by  the  board  for  the  use  of  the  two  (2) 
upper  stories  of  a  building  for  factory  purposes 
(originally  limited  to  office  use)  ;  reopened  June  16, 
1931). 

PREMISES  AFFECTED — 2521-2523  Broadway,  northwest 
corner  of  West  94th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Raymond  Irrera.  I  ] 

For  Opposition:  L.  Friedman. 

\CTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  j 

Affirmative  . _ . .  •  •  •  ® 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  ®  1 

THE  RESOLUTION— 

(485-20-BZ)  1  , 

Whereas,  Raymond  Irrera,  for  2521  Broadway  Corp., 
owner,  filed,  July  1'6,  1920;  granted  September  14,  1920; 

reopened  June  16,  1931,  an  application,  under  the  building  | 
zone  resolution,  to  permit  a  modification  of  a  resolution.  I 
adopted  by  the  board  for  the  use  of  the  two  (2)  upper 
stories  of  a  building  for  factory  purposes  (originally  limited 
to  office  use)  ;  premises  2521-2523  Broadway,  northwest  cor¬ 
ner  of  West  94th  street,  Borough  of  Manhattan;  and.  .  , 

Whereas,  a  public  hearing  was  held  on  this  application 
by  thq  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  January  12,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  budding 
zone  resolution  show  that  Broadway  is  in  a  business  dis¬ 
trict;  West  94th  street.  West  95th  street  and  West  End 
avenue  are  all  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  27,  1931  (re  Alt.  App.  No.  2467-1931), 

l*€cld’S  * 

“1.  State  correct  use  district.  Building  is  partly  in 
a  business  and  partly  in  a  residence  district. 

“2,  The  2nd  and  3rd  floors  must  be  devoted  entirely 
to  office  use  as  per  action  of  Bd.  of  Standards  and  Ap¬ 
peals.  (485-20-Building  Zone.  Sept.  14,  1920).”; 

and 

Whereas,  the  existing  building  is  of  nan-fireproof  con¬ 
struction,  three  stories  and  basement  in  height,  with  a  front¬ 
age  of  36  ft.  3  in.  on  Broadway  and  125  ft.  on  West  94th 
street ;  the  Broadway  front  of  the  building  is  in  the  business 
district  and  the  westerly  West  94th  street  front  extends 
into  the  residence  district  for  a  distance  of  25  ft.;  proposes 
to  continue  the  use  of  the  basement  and  first  story  as  store 
and  to  change  the  occupancy  of  the  two  upper  stories  frorr 
business  to  factory  use;  and 

Whereas,  this  building  was  the  subject  of  an  appea 
before  the  board  for  the  use  of  these  premises  for  a  busines: 
use,  25  ft.  of  the  lot  extending  into  the  residence  use  dis 
trict,  which  application  was  granted  by  the  board  on  Sep 
tember  14,  1920,  on  condition  that  the  two  upper  storie 
would  he  used  for  office  use ;  and 

Whereas,  it  would  appear  that  the  two  upper  stories  hav 
been  used  since  the  time  of  the  erection  of  the  building  fo, 
other  uses  than  office  use,  such  as  tailor,  corset  and  beaut 
shops,  together  with  factory  use  in  connection  with  fhi 
business ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  ev 
titled  to  relief  sought  at  this  time  in  view  of  the  utter  di; 
regard  of  the  conditions  as  laid  down  by  the  board  in  il 
original  resolution  on  this  property. 

Resolved,  that  the  decision  of  the  superintendent  of  bulk 
)ngs  be  and  it  hereby  is  affirmed,  and  that  the  application  1 
and  it  hereby  is  denied.  j  j; 
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460-31-BZ. 

APPLICANT — Julius  Stein-berg,  for  Sarah  Goldberg, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  one-story  extension  and 
the  extension  of  the  existing  business  use. 
PREMISES  AFFECTED — 71)3'  Washington  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Julius  Steinberg  and  Bernard  Jaffe. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(460-31-BZ) 


Whereas,  Julius  Steinberg,  for  Sarah  Goldberg,  owner, 
filed,  September  19,  1931,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  one-story  extension  and  the  ex¬ 
tension  of  the  existing  business  use;  premises  793  Wash¬ 
ington  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  January  12,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Washington  avenue  is  in  a  business 
and  residence  district ;  Lincoln  place  is  in  a  residence  dis¬ 
trict  ;  St.  John’s  place  is  in  a  residence  district,  and  Eastern 
parkway  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  31,  1931  (re  Applic.  No.  8066-1931),  reads: 

“Proposition  contrary  to  Art.  II,  Sec.  3  of  the  Zone 
Resolution.”  ; 
and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  two  stories  in  height,  with  a  frontage  of  17  ft.  10  in. 
and  a  depth  of  50  ft.;  occupied  as  store  and  dwelling;  it  is 
proposed  to  erect  a  one-story  rear  extension,  17  ft.  10  in. 
by  30  ft.  8  in.,,  to  be  occupied  for  business  use  in  connection 
with  the  existing  store  on  first  story  within  a  residence  use 
district ;  and 

Whereas,  the  premises  under  appeal  is  one  building  of  a 
row  of  buildings  on  Washing-ton  avenue  for  a  distance  of, 
approximately,  104  ft.  north  of  Lincoln  place,  on  which 
action  was  taken  by  this  board  in  1920  for  business  use  on 
first  story,  which  use  is  now  existing  in  all  of  these  build¬ 
ings  ;  and 

Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  21  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted ,  to  permit  the 
extension  of  the  business  use  for  the  first  story  only  for  a 
depth  not  to  exceed  30  ft.  8  in.  in  the  rear,  on  condition  that 
the  extension  shall  be  built  of  the  same  design  and  construc¬ 
tion  as  the  building  now  on  the  premises ;  that  the  gable  walls 
shall  be  unpierced  throughout  their  entire  height  and  length, 
and  that  the  resolution  of  Cal.  No.  1382-22-BZ  shall  be  com¬ 
plied  with  otherwise  in  all  respects. 


317-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Michel  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 


tion  and  maintenance  of  a  gasoline  service  station 
(previously  granted  on  certain  conditions  and  where¬ 
in  the  time  to  obtain  permits  and  complete  work  has 
expired;  reopened  November  24,  1931). 

PREMISES  AFFECTED — 1901-1905  Neptune  avenue, 
northwest  corner  ot  West  19th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(317-28-BZ) 


Whereas,  McCooey  &  Conroy,  for  Michel  Holding  Corp., 
owner,  filed,  April  5,  1928;  granted  December  7,  1928; 
grant  expired  by  limitation  December  17,  1929 ;  reopened 
November  24,  1931,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  1901- 
1905  Neptune  avenue,  northwest  corner  of  West  19th  street, 
Borough  of  Brooklyn;  and 

Whereas,  a  pubic  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  12,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  .Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Neptune  avenue  is  in  business 
and  residence  districts ;  West  19th  street  is  in  unrestricted 
and  business  districts,  and  West  20th  street  is  in  unrestricted 
and  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  19,  1931  (re  App.  13125-31),  reads: 

“1.  The  following  objections  have  been  filed  by  the 
examiners : 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  II, 
Sec.  4a,  sudivision  46. 

“The  installation  of  a  gasoline  service  station  and  the 
erection  of  a  building  accessory  thereto  in  a  business 
district.” ; 
and 

Whereas,  the  premises  consist  of  a  corner  lot,  100  ft.  by 
118  ft.  9)4  in.;  it  is  proposed  to  erect  a  non-fireproof  office, 
12  ft.  by  12  ft.,  bury  three  550-gallon  tanks  and  erect  six 
pumps  for  the  purpose  of  conducting  a  gasoline  service  sta¬ 
tion  within  a  business  district;  and 

Whereas,  this  application  was  granted  by  the  board  on 
December  7,  1928,  andi  the  time  in  which  to  obtain  permits 
and  complete  the  work  having  expired  December  17,  1929, 
an  application  for  an  extension  of  time  was  made  subse¬ 
quent  to  that  date  and  said  application  was  reopened  there¬ 
for,  subject  to  the  usual  procedure,  calendar  call  and  public 
hearing ;  and 

Whereas,  it  would  appear  that  there  have  been  no.  changes 
in  the  way  of  conforming  uses  in  the  immediate  vicinity 
since  the  granting  of  this  application. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  resolution  of  Decemer  7,  1928,  shall  be  complied  with 
in  all  respects  except  that  the  walls  required  on  the  northerly 
and  westerly  lot  lines,  as  incorporated  in  said  resolution, 
shall  be  eliminated;  the  resolution  of  December  7,  1926,  as 
amended,  now  reads  as  follows : 

“Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  built  on  the  building  lines  of  West  19th  street 
and  Neptune  avenue  a  concrete  curb  not  less  than  12  in.  in 
■height,  with  two  openings  on  each  street  front,  not  more 
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than  10  ft.  wide;  that  all  pumps  shall  be  located  at  least  10 
ft.  back  of  the  building  line;  that  there  shall  be  no  gasoline 
service  permitted  outside  of  the  building  line;  that  any  grease 
racks  shall  be  confined  to  the  northwest  corner  of  the  prop¬ 
erty  ;  that  there  shall  be  erected  on  this  property  on  the 
northerly  end  center  an  office  for  the  use  of  the  owner  and 
occupant  of  the  premises,  12  ft.  by  12  ft.,  with  a  Spanish 
tile  or  slate  roof,  brick  walls  with  artificial  stone  or  terra 
cotta  trimmings;  that  all  necessary  permits  shall  be  obtained 
within  six  months  and  the  work  completed  within  one  year 
from  the  date  of  this  action — January  12,  1932.” 


97-29-BZ. 

APPLICANT — Julius  Eckmann,  for  Saul  Stoll,  owner. 

SU  B  J  ECT — Application  for  reopening — modification — re|  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also, 
the  installation  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 263-265:  Monroe  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Julius  Eckmann. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(97-29-BZ) 


Whereas,  Julius  Eckmann,  for  Saul  Stoll,  owner,  filed, 
February  15,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles  and,  also,  the  installation  of  a  motor  vehicle 
repair  shop;  premises  263-265  Monroe  street,  Borough  of 
M  anhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  17,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Monroe  street,  Jackson  street, 
Madison  street  and  Scammel  street  are  all  in  a  business  and 
unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  13,  1929  (re  N.  B.  66-1929),  reads: 

“Proposed  garage  and  motor  vehicle  repair  shop  is 
contrary  to  Art.  II,  Section  4,  of  the  Zoning  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  mezzanine  in  height,  with  a 
frontage  of  50'  ft.  6  in.  and  a  depth  of  108  ft. ;  to  be  occupied 
as  a  garage  for  the  storage  of  more  than  five  motor 
vehicles  and  as  a  motor  vehicle  repair  shop ;  and 

Whereas,  there  is  documentary  evidence  submitted  in  sup¬ 
port  of  section  7e ;  and 

Whereas,  the  property  abuts  and  is  contiguous  to  an  un¬ 
restricted  area  now  occupied  by  a  garage ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  September  17,  1929,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  these  conditions  to  permit 
two  doorways. 


Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the! 

building  shall  not  exceed  in  height  one  story  above  curb 

grade  and  shall  be  constructed  fireproof ;  that  the  rear  and 
westerly  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length ;  that  the  front  elevation  shall  be 

finished  with  face  brick  of  light  color  with  architectural 

terra  cotta  or  natural  stone  trimming,  substantially  in  ac¬ 
cordance  with  the  design  submitted  in  this  appeal ;  that 
the  vehicular  openings  on  street  front  shall  not  exceed  in 
the  clear  10  ft.  in  width,  said  openings  to  be  located  sub¬ 
stantially  as  shown  on  plan  filed  January  7,  1932  ;  that  there 
shall  be  no  portable  gasoline  pumps  maintained  or  operated 
outside  the  building  line,  and  that  all  permits  required  shall 
be  obtained  within  six  months  and  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 


261-29-BZ. 

APPLICANT — Socony-Vacuum  Corp.,  present  owner. 
SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7g  of  the  building  zone  resolu- 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 113-26  Farmers  boulevard, 
South  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Percy  J.  King  and  C.  J.  Gannon. 
For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 


modified 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESO-LUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  o 

THE  RESOLUTION— 

(261-29-BZ) 


Whereas,  George  Stern,  for  Moline  Construction  Co., 
owner,  filed,  April  16,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises  113-26  Farmers  boule¬ 
vard,  South  Hollis,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  11,  1930,  after  due  notice  by  publication1  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Farmers  boulevard  (avenue)  is 
in  a  business  district;  Murdock  avenue  and  113th  road,  west 
of  Farmers  boulevard,  are  in  a  business  district,  and  113th 
road,  east  of  Farmers  boulevard,  is  in  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  5,  1929  (N.  B.  1934-29),  reads: 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  the  zoning  regulations. 
Plans  not  further  examined.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  55  ft.  on  Murdock  avenue  and  202  ft.  on 
Farmers  boulevard,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  20  ft.  by  20  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  upon  the  application  of  the  theory  of  section 
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7g  of  the  building  zone  resolution,  the  applicant  has  filed 
more  than  80  per  cent  consents  of  property  owners  within 
an  area  deemed  affected  and  fixed  by  this  board ;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  February  1,  1030,  on  certain  conditions,  and  owner, 
through  his  attorney',  Max  Posner,  requested  a  modification 
of  these  conditions  as  to  size  of  office  owing  to  restrictions 
in  the  deed  to  the  property,  and  present  owner,  through  his 
attorney,  Percy  B.  King,  requested  a  further  modification  as 
to  distance  of  opening  from  Murdock  avenue. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  of  Farmers 
boulevard  and  Murdock  avenue  a  concrete  curbing  not  less 
than  12  in.  high  and  1:2  in.  deep,  with  buti  two  openings  on 
Farmers  boulevard,  each  opening  to  be  not  more  than  10 
ft.  wide,  having  curb  cuts  directly  in  front  not  more  than  H2 
ft.  in  width;  side  of  any  opening  nearest  to  Murdock  ave¬ 


nue  to  be  not  less  than  15  ft.  distant  therefrom;  that  all 
pumps  shall  be  located  at  least  10  ft.  from  the  building 
line;  that  there  shall  lx1  erected  on  the  concrete  curbing, 
except  at  the  two  openings,  concrete  posts,  not  less  than  4 
tt.  in  height  and  12  in.  in  least  dimension,  spaced  about  10 
ft.  apart,  which  shall  be  connected  with  heavy  iron  chains 
forming  a  fence  or  in  lieu  thereof  a  heavy  ornamental  iron 
picket  fence  not  less  than  4  ft.  high ;  that  any  advertising 
shall  be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps ;  that  there  shall  be  erected  on  the  premises  a  two- 
story  building,  not  over  30  ft.  by  30  ft.  in  area,  constructed 
of  approved  masonry  of  attractive  architectural  design,  with 
variegated  slate  or  Spanish  tile  roof ;  the  top  story  to  be 
devoted  to  conforming  use;  no  portable  gas  tanks  shall  be 
operated  or  maintained  on  premises;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  one  year  from  the  date  of  this 
action. 


Adjourned  12.30  p.  m. 

W illiam  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  12,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  aixl  Assistant  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
482-31- A. 

APPELLANT — Ariel  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 190-194  Water  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inpsector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932',  at 
2  p.  m.,  on  written  request  of  appellant. 


185-31-A. 

APPELLANT — I.  L.  Crausman,  for  104  West  18th  Street 
Corp.,  owner. 

SUBJECT— 'Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 605-611  Sixth  avenue  and  104 
West  18t'h  street,  southwest  corner,  Manhattan. 
APPEARANCES — 

For  Appellant :  I.  L.  Crausman. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

139-31-A. 

\PPELLANT — F.  &  W.  Grand  5-10-25  Cent  Stores,  Inc., 
lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

JRBMISES  AFFECTED — 1275-1277  Broadway  and  28-30 
Goodwin  place,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Louis  Freedenberg. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


241-3i1-A. 

APPELLANT — Peter  C.  Spence,  chief,  Bureau  of  Fire  Pre¬ 
vention,  against  Sulken  Block  Realty  Co.,  owner. 
SUBJECT — Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  4426-1922  issued  by  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 119  West  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Inspector  Maher  of  fire  department. 
For  Owner  of  Building :  D.  J.  Comyns. 

For  Administration :  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings, 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m.,  pending  receipt  of  opinion  from  corporation 
counsel. 


230-31-A. 

APPELLANT — Peter  C.  Spence,  chief,  Bureau  of  Fire 
Prevention,  against  Sulken  Block  Realty  Co.,  owner. 
SUBJECT— Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  4425  issued  by  the  superintendent  of 
buildings  under  date  of  March  22  1922 
PREMISES  AFFECTED— 117  West  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Inspector  Maher  of  fire  department. 
For  Owner  of  Building:  D.  J.  Comyns. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  at 
2  p.  m„  pending  receipt  of  opinion  from  corporation 
counsel. 


484-31-A. 

APPELLANT — John  J.  Gilmartin,  for  Estate  of  Ella  Vir¬ 
ginia  Von  Echtzel  Wendel,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 99-101  William  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


91 


MINUTES 


THE  VOTE-  ,  .  „  r 

Affirmative:  Temporary  Chairman  Connell,  Com- 
missioners  Holland  and  Guilfoyle  and  As- 

sistant  Chief  McElligott .  4 

Negative . 

Absent  . 

THE  RESOLUTION— 

(484-31-A)  .  .  . 

Whereas,  John  J.  Gilmartin,  for  Estate  of  Ella  Virginia 
Von  Echtzel  Wendel,  owner,  filed,  October  1,  1931,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
99-101  William  street,  Borough  of  Manhattan;  and 

Whereas  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  14,  1931  (re  Order  No.  89 029 -F),  reads: 

“Replace  the  defective  shutters  with  proper  iron 
shutters  or  approved  fireproof  windows  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  distant 
in  a  direct  line  less  than  30'  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50'  above  a 
neighboring  roof  on  rear  of  building  or  other  approved 
protection,  as  per  Sec.  375,  Art.  18,  Ch.  5  of  the  Code 
of  Ordinances.” ; 

and  .  .  c 

Whereas,  the  building,  erected  ^rior  to  1894,  is  non-fire- 

proof,  four  stories  in  height,  >38  ft.  by  70  ft.  in  area;  OCCU¬ 
PIED:  1st  story,  restaurant;  upper  stones,  offices,  30  per¬ 
sons  per  story;  and  ,  ,, 

Whereas,  there  are  six  windows  on  each  story  above  tne 
first  story  >in  the  rear  wall  of  the  building  within  30  ft. 
of  openings  in  neighboring  buildings  at  the  rear;  and 
Whereas,  appellant  contends  that  the  occupancy  of  the 
premises  in  question  is  non-hazardous ;  that  the  buildings 
forming  the  exposures  are  of  fireproof  construction  with 
all  openings  therein  equipped  with  wired  glass ,  and  . 

Whereas,  the  exposures  of  the  buildings  causing  this  order 
are  buildings  which  are  built  fireproof  throughout  and  the 
windows  of  the  exposures  equipped  with  fireproof  win¬ 
dows;  and  „  , 

Whereas,  the  building  is  but  10  ft.  above  the  limit  in 

which  iron  shutters  would  not  be  required. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted,  only  so  far  as  it  affects  windows  not  on  the 
course  of  stair  halls,  corridors  or  elevator  shafts,  on  condi¬ 
tion  that  the  use  and  occupancy  shall  remain  substantially 
unchanged ;  that  the  building  shall  be  not  increased  m  height 
or  area,  and  only  so  long  as  the  surrounding  exposures  re¬ 
main  unchanged. 


and 


in  the  highest  story.  Sections  580-581,  Ch.  5,  Code  of 
Ordinances,  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  17,  1931,  reads: 

“This  will  reply  to  your  letter  of  August  26th,  1931, 
in  which  you  request  that  we  extend  the  date  of  Order 
88244-F  so  appeal  can  be  taken  to  the  Board  of  Stand¬ 
ards  and  Appeals 


and 


“Your  request  that  we  extend  the  date  of  Order  88244- 
F  must  be  denied.” ; 


Whereas,  the  building,  erected  in  1898,  is  fireproof,  twelve 
stories  (130  ft.)  in  height,  111  ft.  (1  in.  by  120  ft.  in  area; 
OCCUPIED  throughout  as  a  warehouse  for  general  mer¬ 
chandise,  six  persons  in  entire  premises ;  and 

Whereas,  appellant  contends  that  the  two  cross-connected 
gravity  tanks  (having  a  combined  capacity  of  9,720  gallons) 
supplying  the  standpipe  system  are  located  7  ft.  above  the 
highest  outlet,  and  proposes  to  provide  additional  fire  pads  in 
the  top  story ’in  lieu  of  raising  the  tanks;  and 

Whereas,  the  building  was  erected .  in  1898,  at  which 
time  the  present  standpipe  system  was  installed. 


ne  me  presem  sicuiuppu  - 

Resolved ,  that  the  order  and  decision^  of  the  hre  com- 
missioner  be  and  they  hereby  are  modified ,  and  that  the 
appeal  be  and  it  hereby  is  granted,  only  so  far  as  it  affects 
the  elevation  of  the  bottom  of  the  gravity  tank  above  the 
top  story  hose  outlet,  on  condition  that  said  elevation  shall 
be  not  less  than  6  ft.  8  in.  above  the  top  story  hose  outlet ; 
that  the  hose  in  the  top  story  shall  be  equipped  with  /4-mch 
nozzles;  that  such  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  department  shall  be  installed;  that 
the  building  shall  be  not  increased  in  height  or  area;  that 
the  use  and  occupancy  shall  remain  substantially  unchanged, 
and  that  the  standpipe  rules  shall  be  complied  with  in  all 
other  respects. 


4 87-31- A. 

APPELLANT — Shephard  Warehouses.  Inc.,  lessee. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 667  Washington  street,  north¬ 
east  corner  of  West  10th  street,  Manhattan. 

A  P  P  EAR AN  CES— 

For  Appellant:  R.  S.  Hardy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

\CTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Lom- 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ^ 

Absent  .  ® 

THE  RESOLUTION— 

(487-31- A) 

Whereas,  Shephard  Warehouses,  Inc.,  lessee,  filed,  Octo¬ 
ber  3,  1931,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  (167  Washington  street, 
northeast  corner  of  West  10th  street.  Borough  of  Manhat¬ 
tan  :  and  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 

5,  1931  (Order  No.  88244-F),  reads: 

“Raise  the  standpipe  gravity  tank  so  that  the  bottom 
of  said  tank  is  not  less  than  20'  above  the  hose  outlet 


503- 31- A.  .  ,  ,  , .  ^ 

APPELLANT— Jacob  Feld,  for  Patrick  Holding  Corp., 

owner.  .  . 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  hre 

commissioner. 

PREMISES  AFFECTED— 654-662  First  avenue  and  400- 
408  East  3>8th  street,  southeast  corner,  Manhattan. 
APPEARANCES — 

For  Appellant :  Jacob  Feld.  I 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  . 

\CTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  .  -  „  „ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  " 

THE  RESOLUTION— 

(503-31- A) 

Whereas,  Tacob  Feld,  for  Patrick  Holding  Corp.,  owner, 
filed  October' 13,  1931,  an  appeal  from  an  order  and  a  deci¬ 
sion' of  the  fire  commissioner,  affecting  premises  654-662 

First  avenue  and  400-408  East  38>th  street,  southeast  corner, 

Borough  of  Manhattan ;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 

27,  1931  "(Order  No.  84707-F),  reads: 

“Provide  approved  fireproof  windows  or  iron  shutters 
at  all  openings  in  the  exterior  wall  above  1st  story 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  east  side  of  building, 
or  other  approved  protection,  as  per  Section  375,  Art.  18, 
Ch.  5,  Code  of  Ord.” ; 

Whereas,  the  decision  of  the  fire  commissioner,,  rendered 

September  28,  1931,  reads:  , 

“This  will  reply  to  your  letter  of  August  10th,  1931, 
in  which  you  request  rescindment  of  Order  81701-F. 
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“You  are  advised  that  this  department  is  without 
authority  to  rescind  this  mandatory  requirement  of  the 
code  of  ordinances,  therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in  height, 
103  ft.  6 K  in.  by  125  ft.  1%  in.  in  area;  OCCUPIED  as  a 
factory,  thirty-five  persons  per  story ;  and 

Whereas,  the  appellant  claims  there  are  twenty  window 
openings  affected  by  the  fire  department’s  order ;  the  building 
causing  the  exposure  at  east  is  two  stories  in  height,  24  ft. 
11  in.  away,  having  only  two  window  openings  in  the  west 
wall,  one  of  which  is  fireproof  and  occupied  as  a  home 
for  cats  and  dogs ;  that  the  building  in  question  was  erected 
in  1905 ;  at  that  time  an  objection  was  made  requiring  fire¬ 
proof  shutters,  but  was  waived  on  account  of  the  existing 
rear  yard  and  the  absence  of  openings  in  the  exposure  build¬ 
ing,  then  a  stable;  furthermore,  the  appellant  proposes  to 
make  the  only  one  non-fireproof  window  in  the  exposure 
building  fireproof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  win¬ 
dows  not  on  the  course  of  stair  hall,  elevator  shaft  or  public 
corridor  on  the  second,  third  and  fourth  stories,  on  condition 
that  the  surrounding  conditions  and  exposures  causing  this 
order  remain  unchanged,  and  that  the  building  shall  be  not 
increased  in  height  or  area. 


504-31-A. 

APPELLANT — H.  H.  Hay,  for  National  Sugar  Refining 
Company  of  New  Jersey,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 474-478  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  H.  H.  Hay  and  W.  J.  Vreeland. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative . > .  0 

Absent  .  0 


THE  RESOLUTION— 

(5  04-131- A) 

Whereas,  H.  H.  Hay,  for  National  Sugar  Refining  Com¬ 
pany  of  New  Jersey,  owner,  filed,  Octoer  13,  1931,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
474-478  Kent  avenue,  Borough  of  Brooklyn;  and 
W hereas,  the  decision  of  the  fire  commissioner,  rendered 
September  23,  1931  (Plan  No.  2013-31),  reads: 

“The  above  plans  and  applications  are  disapproved 
with  the  following  objections,  which  must  be  answered 
in  detail  on  the  enclosed  amendment  sheets  and  shown 
on  your  preliminary  plans : 

“1.  Extend  standpipe  system  so  as  to  protect  all  build¬ 
ing  units  in  excess  of  851'  in  height  and  over  10,000 
sq.  feet  in  area.  Rule  9. 

“11.  File  floor  plans  of  all  stories  including  partitions, 
stair  enclosures,  risers,  outlets  and  length  of  hose. 
Rule  1.”; 

and 

Whereas,  the  premises  consist  of  block  bounded  by  Kent 
avenue,  South  11th  street,  Division  avenue  and  East  River, 
upon  which  is  erected  several  'buildings,  one  of  which  is  of 
brick  and  steel  construction,  ten  stories  (116.75  ft.)  in 
height,  80.16  ft.  by  85.66  ft.  in  area;  UNOCCUPIED;  and 
Whereas,  the  appellant  claims  the  building  was  erected 
in  1891  and  has  been  unoccupied  since  1907;  there  are  no 
openings  or  connecting  doorways  between  this  building  and 
the  surrouding  buildings  which  are  used  as  storage  ware¬ 
houses  ;  all  surrounding  buildings  are  sprinklered  except 


one;  there  is  no  electric  wiring,  heat  or  water  lines  in  the 
building  in  question ;  watchman’s  service  is  maintained  day 
and  night;  the  owner  would  suffer  a  hardship  if  compelled 
to  comply  with  the  order;  furthermore,  the  appellant  con¬ 
tends  that  standpipes  are  unnecessary — there  are  no  lives  to 
be  protected  as  the  building  is  not  used. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Plan  No.  2013-31,  Items  1  and  11,  only  so 
far  as  it  affects  the  building  under  appeal  known  as  the  char 
house  on  the;  plans  submitted  with  this  appeal,  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area 
and  only  so  long  as  it  remains  unoccupied  and  not  used  for 
storage  of  any  nature  or  description  except  machines  now 
installed  in  the  building ;  that  there  shall  be  posted  a  sign 
satisfactory  to  the  fire  department  in  one  window  of  each 
floor  in  the  front  of  the  building  indicating  the  condition  of 
the  floors  and  a  similar  sign  to  be  posted  in  each  window 
in  the  front  of  the  building  overlooking  the  elevator  and 
shaftway ;  there  shall  be  a  sign  also  placed  on  the  window 
immediately  over  the  roof  of  the  two-story  boiler  house  to 
the  west;  that  an  outside  twenty-four-hour  watchman  service 
shall  be  maintained  on  these  premises  at  all  times ;  that 
there  shall  be  no  horizontal  openings  of  any  nature  or 
description  to  any  adjoining  buildings,  and  that  there  shall 
be  a  railing,  satisfactory  to  the  fire  department,  enclosing  the 
opening  at  floor  level  on  the  fifth  and  sixth  stories. 


483-31- A. 

APPELLANT — John  J.  Gilmartin,  for  Lawyers  Title 
Guarantee  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 188-190  Montague  street, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin, 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION^— 

(483-31- A) 


Whereas,  John  J.  Gilmartin,  for  Lawyers  Title  Guarantee 
Co.,  Inc.,  owner,  filed,  October  1,  1931,  an  appeal  from 
orders  and  a  decision  of  the  fire  commissioner,  affecting 
premises  188-190  Montague  street,  Borough  of  Brooklyn; 
and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
August  25,  1931,  read : 

“Order  No.  88556-F : 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Secs.  580-531,  Ch.  5,  Code 
of  Ordinances,  and  Rule  91  of  the  Board  of  Standards 
and  Appeals.” ; 

and 

“Order  No.  88557-F : 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  rules  of  the  Board  of  Standards  and 
Appeals  and  comply  with  the  following  orders: 

“(a)  Arrange  the  house  water  supply  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above  the 
3500  gallon  mark  only.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  29,  1931,  reads : 

“In  reply  to  your  letter  of  Sept.  24,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  orders  88657-F  and  88556-F  and  that 
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you  are  unable  to  do  so  due  to  the  fact  that  the  Bd. 
of  Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”  ; 

and 

Whereas,  the  building,  erected  in  1904,  is  fireproof,  ten 
stories  (13'8  ft.)  in  height,  50  ft.  by  100  ft.  in  area;  OCCU¬ 
PIED  as  an  office  building,  twenty-five  persons  per  story; 
and 

Whereas,  appellant  contends  that  the  2,600-gallon  capacity 
gravity  tank  supplying  the  standpipe  system  is  located  ap¬ 
proximately  12  ft.  6  in.  above  the  highest  outlet,  and  requests 
the  acceptance  of  this  tank  in  its  present  location  with  a 
reserve  of  2,000  gallons  for  the  standpipe ;  and 

Whereas,  the  building  was  erected  in  1904,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and|  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet  and  the  capacity  of  the  tank,  on  condition  that  the 
elevation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet  shall  be  not  less  than  12  ft.;  that  a  reserve  of  not 
less  than  2,000  gallons  shall  be  maintained  for  the  standpipe 
system  at  all  times ;  that  the  hose  in  the  top  story  shall  be 
equipped  with  inch  nozzles ;  that  the  standpipe  rules  shall 
be  complied  with  in  all  other  respects ;  that  the  building 
shall  be  not  increased  in  height  or  area,  and  that  the  use  and 
occupancy  shall  remain  substantially  unchanged. 


468-31-A. 

APPELLANT — James  J.  Colt  and  Herman  Epstein, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 150  Ingraham  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Herman  Epstein. 

For  Administration :  Inpsector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(468-31-A) 


Whereas,  James  J.  Colt  and  Herman  Epstein,  owners, 
filed,  September  25,  1931,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  150 
Ingraham  street,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  19,  1931  (re  Order  No.  406S9-LC),  reads: 

“4.  Construct  the  roof  of  each  compartment,  where 
the  mixing  tanks  are  located,  with  Portland  cement 
concrete  at  least  6"  thick,  or  of  brick  masonry  at  least 
8"  thick  as  per  Sec.  131,  Sub-Div.  8,  Chap.  10,  Code  of 
Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commisioner,  rendered 
September  14,  1931,  reads : 

“In  reply  to  your  letter  of  Sept.  2nd,  1931,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  order1  40689-LC  and  that  you 
are  unable  to  do  so  due  to  the  fact  that  the  Bd.  of 
Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 
and 


Whereas,  the  premises  consist  of  an  interior  lot,  100  ft. 
by  100  ft.,  four  outside  underground  tanks  for  the  storage 
of  benzine  and  a  one-story  brick  building  erected  on  the 
front  of  the  lot  and  four  one-story  attached  buildings  erected 
on  the  rear  of  the  lot;  OCCUPIED  for  the  manufacture 
of  rubber  cement,  four  persons ;  and 

Whereas,  the  appellant  claims  that  the  order  only  affects 
the  two  one-story  brick  buildings  erected  in  1925  and  known 
as  Nos.  1  and  3,  on  the  rear  of  the  lot  where  the  mixing 
tanks  are  located;  the  roofs  are  constructed  of  wood  beams 
covered  with  wood  roofing  and  five-ply  tar  felt,  the  ceilings 
are  covered  with  wire  lath  and  1  inch  of  Portland  cement 
plaster;  furthermore,  the  appellant  contends  that  the  existing 
type  of  roof  is  safer  and  more  practical  for  a  rubber  cement 
factory  than  a  concrete  roof ;  that  the  present  business  is 
being  operated  under  Certificate  of  Occupancy  No.  33293 
issued  June  8,  1925;  a  copy  of  which  is  filed  with  this  appeal; 
the  buildings  are  provided  with  ample  fire  extinguishers  and 
proper  ventilation ;  also,  the  board  granted  a  similar  appeal 
under  Cal.  No.  492-26- A ;  and 

Whereas,  the  order  is  placed  against  what  are  known  as 
Buildings  Nos.  1  and  3',  from  plans  filed  with  this  appeal, 
No.  1  having  an  area  of  approximately  27  ft.  by  30  ft.  and 
No.  3  having  an  area  of  approximately  25  ft.  by  25  ft. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified ,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  ceiling  under 
the  roof  shall  be  fire-retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals ;  that  the  use  as  pro¬ 
posed  shall  be  confined  to  these  two  buildings  only ;  that  the 
buildings  shall  be  not  increased  in  height  or  area ;  that 
such  additional  fire-fighting  appliances  as  shall  be  required 
by  the  fire  department  shall  be  installed ;  that  all  window 
and  doorway  openings  in  all  buildings  shall  be  equipped  with 
self-closing,  fireproof  doors  and  self-closing,  fireproof  win¬ 
dows,  and  that  the  requirements  of  the  resolution  of  Cal. 
No.  3  017-26- A,  granted  under  date  of  February  8,  1927,  shall 
be  complied  with. 


9  5  4-2  8 -A. 

APPELLANT — Ohrbach’s  Affiliated  Stores,  Inc.,  lessee; 
request  for  reopening  made  by  Samuel  Rosenblum. 

SUBJECT — Application  for  reopening — interpretation  of 
resolution- — re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 48  East  14th  street  and  51  East 
13th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 


interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 4 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(954-28-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Ohrbach’s  Affiliated  Stores,  Inc.,  lessee,  filed,  De¬ 
cember  13,  1928,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  48  East  14th  street,  Borough 
of  Manhattan ;  and 


91 


MINUTES 


Whereas,  the  order  of  the  fire  commissioner,  dated  April 
3,  1928,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals,  May 
24,  1917,  as  amended  May  2nd,  1918,  and  January  2.1, 
1919,  effective  February  17th,  1919.”; 
nd 

Whereas,  the  building  is  non-fireproof,  cellar  and  four 
tories  (57  ft.  10  in.)  in  height,  29  ft.  2  in.  by  206  ft.  6  in. 
about  6,000  sq.  ft.  in  area)  connected  by  large,  unprotected 
penings  on  first,  second  and  cellar  stories,  to  the  six-story 
uilding,  No.  46  East  14th  street,  adjoining  at  west,  32  ft. 
1  in.  by  206  ft.  6  in.  (about  6,700  sq.  ft.  in  area)  and  used 
l  conjunction  with  the  adjoining  building  for  a  retail 
aecialty  shop;  OCCUPIED:  (No.  48) — cellar,  salesroom, 
6  persons;  1st  story,  salesroom,  30  persons;  2nd  story, 
ilesroom,  25  persons ;  3rd  story,  card  writer  and  alterations, 
persons;  4th  story,  storage,  2  persons;  (No.  46)— cellar) 
ilesroom,  14  persons;  1st,  2nd,  3rd  and  4th  stories,  sales- 
x>ms,  25  persons  on  each  story;  5th  story,  rest  room,  4 
ersons ;  6th  story,  offices,  30  persons ;  pent  house,  offices,  10 
arsons;  and 

Whereas,  the  appellant  claims  that  the  premises  are 
-otected  by  an  approved  standpipe  system  which  was  di¬ 
alled  in  conjunction  with  the  building,  No.  46  East  14th 
reet,  adjoining  at  west;  that  both  buildings  are  occupied 
>'  the  same  lessee;  furthermore,  the  appellant  contends 
iat  the  building  is  provided  with  adequate  fire  protection; 
id 

Whereas,  the  original  order  was  filed  on  this  building 
Her  different  conditions  of  occupancy  in  that  the  premises 
ere  occupied  as  a  tenant  factory  building ;  and 
Whereas,  since  the  issuance  of  the  original  order  the 
:cupancy  has  been  changed  to  single  tenant  occupancy  and 
.ctory  use  discontinued;  and 

Whereas,  the.  original  variation  granted  by  the  board 
ibstituted  a  sprinkler  system  for  the  standpipe;  and 
Whereas,  the  conditions  as  to  operation,  conduct  and  use 
ace  the  issuance  of  the  original  order  seems  improved ; 

id 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
eeting,  April  9,  1929,  on  certain  conditions,  and  owner, 
rough  his  agent,  Samuel  Rosenblum,  requested  an  inter- 
etation  of  the  term-  horizontal  exits. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
anted  on  condition  that  the  premises  be  equipped  through- 
it  with  an  approved  standpipe  system  and  the  building  shall 
4  be  increased  in  height  or  area ;  that  all  horizontal  exits, 
her  than  those  between  No.  48  and  No.  46  East  14th 
-eet,  while  these  buildings  are  in  single  operation  and  lease- 
id,  be  protected  with  self-closing,  fireproof  doors. 


3-28- A. 

PPELLANT — Ohrbach’s  Affiliated  Stores,  Inc.,  lessee; 
request  for  reopening  made  by  Samuel  Rosenblum. 

JBJECT — Application  for  reopening — interpretation  of 
resolution — re  Appeal  from  an  order  of  the  fire 
commissioner. 

DEMISES  AFFECTED — 46  East  14th  street  and  49  East 
13th  street,  Manhattan. 

PPEARANCES — 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

~TlON  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

IE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners.  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative . 0 

Absent  .  0 


THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners.  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative . 

Absent  . 

THE  RESOLUTION— 

(95  3-28-  A) 

V  hereas,  Croker  National  Fire  Prevention  Engineering 
Co.  tor  Ohrbach’s  Affiliated  Stores,  Inc.,  lessee,  filed  De¬ 
cember  13,  1928, .  an  appeal  from  an  order  of  the  fire’com- 
mrssmner,  affecting  premises  46  East  14th  street,  Borough 
ot  Manhattan;  and 

\Y  hereas,  the  order  of  the  fire  commissioner,  dated  April 
20,  1928  (Order  No.  35811-F),  reads: 

1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building,  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  m  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals,  May 
24,  1927,  amended  May  2nd,  16,18,  and  Jan  21  1919 

effective  February  17th,  1919  ”  • 
and 

\\  hereas,  the  building  is  non-fireproof,  cellar,  six  stories 
and  pent  house  (88  ft.  4  in.)  in  height,  32  ft.  11  in.  by  206 
ft.  6  in.  (about  -6,700  sq.  ft.  in  area),  connected  by  large 
unprotected  openings  on  first,  second  and  cellar  stories  to 
the  four-story  building.  No.  48  East  14th  street,  adjoining 
at  east,  29  ft.  6  in.  by  206  ft.  6  in.,  (about  6,000  sq.  ft.  ijn 
area)  and  used  in  conjunction  with  the  adjoining  building 
for  a  retail  specialty  shop;  OCCUPIED:  (No.  46)  — 
ce  lar,  salesroom,  14  persons;  1st,  2nd,  3rd  and  4th  stories, 
salesrooms,  25  persons  on  each  story ;  5th  story,  rest  room, 
4  persons;  6th  story,  offices,  30  persons;  pent  house,  offices) 
10  persons;  (No.  48) — cellar,  salesroom,  16  persons;  1st 
story,  salesroom,  30  persons ;  2nd  story,  salesroom,  25  per¬ 
sons  ;  3rd  story,  card  writer  and  alterations,  4  persons  *  4th 
story,  storage,  2-  persons ;  and 

Whereas,  the  appellant  claims  that  an  appeal  from  the 
original  fire  department  order  calling  for  the  installation  of 
a  standpipe  system  was  granted  by  the  board  under  Cal.  No. 
584-22- A  on  condition  that  a  sprinkler  system  be  installed- 
reopened,  restored  to  the  calendar  and  withdrawn  ;  the  lessee 
then  complied  with  the  original  order  by  installing  an  ap¬ 
proved  system  of  standpipes ;  immediately  thereafter  the  fire 
commissioner  issued.  an  order  for  the  installation  of  a 
sprinkler  system,  which  was  taken  up  with  the  chief  of  the 
fire  department,  who  agreed  to  rescind  the  order  provided 
the  board  of  standards  and  appeals  considered  that  either 
the  standpipe,  or  the  sprinkler  system  would  -have  given 
ample  protection;  a  letter  to  such  effect  was  obtained  from 
the  board  and  presented  to  the  fire  department;  the  fire 
department  still  refuses  to  rescind  the  order;  furthermore 
the  appellant  contends  that  the  approved  standpipe  system 
now  installed  provides  ample  protection ;  that  it  would  be  an 
undue  hardship  upon  the  lessee  if  compelled  to  install  a 
sprinkler  system  in  addition;  and 

Whereas,  the  original  order  was  filed  on  this  building 
under  different  conditions  of  occupancy  in  that  the  premises 
were  occupied  as  a  tenant  factory  building;  and 
Whereas,  since  the  issuance  of  the  original  order  the 
occupancy  has  .been  changed  to  single  tenant  occupancy  and 
factory  use  discontinued;  and 
Whereas,  the  original  variation  granted  by  the  board 
substituted  a  sprinkler  system  for  the  standpipe;  and 
.  Whereas,  the  conditions  as.  to  operation,  conduct  and  use 
since  the  issuance  of  the  original  order  seems  improved  * 
and  ’ 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  April  9,  1929,  on  certain  conditions,  and  owner 
through  his  agent,  Samuel  Rosenblum,  requested  an  inter- 
pretation  of  the  term  horizontal  exits. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  premises  be  equipped  through- 
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out  with  an  approved  standpipe  system,  and  the  building 
shall  not  be  increased  in  height  or  area;  that  all  honzontal 
exits  other  than  those  between  No.  46  and  No.  48  East  14th 
street,  while  these  buildings  are  in  _  single  operation  ami 
leasehold,  be  protected  with  self-closing,  fireproof  doors. 


PETITIONS  FOR  VARIATIONS. 

201-3'1-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Phillips  Jones  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
superintendent  of  buildings.  , 

PREMISES  AFFECTED— 1215-1223  Broadway,  Manhat¬ 
tan. 

APPEARANCES—  ••  , 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1932,  at 
2  p.  m.,  pending  receipt  of  opinion  from  corporation 

counsel. 


PETITIONER— Samuel  Rosenblum,  for  Charlotte  E.  A. 
Throckmorton,  owner.  . 

(SUBJECT _ Variation  of  the  labor  law,  as  cited  in  an  order 

of  the  fire  commissioner. 

PREMISES  AFFECTED— 1204-1210  Broadway,  Manhat¬ 


tan. 

APPEARANCES—  ,  „  U1  ,  ,,  ..p 

For  Petitioner :  Samuel  Rosenblum  and  Charlotte 

E.  A.  Throckmorton. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Laid  over  to  January  19,  1932,  at 
2  p  m.,  for  petitioner  to  consult  with  owner. 


appliance  SUBMITTED  FOR  APPROVAL. 

129-27-SA. 

PETITIONER— State  Burner  Corp.,  owner. 

SUBJECT— Application  for  reopening— amendment— re  Ap¬ 
proval  of  changing  the  name  of  the  “Stroud-In-The- 
Door”  Oil  Burner  (which  was  previously  approved 
by  the  board)  to  the  name  of  the  “Twin  City  On- 
The  Door”  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  M.  J.  Sage. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 


THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(129-27-SA) 

Whereas,  State  Burner  Corp.,  owner,  filed,  February  7 
1927,  a  petition  with  the  board  of  standards  and  appeals  fur 
approval  of  the  device  known  as  the  Stroud-In- 1  ,ie-Dooi 
Oil  Burner;  and  , 

Whereas,  the  burner  is  of  the  fire-pot  type  with  air  de¬ 
livered  by  fan  and  gravity  feed  from  the  Cooke  or  Teesdak 
pump,  ignited  by  torch  and  equipped  with  an  overflow  safeti 
device :  and 

Whereas,  a  committee  of  the  board  visited  premises  3 
Remsen  street,  Borough  of  Brooklyn,  and  inspected  th' 
device  in  operation ;  and 

Whereas,  the  Stroud-In-The-Door  Oil  Burner  was  ap 
proved  by  the  board  June  12,  1928,  and  petitioner  requests 
that  the  name  be  changed  to  Twin  City  On-The  Door  0; 
Burner  and  stated  that  the  use  of  the  name  Strould-In-The 
Door  Oil  Burner  would  be  discontinued.  f 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  approve  the  Twin  City  On-The  Door  Oil  Burner  fc 
use  with  Grade  “B”  fuel  oil  in  domestic  installations. 


RULES. 

240-19-SR. 

SUBJECT — Elevator  Rules — Reopening — re  Correction. 

ACTION  OF  BOARD — Temporary  Chairman  read  con 
munication ;  petition  reopened  and  corrected.  T1 
correction  was  to  omit  the  words  “or  shall  1 
armored  cable”  from  the  last  line  of  rule  2-1-9 
as  this  conflicted  with  the  wording  of  rule  2-1-9- 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative . 

Absent  . 

THE  VOTE  TO  CORRECT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative . 

Absent  . - . 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR]  . 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  January  22,  1932,  at  4  p.  m„  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  ‘  Standpipe  -  Firehne 
Rules  and  to  consider  the  proposition  for  a  uniform  cer¬ 
tificate  of  occupancy  for  all  boroughs. 

Matter  in  italics  is  new. 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  sections,  drawn  clearly  and  distinctly,  to  a  scale  of  Ya, 
inch  or,  by  permission  of  the  Fire  Commissioner,  p8  inch  to 
the  foot  for  each  proposed  standpipe  (fire  line)  installation 
or  alteration,  shall  be  submitted  to  and  approved  by  the  Fire 
Commissioner  before  the  work  in  connection  with  the  in¬ 
stallation  is  started.  Such  preliminary  plans  shall  show  the 
size  and  location  of  the  standpipe  (fire  line)  risers,  size  and 
location  of  Siamese  and  cross-connections,  valves,  tanks  and 
connections,  pumps,  hose  stations,  lengths  of  hose,  etc.,  and 


the  location  of  stairways  and  enclosing  partitions  in  relat 
to  the  standpipe  risers  and  hose  stations.  From  these 
proved  preliminary  plans,  three  sets  of  plans  on  cloth, 
clean  and  clear  detail,  shall  be  filed  for  final  approval  by 
Fire  Commissioner.  A  certified  copy  of  approved  plans  s 
be  forwarded  to  the  Bureau  of  Buildings  by  the  Bureau 
Fire  Prevention.  Such  application  and  specification  fo 
as  may  be  prescribed  by  the  Fire  Commissioner  shall  acc 
pany  preliminary  plans.  If  an  automatic  sprinkler  systei 
provided  throughout  the  building  or  in  any  portion  of 
building,  the  plans  shall  include  a  note  to  that  effect. 

When  new  building  or  alteration  plans  are  filed  with 
superintendent  of  buildings  for  buildings  that  under  the 
visions  of  law  would  require  a  standpipe  the  Superinten 
of  buildings  shall  so  notify  the  Fire  Commissioner.  A 
tificate  of  occupancy  shall  not  be  issued  by  the  Superinten 
of  Buildings  until  the  Fire  Commissioner  has  certified 
building  is  provided  with  a  standpipe  system  conformin 
the  requirements  of  the  building  code  and  these  rules. 
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APPROVED  APPLIANCES 


Burners  for  Domestic 


Name  of  Burner  Calendar  No. 

B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Galoroil  Burner — Type  A  A .  1361-24-SA 

parboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carborundum  Burner .  571-29-SA 

parter-Korth  Oil  Burner .  54-30-SA 

tentury  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1103-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner . .  .  _  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

jD’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doherty  Oil  Burner .  943-26-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Bisler  Automatic  Oil  Burner .  481-27-SA 

Electrol  Automatic  Oil  Burner .  259-25-SA 

Electromatic  Oil  Burner .  603-29-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Gulf  Oil  Burner .  382-26-SA 

Hardinge  Oil  Burner . 813-25-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Holbv  Type  A  Fuel  Oil  Burner .  688-29-SA 


and  Commercial  Use 

Name  of  Burner  Calendar  No. 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NR .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atoming  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner . ?  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  73'5-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  893-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rightway  Oil  Burner .  339-31-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  o6-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  C .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A -2,  4-B,  C-5,  A-3U,  3K,  B-oU, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  58/-30-SA 


Name  of  Burner  Calendar  No. 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner . 297-29-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  4d1-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA  j 

Wayne  Oil  Burner .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


APPROVED  APPLIANCES 


Burners  for  Industrial  Use 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA  Mahrvel  Low  Pressure  Burner 


Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-2* -SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner -  45-21-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Fess  Turbine  Burner .  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammel  Oil  Burner .  1278-21-SA 

Hammond  Oil  Burner . 72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Ho'by  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner... .  15o-20-SA 


208, 


Maxon  Oil  Burner  (New  Style) . 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner. . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner.... 

Oil-Elec-Tric  Oil  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . . . ; . 

Petro  Mechanical  Burner  and  Air  Register .... 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner - 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner . 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner.. 

Steam  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner.... 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate-Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 


859-26-SA 

1036-22-SA 

68-24-SA 


327-31-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 

185- 29-SA 

186- 29-SA 
255-31-SA 
792-26-SA 
317-31-SA 
394-30-SA 
617-30-SA 
644-21-SA 
452-31-SA 
735-24-SA 


40-31-SA 
660-30-SA 
438-31-S/ 
367-21-S/ 
504-23-S/ 
341-21-SA 
583-21-S/ 
1203-22-S/ 
183-22-S^ 
92-23-SA 
1254-24-S/ 
1444-23-SA 
297-29-S l 
1525-22-S > 
454-25-Si 
123-23-Si 
19-25-S* 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applicatio ns. 

1 1029-27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1193-21-SA — Quimby  Screw  Pump,  approval  of. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

4550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1263- 25-SA — Phis  ter  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

1162-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
and  Sprinkler  Siamese  Connection,  ap¬ 
proval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA— Kennedy  2E>-inch  Hose  Outlet  Valve,  Tvpe 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


260-30-SA — Scranton  Steam  Pumps,  approval  of. 
359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

5 68-30- S A — Tu thill  Fuel  Oil  Pump,  Model  L,  approval  of. 
730-30-SA— Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
40-31-S A — Petro  Oil  Burner,  Models  D-10  to  D-15,  ap¬ 
proval  of. 

125-al-SA  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA  Can  t  Pull  Anti-Syphon  Trap,  approval  of. 
224-31-SA— Edwards  &  Co.  Catalog  No.  551  Vibrating  Bell 
for  Alternating  Current  Operation,  approval 
of. 

250- 31-SA — Lunkenheimer  2^4-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31- SA— Lunkenheimer  2^-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
396-3 1-S A — Schwarze  Single  Stroke  Bells  for'  Fire  Alarm 

'  .  ™  Duty\  No'  37~A  and  No-  37'D-  approval  of. 

4i0-31-SA — Todd  Spiro  Burner,  approval  of. 

49 1-3 1-S  A — Super  f  ex  Oil  Burning  Heater,  approval  of. 
513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
532-31-SA— Remington  Domestic  Oil  Burner,  Type  B,  ap¬ 
proval  of. 

534-3'1-SA — Page  Fuel  Burner,  approval  of. 

536- 31-SA — Standard  Automatic  Oil  Burner,  Type  14-G, 

approval  of. 

537- 31-SA— Standard  Automatic  Oil  Burner,  Type  11-G, 

approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

548-3 1-S  A— National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

568-31-SA — Mayfield  Oil  Burner,  approval  of. 

584-31-SA — Fairfield  Oil  Burner,  approval  of. 

592-31-S A  Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

597- 31-SA—  N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 

AS  and  No.  134  DS,  approval  of. 

598- 31-SA — N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046, 

1046  A  and  1046  AN,  approval  of. 
600-31-SA — Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
orms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
>roperly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
I  roadway.  Price  $125;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c ;  by  mail  33c. 
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disposition  of  cases. 


docket. 

Cases  pending  December  31,  1931. 


344 


Cases  filed  up  to  January  13,  1932. 
Restored  to  calendar . 
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Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


Withdrawn  . 

Dismissed  . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . . .  •  . .  " 

Appliances  dismissed,  disapproved  or  withdrawn - 

Rules  approved  . . . •  •  • .  ^ 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 
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3 


5 

0 

2 

0 

0 

0 

0 

2 


Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied.. . . . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . . . 

Administrative  requests  granted . ;  .  . . 

Administrative  requests  denied  or  withdrawn. 
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1 


Interpretations  . 

Requests  withdrawn  or  dismissed. 


3 

0 

5 

0 

0 

0 

2 

0 

0 

0 

0 

0 

0 

0 

0 

0 

2 

0 


Total  .. 
Disposed  of . 


400 

65 


Total 


65 


Cases  pending  January  13, 


1932 
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WARNING 

,  .  .  .n  netitioners  appellants  and  offices  of  the  board  and  of  the  further  publication  of  the 

Notice  is  hereby  given  to  all  Jjg  engineers  calendars  in  the  daily  press.  . 

applicants,  and  to  all  lawye  >  oceed;ngs  before  the  Fourth,  That  no  one  is  entitled  to  written  notice  of  the 

representing  owners  or  lesse  P  date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 

board—  .  ,  to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

First,  That  if  they  do  not  appear  m  pers°P  °r  {  y  laJ£  pifth  That  the  business  of  the  board  is  to  dispose  of  al 

resentative  at  the  hearing  of  their  case,  dismissa  prompt]yi  for  the  reason  that  the  pendancy  of  ar 

of  prosecution  is  likely  to  resu  .  appeal  or  petition  ties  the  hands  of  the  administrative  o. 

rerond  That  due  and  ample  notice  of  the  date  set  for  d  j  in  enforcjng  his  order;  therefore,  no  appeal  or  petitior 

hefrina  is  provided  in  the  publication  in  this  Bulletin  o i  wi„  be  allowed  to  be  hung  up  by  reason  of  failure  of  th 

ffie  calendars  of  the  board,  each  case  being  set  down  by  appellant  or  petitioner  to  file  necessary  data,  or  by  an. 

Pal^ndar  Number  and  premises  under  the  date  other  method  of  delay.  ...  •  •  -ml 

Calendar  lxumoer  a  v  mw  ™  .nnral  annlication  or  petition  will  be  ac 

hearing. 


other  method  of  delay.  .  .  . 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
~'anng’  f  nf  the  cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan 

Third,  That  no  plea  of  tgnorance  of  a„d  alKl  data  required  by  law  are  supplied,  as  spec, Bed  on  th 

If  r.g ng^,o%rircatotdanrsVr,he  tulle, fn  board  in  the  blank  appeal,  applicat.on  or  pet.t.on  forms. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  o>rder  given — 
Docket. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan, 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


OV 


Vi  V  CAtL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar,  consists  of  applications  under  the 
Building  Zone .  Resolution; vand  its  object  is  to  give  inter¬ 
ested  proper^,  owners  opportunity.^)  file  objections,  if  any, 
and  will  be  called  in  Room  \1013,  JTdesday,  January  26,  1932, 
at  2  o’clock.  At  ibis  £$1  each  case  is  set  for  hearing  on  a 
definite  da^^SU  ; 

The  \iiext  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday.  February  2,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  January  15,  1932,  4  P.  M. 

Minutes  of  Regular  Meeting,  January  19,  1932, 
10  A.  M. 

Minutes  of  Regular  Meeting,  January  19,  1932, 
2  P.  M. 

Amended  Factory  Exit  Rules. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”-“Fireline”  Rules. 

Annual  Report. 

I 

Approved  Burners  for  Industrial  Use. 

Approved  Fireline  Hose  Valves. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal, .  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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DOCKET. 

New  Cases  Filed  up  to  January  20,  1932. 


Cal.  No.  Department.  Premises  Affected. 

28-32- A . F.D . 208-210  W.  56th  st.,  Man., 

_  F-78711 

27-32-BZ . BB.M....127  W.  52nd  st.,  Man., 

_  Decision 


26-32-BZ . B.B.B _ 1551-1555  Coney  Island  ave., 

_  Bklyn.,  Applic.  202-32 

25-32-BZ . B.B.Q _ 74-21  to  74-31  Rockaway  blvd., 

Woodhaven,  Q., 

_  N.  B.  6312-31 


24-32-A . F.D . South  side  of  Steinway  Creek, 

638  ft.  from  Riker  ave.,  Astoria, 

_  Q.,  Plan  No.  5868-31 

23-32-BZ . B.B.B _ 2316  Atlantic  ave.,  Bklyn., 


_  Applic.  16051-31 

22-32-A . B.B.B _ 1062-1070  St.  John’s  pi  ,  Bklyn., 

_  Cert,  of  Occupancy  45855 

21-32- A . F.D . 220-224  West  Broadway,  Man., 

_  F- 86772 

20-32-S . F.D . 25-33  Marcy  ave.,  Bklyn., 

_  L.  D.  88689 


CODE 

F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  26,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

416-31-BZ. 

APPLICANT— S.  Walter  Katz,  for  A.  M.  Beck  Realty 
Corp.,  owner. 

PREMISES— 159  West  73rd  street,  north  side,  219  ft.  east 
of  Amsterdam  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  the  basement  story  of  an  existing  dwelling 
to  business  use  (restaurant). 

422-31-BZ. 

APPLICANT — Queens  Operators,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Springfield  boulevard 
and  Merrick  road.  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits. 

501-31-BZ. 

APPLICANT — A.  S.  Mongiello,  for  M„  Rigat,  owner. 

PREMISES — 108-53  to  108-55  Roosevelt  avenue,  north 
side.  500  ft.  east  of  108th  street,  Corona,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


552-31-BZ. 

APPLICANT — Buelah  Holding  Corp.,  owner. 

PREMISES— 7504  Sixth  avenue  and  588  75th  street,  south¬ 
west  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  from  a  residence  use  to  a  business  use 
(funeral  parlor  on  the  first  story). 

567-31-BZ. 

APPLICANT— Joseph  D.  Tarlowe,  for  Sarah  Chassen, 
owner. 

PREMISES— 438-448  Glenmore  avenue  and  259  Vermont 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 

334-31-BZ. 

APPLICANT — Shirley  Kahn,  for  American  Seal  Kap 
Corp.,  owner. 

PREMISES — 11-11  to  11-27  44th  drive  (Nott  avenue), 
Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  the  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop  (previously  dismissed  for  lack 
of  prosecution ;  reopened  and  restored  to  Calendar 
January  5,  1932). 

128-31-BZ. 

APPLICANT — Leon  Levy,  for  Birdie  Levy,  owner. 

PREMISES — 248  West  69th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  (permission  to  erect  which  was  granted  by 
the  board)  by  constructing  openings  on  the  first 
and  second  stories  in  the  division  wall  between  this 
building  and  the  building  adjoining  to  the  east  (re¬ 
opened  January  5,  1932). 

232-28-BZ. 

APPLICANT  — McCooey  &  Conroy,  for  Cordova  Holding 
Corp.,  present  owner. 

PREMISES — 445  Empire  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  i 
residence  district,  the  alteration  and  conversion  ol 
a  portion  of  a  garage  to  an  automobile  repair  shop 
permission  to  erect  the  garage  having  been  grantee 
by  the  board  (reopened  January  5,  1932). 


JANUARY  26,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  Januar 
26,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters : 

cal.  no.  329-31-BZ — Application,  June  30,  1931,  under  sec 
tion  21  of  the  building  zone  resolutior 
of  Jacob  Leiman,  applicant,  on  behal 
of  Samuel  Meyerowdtz,  owner,  to  per 
mit  in  a  business  district  the  extensio 
ofi  an  existing  business  use  (store) 
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premises  57-61  71st  street,  Maspeth, 
Borough  of  Queens. 

cal.  no.  528-31-BZ — Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  George  W„  Horr, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  70-52  Kis- 
sena  boulevard,  northwest  corner  of 
70th  road,  Flushing,  Borough  of  Queens. 

cal.  no.  529-31-BZ — Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Louis  Lafreniere, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  126-14 
Merrick  boulevard,  northwest  corner  of 
127th  avenue,  Springfield,  Borough  of 
Queens. 

:al.  no.  566-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hyman  &  Segall,  applicants,  on 
behalf  of  T.  &  H.  Construction  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  119-01  to 
119-03  Jamaica  avenue,  northeast  cor¬ 
ner  of  Lefferts  avenue,  Richmond  Hill, 
Borough  of  Queens. 

:al.  no.  335-28-BZ — Application,  April  11,  1928 ;  denied 
December  4,  1928 ;  request  to  reopen 
denied  May  21,  1929;  reopened  October 
27,  1931,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Celia  Rosoff,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  516-522  Sheepshead  Bay  road, 
southeast  corner  of  West  5th  street. 
Brooklyn. 

:al.  no.  158-31-BZ — Application,  April  8,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931;  reopened  and  restored  to  Calen¬ 
dar  December  15,  1931,  under  section  21 
of  the  building  zone  resolution,  of 
Joseph  A.  Walsh,  applicant,  on  behalf 
of  Ella  Leshnower,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southeast  corner  of  101st 
avenue  and  Van  Wyck  boulevard, 
Jamaica,  Borough  of  Queens. 

:al.  no.  524-31-BZ — Application,  October  27,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Nelson  Cooper,  applicant,  on 
behalf  of  President  and  Fellows  of 
Harvard  College,  owner,  to  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  for  retail 
store  purposes ;  premises  2332-2340 
Grand  concourse  and  boulevard,  2331- 
2345  Ryer  avenue  and  244  Field  place, 
The  Bronx. 


resolution,  of  Martin  J.  Ort,  applicant, 
on  behalf  of  Abraham  Brooks,  owner, 
to  permit,  partly  in  a  business  district 
and  .partly  in  an  unrestricted  district, 
the  maintenance  of  a  building  to  be 
occupied  as  a  motor  vehicle  repair  shop 
and,  also,  a  garage  for  more  than  five 
(5j  motor  vehicles;  premises  610  East 
156th  street,  The  Bronx. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


JANUARY  26,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

531-31-A — 99-101  Fifth  avenue,  Manhattan. 

538-31-A — 36-42  West  24th  street,  Manhattan. 

370-31- A — Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

554- 31- A — 1969-2033  Metropolitan  avenue  and  2063  Flush¬ 

ing  avenue,  Maspeth,  Borough  of  Queens. 
560-31-A — 159-169  John  street  and  24-28  Hudson  avenue, 
northwest  corner,  Brooklyn. 

562-31-A — 4027  23rd  street,  Long  Island  City,  Borough  of 
Queens. 

543-31-A — 1-9  Madison  avenue,  310-316  Fourth  avenue,  2-20 
East  24th  street  and  1-17  East  23rd  street, 
Manhattan. 

565-31-A — 3-5  West  8th  street,  Manhattan. 

481-31-A — 119-121  West  23rd  street  and  112-114  West  24th 
street,  Manhattan. 

517- 31-A — 53  West  56th  street,  Manhattan. 

Petitions  for  Variations. 

518- 31-S — 53  West  56th  street,  Manhattan. 

436-31-S — 18  East  49th  street,  Manhattan. 

535-31-S — 301-303  Third  avenue,  Brooklyn. 

507-31-S — 214-226  West  29th  street,  Manhattan. 

555- 3 1-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 

139  Fulton  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

540-31-SA — Acoustex  Material,  approval  of. 


JANUARY  29,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  January 
29,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  571-30-BZ — -Application,  September  3,  1930;  denied 
January  6,  1931;  reopened  October  14, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Joseph  M.  Loner- 
gan,  applicant,  on  behalf  of  Frank  C. 
Colyer,  lessee,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  the  basement  story  of 
an  existing  apartment  house  from 
dwelling  to  business  use  (restaurant)  ; 
premises  761-765  St.  Mark’s  avenue 
and  123-147  New  York  avenue,  north¬ 
east  corner,  Brooklyn. 


al.  no.  533-31-BZ — Application,  November  4,  1934,  under  cmL.  no.  303-30-BZ — Application,  May  1,  1930;  withdrawn 
sections  7c  and  21  of  the  building  zone  October  7,  1930 ;  reopened  October  8, 
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1931,  under  section  21  of  the  building 
zone  resolution,  of  Homack  Construc¬ 
tion  Corp.,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  117-01  Farmers  boule¬ 
vard  and  189-14  Foch  boulevard  (Cen¬ 
tral  avenue),  southeast  corner,  bt. 
Albans,  Borough  of  Queens. 


CAL.  NO. 


404-3 1-BZ— Application,  August  18,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  Cipriano,  applicant,  on  be¬ 
half  of  Lucy  Cipriano  and  Lena  Cip¬ 
riano,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
6413-6423  Fort  Hamilton  parkway  and 
949-957  65th  street,  northeast  corner, 
Brooklyn. 


CAL. 


no  431-31-BZ  —  Application,  September  2,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  H„  Simon,  applicant, 
on  behalf  of  Amram  Realty  Co.,.  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2902-2924 
Avenue  U,  southwest  corner  of  Nos¬ 
trand  avenue,  Brooklyn. 


CAL. 


no  447-3 i-BZ— Application,  September  11,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Harry  Korn,  applicant, 
on  behalf  of  Samuel  Shore  and  Harry 
Korn,  owners,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
a  factory  building  and  the  extension  of 
the  existing  business  use;  premises  296- 
300  Putnam  avenue,  south  side,  300  ft. 
east  of  Nostrand  avenue,  Brooklyn. 


cal  no  497-31-BZ — Application,  October  8,  1931,  under 
section  7c  of  the  building  zone  resolu¬ 
tion.  of  Charles  Schaefer,  Jr.,  applicant, 
on  behalf  of  William  Hagedorn,  owner, 
to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing;  premises  2493  Valentine  avenue  and 
226  Fordham  road,  southwest  corner, 
The  Bronx. 

cal  no  405-31-BZ— Application,  August  19,  1931,  under 
sections  6,  7a  and  21  of  the  budding  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  George  Mazirow, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  2130  At¬ 
lantic  avenue  and  275  Saratoga  avenue, 
southeast  corner,  Brooklyn. 

cal.  no.  367-31-BZ— Application.  July  21,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Urquhart,  applicant,  on  be¬ 
half  of  Alexander  Mintz,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner,  of 
117th  street  and  101st  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

cal,  NO.  346-3!  B Z — Application,  July  7,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  Bernard  H.  Loizzo,  applicant,  on 
behalf  of  Antonetta  Aquarella  and 
Donato  Aquarella,  owners,  to  permit  in 
a  business  district  an  alteration  and 
conversion  of  occupancy  from  a  garage 
for  five  (5)  motor  vehicles  to  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  motor  vehicle  repair  shop; 
premises  502-504  Fourth  avenue,  west 
side,  60  ft.  south  of  12th  street,  Brook¬ 
lyn. 

cal  no  480-31-BZ—  Application,  September  29,  193d,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  R.  L.  Giffen,  applicant, 
substituted  for  Christian  S.  Juell,  on 
behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Teinp&rary  Chairman. 


JANUARY  29,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

277-31-A— 489  Fifth  avenue  and  12  East  42nd  street,  Man¬ 
hattan. 

494-31-A — Foot  of  Patterson  and  Newman  avenues,  1  lie 
Bronx.  L 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
482-31-A — 190-194  Water  street,  Brooklyn. 

485-31-A — 606-611  Sixth  avenue  and  104  West  18th  street, 
southwest  corner,  Manhattan.  .  j 
539-3'1-A — 1275-1277  Broadway  and  28-30  Goodwin  place, 
Brooklyn. 

241-31-A — 119  West  33rd  street,  Manhattan. 

230-31- A— 117  West  3'3rd  street,  Manhattan. 

Petitions  for  Variations.  J 

474-31-S— 97-02  to  97-04  150th  street,  southeast  corner  of 
97th  avenue,  Jamaica,  Borough  of  Queens. 
201-31-S — 1215-1225  Broadway,  Manhattan. 

525-31- S — 1204-12il0  Broadway.  Manhattan. 

Appliance  Submitted  for  Approval. 

579-31-SA — Insulmesh  Material,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  2,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

578-31-BZ.  j 

APPLICANT— Joseph  D.  Nunan,  for  Clara  Carnes  and 
Margaret  Wolf,  owners.  1 

PREMISES— 80-01  to  80-07  164th  place  and  164-25  to  164- 
34  Union  turnpike,  southeast  corner,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  budding  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

5188-3 1-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Shalex  Realty  Co. 
Inc.,  owner. 
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PREMISES — 4365-4363  Broadway,  northwest  corner  of 
West  186th  street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  24  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

589-3  l-BZ. 

APPLICANT — Max  Siegel,  for  Arthur  H.  Beil,  owner. 

PREMISES — 159-01  to  159-03  114th  avenue  (Linden  boule¬ 
vard),  northeast  corner  of  159th  street,  and  159-02 
to  159-04  Meyer  avenue,  Jamaica,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

324-31-BZ. 

APPLICANT — William  Westerfield  Havens,  for  Sarah 
Morris,  owner. 

PREMISES — East  side  of  70th  street,  115.94  ft.  north  of 
Astoria  avenue,  North  Woodside,  Borough  of 
Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
lumber  yard. 


FEBRUARY  2,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
2,  1932,  at  >10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  410-31-BZ — Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louise  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  500-31-BZ — Application,  October  9,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Maurice  Z.  Bungard,  ap¬ 
plicant,  on  behalf  of  2762  West  17th 
Street  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
poultry  slaughter  house;  premises  2762- 
2764  Cropsey  avenue,  west  side,  80  ft. 
north  of  Neptune  avenue,  Brooklyn. 

cal.  no.  523-3 l-BZ — Application,  October  26,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  Martin  Cohen,  applicant, 
on  behalf  of  Antonia  Panasci,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  1726-1738  Gravesend  avenue, 
west  side,  180  ft.  south  of  Avenue  O, 
Brooklyn. 

'  al.  no.  430-31-BZ — Application,  September  2,  1931,  under 


section  21  of  the  building  zone  resolu¬ 
tion,  of  Sydney  J.  Schwartz,  applicant, 
on  behalf  of  Sabine  Hoffmann,  owner, 
to  permit  in  a  residence  district  the 
alteration,  extension  and  change  of  occu¬ 
pancy  from  residence  use  to  a  business 
use;  premises  2070-2072  84th  street, 
south  side,  100  ft.  west  of  21st  avenue, 
Brooklyn, 

CAL.  NO.  549-31 -BZ — Application,  November  14,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Siegel,  applicant,  on  be¬ 
half  of  Jametro  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  4022-4032  New 
Utrecht  avenue  and  961-971  41st  street, 
northwest  corner,  Brooklyn. 

HENRY  L.  CONNELL, 

T cmporary  Chairman. 

FEBRUARY  2,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

574-31- A — 25-27  West  32nd  street,  Manhattan. 

576-31- A — 52  Vanderbilt  avenue,  southwest  corner  of  East 
45th  street,  Manhattan. 

581-31 -A — 311-313  East  116th  street,  Manhattan. 

593-31-A — 501  East  132nd  street  and  500  East  133rd  street, 
The  Bronx. 

15-32-A — Foot  of  Taylor  street,  north  side  of  Richmond 
terrace,  46  ft.  west  of  Taylor  street,  West 
New  Brighton,  Borough  of  Richmond. 

Petition  for  Variation. 

5  SO  -  3 1  -  S — 311-313  East  116th  street,  Manhattan. 


FEBRUARY  5,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February 
5,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  661-30-BZ — Application,  November  6,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Shankroff,  applicant,  on 
behalf  of  David  H.  Yeoman  and  Pauline 
S.  Sparrow,  owners,  to1  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  2045-2071 
54th  street,  Brooklyn. 

cal.  no.  510-31-BZ — Application,  October  17,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Port  Richmond  Poultry 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
2020-2022  Richmond  terrace  and  2-8 
Park  avenue,  southwest  corner,  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  486-31-BZ — Application,  October  1,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Robert  Teichman,  appli- 
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cant,  on  behalf  of  Mary  Jamieson, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  exist¬ 
ing  business  use  in  part  of  an  existing 
building ;  premises  58  East  86th  street, 
Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY,  5  1932,  2  P.  M. 

SPECIAL  MEETING. 
Appeals  from  Administrative  Orders. 
553-31-A — 30  Hamilton  place,  Manhattan 


488-31- A— 271 


New  Lots  avenue  and  612-620  Alabama 
avenue,  northwest  corner,  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


17-32-BZ. 

APPLICANT— Frank  Paladino,  for  Gerosa  Paladmo  Hold¬ 
ing  Corp.,  owner. 

PREMISES— 2162-2174  Webster  avenue,  east  side,  1.0.37 
ft.  south  of  East  182nd  street,  The  Bronx.  _ 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
J  tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 


FEBRUARY  9,  1932,  10  A.  M. 


Petitions  for  Variations.  Building  Zone  Applications. 

440- 31- S — 160-178  Jay  street,  97-195  High  street  and  84-94  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
Sand  street,  Brooklyn.  {  ards  and  appeals  of  a  public  hearing  under  the  provisions 

519-31-S— 252-254  Dumont  avenue,  southeast  corner  ^  the  .building  zone  resolution,  Tuesday  morning,  February 

Chester  street,  Brooklyn.  g  1()32i  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

"  on  the  following  matters: 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  9,  1932,  AT  2  P.  M 

Building  Zone  Cases. 


5^1  31  ~R  7 * 

APPLICANT— Pantrej ay  Realty  Corp.  owner 
PREMISES— South  side  of  Eastern  boulevard  between 
Bolton  avenue  and  White  Plains  avenue,  The  Bronx 
APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 


-Abraham  J.  Feitelberg,  for  Frederick  Snell, 


; -31-BZ. 

3PLICANT- 

iEMISES — Northeast  corner  of  Northern  boulevard  and 
244th  street,  Douglaston,  Borough  of  Queens. 
PPLICATION,  under  section  21  of  the  building  zone 

resolution  .  • 

3  PERMIT  in  ’a  business  district  the  erection  and  main- 
of  a  p-asoline  service  station. 


CAL  NO  426-31-BZ— Application,  August  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Raymond  A.  Tierney,  appli¬ 
cant,  on  behalf  of  Henry  Sloman  and 
Margaret  Sloman,  owners,  to  permit  in 
a  business  district  the  alteration  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station; 
premises  2310-2314  Atlantic  avenue, 
south  side,  79  ft.  11  in.  west  of  Eastern 
parkway,  Brooklyn. 

cal.  no.  508-31-BZ — Application,  October  14,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Frederick  Wellman,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  130-23  Spring- 
field  boulevard,  Springfield,  Borough  of 
Queens. 


-Martin  J.  Ort,  for  Augusta  Gahrman, 


572-31-BZ. 

APPLICANT- 

PREMISES _ 112-05  to  112-07  Sutphin  boulevard,  Jamaica, 

Borough  of  Queens.  .... 

APPLICATION,  under  sections  7c  and  21  of  the  building 

zone  resolution,  ,  ,  « 

TO  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 


APPLICANT — Martin  J.  Ort,  for  Hattie  Ciesiel  and  Joe 

Ciesiel,  owners.  „  „  r  .  „ 

PREMISES— 73-13  to  73-15  Grand  avenue,  Maspeth,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 


resolution,  .  .  , 

TO  PERMIT  in  a  business  district  the  erection  and  mam 
'  tenance  of  a  gasoline  service  station. 


APPLICANT— Samuel  A.  Potter,  for  Roosevelt- Stone  Land 
Corp.  and  Sapotter  Realty  Corp.,  owners. 
PREMISES — Northwest  corner  of  Queens  boulevard  and 
51st  street,  Woodside,  Borough  of  Queens. 


cal.  no.  544-31-BZ — Application,  November  10,  1931,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  Croker  National  Fire  Prevention 
Engineering  Co.,  applicant,  on  behalf 
of  John  Centrone,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  784-78C 
Hart  street,  east  side,  200  ft,  south  of 
Knickerbocker  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY  9,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

445-31-A — 164-168  East  86th  street  and  1524  Third  avenue 
southwest  corner,  Manhattan. 

526-31-A — 177-179  Montague  street,  134-138  Pierrepor 
street  and  47-57  Clinton  street,  Brooklyn. 

582-31-A- — 65-69  Fourth  avenue,  Manhattan. 

Petitions  for  Variations. 

493-31-S — 477-479  Willis  avenue,  rear,  The  Bronx. 
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595- 31-S — 160  Madison  avenue  (fifth  floor),  Manhattan. 

596- 31-S — 990-992  Sixth  avenue,  Manhattan. 

413-31-S — '2061-2065  Broadway,  northwest  corner  of  West 
71st  street,  Manhattan. 

011-31-S — 107  West  28th  street,  Manhattan. 

G12-31-S — 37-41  East  58th  street,  36-54  East  59th  street 
and  617-627  Madison  avenue,  Manhattan. 
615-31-S — 299  Pearl  street,  Manhattan. 


FEBRUARY  16,  1932,  2  P.  M. 

Petitions  for  Variations. 

469-31-S — 141-145  West  36th  street,  Manhattan. 

639-30-S — 305-313  East  45th  street  and  306-312  East  46th 
street,  Manhattan. 

561-31-S — 335-337  Greenwich  street  and  20-24  Jay  street, 
southeast  corner,  Manhattan. 

395-30- S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING  ACTION  OF  BOARD — Petition  reopened  and  Rule  10 

FRIDAY,  JANUARY  15,  1932,  4  P.  M.  THE  yo^^TO^REOPEN^-^6  U8' 

Present:  Temporary  Chairman  Connell,  Commissioners  Affirmative:  Temporary  Chairman  Connell  Com- 

iHolland  and  Guiltoyle  and  Assistant  Chief  McElligott.  missioners  Holland  and  Guilfoyle  and  As- 

-  sistant  Chief  McElligott .  4 

64-27- SR  1  ^  Absent  . o 

SUBJECT— Amendment  to  Factory  Exit  Rules  T\IENT°TE  T°  AD0PT  PROPOSED"  AMEND- 

APPEARANCES—  ' 

Henry  O.  Kahan,  Edward  P.  Doyle,  John  E.  Brand,  ‘  mSnerlTSflSS  (;ha|,™a!!fCoInnell!  Com- 

G.  Richard  Davis,  Edward  P.  Sobel,  V.  Clement  ^  and  As' 

Jenkins,  J.  W.  Danahy,  Oscar  Oestreicher,  Negative  McElligott .  4 

Robert  Teichman,  Martin  H.  Christopherson,  Absent  .  0 

W.  H.  Volckening,  J.  Lewis  and  others.  .  0 

For  Administration:  Inspector  Maher  of  fire  de-  Adjourned  5  30  n  m 

partment.  '  1  d,,  T 

t_ _ _ _ _  v\  illiam  J.  O  Gorman,  Secretary. 

M I N UTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  19,  1932, 

i  Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  January  8,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  January  8, 
1932;  the  minutes  of  the  regular  meeting  of  the  board  held 
pn  Tuesday  morning,  January  12,  1932,  and  the  minutes  of 
he  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  12,  1932,  were  approved  as  printed  in  Bulletin  No  3! 
,Col.  XVII. 


BUILDING  ZONE  CASES. 

561-30-BZ. 

APPLICANT — Charles  Shankroff,  for  David  H.  Yeoman 
and  Pauline  S.  Sparrow,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 2045-2071  54th  street,  Brook¬ 
lyn. 

APPEARANCES — 

For  Applicant:  Charles  Shankroff. 

For  Opposition:  Charles  Tilgner,  Reese  Brown  and 
Nlathan  Diamant. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


510-31-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Port  Richmond 
Poultry  Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

ppcuicvo  an.^  a  gasoline  service  station. 

P  EMISES  AFFECTED — 2020-2022  Richmond  terrace  and 
2-8  Park  avenue,  southwest  corner,  Port  Richmond 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Joseph  M.  Lonergan. 

For  Opposition:  Joseph  Siegelman. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


486-31-BZ. 

APPLICANT— Robert  Teichman,  for  Mary  Jamieson, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under,  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  existing 
business  use  in  part  of  an  existing  building 

PREMISES  AFFECTED— 58  East  86th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Robert  Teichman. 

For  Opposition:  Philip  J.  Sinnott  and  Harry  G 
Liese. 
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ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
10  a.  in.,  for  inspection  and  report  by  a  committee  ot 

board. 


17-32-BZ. 

APPLICANT — Frank  Paladino,  for  Gerosa  Paladmo  Hold¬ 
ing  Corp.,  owner.  .  .  .. 

SUBJECT— Request  for  preferential  hearing— re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7e  and  21  of  the  building  zone  reso¬ 
lution  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2102-2174  Webster  avenue,  east 
side,  170.37  ft.  south  of  East  182nd  street,  Ihe 
Bronx. 

APPEARANCES— 

For  Applicant;  George  J.  Cavalier i. 

ATTTON  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  February  9,  1932, 
at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR- 
IN‘G — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland"  and  Guilfoyle  and  Deputy 

Chief  Ross  .  ’ 

Negative  .  ^ 

Absent  . 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross .  4 

Negative  .  0 

Absent  .  0 


489-31-BZ. 

APPLICANT— Christian  S.  Juell,  for  Buena  Vista  Estates, 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop.  jH 

PREMISES  AFFECTED— 138-53  Northern  boulevard, 
north  side,  310  ft.  east  of  Union  street,  Flushing, 
Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


442-31-BZ.  „  , 

APPLICANT — William  V.  McDevit,  for  M.  Palace, 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 305-311  New  Dorp  lane,  east 
side,  120  ft.  north  of  Clawson  avenue,  Borough  of 
T?  iVKmrmd 


APPEARANCES— 

For  Applicant:  None.  . 

For  Opposition :  A.  L.  Eisenberg  and  Morris  Eisen- 

b’Cr°r. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross .  J 

Negative  . 

Absent  . 


60-30-BZ. 

APPLICANT — James  Kearney,  for  Florence  L.  Cruik- 

shank,  owner.,  .  .  .  ,  .  ,  ,  , 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (Pre~ 
viously  dismissed  for  lack  of  prosecution ;  reopened 
and  restored  to  Calendar  December  15,  1931). 

PRFMISES  AFFECTED— Northeast  corner  of  Parsons 
boulevard  and  84th  road,  North  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  Arthur  Hess,  Nicolam  Susensana, 
Alderman  John  T.  O’Connell  and  Ralph  W. 

Covert.  .  .  ,  ,  . 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 


512-31-BZ. 

APPLICANT— George  Tiernan,  for  Regina  Boulevard 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2139-2145  Mott  avenue,  south¬ 
east  corner  of  Regina  boulevard,  Far  Rockaway, 
Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  ® 

Absent  .  0 


202-2'7-BZ. 

APPLICANT — Blazius  Wenzler,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7f  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  maintenance  of  a  building  to  be  used 
as  stores  on  the  first  story  and  as  dwellings  above 
(previously  granted  for  a  temporary  permit;  re¬ 
opened  for  extension  of  temporary  permit  on  July 
7  1931) 

PREMISES  AFFECTED— 80-17  Cooper  avenue,  northwest 
corner  of  Agnes  place,  Glendale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Adam  Christmann  and  Blazius 
Wenzler. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
for  temporary  period  of  two  years. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  ^ 

Negative  .  C 

Absent  . 
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MINUTES 


THE  RESOLUTION— 

(202-27-BZ) 

Whereas,  Blazius  Wenzler,  owner,  filed,  February  25, 
1027 ;  granted  June  7,  1027;  reopened  and  extended  May 
21,  1029;  reopened  and  time  extended  June  7,  1931,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  maintenance  of  a  building  to  be  used 
as  stores  on  the  first  story  and  as  dwellings  above;  premises 
80-17  Cooper  avenue,  northwest  corner  of  Agnes  place, 
Glendale,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  19,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  thel  building 
zone  resolution  show  that  Cooper  avenue  and  Agnes  place 
are  in  a  residence  district,  and  Varian  place  (77th  avenue) 
is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  18,  1927,  reads : 

“I  am  compelled  to  refuse  a  certificate  of  occupancy 
for  the  two-story  frame  store  and  dwelling  which  you 
have  erected  at  the  northwest  corner  of  Cooper  Ave. 
and  Agnes  Place,  Glendale. 

“The  district  in  which  this  building  is  located  is  a 
residence  district  and  stores  are  prohibited  in  such  by 
the  Zone  Law.”; 
and 

Whereas,  the  existing  building  is  of  frame  construction, 
two  stories  in  height,  with  a  frontage  of  26  ft.  6  in.  on 
Cooper  avenue  and  approximately  83  ft.  on  Agnes  place; 
to  be  occupied  as  a  dwelling  with  business  use  (stores)  on 
the  first  story;  and 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  bases  of  appeal  brought  under  sections  7f  and  21  of  the 
building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  a  temporary 
period  of  two  years  from  the  date  of  this  action  on  condition 
that  the  resolution  of  June  7,  1927,  shall  be  complied  with 
in  all  respects  and  that  all  permits  required  shall  be  obtained 
within  three  months  and  all  work  involved  completed  within 
six  months  from  the  date  of  this  action. 


509-31-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Samuel  Nehemiah, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 53-55  Henry  street  and  84-90 
Cranberry  street,  southeast  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  J.  Nurick  and  Samuel 
Nehemiah. 

For  Opposition :  E.  W.  McGuire,  Marshall  Grout, 
Isaac  Roth,  William  H.  Cary,  Albin  Voegele, 
A.  W.  Seele,  Royal  A.  Curtis  and  George  C. 


Wildermith. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Absent  .  0 

THE  RESOLUTION— 

(509-31-BZ) 


Whereas.  Henry  J.  Nurick,  for  Samuel  Nehemiah,  owner, 
filed.  October  9,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district,  extending 


from  an  unrestricted  district,  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  53-55  Henry  street 
and  84-90  Cranberry  street,  southeast  comer,  Borough  of 
Brooklyn;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  19,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Henry  street  is  in  business  and 
unrestricted  districts ;  Cranberry  street  is  in  residence,  busi¬ 
ness  and  unrestricted  districts ;  Orange  street  is  in  residence, 
business  and  unrestricted  districts,  and  Fulton  street  is  in  an 
unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  16,  1931  (re  App.  No.  12026-31),  reads: 

“Proposed  gasoline  service  station  to  be  located  partly 
in  a  business  use  and  partly  in  an  unrestricted  district  is 
contrary  to  Art.  2  of  the  Zone  Resolution.” ; 

and 

Whereas,  the  premisesi  consist  of  a  corner  lot,  35  ft.  by 
65  ft. ;  it  is  proposed  to  erect  am  office,  two  grease  pits,  bury 
four  (4)  550-gallon  tanks  and  erect  seven  pumps  for  the 
purpose  of  conducting  a  gasoline  service  station  located 
47  ft.  3  in.  within  a  business  district  and  17  ft.  9  in.  within 
an  unrestricted  district;  and 

Whereas,  the  properties  in  the  vicinity  of  the  plot  under 
appeal,  for  a  distance  of  probably  two  blocks  both  on  Henry 
and  Cranberry  streets,  are  now  extensively  developed  with 
conforming  uses  and  there  being  no  non-conforming  uses  at 
present  time;  and 

Whereas,  the  board  deems  that  applicant  is  not  entitled 
to  relief  under  section  21  on  the  grounds  of  unnecessary 
hardship  and  practical  difficulty. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


423-31-BZ. 

APPLICANT — Nathan  Rotholz,  for  Constantin  Wagner, 
owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  7b  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  maintenance  of  a 
tailor  shop. 

PREMISES  AFFECTED — 2481-2487  Broadway  and  251 
West  92nd  street,  northwest  corner,  Manhattan, 
APPEARANCES— 

For  Applicant:  Nathan  Rotholz.  • 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE—  . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(423-31-BZ) 

Whereas,  Nathan  Rotholz,  for  Constantin  Wagner,  owner, 
filed,  August  28,  1931,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending  from 
a  business  district,  the  maintenance  of  a  tailor  shop ;  prem¬ 
ises  2481-2487  Broadway  and  251  West  92nd  street,  north¬ 
west  corner,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  19,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway  is  in  a  business  dis¬ 
trict,  and  West  92nd  street,  West  93rd  street  and  West 
End  avenue  are  all  in  a  residence  district;  and 
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Whereas,  the  decision  of  the  tenement  house  comrnis- 

sioner  rendered.  August  1$,  1931,  reads .  •  « 

’“3.  Two  rooms  at  southwest  in  cellar  are  occupied 

aS  *Sueh°ru£°?s  prohibited  in  a  residential  district  and 
you  are  hereby  directed  to  discontinue  such  use  and 
occupancy  forthwith.” ; 

CKl Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  twelve  stories  and  cellar  in  height,  with  a  frontage  o 
107  ft.  4/2  in.  and  a  depth  of  115  ft.;  to  be  occupied  for 
business  use  (tailor  shop)  in  cellar  ;  and  _  . 

Whereas,  the  premises  in  question,  running  from  Broa 
wav  westward,  are  now  occupied  as  a  large  apartment  house, 
having  a  depth  of  114  ft.  10  in.  on  West  02nd  street,  and 
the  relief  sought  is  for  the  use  of  the  rear  of  the .  cedar 
facing  on  West  92nd  street  for  a  width  of  11  ft.  7  in.  and 
a  depth  of  approximately  26  ft.,  to  be  used  as  a  tailor  shop 
more  or  less  of  an  accessory  use  to  the  occupants  of  the 

P W her^a s ,°the  ’ whole  plot  has  a  depth  of  125  ft  on  92nd 
street,  100  ft.  of  which  is  in  a  business  use  district  and  2o 

ft  in  a  residence  use  district;  and 

Whereas  the  board  is  empowered  under  the  provisions 
of  section  7,  subdivision  b,  of  the  building  zone  resolution, 
to  grant  a  variation  under  such  circumstances  as  pertain  in 

thl Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  make  a  variation  in  the  application  of.  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  entrance  to  the  tailor  shop  shall  be  from  the  rear  yard 
below  street  grade  for  a  depth  of  5  or  6  feet.;  there  sha 
be  no  advertising  signs  of  any  nature  or  description  on  the 
premises  advertising  business  other  than  letters  affixed  to 
the  plate  glass  of  the  door  leading  into  the  shop  from  the 
yard ;  no  display  of  the  business  use  facing  92nd  street  that 
this  use  shall  apply  only  to  the  premises  under  appeal  and 
not  be  used  as  a  basis  for  a  further  business  c^nsion, 
location  of  this  shop  to  be  as  shown  on  plans  filed  with  this 
appeal ;  all  permits  required  shah  be  obtained  within  three 
months  and  all  work  completed  within  six  months  front  the 
date  of  this  action. 


511  31  3Z 

APPLICANT — Weeks  Avenue  Construction  Co.,  Inc., 

SUB  TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7b  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the  maintenance 
of  a  business  occupancy. 

PREMISES  AFFECTED— 859-865  Gerard  avenue  and  62- 
72  East  161st  street,  southwest  corner,  The  Bronx. 

APPEARANCES—  .  . 

For  Applicant:  Arnold  Lichtig. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  0 

Absent  .  ® 


ing  Tanuary  19,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Gerard  avenue  is  in  business  and 
residence  districts;  East  161st  street  is  in  business  and  resi¬ 
dence  districts ;  River  avenue  is  in  business,  .  residence  and 
unrestricted  districts,  and  East  158th  street  is  m  residence 

and  unrestricted  districts;  and  t  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  13,  1931  (re  N.  B.  382-1931  ,  reads: 

“Your  amendment  of  Oct.  13,  1931,  and  applications 
N  B  382  of  1931  to  permit  the  conversion  of  the 
dwelling  apartment  12  feet  in  width  by  41  ft  deep  to 
-be  occupied  for  business  purposes  on  the  south  end  of 
one-story  brick  building  on  the  West  side  of  Gerard 
Avenue,  100'  so.  of  E.  161st  St.  in  the  Borough  of 
The  Bronx,  constituting  southerly  portion  of  bldg.  115 
ft  bv  112  ft.  in  area  on  the  southwest  corner  of  Gerard 
Ave  and  E.  161st  St.  in  the  Borough  of  The  Bronx,  is 
hereby  denied  as  the  portion  of  the  'bldg,  on  Gerard 
Ave.  over  100'  so.  of  E.  161st  St.  is  located  in  a  resi¬ 
dence  district  as  established  by  the  Building  Zone.  Reso¬ 
lution,  in  which  the  proposed  -business  occupancy  is  pro¬ 
hibited  ;  and  ...  c  c  ™ 

Whereas,  the  existing  building  is  of  non -fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  llo.l2  t 
and  a  depth  of  112  ft.;  the  existing  one-story  building  is 
divided  into  ten  compartments,  arranged  for  store  occupancy, 
located  100  ft.  in  a  business  district,  except  the  southerly 
compartment,  extends  12  ft.  in  the  residence  district;  it  is 
proposed  to  use  the  entire  building  for  store  purposes ;  and 
Whereas  the  building  in  question  has  a  frontage  of  112 
ft  on  Gerard  avenue,  12  ft.  of  which  is.  in  the  residence  use 
zone,  and  the  applicant  is  therefore  rightfully  before  the 
board  under  section  7,  subdivision  b,  of  the  building  zone 

resolution  ;  and  ,  ,  ,  . 

Whereas  the  board  is  empowered  under  the  provisions  of 
section  7  subdivision  b,  of  the  building  zone  resolution,  to 
grant  a  Variation  for  that  portion  of  the  premises  in  the 
more  restricted  use  with  such  safeguards  to  the  adorning 
and  abutting  property  owners  as  it  deems  proper. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution.,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  busi¬ 
ness  use  for  the  present  one-story  building  for  a  frontage  of 
12  ft  on  Gerard  avenue  and  a  depth  of  approximately.  52  ft., 
on  condition  that  the  use  shall  be  confined  to  retail  mer¬ 
cantile  stores  or  shops  or  executive  offices,  prohibiting  fis-h 
or  meat  markets  and  delicatessen  shops ;  that  there  shall  be 
no  advertising  signs  of  any  nature  or  description  in  the 
residence  use  portion  of  the  premises  other  than  letters 
affixed  to  the  show  windows  of  the  store  fronts  or  the  faoide 
of  -the  building;  there  shall  be  no  merchandise  stored  or 
displayed  outside  the  building  line  of  premises;  all  permits 
required  shall  be  obtained  within  six  months  and  all  work 
completed  within  one  year  from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 


THE  RESOLUTION— 

(511-31-BZ) 


Whereas,  Weeks  Avenue  Construction  Co.,  Inc.,  owner, 
filed  December  4,  1931,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district,,  extending 
from  a  business  district,  the  maintenance  of  a  business  occu¬ 
pancy;  premises  859-865  Gerard  avenue  and  62-72  East  161st 
street.’  southwest  corner,  Borough  of  The  Bronx ;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  regular  meet- 


229-31-BZ.  „  „  u 

APPLCANT— Matthew  W.  Del  Gaudio,  for  Enavon  Realty 
Corp.  and  Na-vone  Bros.,  Inc.,  owners.. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
of  the  board  adopted  October  22,  1931. 

PREMISES  AFFECTED— 18-20  Morton  street,  southeast 
corner  of  Seventh  avenue,  and  17-19  Leroy  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved  in  accordance  witn 
engineer’s  report. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  Ross  .  * 


lln 


MINUTES 


Negative  .  0 

Absent  .  0 


AREA  FIXED. 

(573-31-BZ) 

The  temporary  chairman  presented  and  read  a  communica¬ 
tion  from  Frank  J.  Fennimore,  requesting  the  board  to  fix  an 
area  deemed  affected  and  within  which  to  obtain  consents 
to  permit  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  more  than  five  motor  vehicles;  premises 


564-566  East  New  York  avenue,  south  side,  329  ft.  7  in. 
cast  of  Brooklyn  avenue,  Borough  of  Brooklyn. 

The  following  area  was  approved : 

Both  sides  of  East  New  York  avenue  from  a  point 
400  ft.  east  to  a  point  400  ft.  west  of  site;  the  premises 
at  rear  within  100  ft.  of  the  side  lot  lines  of  the  premises 
in  question  and  also  both  sides  of  Brooklyn  avenue  and 
Kingston  avenue  from  a  point  200  ft.  north  to  a  point 
200  ft.  south  of  East  New  York  avenue. 


Adjourned  1.15  p.  m. 

William  J.  O’ Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  19,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
553-31-A. 

APPELLANT — Herbert  J.  Krapp,  for  Broadway  Hamilton 
Place  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 36  Hamilton  place,  Manhattan. 
APPEARANCES— 

For  Appelalnt :  Herbert  Goldenberg. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
Final  disposition. 


15-32-A. 

APPELLANT— The  Barber  Asphalt  Co.,  for  President, 
Borough  of  Richmond;  City  of  New  York,  owner. 
SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  fire  commissioner., 
PREMISES  AFFECTED— Foot  of  Taylor  street,  -north 
side  of  Richmond  terrace,  46  ft.  west  of  Taylor 
street,  West  New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Appellant :  Cornelius  A.  Hall. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  February  2,  19-32,  at 
2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  . 4 

Negative  .  0 

Absent  .  0 


720-30- A. 

APPELLANT — Charles  Schaefer,  Jr.,  for  Montefiore  Hos¬ 
pital,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— South  side  of  Gun  Hill  road 
from  Bain-bridge  to  Steuben  avenues,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . • .  4 

Negative  .  0 

Absent  .  0 


542-31-A. 

APPELLANT — Dante  Gambinossi,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 538  Madison  avenue,  Manhat¬ 
tan 

APPEARANCES— 

For  Appellant:  Dante  Gambinossi  and  Mary  Doyle. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 


(542-31-A) 

Whereas,  Dante  Gambinossi,  lessee,  filed,  -November  9, 
1931,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  538  Madison  avenue,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  tire  order  of  the  fire  commissioner,  dated 
August  26,  1931  (Order  No.  88562-F),  reads: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  -in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  -rear,  west  and 
north  sides  of  building  or  other  approved  protection,  as 
per  Sec.  375,  Art.  18,  Ch.  5,  Code  of  Ordinances”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  19,  1931,  reads : 

“This  will  reply  to  your  letter  of  October  7th,  1931, 
relating  to  order  No.  8-8562-F  in  which  you  state  that 
you  wish  to  take  this  order  before  the  Board  of  Stand¬ 
ards  and  Appeals  and  would  ask  that  we  kindly  rescind 
this  one  and  issue  another  so  that  you  may  be  able  to 
remain  within  the  twenty  day  limit,  which  is  necessary 
after  such  an  order  is  received. 

“Your  request  to-  rescind  order  No.  88562-F  and  re¬ 
issue  under  a  later  date  must  be  denied.” ; 
and 

Whereas,  the  building  is  fireproof,  five  stories  in  height, 
25  ft.  by  70  ft.  in  area  at  first  story  and  25  ft.  by  55  ft.  in 
area  above;  OCCUPIED  for  stores  and  office  purposes,  not 
more  than  three  persons  per  story ;  and 

Whereas,  the  appellant  claims  there  are  ten  window  open¬ 
ings  above  the  first  story  affected  by  the  order;  the  building 
is  used  in  accordance  with  -Certificate  of  Occupancy  No. 
15998,  issued  January  9,  1939,  which  is  binding  upon  the 
fire  commissioner  as  there  has  been  no  change  of  occupancy 
since;  there  is  no  existing  fire  hazard;  furthermore,  the  ap- 
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pellant  proposes  to  close  the  window  opening  at  second  story 
which  is  5  ft.  from  adjoining  building  and  also  to  close  a 
window  opening  at  first  story  which  is  not  affected  by  the 

order  with  solid  masonry.  ,  _ 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  northerly 
window,  second  story  of  the  premises,  shall  be  bricked  up 
and  that  the  tier  of  windows  on  the  north  side  of  the  rear 
wall  shall  be  equipped  as  required  in  this  order  and  only 
so  long  as  the  surrounding  exposures  causing  the  basis  or 
this  order  remain  substantially  unchanged ;  that  the  building 
shall  be  not  increased  in  height  or  area,  and  that  the  use 
and  occupancy  remain  substantially  unchanged. 

5  4  6  ~  3 1  “A 

APPELLANT — Samuel  Rosenblum,  for  Neptune  Realty 

Co.,  owner.  .  ,  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commis- 

sioner 

PREMISES  AFFECTED— 23-25  East  26th  street,  18-20 
East  27th  street  and  56-60  Madison  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  .  _  „  r 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  ^ 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(546-31-A) 

Whereas,  Samuel  Rosenblum,  for  Neptune  Realty  Cck, 
owner,  filed,  November  11,  1931,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  23-25  East  2fatn 
street,  18-20  East  27th  street  and  56-60  Madison  avenue,  Bor¬ 
ough  of  Manhattan ;  and  .  .  ,  ~ 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  22,  1931  (re  Order  No.,  89723-F),  reads: 

“1  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Secs.  580-581,  Ch  5,  Code 
of  Ordinances,  and  Rule  91  of  the  Board  of  Standards 
and  Appeals.”; 

'  Whereas,  the  building  is  fireproof,  twelve  stories  and 
pent  house  in  height,  90  ft.  frontage  on  27th  street  and  ex¬ 
tending  197  ft.  6  in.  through  the  block  with  60  ft.  frontage 
on  26th  street;  OCCUPIED  for  office  and  factory  purposes, 
not  more  than  126  persons  per  story;  and.  . 

Whereas,  the  appellant  claims  the  building  was  erected  m 
1909  when  the  present  standpipe  system  was  installed,  fed 
from  a  7,000-gallon  house  supply  gravity  tank  (3,500  gal¬ 
lons  reserved  for  standpipe  lines),  the  bottom  of  which  is  11 
ft.  above  hose  outlet  in  pent  house  on  27th  street  side,  15  ft. 
6  in.  above  hose  outlet  in  pent  house  on  26th  street  side  and 
28  ft.,  above  hose  outlet  in  the  highest  full  story ;  further¬ 
more,  the  building  is  equipped  with  an  interior  fire  alarm 
system,  a  sprinkler  system  connected  with  headquarters,  also 
adequate  means  of  exits  are  provided;  and 

Whereas,  the  building  was  erected  in  1909,  at  which  tune 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction. 

Resolved  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  elevation  of  the  bottom 
of  the  standpipe  tank  above  the  top  story  hose  outlet,  which 
in  this  instance  is  the  present  pent  house  of  the  building  or 
what  is  the  thirteenth  istory,  on  condition  that  the  eleva¬ 
tion  of  the  bottom  of  the  tank  above  this  hose  outlet 
shall  be  not  less  than  11  ft.  on  the  27th  street  side  of  the 


building  and  15  ft.  6  in.  on  the  26th  street  side  of  the 
building ;  that  the  hose  in  the  thirteenth  story  shall  be 
equipped  with  J^-inch  nozzles;  that  the  building  shall  be 
equipped  with  a  sprinkler  system  and  a  fire  alarm  system; 
that  the  building  shall  be  not  increased  in  height  or  area; 
that  the  use  and  occupancy  shall  remain  substantially  un¬ 
changed,  and  that  the  standpipe  system  shall  comply  with  the 
rules  in  all  other  respects. 

551-31-A. 

APPELLANT— J.  L.  Hernon,  for  The  General  Society  of 
Mechanics  &  Tradesmen  of  New  York,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 472  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  J.  L.  Hernon. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition, 

THE  VOTE—  .  ,  „ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  9 

Absent  .  0 

THE  RESOLUTION— 

(551-31-A) 

A 

Whereas,  J,.  L.  Hernon,  for  The  General  Society  of 
Mechanics  &  Tradesmen  of  New  York,  owner,  filed.,  No¬ 
vember  16,  1931,  an  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  472  Broadway,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  18,  1931  (reOrder  No.  89137-F),  reads: 

“Replace  the  defective  shutters  with  proper  iron 
shutters  or  approved  fireproof  windows  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  distant 
in  a  direct  line  less  than  30'  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said  open¬ 
ings  and  which  are  not  more  than  50'  above  a  neighbor¬ 
ing  roof  at  north  and  south  side  of  building,  or  other 
approved  protection,  as  per  Sec.  375,  Art.  18,  Ch.  5,  of 
the  Code  of  ordinacnes. 

“Properly  paint  iron  shutters  on  windows  on  north  and 
south  sides  of  building,  as  per  Sec.  375,  Ch.  5  of  the 
Code  of  Ordinances,”; 

and  .  .  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

November  10-,  1931,  reads: 

“This  will  reply  to  your  letter  of  November  2,  1931, 
regarding  orders  89135-LD  and  89136-LF  in  which  you 
state  you  have  been  instructed  by  your  client,  The  Gen¬ 
eral  Society  of  Mechanics  &  Tradesmen,  to  immediately 
vacate  the  building  as  it  has  been  a  continual  loss  to  them 
for  manv  years,  and  also  advise  that  you  have  been 
instructed  to  make  an  appeal  on  order  89137-F. 

“Thsee  orders  or  violations  being  mandatory  provi¬ 
sions  of  the  'Code  of  Ordinances  and  the  Labor  Law, 
the  Fire  Commissioner  is  without  power  to  hold  the 
same  in  abeyance.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stones  in 
height,  16  ft.  8  in,  by  100  ft.  in  area;  UNOCCUPIED; 

and  .  . 

Whereas,  the  appellant  claims  there  are  sixteen'  window 
openings  in  the  north  wall  and  eight  window  openings  in  the 
south  wall  of  the  building  affected  by  the  order ;  all  window 
openings  of  buildings  causing  the  exposures  are  provided 
with  iron  shutters  in  good  condition  and  maintain  non- 
hazardous  occupancies ;  the  building  in  question-  was  erected 
about  1878,  is  provided  with  horizontal  exits  at  each  of 
second,  third  and  fifth  stories  leading  to  building  adjoining 
at  southeast  which  are  equipped  with  approved  fire  doors; 
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iurthermore,  the  appellant  contends  the  building  is  vacant 
uid  in  all  probabilities  will  be  demolished  some  time  in  1932. 

Resolved,  that  the  order  and  decision  of  the  -fire  cornmis- 
iioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
je  and  it  hereby  is  granted,  only  so  long  as  the  building  under 
ippeal  remains  vacant  and  unoccupied,  on  condition  that 
he  horizontal  exits  of  this  building  and  building  immediately 
o  the  east  shall  be  equipped  with  doors  on  both  sides  of 
.he  wall  as  shown  on  the  plans  filed  with  this  appeal,  and 
hat  tlic  building  shall  be  not  increased  in  height  or  area. 


515-31-A. 

A.PPELLANT— 170  West  76th  Street  Realty  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 170  West  76th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Allen  S.  Hays. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  6 

Absent  .  0 


THE  RESOLUTION— 

(515-31-A) 

Whereas,  170  West  76th  Street  Realty  Co.,  Inc.,  owner, 
filed,  October  20,  1931,  an  appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  170  West 
76th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  2,  1931  (Order  Nk>.  6409'4-LC),  reads: 

“Before  permit  can  be  issued  for  your  refrigerating 
plant  the  following  must  be  done : 

“1.  Cut  off  refrigerating  system  from  building  by 
unpierced  fireproof  construction,  Sec.  219-F,  Chapter  10, 
Code  of  Ordinances.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  1,  1931,  reads : 

“Responding  to  your  favor  of  January  23,  1931,  re¬ 
garding  the  Park  West  Hospital  at  170  W.  76th  St.  as  a 
result  of  the  most  recent  inspection  of  the  refrigerating 
plant,  we  beg  to  advise  that  all  items  of  this  order 
have  been  satisfactorily  complied  with,  with  the  excep¬ 
tion  of  item  1,  which  reads : 

“1.  Remove  or  cut  off  the  refrigerating  system  from 
the  building  or  parts  of  the  building  by  unpierced  fire¬ 
proof  construction,  as  per  section  219-f  of  Chapter  10, 
Code  of  Ordinances. 

“As  the  fire  commissioner  will  no  longer  modify  or 
rescind  any  violation  issued  against  any  premise,  we 
would  suggest  that  you  advise  the  Park  West  Hospital 
to  either  comply  with  the  order  or  take  advantage  of 
their  right  to  appeal  from  the  Fire  Commissioner’s  de¬ 
cision  by  appealing  to  the  Board  of  Standards  and  Ap¬ 
peals,  Room  1002,  Municipal  Building. 

“Respectfully, 

“Peter  C.  Spence, 

“Chief,  Bureau  of  Fire  Prevention.” 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
40  ft.  by  90  ft.  6  in.  in  area;  OCCUPIED  as  a  hospital, 
fifteen  persons  per  story;  and 

Whereas,  there  is  a  refrigerating  room  located  at  the 
front  of  the  basement  story  of  the  building;  the  refrigerant 
is  ammonia ;  the  machine  is  motor  driven  and  has  a  capacity 
of  one  and  one-half  tons;  the  quantity  of  ammonia  charge 
is  forty-five  pounds;  and 

Whereas,  appellant  contends  that  the  refrigerating  plant 


is  used  for  furnishing  cold  brine  for  use  in  the  small  ice 
boxes  throughout  the  building,  there  being  four  on  each  story, 
and  proposes  to  provide  in  the  corridor  leading  from  the 
refrigerating  room  a  fireproof  partition  located  as  shown 
upon  the  plans  ;  opening  in  partitions  to  be  provided  with  a 
fireproof,  self-closing  door,  said  partition  dividing  the  cor¬ 
ridor  into  two  parts,  one  leading  directly  to  the  street. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified!,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  present 
entrance  from  the  refrigerating  room  to  the  corridor  shall 
be  equipped  with  a  self-closing,  fireproof,  vaporproof  door, 
and  that  an  addition  to  this  door  the  corridor  leading  from 
the  refrigerating  room  shall  be  closed  off  with  partitions  and 
a  self-closing,  fireproof,  vaporproof  door,  location  of  which 
to  be  satisfactory  to  the  fire  department;  that  the  refrig¬ 
erating  system  shall  be  confined  to  space  shown  on  the  plans 
submitted  with  this  appeal,  and  that  the  refrigerating  rules 
otherwise  shall  be  complied  with  in  all  respects. 


556-31-A. 

APPELLANT — John  H.  Stewart,  acting  superintendent  of 
public  buildings  and  offices,  for  Samuel  Levy,  Presi¬ 
dent  Borough  of  Manhattan;  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 29-35  Chambers  street,  11-21 
Centre  street,  1-13  Reade  street  and  1  Elm  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Francis  X.  Hanley  and  S.  P.  Dele- 
mos. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(556-31-A) 

Whereas,  John  H.  Stewart,  acting  for  John  F.  Plunkett, 
superintendent  of  public  buildings  and  offices,  for  The  City 
of  New  York,  lessee,  by  Samuel  Levy,  President  Borough 
of  Manhattan,  filed  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  29-35  Chambers 
street,  11-21  Centre  street,  1-13  Reade  street  and  1  Elm  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
27,  19127  (Order  No.  21795),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  20,  Oh.  12,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  14,  1931,  reads : 

“This  will  reply  to  your  letter  of  August  26,  1931,  in 
which  you  refer  to  Order  21795  and  advise  that  the 
tank  in  the  attic  of  the  building  has  a  capacity  of  4,900 
gallons  and  that  the  gate  valve  on  the  standpipe  line  at 
the  tank  has  been  removed,  also  that  signs  have  been 
painted  over  doors  of  toilets  in  which  the  standpipe 
outlets  are  located,  stating  ‘fire  hose  inside,’  and  request¬ 
ing  advice  if  same  is  satisfactory  ten  this  department. 

“You  are  advised  that  this  work  is  not  satisfactory 
in  that  the  order  requires  that  the  bottom  of  the  tank 
be  elevated  to  20'  above  the  roof  outlet,  and  it  was 
found  that  the  top  hose  outlet  is  level  with  the  tank. 

“It  is  our  conclusion  that  Order  21795  must  be  com¬ 
plied  with  as  written  as  this  department  is  without 
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authority  to  vary  from  or  modify  the  requirements  of 
same.” ; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  and  attic 
in  height,  189  ft.  10  in.  by  14®  ft.  &  in.  in  area;  OCCUPIED 
for  office  purposes,  fifty  persons  per  story  ;  and 
Whereas,  the  appellant  claims  the  building  is  equipped 
with  a  standpipe  system,  fed  from  a  4,900-gallon  gravity 
tank  located  in  the  attic,  the  bottom  of  which  is  7  ft.  above 
the  standpipe  hose  outlets  in  the  eighth  story;  to  insall 
a  new  tank  would  require  certain  structural  steel  members 
to  be  reinforced  and  an  extensive  alteration;  the  building 
fronts  on  four  streets;  furthermore,  the  appellant  proposes 
to  install  two  2J4- gallon  fire  extinguishers;  and 

Whereas,  the  building  was  erected  in  about  1900,  at  which 
time  the  standpipe  system  was  installed,  and  at  the  present 
time  complies  with  the  standpipe  rules  other  than  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet,  which  in  this  instance  is  the  attic  or  ninth  story,  the 
elevation  of  the  tank  being  but  7  ft.  above  the  hose  outlet 
of  the  eighth  story. 

Rcsoh’cd,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  standpipe  tank,  on  condition 
that  such  elevation  shall  not  be  less  than  7  ft.  above  the  hose 
outlet  in  the  eighth  story ;  that  the  hose  in  the  eighth  story 
shall  be  equipped  with  ^4 -inch  nozzles;  that  such  additional 
fire-fighting  appliances  as  shall  be  required  by  the  fire  de¬ 
partment  shall  be  installed  in  the  attic  or  ninth  story;  that 
the  wooden  filing  cabinets  in  attic  shall  be  removed  or  re¬ 
placed  with  metal  cabinets;  that  the  standpipe  system  shall 
comply  with  the  rules  in  all  other  respects',  and  that  the 
building  shall  be  not  increased  in  height  or  area. 


PETITIONS  FOR  VARIATIONS. 

469-31-S. 

PETITIONER — Sheder  Realty  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 141-145  West  3Gth  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Leonard  Klaber. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  16,  1932,  at 
2  p.  m.,  on  request  of  petitioner. 


639-30- S, 

PETITIONER — Henry  I.  Oser,  for  Central  Zone  Building, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  (reopened,  previously  with¬ 
drawn) . 

PREMISES  AFFECTED — 305-313  East  45th  street  and 
306-312  East  46th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner  :•  J.  Lewis. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  16,  1932,  at 
2  p.  m.,  pending  change  in  rules. 


519-31-S. 

PETITIONER — Rosen  &  Simowitz,  lessees. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED — 252-254  Dumont  avenue,  south¬ 
east  corner  of  Chester  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Donald  S.  Goldberg. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 


-  ~  - 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
2  p.  m.,  to  obtain  records  from  health  department. 


561-31-S. 

PETITIONER — Joel  D.  Marder,  for  The  Centrun  Corp., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 335-337  Greenwich  street  and 
20-24  Jay  street,  southeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  Kenlon. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  16,  1932,  al 
2  p.  m.,  to  obtain  further  information. 


395-30-S. 

PETITIONER — Philip  J.  Sinnott,  substituted  for  Crokei 
National  Fire  Prevention  Engineering  Co.,  for  303 
311  Fourth  Avenue  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ordei 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 303-311  Fourth  avenue  and  107 
113  East  23rd  street,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Philip  J.  Sinnott. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  16,  1932,  a 
2  p.  m ,  pending  receipt  of  opinion  of  the  corpora 
tion  counsel. 


525-31-S. 

PETITIONER — Samuel  Rosenblum,  for  Charlotte  E.  A 
Throckmorton,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  orde 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 1204-1210  Broadway,  Manhat 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration  :  Inspector  Maher  of  fire  d( 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1932,  a 
2  p.  m.,  to  submit  plans. 


557-31-S. 

PETITIONER — Robert  D.  Kohn  and  Frank  E.  Vitolo,  fc 
Rudo  Realty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ordf 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 501-505  Madison  avenue,  nortl 
east  corner  of  East  52nd  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  r< 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Negative  . 

Absent  . 


516-31-S. 

PETITIONER — George  H.  Merrill,  for  Merrill  Brother 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ord 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 465-467  Kent  avenue,  Brooldy 
APPEARANCES— 

For  Petitioner:  George  H.  Merrill. 

For  Administration  :  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD— Petition  denied. 
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IE  VOTE  TO  GRANT— 

Affirmative  . .  . . ••••*••• 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Absent  . 


E-IE  RESOLUTION— 

(516-31-S) 

Whereas  George  H.  Merrill,  for  Merrill  Brothers,  Inc., 
mer/ filed,  October  30,  1931.  a  petition  for  a  variation 
om  the  requirements  of  the  labor  law,  as  cited  in  an  order 
the  fire  commissioner,  affecting  premises  465-467  Kent 
enue,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  bep- 
mber  30,  1931  (re  Order  No.  89292-LD),  reads: 

“1  Enclose  -the  interior  stairway  at  north  and  south 
side  of  building  in  partitions  of  fire  retarding  material 
extending  from  floor  to  ceiling  in  cellar  and  at  first 
story  all  openings  to  be  protected  with  approved  fire 
doors  as  per  rules  of  the  Board  of  Standards  and  Ap¬ 


peals.”  ; 


Whereas,  the  building  is  non-fireproof,  three  stories  in 
fight  57  ft  by  126  ft.  in  area  at  first  story  and  57  ft.  by 
•  ft.’  in  area  above;  OCCUPIED:  cellar,  storage  and 
finting,  1  person;  1st  story,  iron  works,  5  persons;  2nd 
ory  fur  dyeing,  10  persons;  3rd  story,  fur  dyeing,  5  per¬ 
ms  ;’  EXITS :  two  interior  wood  stairways,  extending  from 
ie  first  story  to  top  story,  enclosed  in  wood  partitions,  with 
ooden  doors  at  opening  (the  northerly  stairway  is  unen- 
iosed)  ;  a  horizontal  opening,  protected  by  fire  doors  _  at 
ich  of  the  second  and  third  stories,  leading  to  adjoining 
hilding  at  south;  a  fire  escape  on  the  rear  of  the  building, 
aving  non-fireproof  openings  along  the  course  thereof,  ex - 
mding  from  the  second  to  third  story ;  a  gooseneck  ladder 
3  main  roof,  and  no  legal  means  of  egress  from  termination 
f  the  fire  escape  to  the  street;  ROOFS  of  adjoining  build- 
igs :  same  level  at  north  and  south ;  and 

Whereas,  the  petitioner  claims  there  are  not  more  than 
wenty-five  persons  working  above  the  first  story ;  no  ex- 
ie.ss  quantity  of  paint  or  volatile  material  above  the  amount 
term  it  ted  by  law  is  kept  upon  the  premises ;  furthermore,  the 
►etitioner  contends  the  existing  exits  are  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
Jenied. 


PETITIONER— Jacob  Fisher,  for  Charles  Geschwind, 
lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 52  East  9th  street,  Manhattan. 

APPEARANCES — 

For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(559-31-S) 

Whereas,  Jacob  Fisher,  for  Sailor’s  Snug  Harbor,  owner, 
filed,  November  24,  1931,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  52  East  9th  street, 
Borough  of  Manhattan ;  and  t 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  14,  1930  (Order  No.  79249-LD),  reads: 

“1.  Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  con¬ 
form  to  section  274  of  the  Labor  Law. 

‘  Defects  noted : 


“5.  No  safe  egress  from  termination  of  fire  escape 
provided/’ ;  _  „ 

and 

Whereas,  the  building  is  non-fireproof  (the  rear  wall  of 
extension  is  frame),  four  stories  and  basement  in  height,  25 
ft.  by  83  ft.  2  in.  in  area  at  first  story  and  25  ft.  by  61  ft. 

6  in.  in  area  above;  OCCUPIED:  basement,  restaurant,  25 
persons;  1st  story,  store,  5  persons;  2nd,  3rd  and  4th  stories, 
factory  work,  10  persons  per  story;  EXITS:  an  interior 
wooden  stairway,  extending  from  the  first  story  to  top 
story,  enclosed  in  wood  lath  and  plaster  partitions,  with 
wooden  doors  at  openings ;  an  iron  ladder  to  roof  scuttle ; 
a  fire  escape  on  the  rear  of  the  building,  having  fireproof 
openings  along  the  course  thereof,  extending  from  the  third 
story  to  the  roof ;  an  iron  stairway  from  third  story  bal¬ 
cony  to  roof  of  first  story  extension  and  iron  bridge  bal¬ 
cony  over  yard  to  roof  of  first  story  extension  of  building 
adjoining  at  south,  also  a  gooseneck  ladder  from  roof  of 
first  story  extension  to  balcony  at  first  story  and  stairs  to 
yard,  with  no  legal  means  of  egress  to  the  street;  and 

Whereas,  the  petitioner  claims  egress  from  rear  _  fire 
escapes  may  be  had  from  the  first  story  balcony  by  direct 
connection  to  fire  escapes  of  building  adjoining  at  east,  also 
from  yard  to  fire  escapes  of  building  adjoining  at  south, 
which  in  turn  connects  with  the  fire  escape  of  the  next  ad¬ 
joining  building  at  east ;  that  these  exits  are  maintained  by 
mutual  agreement;  furthermore,  the  petitioner  contends  the 
area  of  the  building  is  small,  has  a  non-hazardous  occupancy 
and  the  exits  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted  on  condition 
that  the  present  exits  f  rom  the  termination  of  the  fire  escape 
as  shown  on  the  plans  submitted  with  this  petition  be  main¬ 
tained  in  a  safe  and  proper  condition  acceptable  to  the 
fire  department;  also  that  this  means  of  exit  from  the 
termination  of  the  fire  escape  be  substantially  as  indicated 
by  the  inspector  of  the  fire  department  at  this  hear¬ 
ing;  that  the  consent  of  the  property  owners  to  this 
means  of  exit  be  obtained  and  filed  with  the  fire  depart¬ 
ment  ;  that  the  occupancy  of  the  building  be  limited)  to  not 
more  than  twenty-five  persons  above  the  first  story ;  that 
the  building  shall  be  not  increased  in  height  or  area  and 
the  labor  law  complied  with  in  all  other  respects. 


575-31-S. 

PETITIONER— James  William  Thomas,  for  World-Tele¬ 
gram  Building  &  Equipment  Corp.,  owner. 

SUBJECT— Application  for  reopening— re  interpretation— 
Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 138-146  Park  place,  Manhattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
interpreted  insofar  as  it  affects  the  enclosure  of 
the  space  occupied  by  the  accommodation  stairs 
permitted ;  it  was  the  intention  of  the  board  that 
the  space  or  the  floor  area  in  which  the  accommo¬ 
dation  stairs  were  permitted  were  to  'be  enclosed  in 
fireproof  partitions,  this  did  not  mean  that  the  stairs 
themselves  were  to  be  enclosed  in  fireproof  parti¬ 
tions,  but  it  was  intended  that  the  interconnected 
rooms  on  the  floors  where  the  accommodation  stairs 
are  located  were  to  be  enclosed  in  fireproof  parti¬ 
tions  which  as  shown  on  plans  submitted  practically 
means  the  entire  floor  area  of  each  of  these  floors. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Negative  . 

Absent  . 


\  \ 
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THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Temporary  Chairman.  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  . 

Absent  . 

APPLIANCES  SUBMITTED  FOR  APPROVAL. 

373-31-S  A 

PETITIONER — Preferred  Utilities  Manufacturing  Corp., 

SUBJECT _ Preferred  Syphon  Breaking  Valve,  Models  B 

and  T,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  . 

Absent  . 

PETITIONER — W.  C.  McTarnahan,  for  Petroleum  Heat  & 
Power  Co.,  owner. 

SUBJECT— Request  to  reopen  to  amend— re  Retro  Uii 
Burner,  Models  D-10,  D-ll,  D-12,  D-13,  D-14  and 
D-15,  approval  of. 

APPEARANCES—  ,  _  .  - 

For  Petitioner :  R.  A.  Davidson  and  Carl  Franzen. 

ACTION  OF  BOARD — Request  to  reopen  and  amend  with- 

THE  VOTE  TO  WITHDRAW  REQUEST  TO 

AMEND—  „  n 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland"  and  Guilfoyle  and  Deputy 
Chief  Ross  .  4 


Negative  .  0 

Absent  .  0 


532-31-SA. 

PETITIONER — David  Kaufman,  for  Remington-Keystone 
Manufacturing  Co.,  owner. 

SUBJECT — Remington  Domestic  Oil  Burner,  Type  B-l, 
approval  of. 

APPEARANCES— 

For  Petitioner :  David  Kaufman. 

ACTION  OF  BOARD — Report  of  fire  department  adopted; 

petition  approved  in  accordance  therewith. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  . 4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(532-31-SA) 

Whereas,  David  Kaufman,  for  Remington-Keystone 
Manufacturing  Co.,  owner,  filed,  November  2,  1931,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals  for  approval 
of  their  device  known  as  the  Remington  Domestic  Oil 
Burner,  Type  B-l ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report;  and 

Whereas,  a  report  of  the  chief  of  the  bureau  of  fire  pre¬ 
vention  dated  January  12,  1932,  recommends  the  approval 
of  the  device.  1 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Remington  Domestic 
Oil  Burner,  Type  B-l,  for  domestic  use  when  installed  in 
accordance  with  the  fuel  oil  rules  and  report  of  the  chief 
of  the  bureau  of  fire  prevention. 

Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


FACTORY  EXIT  RULES  ADOPTED  FEBRUARY  23,  1927, 
AND  AMENDED  JANUARY  15,  1932. 


64-27-SR 

STANDARD  FACTORY  EXITS 

Section  1— Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 

1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
tenter  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (ka)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1J4)  inch 
mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape  stair¬ 
way  shall  continue  to  the  roof,  and  if  there  be  no  safe 


means  of  egress,  a  gooseneck  ladder  shall  be  provided 
from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of 
exit  under  Section  271  of  the  Labor  Law  may  consist  of 
an  outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
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distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  6  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
1  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
losing.  An  easily  operated  door  lock  with  knobs  on 
3th  sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed 
on  step  at  least  two  feet  wide,  with  risers  not  exceed- 
ig  eight  (8)  inches,  and  treads  not  less  than  eight  (8) 
iches  are  provided  on  the  inside  from  floor  level  to 
11s  oroperly  secured. 

Rule  4  (a)  Any  such  fire  escape  erected  subse- 
uent  to  October  1,  1913,  and  prior  to  these  rules  taking 
fleet,  unless  previously  accepted  as  one  of  the  required 
leans  of  exit  or  escape  by  the  administrative  official  hav- 
lg  jurisdiction,  shall  conform  in  every  respect  to  the 
rovisions  of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as 
onstituting  one  of  the  required  means  of  exit  or  escape 
nder  Section  271-1  of  the  Labor  Law,  in  any  building 
rected  prior  to  October  1,  1913,  now  occupied  or  to  be 
ccupied  as  a  factory,  exceeding  nine  stories  in  height, 
r  more  than  90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc- 
jrally  safe,  properly  painted,  and  kept  clear  of  all  ob- 
tructions. 

ection  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 
uildings  five  stories  or  less  in  height,  erected  prior  to 
ictober  1,  1913,  in  which  there  are  more  than  twenty- 
ve  persons  employed  above  the  second  story,  all  interior 
airways,  serving  as  required  means  of  exit,  and  the 
;ndings,  platforms  and  passageways  connected  therewith, 
nail  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sting  material  extending  continuously  from  the  lowest 
oint  of  the  stairway  in  accordance  with  the  following 
:hedule : 


umber  Contents  Contents  non-  Contents  Contents  non- 

of  combustible,  combustible,  combustible,  combustible 

tories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 

hrta 

Stairways 

Enclosed 

'our 

Stairways 

Enclosed 

Stairways 

Enclosed 

’if* 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
/ares  and  merchandise,  packed,  stored,  manufactured  or 
n  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
;oods,  wares  or  merchandise  which  will  burn  or  support 
ombustion. 

The  term  “sprinkler”  as  used  above  means  an  ade- 
tuate  automatic  sprinkler  equipment  installed  and  main- 
ained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
>uilding  between  any  floor  and  the  floor  or  roof  next 
ibove; — the  first  story  is  that  part  of  a  building  which 
i  more  than  50  per  cent  above  the  floor  below  and  the 
loor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
juilding,  such  partitions  shall  extend  to  the  under  side 


of  the  roof  boarding.  That  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
/oof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  hoiLuntal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire  resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways ;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosure*  of  Stair¬ 
ways  in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law,  or 
rule  2  of  these  rules.  Except  that  exit  door  shall  be  a  fire 
door,  with  substantial  steps  to  the  sills  properly  secured 
when  sill  is  more  than  8  inches  above  the  floor  level;  and 
where  there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof, 
except  on  the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build- 
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ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  9.  Enclosure  of  Stairways— In  two-story  bidd¬ 
ings  where  there  are  occupancies  on  any  story  or  part 
of  a  story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  7  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  oi  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices.  , 

All  reference  herein  to  “Enclosure  of  Stairways  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In,  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance  of 
a  stand  to  be  built  of  incombustible  material  and  wire  glass 
or  -inch -thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco'  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  tire  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2)4 -gallon  chemical  fire  extinguisher. 

Section  3— Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1.  1913.  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend 
to  the  roof  where  there  is  no  safe  egress  from  the  roof, 
under  Sections  270.  271  and  272.  Labor  Law. 

fa)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party 
wall  fire  escape,  party  wall  exterior  screened  stairway, 
party  wall  balconies  or  bridges,  or  where  any  outside 
exits  do  not  connect  to  adjoining  buildings  at  roof  level, 
or  where  there  are  no  unbarred  window  openings  five 
feet  above  the  roof  or  parapet  wall  of  the  building  in 
question. 

(b)  When  the  roof  of  the  building  in  question  has  a 

pitch  exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12.  (a)  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at 
least  a  double-rung  ladder  at  the  top  of  the  interior 
itairway.  and  within  the  interior  stairway  enclosure  when 
stairway  is  enclosed.  Such  ladder  shall  be  at  least  18 
inches  in  width  and  shall  be  properly  secured  at  top 
and  bottom.  The  ladder  shall  lead  to  a  scuttle  opening 
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not  less  than  2  feet  by  3  feet  or  be  of  such  additional 
area  as  may  be  required  to  provide  ample  head  room. 
The  scuttle  cover  shall  be  hingeu  and  of  light  weight 
construction,  or  be  counter-balanced.  An  easily  operated 
hook  may  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10 
feet  from  the  open  edge  of  the  roof,  an  iron  railing  prop¬ 
erly  braced  at  least  3  feet  high  and  at  least  10  feet  long 
shall  be  provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS. 

Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 

any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  require¬ 
ments  ot  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  such  means  of  egress  may  be  re¬ 
tained  under  the  following  conditions: 

(a)  Fire  Escapes. — AIL  substandard  fire  escapes  on 
factory  buildings  shall  be  maintained  structurally  safe, 
properly  painted,  and  with  the  openings  leading  thereto, 
kept  in  good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder 
in  guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 

court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining 
yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,,  exterior  stairway,  to  the  roof  of 
adjoining  extensions,  or  other  means  of  egress  satis¬ 
factory  to  the  authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section,  5 — Stairways  and  Bridges. 

Rule  14.— Interior  Stairways. — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 
rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15.— Exterior  Screened  Stairways.— Exterior 
screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  provided  as  required  for  sub¬ 
standard  fire  escapes  in  subdivision  a. 

Rule  16. — Horizontal  Bridges. — Horizontal  bridges  and 
party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 

Rule  17. — No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  sub-standard  exits. 
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REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
actice  with  regards  to  the  reporting  of  structural  altera- 
>ns  made  under  the  requirements  of  the  labor  law,  the 
llowing  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend- 
t  of  buildings  and  structural  alterations  have  been  made 
comply  with  the  requirements  of  the  labor  law  relating 
exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


ANNUAL  REPORT 


City  of  New  York 
Board  of  Standards  and  Appeals 

HENRY  L.  CONNELL,  Temporary  Chairman 
MUNICIPAL  BUILDING 


ioN.  James  J.  Walker, 

Mayor,  New  York  City. 

ir: — 

I  have  the  honor  to  submit  for  your  information  the 
viinual  Report  of  the  Board  of  Standards  and  Appeals  for 
le  year  1931.  A  perusal  of  the  statistics  of  the  report  will 
iow  that  it  compares  favorably  with  the  Annual  Report 
f  the  year  1930,  though  the  work  of  the  Board  was  seriously 
ampered,  as  in  1930,  by  the  removal  of  many  records  from 
le  files  of  the  Department  for  investigational  purposes, 
luring  the  year  1931  there  were  128  public  hearings  held 
nd  120  inspections  made. 

After  due  public  hearings  the  Board  adopted  in  1931  the 
ew  Elevator  Rules.  Work  on  these  rules  was  initiated  by 
re  Merchants  Association  and  a  committee  of  that  Associa- 
ion  gave  exhaustive  study  and  hearings  over  a  period  of  two 
ears  in  preparing  the  rules.  Public  hearings  were  held  by 
his  Board  and  after  minor  changes  the  rules  were  adopted 
p  go  into  effect  December  12,  1931. 

The  following  changes  in  our  method  of  procedure  after 
ue  public  hearings,  where  required,  have  been  adopted  and 
v'e  believe  have  greatly  facilitated  the  workings  of  this  Board 
nd  have  been  of  great  advantage  to  the  public  in  general : 

No.  1. 

Every  Tuesday  morning  as  devoted  entirely  to  Building 
'one  Cases  and  miscellaneous  zoning  actions  scheduled  on 
egular  Calendar.  Every  Tuesday  afternoon  is  devoted  en- 
irely  to  Appeals  and  Labor  Law  Petitions  scheduled  on  the 
egular  Calendar. 

All  adjourned  cases  are  laid  over  for  public  hearings  held 
"riday  morning  and  afternoon. 

By  this  procedure  the  regular  Calendar  is  not  congested 
vith  laid  over  cases  and  the  time  required  to  dispose  of 
;ases  filed  with  the  Board  is  greatly  lessened. 

No.  2. 

Practically  all  Building  Zone  Applications  and  other  Ap¬ 
peals  where  deemed  advisable  are  laid  over  after  presentation 
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of  the  case  before  the  Board  for  an  inspection  and  report. 
This,  we  believe,  is  of  very  considerable  help  to  the  Board 
in  reaching  its  determination  and  of  aid  to  the  Corporation 
Counsel  and  Courts  where  an  order  of  certiorari  is  taken 
from  the  Board’s  decision. 

No.  3. 

Creation  of  a  new  form  of  appeal  known  as  a  “Minor 
Appeal”  to  apply  to  applications  for  relief  from  decisions 
of  Administrative  Officials  on  matters  other  than  Building 
Zone  or  Labor  Law  variations.  This  permits,  where  the 
violation  is  more  or  less  of  a  technical  nature,  an  appeal 
to  be  made  by  letter,  accompanied  by  a  questionnaire  fur¬ 
nished  by  the  Board  and  properly  filled  out  by  appellant, 
no'  plans  or  other  data  being  required.  The  minor  Appeal 
or  Petition  is  acted  upon  by  the  Board  in  the  usual  manner. 
In  Appeals  of  this  character  the  expense  and  trouble  under¬ 
gone  by  taxpayers  under  the  other  forms  are  avoided.  The 
acceptance  of  a  minor  appeal  or  petition  is  at  the  discretion 
of  the  Board  or  its  Chairman. 

No.  4. 

Elimination  of  words  “Fire  Commissioner”  in  Art.  V, 
Subdiv.  1,  Rules  of  Procedure  Board  of  Standards  and 
Appeals,  to  conform  with  Art.  V,  Sec.  23  of  amended 
Building  Zone  Resolution. 

No.  5. 

In  the  Adoption  of  Rules  to  carry  into  effect  provisions 
of  the  law  for  use  o>f  any  article,  device  or  material  over 
which  the  Board  has  jurisdiction  or  power  of  revision  of 
existing  rules,  the  following  procedure  has  been  adopted : 

a.  At  the  initial  public  hearing,  on  the  subject  matter  to 
be  discussed,  the  Board  appoints  or  designates  a 
Committee  composed  of  individuals  familiar  with  or 
interested  in  the  subject  matter,  suggested  or  recom¬ 
mended  by  Civic  Associations,  Administrative  Depart¬ 
ments  and  the  Industry  itself. 
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b.  This  Committee,  which  serves  without  compensation, 
is  assigned  a  Meeting  Room  in  this  Department,  where 
it  convenes  for  its  deliberations  the  result  of  which  is 
submitted  for  publication  and  further  discussion  at  a 
later  public  hearing  before  adoption  by  the  Board. 

c.  This  procedure  saves  a  great  deal  of  time  and  elim¬ 
inates  tire  lengthy  discussions  at  public  hearings  with 
the  result  that  a  more  workable  set  of  tentative  rules 
are  submitted  for  public  discussion  intelligently  formu¬ 
lated  by  a  Committee  thoroughly  conversant  with  the 
commercial,  theoretical,  practical  and  safety  viewpoint 
of  the  subject  acted  upon. 

No.  6. 

The  Rules  of  Procedure  were  also  amended  to  permit  any 
device  or  article  submitted  to  the  Board  for  approval  to  be 
used  in  New  York  City,  subject  to  law,  which  require  testing, 
to  have  these  tests  made  in  any  recognized  standard  testing- 
laboratory.  A  report  of  such  test,  in  duplicate,  sworn  to  by 
an  official  of  said  laboratory,  is  then  filed  with  the  Board 
before  any  decision  is  rendered  by  the  Board.  These  tests 
are  made  at  the  expense  of  petitioner.  This  Board  as  not 
equipped  with  a  laboratory  or  any  means  for  making  tests, 


but  is  required  under  the  Charter  to  make  such  tests  as  are 
necessary  on  any  device  or  article  submitted  for  approval 
for  use  in  New  York  City. 

No.  7. 

Amendment  to  Standpipe  Fire  Line  Rules  to  specify  re¬ 
quirements  for  Pressure  Reducing  Valves.  ■ 

The  following  matters  are  scheduled  for  public  hearing 
during  the  coming  year: 

1.  Amendment  to  Factory  Exit  Rules  affecting  Cigar 
Stands  in  Public  Corridors,  first  floor  of  Factory 
Buildings. 

2.  Amendment  of  Rules  to  assure  the  cooperative  action 
of  the  Building  Department  and  the  Fire  Department 
in  the  approval  of  plans  for  new  buildings  or  altera¬ 
tions  insofar  as  they  affect  the  installation  of  fire¬ 
fighting  appliances  before  the  issuance  of  Certificates 
of  Occupancy. 

3.  Adoption  of  uniform  Certificate  of  Occupancy  to 
apply  to  all  Boroughs  as  required  under  Section  411a 
of  the  Charter  of  The  City  of  New  York. 

4.  Adoption  of  rules  to  govern  paint  and  lacquer 
spraying. 

The  statistical  report  follows : 


CASES  FILED  AND  PENDING,  1931 


FILED  1931 

A 

BZ 

s 

JANUARY  . 

.  15 

u 

10 

Restored  . 

1 

4 

i 

FEBRUARY  . 

.  17 

18 

u 

Restored  . 

1 

5 

2 

MARCH  . 

.  25 

13 

10 

Restored  . 

.  2 

9 

1 

APRIL  . 

.  20 

13 

10 

Restored  . 

3 

7 

2 

MAY  . 

.  32 

25 

13 

Restored  . • 

1 

T 

0 

JUNE  . 

..  24 

19 

10 

Restored  . 

3 

10 

1 

JULY  . 

..  33 

18 

10 

Restored  . 

0 

6 

2 

AUGUST  . 

. .  14 

15 

7 

Restored  . 

0 

0 

0 

SEPTEMBER  . 

. .  22 

14 

11 

Restored  . 

1 

3 

3 

OCTOBER  . 

. .  17 

19 

8 

Restored  . 

..  0 

5 

NOVEMBER  .... 

. .  16 

16 

6 

Restored  . 

0 

2 

0 

DECEMBER  . 

. .  17 

16 

8 

Restored  . . . 

1 

3 

3 

TOTAL  . 

. .  255 

258 

131 

PENDING 

DEC.  31,  1930.. 

..  184 

93 

52 

GRAND  TOTAL  . 

CO 

351 

183 

DISPOSITION 

1931 

JANUARY  . 

..  42 

22 

15 

FEBRUARY  . 

..  14 

21 

18 

MARCH  . 

..  29 

30 

12 

APRIL  . 

..  32 

15 

24 

MAY  . 

. .  37 

19 

11 

JUNE  . 

. ..  22 

36 

15 

JULY  . 

, . .  34 

31 

15 

AUGUST  . 

0 

0 

0 

SEPTEMBER  .... 

. . .  12 

12 

7 

OCTOBER  . 

...  22 

17 

12 

NOVEMBER  . . . 

. . .  23 

23 

10 

DECEMBER  .... 

. . .  25 

30 

13 

TOTAL  . 

292 

256 

152 

PENDING 

DEC.  31,  1931. 

. ..  147 

95 

31 

SA 

SR 

M’L 

1’L 

GR.T’L 

9 

0 

44 

89 

•  • 

0 

0 

0 

6 

95 

3 

1 

49 

99 

•  • 

0 

0 

0 

8 

107 

7 

0 

54 

109 

•  • 

1 

2 

0 

15 

124 

1 

0 

53 

97 

•  • 

1 

1 

0 

14 

111 

8 

1 

45 

124 

•  • 

0 

1 

0 

9 

133 

5 

0 

'  55 

113 

•  • 

0 

2 

0 

16 

129 

6 

0 

62 

119 

•  • 

1 

0 

0 

9 

128 

3 

0 

0 

39 

•  • 

0 

0 

0 

0 

39 

8 

0 

47 

102 

•  . 

0 

0 

0 

7 

109 

4 

0 

43 

91 

•  • 

1 

0 

0 

8 

99 

7 

0 

38 

83 

.  . 

2 

1 

0 

5 

88 

7 

0 

49 

97 

.  • 

0 

2 

0 

9 

106 

74 

11 

539 

1,268 

1,268 

85 

3 

0 

417 

417 

159 

14 

539 

1,685 

1,685 

1 

1 

44 

125 

3 

0 

49 

105 

,  # 

9 

1 

54 

135 

365 

18 

1 

53 

143 

.  , 

15 

2 

45 

129 

.  . 

10 

1 

55 

139 

411 

9 

0 

62 

151 

.  , 

0 

0 

0 

0 

,  , 

9 

0 

47 

87 

238 

2 

1 

43 

97 

6 

2 

38 

102 

.  * 

10 

1 

49 

128 

327 

92 

10 

539 

1,341 

1,341 

67 

4 

0 

344 

344 

* _ Anneals  from  Administrative  Orders.  BZ — Applications  under  Building  Zone  Resolution.  S — Petitions  for  Variations  o 

Labor  Law.  SA — Petitions  for  Approval  of  Appliances.  SR — Petitions  for  Adoption  of  Rules.  M’L — Miscellaneous  Docket 
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SUMMARY. 

1  ■  .  ....  ■  ■  ■  ■—  ■  -  -  -  - - - 

DOCKET. 


DISPOSITION  OF  CASES. 


Ises  pending  December  31,  1930 .  417 

[ses  filed  up  to  December  31,  1931,  inclusive .  623 

‘stored  to  calendar .  106 

Miscellaneous  Applications. 

.quests  to  reopen .  326 

quests  to  amend .  14 

■quests  for  modification .  107 

^quests  to  rescind .  5 

^quests  for  extension  of  time .  62 

.■quests  for  extension  of  permit .  7 

■quests  for  mechanical  installations .  1 

equests  for  approval  of  plans .  13 

Iministrative  requests  .  0 

i:quests  for  interpretation .  4 


Withdrawn  .  103 

Dismissed  .  44 

Denied  .  153 

Granted .  5 

Granted  on  condition .  395 

Appliances  approved  .  63 

Appliances  dismissed,  disapproved  or  withdrawn .  29 

Rules  approved  .  8 

Rules  disapproved,  rescinded  or  withdrawn .  2 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  269 

Requests  to  reopen  denied .  50 

Requests  to  amend  granted .  14 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  84 

Requests  for  modification  denied .  23 

Requests  to  rescind  granted .  5 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  61 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  1 

Requests  to  install  granted .  0 

Requests  to  install  denied .  1 

Plans  approved .  13 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  4 

Requests  withdrawn  or  dismissed .  7 


Total  .  1685  Total  . , 

iisposed  of  .  1341 

ases  pending  December  31,  1931 .  344 

■-■-■■  . -  ■  •  ■.—■■-■-  . = 

MONEYS  RECEIVED 


1341 


INSCRIPTIONS  OCT.  NOV.  DEC.  TOTAL 


1st  QUAR.  2nd  QUAR.  3rd  QUAR.  GR.  T’L. 


a  Bulletin  . . . 

_  $85.00 

$72.50 

$47.50 

$205.00 

$287.50 

$2S0.00 

$155.00 

$927.50 

ash  Sales  . . . 

_  23.85 

18.25 

45.86 

87.96 

74.90 

82.66 

38.00 

283.52 

aid  to 

Chamberlain  $108.85 

$90.75 

$93.36 

$292.96 

$362.40 

$362.66 

$193.00 

$1,211.02 

REVIEW 

FROM 

1916 

Restored 

Total 

Pending 

Disposed  of 

as  Follows : 

Cases 

&  M’l  to  Dis-  Previous 

With- 

Dis- 

Cases 

Granted 

M’l 

Total 

Pending 

ear 

Filed 

Actions  pose  of 

Year 

drawn 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  31st 

>16 

502 

32 

534 

0 

39 

64 

59 

204 

32 

398 

136 

)17 

2620 

35 

2655 

136 

291 

154 

241 

838 

35 

1559 

1232 

>18 

1734 

160 

1894 

1232 

803 

666 

418 

1009 

160 

3056 

70 

)19 

1005 

73 

1078 

70 

105 

47 

271 

594 

41 

1058 

90 

>20 

793 

114 

907 

90 

84 

100 

233 

457 

33 

907 

90 

>21 

1720 

176 

1896 

90 

102 

296 

337 

827 

35 

1597 

389 

>22 

1575 

405 

1980 

389 

171 

195 

262 

1025 

281 

1934 

435 

>23 

1562 

308 

1870 

435 

149 

189 

193 

928 

219 

1678 

627 

>24 

1540 

415 

1955 

627 

173 

194 

290 

1003 

324 

1984 

598 

>25 

1350 

335 

1685 

598 

140 

129 

203 

793 

275 

1540 

743 

>26 

1147 

403 

1550 

743 

193 

83 

289 

864 

403 

1834 

459 

>27 

1357 

575 

1932 

459 

168 

137 

261 

679 

477 

1722 

669 

>28 

988 

467 

1455 

669 

230 

107 

312 

585 

384 

1618 

506 

>29 

765 

508 

1273 

506 

177 

62 

190 

518 

440 

1387 

392 

>30 

760 

523 

1283 

392 

175 

38 

215 

379 

451 

1258 

417 

>31 

623 

645 

1268 

417 

103 

44 

184 

471 

539 

1341 

344 

Total 

20041 

5174 

25215 

6853 

3103 

2507 

3958 

11174 

4129 

24871 

7197 

WILLIAM  J.  O’GORMAN,  Secretary. 


HENRY  L.  CONNELL,  Temporary  Chairman. 
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APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Anthony  Nebulyte  Oil  Burner . 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner - 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  AA . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner . 

D’Elia  Oil  Burner . 

Enco  Type  400  Steam  Atomizing  Oil  Burner . . 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Fess  Turbine  Burner . 

Frankfort  Type  P  Oil  Burner . 

Gem  Fuel  Oil  Burner . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

GRD  Fuel  Oil  Atomizer . 

Hammel  Oil  Burner . 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hauck  Venturi  Low  Pressure  Oil  Burner . 

Hayward  Oil  Burner . 

Ho'by  Oil  Burner . 

HNbv  Type  B  Fuel  Oil  Burner . 

Tnduslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Lientz  Oil  Burner . 


1026-22-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 


1414-22-SA 

1464-21-SA 

45-21-SA 

957-22-SA 

1361-24-SA 

942-21-SA 

397-23-SA 

13-21-SA 

155-31-SA 

1414-23-SA 

509-30-SA 

1149-27-SA 

26-22-SA 

1046-23-SA 

111-26-SA 

348-31-SA 

1636-21-SA 

128- 27-SA 
1278-21-SA 

72-31-SA 
690-30-SA 
88-27-SA 
696-30-SA 
328-27-SA 
689-29-SA 
5-24-SA 
367-30-SA 
31 4-30-SA 

129- 28-S A 

155-20-SA 


Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

May  Oil  Burner .  68-24-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner -  792-26-SA 

Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner . . . ; .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register ....  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner -  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate- Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1 52 5 -22- S A 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A — 150  LBS.  WATER  WORKING  PRESSURE 


May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company . 

Walworth  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 

Croker  National  Fire  Prev.  Eng.  Co - 

Jenkins  Brothers . 

W.  D  Allen  Mfg.  Co . 

John  Simmons  Co . 

Grinnell  . 

Elkhart  . 


81-20-SA 
899-27-SA 
1307-27-SA 
304-28-SA 
779-28-SA 
890-28-SA 
209-29-S A 
651-30-SA 
14-31-SA 


TYPE  B — 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) - 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company . 

Pratt  &  Cady . 

Elkhart  . 


53-21-SA 

900-27-SA 

1151-27-SA 

1307-27-SA 

780-28-SA 

970-28-SA 

268-29-SA 

231-30-SA 

15-31-SA 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office.  ..-vrr^ 

The  applicant  is  entitled  only  to  one  copy  of  Form  7JSIU, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  Tlie  O'Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

,1-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

19-27-A — 39  Fifth  avenue,  Manhattan. 

,0-27-A — 13-16  Central  Park  West,  Manhattan. 

1 1-27- A — 20-2S  West  72nd  street,  Manhattan. 

2-27-A — 242-248  West  76th  street,  Manhattan. 

16- 30-A — 46  West  98th  street,  Manhattan. 

17- 30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

;3-21-SA — Quimby  Screw  Pump,  approval  of. 

,0-22-SA — Crocker  Gas  Valve,  approval  of. 

9-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
7-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

14- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
it5-23- S A — Packless  Gas  Shut-Off  Valve,  approval  of. 
!:7-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
$2-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

1 5- 23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

13-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
15-23-SA— Tilman-' White  Gas  Cut-Off  Valve,  approval 
of. 

2-23- S A — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

‘6-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
f>0-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
(5-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

33-25-SA — Phis  ter  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

B4-25-SA — Koerting  Gear  Pump,  approval  of. 

(57-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
|s7-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
J4-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
)2-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
and  Sprinkler  Siamese  Connection,  ap¬ 
proval  of. 

13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 

(approval  of. 

2-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
8-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

12-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

10-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

S0-29-SA — Kennedy  2^4 -inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 

359-30-S A —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

568-30-SA — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
730-30-SA — Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
125-31-SA — SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 
224-31-SA — Edwards  &  Co.  Catalog  No.  551  Vibrating  Bell 
for  Alternating  Current  Operation,  approval 
of. 

250- 31 -SA — Lunkenheimer  2^2-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31- SA — Lunkenheimer  2^2-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
396-31-SA — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
470-31-S A — Todd  Spiro  Burner,  approval  of. 

491-31-SA — Superfex  Oil  Burning  Heater,  approval  of. 
513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
534-3'1-SA— Page  Fuel  Burner,  approval  of. 

536- 31-SA — Standard  Automatic  Oil  Burner,  Type  14-G, 

approval  of. 

537- 31-SA — Standard  Automatic  Oil  Burner,  Type  11-G, 

approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

548-31-SA — National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

568-31-SA — Mayfield  Oil  Burner,  approval  of. 

584-31-SA — Fairfield  Oil  Burner,  approval  of. 

592-31-SA — Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

597- 31-SA— N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 

AS  and  No.  134  DS,  approval  of. 

598- 31-SA — N.  D.  T..  Fire  Alarm  Boxes,  Types  No.  1046, 

1046  A  and  1046  AN,  approval  of. 
600-3'1-SA — Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-114-3  Mix,  1  uounds  of  hydrated  lime  per  bag  of 

ment. 

1-2-4  Mix.  5  pounds  of  hydrated  lime  per  bag  of 

ment. 

1-214-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

ment. 

'For  hand  mixed  concrete,  the  hvdrated  lime  and  Port 
nd  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
bv  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
riven  heincr  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  January'  20,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . . . 

Disposed  of  . 


DISPOSITION  OF  CASES. 


344  Withdrawn  . 

Dismissed  . 

Denied  . 

28  Granted  . . . . 

Granted  on  condition . 

Appliances  approved  . > . 

g  Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . . . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

20  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

3  Requests  to  amend  granted . 

Requests  to  amend  denied . 

5  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

2  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

1  Plans  approved . • 

Plans  disapproved  . 

0  Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn . ■ 

3  Interpretations  . •  •  • . 

Requests  withdrawn  or  dismissed . 

412  Total  . 
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Cases  pending  January  20,  1932 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  .  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  .  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth ,  That  no  one  is  entitled  to  written  notice  of.  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition  i 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any  - 
other  method  of  delay.  ;  , 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans  , 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms.  •  . 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  nlease  find  two  dollars  and  a  half  ($150)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Notice  of  Public  Hearing  on  the  Unification  of  Cer¬ 
tificates  of  Occupancy. 

Minutes  of  Special  Meeting,  January  22,  1932,  4  P.  M. 

Minutes  of  Regular  Meeting,  January  26,  1932,, 

10  A.  M. 

Minutes  of  Regular  Meeting,  January  26,  1932, 

2  P.  M. 

Approved  Fireline  Hose  Valves. 

Plumbing  Rules. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan, 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  February  2,  1932, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  February  9,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 

library  of  the 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeafy-applica^on  or  petition  will  be  entertained  in 
connection  iw&thj  whidh  AQn^proceedings  are  pending  or  in 
progress,  nor  accepted  thaC^re  not  filed  within  twenty  days 
from,  ihe  date  of  the  action  of  the  Administrative  Official. 

AMT  i (yrtefiivniiJi^itiQ^'  ij^ijj)j^rt%jg  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regdfaed  as  a  mere  notice  of*  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELU,  Temporary  Chairman , 
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DOCKET. 

Neiv  Cases  Filed  up  to  January  27,  1932. 

Cal.  No.  Department.  Premises  Affected. 

42-32-BZ . B  B.B _ 2263-2273  Linden  blvd.,  Bklyn., 

Applic.  15800-31 

41  3*>- A  F.D . 216-218  E.  38th  st.,  Man., 

L.  C.  70280 

xni-'iOi-SR  B  B  &  F  D. .  .Unification  of  Certificates  of 
_  Occupancy,  Rules 

39  32- A  FD . 1750  Webster  ave.,  Bx., 

F-89575 

38  32- A  FD . 517  W.  59th  st,  Man., 

L.  C.  69435 

37  39  §  FD . 2912  Atlantic  ave.,  Bklyn., 

L.  D.  91696 

36  39  a  F  D . 1556-1560  Broadway,  Man., 

L.  C.  71189 

35-32-A  -F.D . 180-191  Montague  st.,  Bklyn., 

F-85143 

34-32- BZ . B.B.B _ 4901-17  Kings  highway',  Bklyn., 

_  Applic.  16305-31 

33-32, -S  ..F.D . U  E.  17th  st,  Man., 

L.  D.  88384 

32-32-A . F.D . 32nd  st.  to  50th  st.  &  from  Third 

ave.  to  the  Bay  (Bush  Loft 
Buildings),  Bklyn., 

_ _  L.  F.  90098 

31-32-BZ . B.B.R _ 500  Henderson  ave.,  West  New 

Brighton,  Rich., 

_  N.  B.  24-1932 

30-32- A . B.B  B _ 346-364  Vanderbilt  ave.,  Bklyn., 

Applic.  14720-31 

29-32-BZ . B.B.Q.... 67-02  to  67-04  Queens  blvd., 

_  '  Winfield,  Q.,  N.  B.  6290-31 


588-3 1-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Shalex  Realty  Co., 
Inc.,  owner. 

PREMISES— 4355-4363  Broadway,  northwest  corner  of 
West  186th  street,  northwest  corner,  Manhattan. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

589-31-BZ. 

APPLICANT— Max  Siegel,  for  Arthur  H.  Beil,  owner. 
PREMISES— 159-01  to  159-03  114th  avenue  (Linden  boule¬ 
vard),  northeast  corner  of  159th  street,  and  159-02 
to  159-04  Meyer  avenue,  Jamaica,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

324-31-BZ. 

APPLICANT — William  Westerfield  Havens,  for  Sarah 
Morris,  owner. 

PREMISES— East  side  of  70th  street,  115.94  ft.  north  of 
Astoria  avenue,  North  Woodside,  Borough  of , 

Queens.  .... 

APPLICATION,  under  sections  7c  and  21  of  the  building 

zone  resolution,  _  . 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 

lumber  yard. 

552-31-BZ. 

APPLICANT— Buelah  Holding  Corp.,  owner.  * 
PREMISES — 7504  Sixth  avenue  and  588  75th  street,  south¬ 
west  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  conversion,  of  occu¬ 
pancy  from  a  residence  use  to  a  business  use 
(funeral  parlor  on  the  first  story). 


Restored  to  Calendar. 

504-25-BZ . B.B.B. ..  .128-144  E.  98th  st.,  Bklyn., 

_ _  Applic.  15464-24 


F.D - 

H.D. . . 

B.B.B.. 

B.B.M. 

B.B.Q. 

B.B.R. 

B.B.Bx 

T.H.D. 


CODE 

. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 
.Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

...Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  2,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

57  8-3 1-BZ. 

APPLICANT— Joseph  D.  Nunan,  for  Clara  Carnes  and 
Margaret  Wolf,  owners. 

PREMISES— 80-01  to  80-07  164th  place  and  164-25  to  164- 
34  Union  turnpike,  southeast  corner,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  2,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
2,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no  410-31-BZ— Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louise  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

CAL.  no.  500-31-BZ— Application,  October  9,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Maurice  Z.  Bungard,  ap¬ 
plicant,  on  behalf  of  2762  West  17th 
If  Street  Corp.,  owner,  to  permit  in  a  busi- 
■  ness  district  the  erection  and  mainte- 

T  nance  of  a  building  to  be  used  as  a 
poultry  slaughter  house;  premises  2762- 
2764  Cropsey  avenue,  west  side,  80  ft. 
jf  north  of  Neptune  avenue,  Brooklyn. 
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no.  523-31-BZ — Application,  October  26,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  Martin  Cohen,  applicant, 
on  behalf  of  Antonia  Panasci,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  1726-1738  Gravesend  avenue, 
west  side,  180  ft.  south  of  Avenue  O, 
Brooklyn. 

no.  430-3 1-BZ — Application,  September  2,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sydney  J.  Schwartz,  applicant, 
on  behalf  of  Sabine  Hoffmann,  owner, 
to  permit  in  a  residence  district  the 
alteration,  extension  and  change  of  occu¬ 
pancy  from  residence  use  to  a  business 
use;  premises  2070-2072  84th  street, 
south  side,  100  ft.  west  of  21st  avenue, 
Brooklyn. 

no.  549-31-BZ — Application,  November  14,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Siegel,  applicant,  on  be¬ 
half  of  Jametro  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  4022-4032  New 
Utrecht  avenue  and  961-971  41st  street, 
northwest  corner,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY  2,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-31- A — 25-27  West  32nd  street,  Manhattan. 

-31-A — 52  Vanderbilt  avenue,  southwest  corner  of  East 
45th  street,  Manhattan. 
f-31-A — 311-313  East  116th  street,  Manhattan. 

-31-A — 501  East  132nd  street  and  500  East  133rd  street, 
The  Bronx. 

1-32-A — Foot  of  Taylor  street,  north  side  of  Richmond 
terrace,  46  ft.  west  of  Taylor  street,  West 
New  Brighton,  Borough  of  Richmond. 

Petition  for  Variation. 

t-31-S — 311-313  East  116th  street,  Manhattan. 


FEBRUARY  5,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

:OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
p  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Friday  morning,  February 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
the-  following  matters : 

:.  no.  661-30-BZ — Application,  November  6,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Shankroff,  applicant,  on 
behalf  of  David  H.  Yeoman  and  Pauline 
S.  Sparrow,  owners,  to .  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  2045-2071 
54th  street,  Brooklyn. 

j..  no.  510-31-BZ — Application,  October  17,  1931,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Port  Richmond  Poultry 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
2020-2022  Richmond  terrace  and  2-8 
Park  avenue,  southwest  corner,  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  486-31-BZ — Application,  October  1,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Robert  Teichman,  appli¬ 
cant,  on  behalf  of  Mary  Jamieson, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  exist¬ 
ing  business  use  in  part  of  an  existing 
building ;  premises  58  East  86th  street, 
Manhattan. 

cal.  no.  566-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hyman  &  Segall,  applicants,  on 
behalf  of  T.  &  H.  Construction  Corp., 
owner,  to>  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  119-01  to 
119-03  Jamaica  avenue,  northeast  cor¬ 
ner  of  Lefferts.  avenue,  Richmond  Hill, 
Borough  of  Queens. 

cal.  no.  158I-31-BZ — Application,  April  8,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931 ;  reopened  and  restored  to  Calen¬ 
dar  December  15,  1931,  under  section  21 
of  the  building  zone  resolution,  of 
Joseph  A.  Walsh,  applicant,  on  behalf 
04  Ella  Leshnower,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southeast  corner  of  101st 
avenue  and  Van  Wyck  boulevard, 
Jamaica,  Borough  of  Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


FEBRUARY,  5  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

553-31-A — 30  Hamilton  place,  Manhattan. 

488-31-A— 271  New  Lots  avenue  and  612-620  Alabama 
avenue,  northwest  corner,  Brooklyn. 

Petitions  for  Variations. 

436-31-S — 18  East  49th  street,  Manhattan. 

440-31  - S — 160-178  Jay  street,  97-195  High  street  and  84-94 
Sand  street,  Brooklyn. 

519-31-S — 252-254  Dumont  avenue,  southeast  corner  of 
Chester  street,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  9,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

521-31-BZ. 

APPLICANT — Pantrejay  Realty  Corp.,  owner. 

PREMISES — South  side  of  Eastern  boulevard,  between 
Bolton  avenue  and  White  Plains  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 
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PPL ICA N T — Abraham  J.  Feitelberg,  for  Frederick  Snell, 

PREMISES — Northeast  corner  of  Northern  boulevard  and 
244th  street,  Douglaston,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
^  tenance  of  a  gasoline  service  station. 


tion,  of  Raymond  A.  Tierney,  appli¬ 
cant,  on  behalf  of  Henry  Sloman  and 
Margaret  Sloman,  owners,  to  permit  in 
a  business  district  the  alteration  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station; 
premises  2310-2314  Atlantic  avenue, 
south  side,  70  ft.  11  in.  west  of  Eastern 
parkway,  Brooklyn. 


572-31-BZ.  .  T  « 

APPLICANT— Martin  J.  Ort, 


for  Augusta  Gahrman, 


PREMISES— 112-05  to  112-07  Sutphin  boulevard,  Jamaica, 

Borough  of  Queens.  .... 

APPLICATION,  under  sections  7c  and  21  of  the  building 

zone  resolution,  .  .i,, 

TO  PFRMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the. erection  and  maintenance 
of  a  gasoline  service  station. 


CAL. 


no  508-3 1-BZ — Application,  October  14,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Frederick  Wellman,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  130-23  Spring- 
field  boulevard,  Springfield,  Borough  of 
Queens. 


00  31  ^ ^ 

APPLICANT — Martin  J.  Ort,  for  Hattie  Ciesiel  and  Joe 

Ciesiel,  owners.  .  ,  .  ^ 

PREMISES— 73-13  to  73-15  Grand  avenue,  Maspeth,  Bor¬ 
ough  of  Queens.  .... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  ,  , _ • 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
r>f  a  e-asoline  service  station. 


r()9  ^^7 

APPLICANT— Samuel  A.  Potter,  for  Roosevelt- Stone  Land 
Corp.  and  Sapotter  Realty  Corp.,  owners. 
PREMISES — Northwest  corner  of  Queens  boulevard  and 
51st  street,  Woodside,  Borough  of  Queens 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  ,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


17-32-BZ. 

APPLICANT — Frank  Paladino,  for  Gerosa  Paladino  Hold¬ 
ing  Corp.,  owner. 

PREMISES _ 2162-2174  Webster  avenue,  east  side,  ltD.n 

ft.  south  of  East  182nd  street,  The  Bronx. 
APPTTrATION.  under  sections  7e  and  21  of  the  building 


zone  resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 


^"67  31  3  X. 

APPLICANT — Joseph  D.  Tarlowe,  for  Sarah  Chassen, 
owner. 

PREMISES — 438-448  Glenmore  avenue  and  259  Vermont 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 


CAL  NO.  544-31-BZ— Application,  November  10,  1931,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  Croker  National  Fire  Prevention 
Engineering  Co.,  applicant,  on  behalf 
of  John  Centrone,  owner,  to  permit,  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  784-786 
Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

cal  no.  128-3 1-BZ— Application,  March  17,  1931;  granted 
on  condition  for  a  garage  July  7,  1931; 
reopened  and  time  extended  to  obtain 
permits  and  complete  work  January  5, 
193:2;  also  reopened  under  sections.  7e 
and  21  of  the  building  zone  resolution, 
of  Leon  Levy,  applicant,  on  behalf  of 
Birdie  Levy,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  of  a  garage 
(permission  to  erect  which  was  granted 
by  the  board)  by  constructing  openings 
on  the  first  and  second .  stories,  in  the 
division  wall  between  this  building  and 
the  building  adjoining  to  the  east ;  prem¬ 
ises  248  West  69th  street,  Manhattan. 

CAL.  NO  334-31-BZ— Application,  July  1,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931;  reopened  and  restored  to  Calen¬ 
dar  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of 
Shirley  Kahn,  applicant,  on  behalf  of 
American  Seal  Kap  'Corp.,  owner,  to 
permit  in  a  business  district,  the  change 
of  the  occupancy  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop;  premises  11-11  to  11-27 
44th  drive  (Nott  avenue),  Long  Island 
City,  Borough  of  Queens. 


FEBRUARY  9,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  February 
9,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
oil  the  following  matters: 

CAL.  no.  426-31 -BZ — Application,  August  28,  1931,  under 
section  21  of  the  building  zone  resolu- 


HENRY  L.  CONNELL, 

Temporary  Chairman. 


FEBRUARY  9,  1932,  2  P.  M. 

Appeals  from  Administrative  Ordeis. 

445-31-A _ 164-168  East  86th  street  and  1524  Third  avenue, 

southwest  corner,  Manhattan. 

526-31 -A — 177-179  Montague  street,  134-138  Pierrepont 
street  and  47-57  Clinton  street,  Brooklyn. 
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582-31-A — 65-69  Fourth  avenue,  Manhattan. 

Petitions  for  Variations. 

493-31-S — 17T-4T9  Willis  avenue,  rear,  The  Bronx. 

595- 31-S — 160  Madison  avenue  (fifth  floor).  Manhattan. 

596- 31-S — 990-992  Sixth  avenue,  Manhattan. 

413-31-S — 2061-2065  Broadway,  northwest  corner  of  West 
71st  street,  Manhattan. 

611- 31-S — 107  West  28th  street,  Manhattan. 

612- 31-S — 37-41  East  58th  street,  36-54  East  59th  street 

and  617-627  Madison  avenue,  Manhattan. 
615-31-S — 299  Pearl  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  16,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

427-31-BZ. 

APPLICANT — Harry  Uirquhart,  for  Superior  Welding  & 
Cutting  Corp.,  owner. 

PREMISES— 289-291  Palmetto  street  and  577  Knicker¬ 
bocker  avenue,  Brooklyn. 

APPLICATION,  under  sections  6,  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  occupancy  for  an 
open  air  parking  space  for  more  than  five  (5) 
motor  vehicles  and,  also,  minor  repairs  to  motor 
vehicles  of  a  plot  now  occupied  by  two  (2)  four- 
car  garages,  a  dwelling  and,  also,  a  motor  vehicle 
repair  shop. 

478-31-BZ. 

APPLICANT — Joseph  P.  Powers,  for  Frank  Coiro,  owner. 

PREMISES — 71-08  Amstel  'boulevard,  north  side,  80  ft. 
east  of  Beach  72nd  street,  Arverne,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

492-31-BZ. 

APPLICANT — Mamie  L.  Anderson  Pratt,  owner. 

PREMISES- — 32-49  101st  street,  Corona,  Borough  of 

Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  dwelling  to  a  business  use 
(funeral  parlor). 

558-31-BZ. 

APPLICANT- — Jackson  Avenue  Corp.,  owner. 

PREMISES — North  side  of  Queens  boulevard,  between  64th 
and  65th  streets,  Winfield,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

563-31-BZ. 

APPLICANT — William  A.  Lacerenza,  for  Florindo  Bara- 
nello,  owner. 

PREMISES — 1632  Benson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  a  residence  use  to  a 
business  use. 

570-31-BZ. 

APPLICANT — Edward  J.  Bausch,  for  Gross  &  Lenimer- 
man,  Inc.,  owner. 


PREMISES — Northeast  corner  of  231st  place  and  Merrick 
road,  Laurelton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

587-31-BZ, 

APPLICANT — Emanuel  Sustick,  for  Andrew  De  Riso, 
owner. 

PREMISES — 1157-1167  East  New  York  avenue,  north  side, 
45  ft.  55/8  in.  east  of  Portal  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 


FEBRUARY  16,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
16,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters  : 

cal.  no.  416-31-BZ — Application,  August  24,  1931,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  A.  M.  Beck  Realty  Corp., 
owner,  to  permit  in  a  residence  district 
the  change  of  occupancy  of  the  base¬ 
ment  story  of  an  existing  dwelling  to 
business:  use  (restaurant)  ;  premises  159 
West  73rd  street,  north  side,  219  ft. 
east  of  Amsterdam  avenue,  Manhattan. 

cal.  no.  422-31-BZ — Application,  August  27,  1931,  under 

section  21  of  the  building  zone  resolu¬ 

tion,  of  Queens  Operators,  Inc.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits ;  premises 
northwest  corner  of  Springfield  boule¬ 
vard  and  Merrick  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  501-31-BZ — Application,  October  13,  1931,  under 

section  21  of  the  building  zone  resolu¬ 

tion,  of  A.  S.  Mongiello-,  applicant,  on 
'behalf  of  M.  Rigat,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  108-53  to  108-55  Roose¬ 
velt  avenue,  north  side,  500  ft.  east  of 
108th  street,  Corona,  Borough  of 
Queens. 

cal.  no.  232-28-BZ — Application,  March  15,  1928 ;  granted 
on  condition  for  a  garage  September 
18,  1928;  reopened  and  time  extended 
to  obtain  permits'  March  19,  1929 ;  re¬ 
opened  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of  Con¬ 
roy  &  Hardy,  applicants,  substituted  for 
McCooey  &  Conroy,  on  behalf  of  Cor¬ 
dova  Holding  Corp.,  present  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  and  conversion  of  a  portion  of  a 
garage  to  an  automobile  repair  shop, 
permission  to  erect  the  garage  having 
been  granted  by  the  board;  premises  415 
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Empire  boulevard,  north  side,  202  ft. 
25/s  in.  east  of  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


FEBRUARY  16,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

417-31-A — 129th  avenue,  between  172nd  street  and  174th 
place,  South  Jamaica,  Borough  of  Queens 
(Long  Island  Railroad  barns). 

490-31-A — 98-100  Fifth  avenue  and  1-3  West  15th  street, 
northwest  corner,  Manhattan.. 

496-31-A — 740  Jamaica  avenue,  Brooklyn. 

608-31-A — 318-330  Grand  street,  southeast  corner  of 
Havermeyer  street,  Brooklyn. 

610-31-A — 80-82  Clinton  street  and  97-103  Attorney  street, 
Manhattan. 

Petitions  for  Variations. 

469-31-S— 141-145  West  36th  street,  Manhattan. 

639-30-S — 305-313  East  45th  street  and  306-312  East  46th 
street,  Manhattan. 

561-31-S — 335-337  Greenwich  street  and  20-24  Jay  street, 
southeast  corner,  Manhattan. 

395-30-S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

462-31-S — 1372-1382  Broadway,  107-121  West  37th  street 
and  106-114  West  38th  street,  Manhattan. 

434-31-S— 876-878  Broadway,  Manhattan. 


FEBRUARY  19,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning ,  February 
19,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  NO.  329-31-BZ— Application,  June  30,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Leiman,  applicant,  on  behalf 
of  Samuel  Meyerowitz,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use  (store)  ; 
premises  57-61  71st  street,  Maspeth, 
Borough  of  Queens. 

cal.  no.  528-31-BZ — Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 


applicant,  on  behalf  of  George  W.  Hor 
owner,  to  permit  in  a  business  distrii 
the  erection  and  maintenance  of  a  gas< 
line  service  station;  premises  70-52  Ki: 
sena  boulevard,  northwest  corner  < 
70th  road,  Flushing,  Borough  of  Queen 

cal.  no.  529-3 1-BZ — Application,  October  28,  1931,  undt 
section  21  of  the  building  zone  resoli 
tion,  of  Thomas  O’Rourke  Gallaghe 
applicant,  on  behalf  of  Louis  Lafrenitr 
owner,  to  permit,  partly  in  a  resides 
district  and  partly  in  a  business  distrii 
the  erection  and  maintenance  of  a  gas 
line  service  station ;  premises  126- 
Merrick  boulevard,  northwest  corner  < 
127th  avenue,  Springfield,  Borough 
Queens. 

cal.  no.  335-28-BZ — Application,  April  11,  1928;  deni 
December  4,  1928;  request  to  reop 
denied  May  21,  1929 ;  reopened  Octob 
27,  1931,  under  section  21  of  the  bull 
ing  zone  resolution,  of  Celia  Rosoff,  a 
plicant  and  owner,  to  permit  in  a  bu 
ness  district  the  erection  and  main 
nance  of  a  gasoline  service  static 
premises  516-522  S'heepshead  Bay  ro; 
southeast  corner  of  West  5th  stre 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman 


FEBRUARY  19,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

554- 31- A— 1 969-2033  Metropolitan  avenue  and  2063  Flu 

ing  avenue,  Maspeth;  Borough  of  Quee 
Petitions  for  Variations. 

518-31-S — 53  West  56th  street,  Manhattan. 

555- 31-S — 93-99  Nassau  street,  28-30  Ann  street  and  1 

139  Fulton  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
540-31-SA — Acoustex  Material,  approval  of. 


FEBRUARY  19,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

40-32 -SR— Uniform  Certificates  of  Occupancy,  Adopi 
of. 


PUBLIC  HEARING 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 

[40-32- SR]  February  19,  1932,  at  3  p.  m..  Room  1013,  Municipal  Bt 

ing,  on  proposed  uniform  certificate  of  occupancy  as  requ 
NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing  under  the  provisions  of  Section  411-a  of  the  Charter  of 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday,  City  of  New  York. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenit 
in  notifying  property  owners,  he  can  obtain  such  cc 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan 
three  cents  each,  postage  to  be  added  if  the  forms  are  t< 
supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY,  JANUARY  22,  1932,  4  P.  M. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross. 


RULES. 

281-22-SR. 

SUBJECT — Amendment  to  Standpipe  (Fire-Line)  Rules. 

appearances— 

Matthew  L.  De  Gaudio,  Charles  Schaeffer,  George 
H.  McCaffery,  Bernard  J.  Gilroy  and  Edward 
P.  Doyle. 

For  Administration:  Inspector  Maher  and  Deputy 
Chief  Thomas  Larkin  of  fire  department; 
Thomas  F.  Dugan,  'bureau  of  buildings,  Bronx, 
and  George  A.  Brown,  bureau  of  buildings, 
Queens. 

ACTION  OF  BOARD — Amendment  as  printed  in  Bulletin 
of  January  19,  1932,  denied;  resolution  as  to  unifica¬ 


tion  of  certificates  of  occupancy  in  all  boroughs 
carried  and  public  hearing  on  same  set  for  Febru¬ 
ary  19,  1932,  at  3  p.  m. 

THE  VOTE  TO  ADOPT  AMENDMENT  AS  PUB¬ 


LISHED— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Absent  .  0 


THE  VOTE  TO  ADOPT  RESOLUTION  AS  TO  UNI¬ 
FICATION  OF  CERTIFICATES  OF  OCCUPANCY— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  . 4 

N  egative  .  0 

Absent  .  0 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING.  JANUARY  26,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 

The  minutes,  of  the  special  meeting  of  the  board  held  on 
Friday,  January  15,  1932,  at  4  p.  m. ;  the  minutes  of  the 
regular  meeting  of  the  board  held  on  \  uesday  morning, 
January  19,  1932,  and  the  minutes  of  the  regular  meeting 
of  the  board  held  on  Tuesday  afternoon,  January  19,  1932, 
were  approved  as  printed  in  Bulletin  No.  4,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

329-31-BZ. 

APPLICANT— Jacob  Leiman,  for  Samuel  Meyerowitz, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings) ,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  business  use  (store). 

PREMISES  AFFECTED— 57-61  71st  street,  Maspeth,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Leiman. 

For  Opposition:  Mrs.  Charles  Hack  and  Frank 
Byrne. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1932,  at 
10  a.  m„  to  obtain  information  from  superintendent 
of  buildings. 

528-31-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  George 
W.  Horr,  owner. 

SUBJECT— Application  (me  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1932,  at 
10  a.  m  ,  on  request  of  applicant  to  verify  consents 
and  prepare  for  filing. 


529-31-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Louis 
Lafreniere,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 126-14  Merrick  boulevard, 
northwest  corner  of  127th  avenue,  Springfield,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Fire  Department :  Inspector  Maher. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board  and  to  obtain  records  from  fire  department. 


566-31-BZ. 

APPLICANT — Hyman  &  Segal-1,  for  T.  &  H.  Construction 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 119-91  to  119-03  Jamaica  ave¬ 
nue,  northeast  corner  of  Lefferts  avenue,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Hyman. 

For  Opposition:  A.  Roland  Kestler,  Bessie  Sklow 
and  Charles  Barteis. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


335-2&-BZ. 

APPLICANT — Celia  Rosoff,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  October  27,  1931). 

PREMISES  AFFECTED— 516-522  Sheepshead  Bay  road, 
southeast  corner  of  West  5th  street,  Brooklyn. 
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APPEARANCES—  .  _  „  - 

For  Applicant:  George  H.  Rosen  and  Celia  Kosott. 
For  Opposition:  Abraham  Marker,  Nicholas  Par- 
rotti,  Alderman  James  F.  Kiernan,  Anna  Blake- 
man,  Walter  Cleary  and  Thomas  Ferrara. 

For  Bureau  of  Buildings1:  Assistant  Engineer  Ben¬ 
jamin  Salzman. 

For  Fire  Department:  Inspector  Maher. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


158-31-BZ. 

APPLICANT— Joseph  A.  Walsh,  for  Ella  Leshnower, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  tire  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  and  restored  to  Calendar  December  15, 
1931). 

PREMISES  AFFECTED— 137-00  101st  avenue  and  101-01 
Van  Wyck  boulevard,  southeast  corner,  Jamaica, 
Borough  of  Queens.  ; 

APPEARANCES—  ,  _  u 

For  Applicant:  Harry  Smith  and  Joseph  Lesh¬ 
nower. 

For  Opposition:  Joseph  A.  Coyle. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1932,  at 
10  a.  m.,  on  request  of  owner’s  representative ;  new 
applicant  to  be  substituted. 


504-25-BZ. 

APPLICANT— D.  Coppersmith,  owner,  request  for  reopen¬ 
ing  made  by  Kavy  &  Kavovitt,  Inc.,  architects.  . 

SUBJECT— Application  for  reopening— amendment  to  in¬ 
clude  the  installation  of  a  gasoline  service  station- 
re  Application  (decision  of  the  superintendent  .  of 
buildings),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 128-144  East  98th  street,  west 
side,  100  ft.  north  of  Winthrop  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Nat  C.  Helman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened;  to  be  set 
for  Calendar  Call  when  papers  in  the  case  have  been 
completed. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 


522-28-BZ. 

APPLICANT— Columbia  Riding  Club,  owner. 

SUBJECT— Application  for  reopening— extension  of  time 
to  complete  work — ire  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage,  for 
the  storage  of  more  than  five  (5)  motor  vehicles 
and  a  stable  for  more  than  five  (5)  horses. 

PREMISES  AFFECTED— 48-68  West  100th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Morris  Shultz. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 


THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE 
OPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent . 


384-31-BZ. 

APPLICANT — Harold  S.  Kohn,  for  Ignazio  Di  Salv 
owner. 

SUBJECT — Application  (re  decision  of  the  superintends 
of  buildings),  under  section  21  of  the  building  zor 
resolution,  to  permit  in  a  residence  district  tl 
erection  and  maintenance  of  an  office  building  i 
be  used  in  connection  with  an  existing  gasoline  se 
vice  station. 

PREMISES  AFFECTED— 2596-2604  Linden  boulevard  ai 
780-788  Crescent  street,  southwest  corner,  Brooklv 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  < 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

N  egative  . 

Absent  . 

THE  RESOLUTION— 

Whereas,  the  foregoing  applicant  has  filed  with  this  'boa: 
an  application  for  a  variation  of  the  building  zone  resol utioi 
and 

Whereas,  the  applicant  has  failed  to  complete  his  pape 
though  duly  notified  to1  do  so. 

Resolved,  that  the  foregoing  application  be  and  it  hereby 
dismissed  for  lack  of  prosecution. 


533-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Abraham  Brool 
owner. 

SUBJECT — Application  (re  decision  of  the  superintende 
of  buildings),  under  sections  7c  and  21  of  the  buil 
ing  zone  resolution,  to  permit,  partly  in  a  busint 
district  and  partly  in  an  unrestricted  district,  t 
maintenance  of  a  building  to  be  occupied  as  a  mot 
vehicle  repair  shop  and,  also,  a  garage  for  more  tb 
five  (5)  motor  vehicles, 

PREMISES  AFFECTED— 610  East  156th  street,  T 
Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  M.  Birnbaum. 

For  Opposition :  S.  C.  Blutstein  and  Leo  Ka.pl; 
ACTION  OF  BOARD — Application  granted  on  conditii 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(533-31-BZ) 

Whereas,  Martin  J.  Ort,  for  Abraham  Brooks,  own 
filed,  November  4,  1931,  an  application,  under  the  build 
zone  resolution,  to  permit,  partly  in  a  business  district  a 
partly  in  an  unrestricted  district,  the  maintenance  of  a  bui 
ing  to  be  occupied  as  a  motor  vehicle  repair  shop  and,  al 
a  garage  for  more  than  five  (5)  motor  vehicles;  premi 
610'  East  1 56th  street,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  applicat 
by  the  board  of  standards  and  appeals',  at  its  regular  .me 
ing.  January  26,  1932,  after  due  notice  by  publication  in 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
zone  resolution  show  that  East  156th  street,  east  of  a  pc 
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114  ft.  11  in.  east  of  Cauldwell  avenue,  is  in  an  unrestricted 
district ;  East  156th  street,  west  of  a  point  114  ft.  11  in.  east 
>f  Cauldwell  avenue,  is  in  a  business  district;  Cauldwell 
[ivenue,  south  of  a  point  100  ft.  south  of  East  156th  street, 
s  in  a  residence  district ;  Cauldwell  avenue,  north  of  a 
point  100  ft.  south  of  East  156th  street,  is  in  a  business 
district ;  Eagle  avenue,  north  of  a  point  100  ft.  south  of 
Cast  156th  street,  is  in  an  unrestricted  district,  and  Eagle 
ivenue,  south  of  a  point  100  ft.  south  of  East  156th  street, 
s  in  a  residence  district;  and 

,  Whereas,  the  decision  of  the  superintendent  of  buildings, 
-endered  October  30,  1931,  reads: 

“In  response  to  your  request  of  October  29,  1931,  for 
a  certificate  of  occupancy  for  an  auto  repair  shop  and 
garage  for  more  than  five  cars  for  existing  building  at 
610  East  156th  Street,  Abraham  Brooks,  owner,  who 
resides  at  510  East  136th  Street,  I  find  that  the  zoning 
map  shows  that  the  premises  referred  to  lies  partly 
in  a  business  district  and  partly  in  an  unrestricted  dis¬ 
trict.  Therefore  your  request  is  hereby  denied  with  the 
following  objection : 

“Auto  repair  shop  and  garage  for  more  than  five  cars 
lying  partly  in  a  ‘business  district  and  partly  in  an  un¬ 
restricted  district  is  contrary  to  the  provisions  of  the 
Building  Zone  Resolution.”; 

[and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  27  ft.  5  in. 
and  a  depth  of  100  ft.;  to  be  occupied  as  a  motor  vehicle 
repair  shop  and,  also,  a  garage  for  more  than  five  (5)  motor 
vehicles ;  and 

[  Whereas,  the  property,  which  has  a  frontage  of  27  ft.  5 
in.  on  East  156  street  and  a  depth  of  100  ft.,  lies  half  within 
tthe  unrestricted  use  district  and  half  within  the  business  use 
district  and  is  now  occupied  by  a  one-story  building;  and 
!  Whereas,  the  applicant  seeks  to  use  the  whole  premises 
for  the  use  of  the  existing  one-story  building  for  a  garage 
and  motor  vehicle  repair  shop  ;  and 
Whereas,  the  board  is  empowered  under  the  provisions  of 
[section  7,  subdivisions  b  and  c,  to  grant  such  use  where  a 
property  is  bisected  by  two  use  districts;  and 
Whereas,  the  board  deems  that  a  denial  of  this  applica¬ 
tion  would  constitute  practical  difficulty  and  unnecessary 
(hardship  upon  the  applicant  as  within  the  meaning  of  section 
21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  'be  and  it  hereby  is  granted  on  condition  that 
the  use  shall  be  limited  to  the  present  one-story  building 
now  on  the  premises ;  that  the  rear  and  gable  walls  shall  be 
unpierced  throughout  their  entire  height  and  length ;  there 
shall  be  no  anvils  or  forges  or  open  flames  permitted  on  the 
i  premises ;  any  machinery  used  shall  be  confined  to  that  driven 
by  electric  power  of  not  more  than  one-half  horsepower ; 
the  front  deviation  shall  be  finished  with  face  brick  with 
■  architectural  terra  cotta  or  natural  stone  trim ;  any  sky¬ 
lights  installed  in  the  roof  shall  be  set  back  from  the  rear 
lot  line  not  less  than  20  ft  ;  that  the  underside  of  the  ceiling 
of  the  present  building  shall  be  fire-retarded ;  all  permits 
required  shall  be  obtained  within  six  months  and  all  work 
completed  within  one  year  from  the  date  of  this  action. 


524-31-BZ. 

APPLICANT — J.  Nelson  Cooper,  for  President  &  Fellows 
of  Harvard  College,  owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings'),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  for 
retail  store  purposes. 

PREMISES  AFFECTED— 2332-2340  Grand  concourse  and 
boulevard,  2331-2345  Rver  avenue  and  214  Field 
place,  The  Bronx. 


APPEARANCES— 

For  Applicant :  J.  Nelson  Cooper  and  Louis  Celia. 
For  Opposition:  August  F.  Schwarzler,  Emma 
Smith,  Bertha  Ganz  and  Henry  L.  Lamberti. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(524-31-BZ) 


Whereas,  J.  Nelson  Cooper,  for  President  &  Fellows  of 
Harvard  College,  owner,  filed,  October  27,  1931,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  maintenance  of  a  business 
building  for  retail  store  purposes ;  premises  2332-2340  Grand 
concourse  and  boulevard,  2331-2345  Ryer  avenue  and  244 
Field  place,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  26,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Grand  concourse  is  in  a  residence 
and  business  district;  Ryer  avenue  is  in  a  residence  and 
business  district;  Field  place  is  in  a  residence  district,  and 
18‘4th  street  is  in  a  residence  and  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1931  (me  App.  No.  N.  B.  846-31), 
reads :  :  * 

“1.  Business  building  is  not  permitted  in  a  residence 
district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  150  ft. 
and  a  depth  of  91  ft.  2  in.;  to  be  occupied  as  a  business 
building  for  retail  store  purposes ;  and 
Whereas,  there  was  a  statement  made  at  this  hearing  by 
Mr.  August  Schwarzler  that  82  per  cent  of  the  property 
owners  along  the  Grand  concourse  have  filed  a  petition  with 
the  Board  of  Estimate  and  Apportionment  to  change  the 
Grand  concourse  between  161st  street  and  Mosholu  parkway 
from  residential  to  business  use;  and 
Whereas,  the  board  has  granted  variations  for  business 
use  on  the  Grand  concourse  between  183rd  street  and  Field 
place,  on  both  the  east  and  west  sides  of  the  Grand  con¬ 
course,  but  has  protected  by  its  resolutions  the  residential 
character  of  Ryer  avenue;  and 
Whereas,  the  board  deems  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
■the  application  be  and  it  hereby  is  granted  for  the  use  of 
the  first  story  only  for  business  purposes,  on  condition  that 
the  rear  of  the  stores  on  Ryer  avenue  shall  be  unpierced 
throughout  their  entire  height  and  length  with  the  exception 
of  windows,  the  sills  of  which  shall  not  be  less  than  6  ft. 
above  the  curb  level ;  that  the  front  elevations  on  Ryer  ave¬ 
nue,  Field  place  and  the  Grand  concourse  shall  be  con¬ 
structed  of  face  brick  and  architectural  terra  cotta  or  stone 
trim ;  that  in  addition  to  the  exit  and  entrance  to  the  stores 
on  the  Grand  concourse  there  shall  be  provided  a  rear  exit 
from  each,  store  to  a  fireproof  passageway,  not  less  than 
4  ft.  wide,  running  north  and  south  inside  the  wall  on  _  the 
Ryer  avenue  front  and  extending  to  Field  place;  all  openings 
equipped  with  self-closing,  fireproof  doors  or  fireproof  win¬ 
dows,  sills  of  which  are  to  be  not  less  than  7  ft.  above  floor 
level :  that  the  uses  of  the  stores  shall  be  confined  to  mer¬ 
cantile  stores  or  shops  or  executive  offices,  prohibiting  fish 
or  meat  markets  and  delicatessen  shops ;  there  shall  be  no 
signs  or  advertising  display  pf  any  nature  or  description 
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except  on  the  plate  glass  show  windows  of  the  store  fronts 
of  the  Grand  concourse  frontage  of  the  proposed  building 
or  on  the  facade  of  the  Grand  concourse  portion  of  the 
structure;  there  shall  be  no  merchandise  stored  or  displayed 
outside  the  building  line;  that  a  return  of  the  drawings  shall 
be  made  to  this  board  for  approval  before  submission  to 
the  building  department;  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  all  work  completed  within  one 
year  from  the  date  of  this  action. 


433-29-BZ. 

APPLICANT— Thomas  E.  McCormick,  owner. 
SUBJECT— Application  for  reopening— extension  of  time  to 
obtain  permits  and  to  complete  work— -re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  7e  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 795-817  East  New  York  avenue, 
north  side,  280  ft.  6  in.  west  of  Schenectady  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  E.  McCormick. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McBlligott . 4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(433-29-BZ) 

Whereas,  Lewis  C.  Grover,  for  Thomas  E.  McCormick, 
owner,  filed,  June  27,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  795-817  East  New  York 

avenue,  north  side,  280  ft.  6  in.  west  of  Schenectady  avenue, 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  November  6,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  _ 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  New  York  avenue  and  Lef- 
ferts  avenue  are  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  3,  1929  (re  App.  No.  12784),  reads: 

“1.  Proposition  is  contrary  to  Art.  II,  Sec.  4-B  of 
the  building  zone  resolution — extension  of  an  existing 
building  to  create  a  public  garage  for  more  than  5  motor 
vehicles  in  a  business  use  district.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  150  ft.  and  a  depth 
of  90  ft.;  to  be  occupied  as  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  and 

Whereas,  there  does  exist  on  the  premises  a  stable  for 
more  than  five  horses,  existing  prior  to  the  adoption  of  the 
building  zone  resolution,  and  continuously  since,  the  board 
is  empowered,  under  the  provisions  of  section  7,  subdivision 
e,  to  grant  a  variation  of  the  building  zone  resolution ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  6,  1929,  on  certain  conditions,  and  final 
determination  on  a  writ  of  certiorari  was  not  handed  down 
until  December  18,  1931,  and  applicant  now  requests  an  ex¬ 
tension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 


the  building  shall  be  constructed  fireproof  throughout;  thal 
it  shall  not  exceed  in  height  two  stories  above  grade,  anc 
if  built  for  two  stories,  a  rear  yard  of  not  less  than  10  ft 
in  depth  for  the  full  width  of  the  premises  shall  be  estab¬ 
lished  at  the  grade  of  the  second  story  floor  level ;  thai 
fixed  open  louvre  ventilators  shall  be  installed  on  the  rooi 
deck  of  the  first  story  rear,  rigidly  affixed  to  the  rear  wal 
of  the  second  story ;  that  the  rear  and  gable  walls  shall  b< 
unpierced  throughout  their  entire  height  and  length;  tha 
the  facade  of  the  building  shall  be  developed  in  simplify 
Gothic  design,  faced  with  architectural  terra  cotta  or  natura 
stone  or  with  face  brick  or  architectural  terra  cotta  at  al 
openings ;  that  no  advertising  signs  shall  be  placed  on  th< 
exterior  of  the  building,  other  than  one  projecting  electrii 
sign,  indicating  the  name  and  title  of  the  business  conduct?! 
on  the  premises ;  that  the  architect  shall  make  a  return  t< 
this  board  of  the  drawings  for  approval  in  accordance  will 
the  foregoing  conditions  as  to  design  and  treatment  befori 
submitting  same  to  the  superintendent  of  buildings;  that  al 
permits  required  shall  be  obtained  within  nine  months  am 
all  work  involved  thereby  completed  within  one  year  fron 
the  date  of  this  action — January  26,  1932. 


731-30-BZ. 

APPLICANT — Henry  J.  Nunick,  for  Jacob  Rosenberg 
owner. 

SUBJECT — Application  for  reopening — modification — re  Ap 
plication  (decision  of  the  superintendent  of  build 
ings),  under  section'  21  of  the  building  zone  resolu 
tion,  to  permit  in  a;  business  district  the  installatio' 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1288-1290  Myrtle  avenue,  south 
east  corner  of  Central  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolutio 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU 
TION— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . . . 

THE  RESOLUTION— 

(731-30-BZ) 

Whereas,  Henry  J.  Nurick,  for  Jacob  Rosenberg,  owne 
filed,  December  10,  1930,  an  application,  under  the  buildin 
zone  resolution,  to  permit  in  a  business  district  the  install; 
tion  and  maintenance  of  a  gasoline  service  station ;  premis< 
1288-1290  Myrtle  avenue,  southeast  corner  of  Central  avenu 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatic 
by  the  board  of  standards  and  appeals,  at  its  special  mee 
ing,  July  24,  1931,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildir 
zone  resolution  show  that  Myrtle  and  Central  avenues  ai 
in  a  business  district;  DeKalb  avenue,  north  from  a  poii 
100  ft.  south  of  Myrtle  avenue,  is  in  a  business  district,  ar 
DeKalb  avenue,  south  from  a  point  100  ft.  south  of  Myrt 
avenue,  is  in  an  unrestricted  district :  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  April  8,  1931  (re  App.  No.  2583-1931),  reads: 

“Proposed  gasoline  service  station  to  be  located  in 
business  use  district  is  contrary  to  Art.  II,  Sect.  4a  i 
Zone  Resolution.”; 

and 

Whereas,  the  premises  consist  of  a  triangular  plot,  a 
proximately  53  ft.  by  52  ft  ;  on  this  plot  has  ‘been  erected 
gasoline  station  under  permits  issued  by  bureau  of  buildin: 
and  fire  department  consisting  of  a  one-story  office,  tv 
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,.ase  pits,  four  gasoline  pumps  and  three  gasoline  tanks; 

A’hereas,  the  application  was  the  subject  of  an  inspection 
;  a  committee  of  the  board,  report  of  which  is  made  part 

i  this  resolution ;  and  t  . 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
rief  under  section  21  on  the  grounds  of  unnecessary  hard- 
;'p  and  practical  difficulties;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
ieting,  July  24,  1931,  on  certain  conditions,  and  applicant 
quested  a  modification  of  these  conditions  as  to  pumps. 
Resolved,  that  the  board  of  standards  and  appeals,  does 
•eby  make  a  variation  in  the  application  of  the  use  district 
-illations  of  the  building  zone  resolution,  and  that  the 
plication  be  and  it  hereby  is  granted  on  condition  that  all 
:nps  shall  be  set  back  not  less  than  6  ft.  from  the  building 
i  es  of  Myrtle  avenue  and  Central  avenue  and  no  pump 
-ill  be  less  than  22  ft.  from  the  intersections  of  the  building 
les  of  Myrtle  avenue  and  Central  avenue;  that  there  shall 
;  but  two'  entrances  for  the  gas  station  on  Myrtle  avenue 
xl  one  on  Central  avenue;  that  the  distance  of  the  nearest 
-ranee  on  both  avenues  to  the  intersection  of  Myrtle 
3  Miue  and  Central  avenue  building  lines  shall  not  be  less 
tin  10  ft.;  that  there  shall  be  erected  along  the  rear  lot 
le,  running  through  from  street  to  street,  a  masonry  wall 
it  less  than,  approximately,  10  ft.  high,  faced  with  white 
efimel  brick,  with  the  exception  of  the  portion  occupied 
1  the  office  on  the  premises  ;  that  the  office  shall  be  of 
risonry  construction,  not  more  than  one  story  in  height, 
i;ed  with  white  enamel  brick,  roofed  with  variegated  slate 
i.  Spanish  tile,  said  office  to  be  located  at  the  southeasterly 
jjrtion  of  the  premises  and  to  be,  approximately,  22  ft.  by 
ft.,  irregular  in  shape;  that  any  accessory  use  in  the 
ceration  of  the  gasoline  station  shall  be  conducted  along 
t_>  rear  lot  line  of  the  property ;  that  any  advertising  signs 
sail  be  confined  to  the  illuminated  globes  of  the  pumps 
sd  one  projecting  sign,  located  within  the  property,  said 
<m  to  'be.  approximately,  not  more  than  4  ft.  by  6  ft.  in 
;:e,  and  that  all  permits  shall  be  obtained  within  six  months 
;d'any  work  involved  shall  be  completed  within  nine  months 
om  the  date  of  this  action. 

•3-31-BZ. 

PPLICANT— Weissglass  Dairies,  Inc.,  owner ;  request  for 
reopening  made  by  Maurice  G.  Uslan,  architect. 
JBJECT— Application  for  reopening— extension  of  time 
to  obtain  permits  and  to  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  7a  of  the  building  zone,  resolution,  . to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  additional  buildings  and  the  alteration 
and  extension  of  a  building  occupied  for  a  milk 
■bottling  and  distributing  station. 

■REMISES  AFFECTED— 2014  Forest  avenue,  south  side, 
20.02  ft.  east  of  Maple  avenue.  Mariners  Harbor, 
Borough  of  Richmond. 

PPEARANCES — 

For  Applicant:  M.  G.  Uslan. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . *•••  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 

(263-31-BZ) 

Whereas,  Elias  Bernstein,  for  Weissglass  Dairies,.  Inc., 
wrier,  filed,  May  27,  1931,  an  application,  under  the  building 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
•istribution  Division  of  the  City  Record  Office,  378  West 
roadway.  Price  $125;  by  mail  $1.35. 


zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  additional  buildings  and  the  alteration 
and  extension  of  a  building  occupied  for  a  milk  'bottling  and 
distributing  station;  premises  2014  Forest  avenue,  south 
side,  20.03  ft.  east  of  Maple  avenue,  Mariners  Harbor,  Bor¬ 
ough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,,  July  14,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Forest  avenue  is  in  a  business 
district;  Maple  avenue,  100  ft.  north  and  south  of  Forest 
avenue,  is  in  a  business  district,  and  Van  Pelt  avenue  is  in  a 
business  district;  and 

Whereas,  the  decision  of  tire  superintendent  of  buildings, 
rendered  May  19,  1931  (re  Alt.  323-31),  reads: 

“Your  application  Alt.  No.  323-1931,  affecting  premises 
s/s  Forest  Ave.,  100'  w.  Van  Pelt  Avenue,  Mariners 
Harbor,  Borough  of  Richmond,  is  hereby  disapproved  as 
it  is  contrary  to  the  zoning  resolution  to  alter  an 
existing  milk  bottling  and  distributing  station  in.  a  busi¬ 
ness  use  district  to  the  extent  of  188%.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with  a 
frontage  of  60.08  ft.  on  Forest  avenue  and  a  depth  of  102.59 
ft.,  irregular,  on  which  are  located  several  one  and  two-story 
buildings  occupied  by  a  milk  'bottling  establishment  and 
dairy,  it  is  proposed  to  alter  and  reconstruct  the  existing 
buildings,  front  and  side  frame  walls  of  present  building 
occupied  as  a  garage,  are  to  'be  removed  and  replaced  by 
concrete  block  walls ;  four  other  existing  buildings  are  to  be 
removed  and  replaced  by  a  new  structure  of  brick  and  con¬ 
crete  block;  all  floors  are  to  'be  of  concrete;  exterior  walls 
of  face  brick  and  interior  wall  of  enamel  brick ;  to  be  occu¬ 
pied  as  a  milk  bottling  and  distributing  station;  and 

Whereas,  it  has  been  established  that  there  has  .been  con¬ 
ducted  on  this  property  a  milk  bottling  and  distributing 
establishment  prior  to  the  enactment  of  the  building  zone 
resolution  and  so  used  continuously  up  to  the  present  time; 
and 

Whereas,  the  application  is  substantiated  under  section 
7a  in  that  the  applicant  wishes  to  demolish  the  present 
frame  buildings  and  substitute  a  modern,  up-to-date,,  fire¬ 
proof  building  for  the  continuation  of  the  present  business ; 
and 

Whereas,  this  application  was  granted  by  the  board  ai  its 
meeting,  July  14,  1931,  on  certain  conditions,  and  applicant 
requests  an  extension  of  time. 

Resolved,  that  the  'board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  the 
erection  of  a  one-story  building  above  grade,  having  a  front¬ 
age  of,  approximately,  62  ft.  on  Forest  avenue  and  94  ft. 
southerly  from  Forest  avenue,  on  condition  that  the  rear  and 
gable  walls  shall  be  unpierced  throughout  their  entire  height 
and  length;  that  any  skylights  installed  in  the  roof  shall  be 
set  back  not  less  than  15  ft.  from  the  lot  lines;  that  the 
front  of  structure  on  Forest  avenue  shall  'be  built  of  face 
brick  with  architectural  terra  cotta  or  stone  trim;  that  the 
present  buildings  on  the  property  shall  be  entirely  demolished ; 
that  all  work  conducted  on  premises  shall  be  conducted  en¬ 
tirely  within  the  new  building  at  all  times ;  that  a  return  of 
drawings  -shall  be  made  to  this  board  before  submission  to 
the  superintendent  of  buildings  for  approval,  and  that  all 
permits  shall  be  obtained  within  -six  months  and  any  work 
involved  shall  be  completed  within  one  year  from  January 
14,  1932. 


Adjourned  2.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  26,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 


APPEARS  FROM  ADMINISTRATIVE  ORDERS. 

370-31-A.  ^ 

APPELLANT— L.  E.  Driver,  for  New  Tork  Dock  Co., 

owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  „  .  „  .c 

PREMISES  AFFECTED— Pier  No.  22,  foot  of  Pacific 
street,  East  River,  Brooklyn. 

APPEAR  AN  CBS' — 

For  Appellant:  H.  P.  Kelly. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  1,  1932,  at 
2  p.  m.,  on  request  of  fire  department  and  appellants 
representatives. 


554-31-A 

APPELLANT— H.  C.  Bohack  Co.,  Inc.,  owner.  _ 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1969-2033  Metropolitan  avenue 
and  2063  Flushing  avenue,  Maspeth,  Borough  of 
Queens. 

APPEARANCES—  . 

For  Appellant:  Edward  W.,  Manning  and  Fred  W. 

Micycr. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
2  p.  m.,  for  appellant  to  file  plans  with  fire  depart¬ 
ment  for  approval  of  sprinkler  system. 


APPELLANT— Ruth  Ramson,  for  Ferro  Realty  Corp., 

owner.  .  . 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 119-121  West  23rd  street  and 
112-114  West  24th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Ruth  Ranson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  „  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(481-31-A) 

Whereas,  Ruth  Ranson,  for  Ferro  Realty  Co.,  owner, 
filed,  September  29',  1931,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  119-121 
West  23rd  street  and  112-114  West  24th  street,  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  6,  1930  (Order  No.  73716-F),  reads: 

“Raise  the  standpipe  gravity  tank  so  that  the  bottom 
of  said  tank  is  not  less  than  20  ft.  above  the  hose  outlet 
in  the  highest  story.  Secs.  580-581,  Ch.  5,  Standards 
and  Appeals.”; 

and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

September  9,  1931,  reads : 

“This  will  reply  to  your  letter  of  July  24th,  1931,  an 


which  you  request  that  we  reconsider  order  No.  73716- 
F,  requiring  the  raising  of  the  standpipe  gravity  tank 
so  that  the  bottom  of  said  tank  is  not  less  than  20  ft. 
above  the  hose  outlet  in  the  highest  story.  Your  request 
to  reconsider  Order  No.  73716-F  is  denied.” ; 

and 

Whereas,  the  building,  erected  in  1901,  is  fireproof,  ten 
stories  (146  ft.)  in  height,  50  ft.  by  197  fit.  6  in.  in  area; 
OCCUPIED  as  a  tenant  factory,  approximately  forty  per¬ 
sons  per  story;  and 

Whereas,  appellant  contends  that  the  building  is  provided 
with  a  sprinkler  system ;  that  the  gravity  tank  supplying  the 
standpipe  system  (and  containing  also  the  house  supply) 
has  a  reserve  of  3,500  gallons  for  standpipe  supply  and  is 
located  9  ft.  above  the  top  outlet,  and  requests  the  acceptance 
of  this  tank  at  the  present  location;  and  _  1 

Whereas,  the  building  was  erected  in  1901,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently  ac¬ 
cepted  by  the  department  having  jurisdiction  thereof;  and 

Whereas,  the  building  is  equipped  with  an  approved  two- 
source  sprinkler  system  with  central  office  waterflow  alarm. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hreby  is  granted,  as  to  Order  No.  73716-F,  only  so 
far  as  it  affects  the  elevation  of  the  bottom  of  the  tank 
above  the  top  story  hose  outlet,  on  condition  that  such  ele¬ 
vation  shall  be  not  less  than  8  ft.  6  in.  above  the  top  story 
hose  outlet;  .the  hose  on  the  top  story  'outlet  shall  be 
equipped  with  Rhinch  nozzles  and  comply  with  the  standpipe 
rules  in  all  other  respects;  that  the  building  shall  be  not 
increased  in  height  or  area  and  the  use  and  occupancy  shall 
remain  substantially  unchanged. 


517-31-A. 

APPELLANT— Edward  P.  Doyle,  for  Louise  Perry  Coak- 
ley,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 53  West  56th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Edward  P.  Doyle. 

For  Administration :  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  1 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION— 

(517-31-A) 

Whereas,  Edward  P.  Doyle,  for  Louise  Perry  Coakley, 
owner,  filed,  October  21,  1931,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  53  West 
56th  street,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  October  1,  1931  (re  certificate  of  occupancy), 

reads : 

“2.  Standpipe  in  southerly  section  6  story  building 
56th  St.  side  not  provided.”; 

and 

Whereas,  the  building  is  of  brick  and  fireproof  construc¬ 
tion,  six  stories  (75  ft.)1  in  height,  19  ft.  4  in.  by  100  ft  5 
in.  in  area;  OCCUPIED  for  the  manufacture  of  men’s  suits 
and  sound  records,  ten  persons  per  story;  and 

Whereas,  the  appellant  claims  that  the  superintendent  of 
buildings  in  acting  on  a  request  for  a  certificate  of  occupancy 
has  connected  the  building  in  question  with  the  building 
known  as  48-50  West  57ith  street  as  a  unit;  these  two  build¬ 
ings  are  separate  and  distinct  with  the  exception  of  an  exit 
at  the  rear  of  second  story  leading  to  roof  of  first  story 
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ttension  of  the  57th  street  building',  over  such  extension 
of  to  interior  stair  hall  at  second  story,  or  to  a  fire  tower 
hich  leads  directly  to  57th  street ;  there  is  also  a  horizontal 
r.it  (bridge  balcony)  connecting  the  two  buildings  at  fifth 
ory ;  due  to  the  small  size  of  the  building  in  question  stand- 
pes  are  not  required  under  the  building  code;  furthermore, 
|e  appellant  contends  the  occupancy  is  non-hazardous  and 
|c  building  is  provided  with  fire  appliances  and  adequate 
<  its. 

I  Resolved,  that  the  decision  of  the  superintendent  of  build- 
jjs  'be  and  it  hereby  is  modified „  and  the  appeal  be  and  it 
1  reby  is  granted  to  permit  the  elimination  of  the  standpipe 
tstem  in  the  56th  street  building,  on  condition  that  there 
Sail  be  not  more  than  two  connections  between  the  56th 
reet  building  and  the  57th  street  building,  one  connection 
ling  by  way  of  a  bridge  from  the  rear  of  the  fifth  story  to 
I:  56th  street  building  to  the  rear  of  the  fifth  story  of 
t-  57th  street  building;  that  the  openings  in  the  walls  to 
t;  bridge  from  each  building  shall  be  equipped  with  self- 
osing,  fireproof  doors,  and  one  connection  between  the 
nr  of  second  story  of  the  56th  street  building  and  the 
nr  of  second  story  of  the  57th  street  building,  across  the 
rof  of  the  first  story  extension  of  the  57th  street  building ; 
lit  these  openings  in  the  rear  walls  of  the  56th  and  57th 
s' eet  buildings  shall  be  equipped  with  self-closing,  fireproof 
tors  and  permitting  no  other  openings  between  the  two 
Hidings,  and  that  the  56th  street  building  shall  be  not  in¬ 
cased  in  height  or  area. 


12-31-A. 

PPELLANT — Patrick  Sullivan,  owner. 

» JBJE'CT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

REMISES  AFFECTED — 40-27  23rd  street,  Long  Island 
City,  Borough  of  Queens. 

.PPEARANCES— 

For  Appellant:  John  J.  Walsh, 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

ME  RESOLUTION— 

(562-31-A) 


Whereas,  Patrick  Sullivan,  owner,  filed,  November  25, 
331,  an  appeal  from  an  order  and  a  decision  of  the  fire 
dmmissioner,  affecting  premises  40-27  23rd  street,  Long 
l  and  City,  Borough  of  Queens  ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  July 
X  1930  (re  Order  No.  35078- LC),  reads: 

“1.  Provide  a  wall  of  solid  masonry  at  least  8  inches 
in  thickness  separating  the  non-storage  Garage  from  the 
space  occupied  for  factory  purposes.” ; 
id 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
Rvember  5,  1931,  reads: 

“In  reply  to  your  letter  of  recent  date  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  Order  35078-LC  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the  Board  of  Stand¬ 
ards  and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days;  had  elapsed,  and  request 
dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  'be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 

<d 

Whereas,  the  building  is  non -fireproof,  one  story  in  height, 
■r  ft.  by  85  ft.  in  area:  OCCUPIED  as  a  non-storage 
(rage  and  laundry  assorting  room,  four  persons ;  and 
Whereas,  the  appellant  claims  the  building,  erected  in 
125,  is  divided  by  a  fore-and-aft  partition  constructed  of 


wood  studs,  plaster  board  and  pressed  steel,  such  partition 
separates  the  garage  from  the  laundry  assorting  room  and 
has  one  communicating  doorway  protected  with  a  sheet  iron 
door ;  a  certificate  of  occupancy  was  issued  November  4, 
1931,  permitting  the  laundry  assorting  room  and  garage  use 
(a  copy  of  which  is  filed  with  this  appeal)  ;  furthermore, 
the  appellant  contends  there  is  no  existing  fire  hazard. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  until  the  termination  of  the  lease 
of  the  present  tenant,  which  is  to  be  not  later  than  seven 
months  from  the  date  of  this  action,  on  condition  that  the 
wall  dividing  the  garage  from  the  laundry  room  shall  be 
equipped  on  both  sides  with  a  metal  covering  satisfactory  to 
the  fire  department;  that  all  openings  other  than  window 
openings  shall  be  equipped  with  self-closing  doors,  metal 
covered  on  both  sides  satisfactory  to  the  fire  department; 
that  the  windows  in  the  partition  shall  be  protected  on  the 
laundry  room  side  with  a  metal  covering  satisfactory  to  the 
fire  department ;  that  the  use  of  the  garage  shall  be  .confined 
to  storage  of  trucks  in  the  ownership  of  the  tenant  con¬ 
ducting  the  business  on  the  premises,  to  be  stored  at  night 
only  and  limited  to  not  more  than  five  trucks ;  that  the 
building  shall  be  not  increased  in  height  or  area,  and  that 
such  fire-fighting  appliances  as  shall  be  required  by  the  fire 
department  shall  be  installed. 


543-31-A. 

APPELLANT — Metropolitan  Life  Insurance  Co.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1-9  Madison  avenue,  310-316 
Fourth  avenue,  2-20  East  24th  street  and  1-17  East 
23rd  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  John  H.  Derby. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  .BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(543-31-A) 


Whereas,  Metropolitan  Life  Insurance  Co.,  owner,  filed, 
November  9,  1931,  an  appeal  from  an  order  of  the  ,fire  com¬ 
missioner,  affecting  premises  1-9  Madison  avenue,  310-316 
Fourth  avenue,  2-20  East  24th  street  and  1-17  East  23rd 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  17,  1931  (re  Order  No.  89646-F),  reads: 

“l.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  Board  of  Standards  and  Appeals 
and  comply  with  the  following  orders : 

“a.  Relocate  valve  of  hose  outlet  of  standpipe  system 
on  all  stories  so  that  the  wheel  controlling  same  is  within 
6  feet  6  inches  of  stair  landing,  or  within  6'  6"  of  steps 
that  are  within  2'  of  the  standpipe  riser. 

“b.  Provide  2J4"  hose  and  standard  nozzles  at  all 
outlets  in  place  of  present  1J4"  hose.”; 

and 

Whereas,  the  building  is  fireproof,  forty-five  stories  in 
height,  425  ft.  by  197  ft.  6  in.  in  area  at  first  story;  OCCU¬ 
PIED  for  office  purposes,  not  more  than  859  persons  per 
story;  and 

Whereas,  the  appellant  claims,  as  to  item  a,  the  distance 
from  floor  to  hose  outlet  valve  ranges  from  5  ft.  2J4"  to 
7  ft.  Vx  in. ;  the  owner  proposes  to  lower  all  valves  which 
are  more  than  71  ft.  above  the  floor  so  that  the  center  of  the 
valve  will  be  within  6  ft.  6  in.  or  less  from  the  floor  or 
step  as  the  case  may  be;  as  to  item  b,  IpRinch  linen  hose 
was  approved  about  1913  in  place  of  2J^-inch  hose  for 


137 


MINUTES 


standpipe  lines  by  the  board  of  appeals  of  the  fire  department; 
such  board  was  created  by  the  fire  commissioner  (a  letter 
from  an  ex-official  of  the  fire  department  to  such  effect  is 
filed  with  this  appeal)  ;  furthermore,  the  appellant  contends 
the  reason  for  the  approval  of  the  1  )/-> -inch  hose  was  on 
account  of  being  more  effective  in  the  hands  of  the  private 
brigade  maintained  in  the  building;  and 

Whereas,  as  to  subdivision  b,  there  has  been  submitted 
with  this  appeal  a  letter  from  J.  O.  Hammitt,  dated  Novem¬ 
ber  9,  1931,  which  letter  was  read  and  made  a  part  of 
these  records  and  which  letter  stated  that  a  committee  com¬ 
posed  of  Commissioner  Clarence  Fay,  Chief  John  Kenlon 
and  J.  O.  Hammitt  permitted  the  use  of  the  lj4-inch  hose 
in  lieu  of  2^ -inch  hose  under  certain  conditions,  evidence 
of  this  action  not  now  being  part  of  the  records  of  the 
fire  department;  and 

Whereas,  the  present  condition  has  existed  in  this  building 
for  about  nineteen  years. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  granted,  as  to  Order  No.  89'646-F,  Item  1,  sub¬ 
division  a,  on  condition  that  all  hose  outlets  over  6  ft.  11  in. 
in  height  shall  be  made  to  comply  with  the  requirements 
of  the  order;  as  to  subdivision  b,  that  the  requirements 
as  stated  in  the  letter  mentioned  above  shall  be  complied 
with,  and  that  the  standpipe  system  shall  comply  with  the 
rules  in  all  other  respects. 

531-31-A. 

APPELLANT — Peter  H.  Brandt,  for  United  Real  Estate 
Owners  Association,  for  Ablemo  Realty  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 99-101  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Peter  H.  Brandt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(531-31-A) 


Whereas,  Peter  H.  Brandt,  for  United  Real  Estate 
Owners  Association,  for  Ablemo  Realty  Co.,  Inc.,  owner, 
filed,  November  2,  1931,  an  appeal  from  orders  and  a  decision 
of  the  fire  commissioner,  affecting  premises  99-101  Fifth 
avenue,  Borough  of  Manhattan ;  and 

Whereas,  tire  orders  of  the  fire  commissioner,  dated  Feb¬ 
ruary  9,  1931,  read: 

“Order  No.  78706-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story,  Sections  580-581,  Ch.  5, 
Code  of  Ordinances  and  Rule  91  of  the  Board  of 
Standards- and  Appeals.”; 

and 

“Order  No.  78708-F : 

“3.  Provide  adequate  heating  apparatus  for  standpipe 
tank,  to  prevent  water  in  same  from  freezing”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  19,  1931,  reads : 

“Under  date  of  August  8th,  1931,  you  advised  us  that 
the  work  required  in  Order  No.  88232-LF  had  been  com¬ 
plied  with,  requesting  that  we  have  same  removed  of 
record. 

“Inspection  indicates  that  item  2  has  not  been  com¬ 
plied  with,  in  that  the  hose  is  badly  defective  and  has 
not  been  replaced. 


“Inspection  further  indicates  that  Order  No.  78706 
and  No.  78708-F  have  not  been  complied  with. 

“As  the  time  allowed  for  compliance  has  'been  greatly 
exceeded,  it  is  our  conclusion  that  if  found  not  complied 
with  on  our  next  inspection  there  will  be  no  course  to 
pursue  other  than  to  begin  enforcement  proceedings.”; 

and 

Whereas,  the  building,  erected  in  1915,  is  fireproof,  eleven 
stories  (90  ft.)  in  height,  59  ft.  by  90  ft.  in  area;  OCCU¬ 
PIED  as  a  tenant  factory,  approximately  ten  persons  per 
story;  and 

Whereas,  appellant  contends  that  the  building  is  provided 
with  a  sprinkler  system;  that  the  6,300  gallons  capacity 
gravity  tank  supplying  the  standpipe  system  is  located  ap¬ 
proximately  16  ft.  8  in.  above  the  top  outlet;  that  the  tank 
contains  also  the  house  supply  and  that  some  of  the  water 
is  used  for  drinking  purposes ;  appellant  requests  that  the 
tank  be  accepted  as  at  present,  both  as  to  location  above  the 
top  story  outlet  and  as  to  the  installation  of  heating  coils, 
contending  that  the  heating  coils  would  make  the  drinking 
water  unpalatable;  and 

Whereas,  the  building  was  erected  in  1915,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently  ac¬ 
cepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner,  No,  7i8,706-F,  be  and  they  hereby  are  modified,  and 
that  the  appeal  be  and  it  hereby  is  gramted,  as  to  Item  1, 
only  so  far  as  it  affects  the  elevation  of  the  bottom  of  the 
tank  above  the  top  story  hose  outlet,  which  top  story  in  this 
instance  is  the  eleventh  story,  on  condition  that  said  elevation 
of  the  bottom  of  the  tank  above  the  top  story  hose  outlet 
shall  not  be  less  than  16  ft.  8  in. ;  that  the  hose  in  the  top 
story  shall  be  equipped  with  j4-dnch  nozzles ;  that  the  stand¬ 
pipe  system  shall  comply  with  the  rules  in  all  other  respects; 
that  the  building  shall  be  not  increased  in  height  or  area, 
and  that  the  use  and  occupancy  shall  remain  substantially 
unchanged;  as  to  Order  No.  78708-F,  the  appeal  be  and  it 
hereby  is  withdrawn. 


560-31-A.  i 

APPELLANT — William  J.  O’Rourke,  Hamlin  &  Co.,  for 
National  Lead  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 159-169  John  street  and  24-28 
Hudson  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES— 

For  Appellant:  William  J.  O’Rourke. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition  in  part 
and  denied  in  part. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(560-31-A) 


Whereas,  William  J.  O’Rourke,  Hamlin  &  Co.,  for  Na¬ 
tional  Lead  Co.,  owner,  filed,  November  24,  1931,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
159-169  John  street  and  24-28  Hudson  avenue,  northwest 
corner.  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  11,  1931  (re  Order  No.  47206-LC),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  as  a  non-storage  garage,  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

FORTHWITH 

“1.  Protect  the  ceiling  of  the  1st  story  by  a  covering 
of  approved  fire-retarding  material  in  accordance  with 
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the  requirements  of  resolution  of  Board  of  Standards  and 
Appeals. 

“2.  Protect  all  columns  and  girders  with  fire-retarding 
material  in  accordance  with  the  requirements  of  resolu¬ 
tion  of  Board  of  Standards  and  Appeals.” ; 

pd 

Whereas,  the  building  is  lion-fireproof,  three  stories  (40 
.)  in  height,  90  ft.  4  in.  by  76  ft.  &  in.  in  area;  OCCU- 
TED:  1st  story,  non-storage  garage;  2nd  and  3rd  stories, 
icant ;  and 

Whereas,  the  appellant  claims  the  building,  erected  in 
,;99,  is  of  heavy  mill  construction,  12  in.  by  12  in.  yellow 
ne  columns  and  girders,  the  floors  are  constructed  of  floor - 
g  3  y2  in*  in  thickness,  on  top  of  this  is  laid  4  in.  of  con- 
ete,  on  top  of  the  concrete  is  spruce  flooring  21  in.  in  thick- 
'•ss ;  the  building  is  also  equipped  with  an  approved  auto- 
!atic  sprinkler  system ;  a  certificate  of  occupancy  was  issued 
ovetnber  4,  1931,  permitting  the  first  story  for  use  as  a 
ivate  garage  for  more  than  five  commercial  vehicles  and 
stricting  the  second  and  third  stories  to  remain  vacant  (a 
<py  of  which  is  filed  with  this  appeal)  ;  there  will  be  no 
>rage  of  gasoline  or  other  oils,  nor  any  kind  of  repair 
brk  done  on  the  premises ;  furthermore,  the  appellant  con- 
nds  there  is  the  probability  of  dry  rot  happening  if  the 
■ooden  columns  are  enclosed  with  fire-retarding  material. 
Resolved,  that  the  order  of  the  fire  commissioner  be  and 
ihereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
panted,  as  to  Item  No.  1,  on  condition  that  the  building 
sail  'be  equipped  with  an  approved  sprinkler  system  covering 
tb  entire  floor  area ;  that  the  use  shall  be  confined  to  the 
tst  story  only  of  the  present  building;  that  the  bottom  of 
tji  columns  shall  be  protected  with  an  iron  shield  on  all 
sj.es  for  a  distance  of  3  ft.  above  the  floor;  that  the  use 
sail  be  confined  to  single  tenancy  and  apply  to  the  present 
1  ilding  only,  and  that  the  building  shall  be  not  increased  in 
fight  or  area;  as  to  Item  No.  2,  the  appeal  be  and  it  hereby 
i  denied. 

S5-31-A. 

/’PE LEANT — Edward  Walter  Jansen,  for  Edward  Jansen, 
owner. 

OBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

REMISES  AFFECTED — 3-5  West  8th  street,  Manhat¬ 
tan. 

’’PEARANCES — 

For  Appellant:  Edward  Walter  Jansen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ATI  O  N  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(565-31-A) 

Vhereas,  Edward  Walter  Jansen,  for  Edward  Jansen. 
>.aer,  filed,  November  25,  1931,  an  appeal  from  orders  and 
[decision  of  the  fire  commissioner,  affecting  premises  3-5 
Ast  8th  street,  Borough  of  Manhattan;  and 
•Vhereas,  the  orders  of  the  fire  commissioner,  dated  June 
Z  1931,  read: 

“Order  No.  84015-F: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  Board  of  Standards  and  Appeals 
and  comply  with  the  following  orders : 

“(b)  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof  above 
the  3500  gallon  mark  only.  Sections  580-581,  Ch.  5,  Code 
of  Ordinances.” ; 
r 


' 


Order  No.  84016-F: 

“l.  Raise  the  standpipe 


gravity  tank  so  that  the  bot¬ 


tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sects.  580-581,  Ch.  5  Code 
of  Ordinances  and  Rule  91  of  the  Board  of  Standards 
and  Appeals.”; 

and 

V  h erf, as,  the  decision  of  the  fire  commissioner,  rendered 
November  17,  1931,  reads: 

“Your  letter  of  November  16,  1931,  at  hand,  and  your 
request  for  reissuance  of  order  No.  84016-F  and  84015- 
F  on  the  above  premises  must  be  denied  ”  • 

and 

Whereas,  the  building  is  of  fireproof  construction,  eight 
stories  (86  ft.  10  in.)  in  height,  56  ft.  6  in.  by  83  ft.  6  in. 
m  area;  OCCUPIED  as  a  hotel:  cellar,  kitchen,  6  persons; 
1st  story,  lobby  and  dining  room,  9  persons;  upper  stories 
seven  rooms,  22  persons  each  story ;  and 
\\  hereas,  the  appellant  claims  the  building  was  erected 
in  1901  in  accordance  with  all  then  existing  laws  and  ac¬ 
cepted,  as  such  by  all  city  departments  having  jurisdiction; 
the  existing  standpipe  system  is  fed  from  a  house  supply  tank 
of  3,350  gallons  capacity,  the  bottom  of  which  is  about  5  ft 
above  the.  hose  outlet  valve,  in  the  highest  full  story ;  com¬ 
pliance  with  the  orders  which  involve  extensive  alterations 
also  a  great  expense  causing  an  undue  hardship  upon  the 
owner ;  furthermore,  the  owner  proposes  to  extend  the  house 
supply  pipe  on  the  inside  of  the  tank  up  to  a  point  so  as  to 
leave  2,250’  gallons  reserved  for  the  standpipe  system  and 
also  to  install  a  chemical  fire  extinguisher  on  the  top  floor* 
and  ’ 

Whereas,  the  building  was  erected  in  1901,  at  which  time 
the  present  standpipe  system  was  installed ;  and 
Whereas,,  the  building  is  but  1  ft.  10  in.  higher  than  the 
height  in  which  a  standpipe  system  is  required  under  the  law 
.  Resolved .  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is)  granted,  as  to  Order  No.  84015-F,  sub¬ 
division  b,  on  condition  that  a  reserve  of  not  less  than’ 2,250 
gallon®  shall  be  maintained  for  the  standpipe  system  at  all 
times ;  as  to  Order  No.  84016-F,  Item  1,  that  the  bottom 
of  the  standpipe  tank  shall  b&  not  less  than  5  ft.  above  the 
highest  (top)  story  hose  outlet;  that  the  hose  in  the  top 
story  shall  be  equipped  with  inch  nozzles;  that  there  shall 

be  installed  in  the  pent  house  story  such  additional  fire-fighting 
appiances  as  shall  be  required  by  the  fire  department;  that  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects;  that  the  building  shall  be  not  increased  in  height 
or  area  and  that  the  use  and  occupancy  shall  remain  sub¬ 
stantially  unchanged. 


538-31-A. 

APPELLANT— Peter.  H.  Brandt,  for  United  Real  Estate 
Owners  Association,  for  40  West  24th  Street  Corp 
owner.  ” 

■SUBJECT— Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 36-42;  West  24t4h  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Peter  H.  Brandt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal 
THE  VOTE— 


granted  on  condition. 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . . . 

Absent  . 

THE  RESOLUTION— 


(538-31-A) 

Whereas.  Peter  H.  Brandt,  for  United  Real  Estate 
Owners  Association,  for  40  West  24th  Street  Corp.,  owner 
hied,  November  6.  1931,  an  appeal  from  orders  and  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  36-4^ 
West  24th  street,  Borough  of  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner,  dated  March 
3,  1931  (Order  No.  69456-F),  reads: 

“Raise  the  standpipe  tank  to  twenty  feet  above  the 
outlet  of  highest  story  and  properly  support  same  as 
per  Section  581,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
3,  1931  (Order  No.  69457-F),  reads: 

“Arrange  the  house  water  supply  pipe  so  that  same  will 
connect  with  tank  on  the  outside  thereof  above  the 
3500  gallon  mark  only.  Sec.  581,  Chap.  5,  Code  of 
Ordinances  and  the  Rules  of  the  Board  of  Standards 
and  Appeals.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
26,  1931  (Order  No.  80915-F),  reads: 

“Provide  proper  protection  against  freezing  for  all 
portions  of  the  Standpipe  system  requiring  such  pro¬ 
tection.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  4,  1931,  reads: 

“This  will  reply  to  your  letter  of  October  21st,  1931, 
in  which  you  refer  to  Orders  '69456-F,  69457-F  and 
state  that  summonses  were  issued  on  the  above  orders  and 
suspended  sentences  granted  for  the  purpose  of  appealing 
to  th  Board  of  Standards  and  Appeals  for  a  variation, 
and  in  view  of  the  fact  that  more  than  twenty  days  has 
expired  since  the  issuance  of  these  orders,  your  request 
to  reissue  Orders  69456-F,  69457-F  and  80915-F  is 
denied.” ; 

and 

Whereas,  the  building,  erected  in  1895,  is  fireproof,  ten 
stories  (120  ft.)  in  height,  75  ft.  by  100  ft.  in  area;  OCCU¬ 
PIED  as  a  tenant  factory,  approximately  twenty  persons  per 
story ;  and 

Whereas,  appellant  contends  that  the  building  is  pro¬ 
vided  with  a  sprinkler  system ;  that  the  3,400  gallons  capacity 
gravity  tank  supplying  the  standpipe  system  and  containing 
also  the  house  supply  is  located  approximately  7  ft.  7  in. 
above  the  top  outlet ;  appellant  requests  permission  to  keep 
a  reserve  of  2,500  gallons  for  standpipe  use;  requests  that 
the  tank  remain  at  the  present  location  and,  in  view  of  the 
fact  that  some  of  the  house  supply  is  used  for  drinking 
purposes,  requests  the  omission  of  the  required  heating  coils ; 
and 

Whereas,  the  building  was  erected  in  1895,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof ;  and 

Whereas,  the  building  is  equipped  with  a  sprinkler  system 
and  waterflow  alarm. 

Resolved ,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner,  Nos.  69  4 56 -F  and  69457-F,  be  and  they  hereby  are 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted,  as 
to  Order  No.  69456-F,  on  condition  that  the  bottom  of  the 
tank  shall  be  not  less  than-  8  ft.  above  the  hose  outlet  at  the 
top  story ;  that  the  hose  in  the  top  story  shall  be  equipped 
with  ka- inch  nozzles  ;  as  to-  Order  No.  69457-F,  granted  on 
condition  that  a  reserve  of  2,500  gallon's  shall  be  maintained 
for  the  standpipe  system  at  all  times;  that  the  standpipe 
system  shall  comply  with  the  rules  in  all  other  respects ;  that 
the  building  shall  be  not  increased  in  height  or  area,  and 
that  the  use  and  occupancy  shall  remain  substantially  un¬ 
changed;  as  to  Order  No.  80915-F,  the  appeal  be  and  it 
hereby  is  withdrawn. 


PETITIONS  FOR  VARIATIONS. 

518-31-S. 

PETITIONER — Edward  P.  Doyle,  for  Louis  Perry  Coak- 
ley,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 53  West  56th  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
2  p.  m.,  on  request  of  petitioner. 


436-3 1-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Vendome,  Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 18  East  49th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
2  p.  m.,  to  correct  plans. 


555-31-S. 

PETITIONER — James  Kearney,  for  Estate  of  George  W. 
Wilson,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 93-99  Nassau  street,  28-30  Ann 
street  and  135-139  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  James  Kearney. 

For  Administration:  Inspector  Maher  of  -fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
2  p.  m.,  pending  determination  of  corporation  coun¬ 
sel. 


507-31-S. 

PETITIONER — John  J.  Gilmartin,  for  220  West  29th  Street 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  tire  fire  commissioner. 
PREMISES  AFFECTED — 214-226  West  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


535-31-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Lorenzo  Apruzzo,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 301-303  Third  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(535-31-S) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
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Co.,  for  Lorenzo  Apruzzo,  owner,  filed,  November  5,  1931,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner  and  a 
decision  of  the  superintendent  of  buildings,  affecting  premises 
301-303  Third  avenue,  Borough  of  Brooklyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  2G,  1931  (Order  No.  88690-LD),  reads: 

“1.  Provide  an  additional  means  of  egress  from  2nd 
story  remote  from  the  interior  stairway  as  per  rules  of 
the  Board  of  Standards  and  Appeals.” ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  26,  1931  (Applic.  No.  11818-1931), 
reads : 

“6.  Fire  escape  to  be  remote  from  existing  exit.”; 

and 

Whereas,  the  building,  erected  in  191:2,  is  divided  into 
two  sections,  is  non-fireproof,  two  stories  in  height,  40  ft. 
by  97  ft.  10JJ  in.  in  area;  OCCUPIED :  1st  story,  iron  and, 
also,  dye  works,  6  persons  ;  2nd  story,  manufacture  of  clothing 
and,  also,  dwelling  (in  the  southerly  section),  23  persons; 
EXITS:  an  interior  iron  stairway  (in  the  north  section), 
f  extending  from  the  first  story  to  second  story,  enclosed  in 
fireproof  partitions,  with  fireproof  doors  at  openings;  a 
stairway  (in  the  south  section),  extending  from  the  first 
to  second  story,  enclosed  in  stud,  lath  and  plaster  partitions ; 
ROOFS  of  adjoining  buildings:  to  north,  same  level;  and 

Whereas,  petitioner  proposes  to  erect,  in  the  front  of  the 
building,  a  fire  escape  balcony  at  the  second  story  with 
counterbalanced  stairway  to  street  and,  also,  to  provide  a  45- 
'  degree  stairway  leading  from  the  roof  of  the  one-story  ex¬ 
tension  (of  the  southerly  section  of  the  building)  to  the  main 
roof,  and  in  view  of  the  fact  that  the  building  covers  the 
entire  plot  requests  the  acceptance  of  the  proposed  work. 

|  Resolved,  that  the_  order  of  the  fire  commissioner  and  the 
decision  of  the  superintendent  of  buildings  be  and  they  hereby 
,  are  affirmed,  and  the  petition  be  and  it  hereby  is  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


540-31-SA. 


r  1 1 1  iUJNI  FR  Leroy  P.  Ward,  Inc.,  for  W.  T.  Roberts, 
^  Inc.,  agent  for  Housing  Co.,  owner. 

SUBJECT — Acoustex  Material,  approval  ot 

appearances— 

For  Petitioner:  Hugo  Magnuson  and  A.  M.  Mc- 
M  or  ran. 


For  Administration:  None. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
2  p.  m.,  pending  opinion  of  superintendent  of  build¬ 
ings  of  Brooklyn. 


222-31-SA. 

I  ETITIONER-  Row  Engineers,  Inc.,  for  American  Man¬ 
ganese  Steel  Co.,  owner. 

SUBJEC1 — Fahralloy  Acid  Resisting  Drainage  Pipe  and 
Fittings,  approval  of. 

APPEARANCES— None. 

AC  I  ION  OF  BOARD — Petition  dismissed  for  lack  of 
prosecution 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

Whereas,  the  foregoing  petitioner  has  filed  with  this  board 
a  petition  for  the  approval  of  an  appliance;  and 

W hereas,  the  petitioner  has  failed  to  complete  his  papers 
though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  petition  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


Adjourned  6.15  p.  m. 

WIlliam  J.  O’ Gorman,  Secretary. 


APPLIANCES 

APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co . . .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  . .  15-31-SA 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-1J4-3  Mix,  t  oounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
>v i tli  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


j 
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plumbing,  drainage,  water  supply,  gas  piping  and  ventilation  of  buildings 

than  ten  houses,  and  then  only  when  on  adjoining  lots  and 
houses  are  exactly  alike. 

Written  notices  must  be  given  to  the  Superintendent 


Adopted  by  the  Superintendents  of  Buildings,  Effective 
April  23,  1912;  Amended  by  the  Board  of  Standards 
and  Appeals,  July  5,  1917;  December  27,  1918; 
March  8,  1921;  October  21,  1921;  January  8,  1924; 
May  5,  1931,  and  November  12,  1931. 


11. 


Filings  of  Drawings,  Descriptions,  Etc. 

1.  Drawings  and  triplicate  descriptions,  on  forms  fur¬ 
nished  by  the  Bureau  of  Buildings  for  all  Plumbing  and 
Drafna-e  shall  be  properly  filled  in,  and  filed  by  the  owner 
or  archffect  in  the  'said  Bureau  The  p Ians  must  be  drawn 
to  scale  in  ink,  on  cloth,  or  they  must  be  cloth  prints  ot 
such  scale  drawings,  and  shall  consist  of  such  Jocj  £ 
and  sections  as  may  be  necessary  to  show  clearly  all  ptambmg 
work  to  be  done,  and  must  show  partitions  and  methods  of 
ventilating  water-closet  apartments. 

2  The  said  plumbing  and  drainage  shall  not  be  com¬ 
menced  or  proceeded  with  until  said  drawings  and  descrip¬ 
tions  shall  have  been  so  filed  and  approved  by  the  Super¬ 
intendent  of  Buildings. 

3  No  modification  of  the  approved  drawings  and  de- 
scriptions  will  be  permitted  unless  either  amended  draw- 


of  Buildings  by  the  plumber  when  any  work  is  begun,  and 
at  such  times  as  the  work  is  ready  for  inspection. 

Definition  of  Terms. 


12.  The  term  “private  sewer”  is  applied  to  main  sewers 
that  are  not  constructed  by  and  under  the  supervision  of 
the  Department  of  Public  Works. 

13.  The  term  “house  sewer”  is  applied  to  that  part  of 
the  main  drain  or  sewer  extending  from  a  point  two  feet 
outside  of  the  outer  front  wall  of  the  building,  vault  or 
area  to  its  connection  with  public  sewer,  private  sewer  or 
cesspool. 

14.  The  term  “house  drain”  is  applied  to  that  part  of 

the  main  horizontal  drain  and  its  branches  inside  the  walls 
of  the  building,  vault  or  area  and  extending  to  and  con¬ 
necting  with  the  house  sewer.  . 

15.  The  term  “soil  line”  is  applied  to  any  vertical  line  of 
pipe  having  outlets  above  the  floor  of  first  story  for  water 
closet  connections. 


16  The  term  “waste  line”  is  applied  to  any  vertical  line 
STand  triplicate  ^descripBoiw.'or  an ‘amendment  to  the  J  pipe  having  outlets  above  the  first  floor  for  fixtures 
original  drawings  and  descriptions,  covering  the  proposed  other  than  water  closet. 


change  or  changes,  are  so  filed  and  approved  by  the  Super 
intendent  of  Buildings. 

The  drainage  and  plumbing  of  all  buildings,  both 


public  and  private,  shall  be  executed  in  accordance  with  the 
rules  and  regulations  of  the  Bureau  of  Buildings. 

5  Repairs  or  alterations  of  plumbing  or  drainage  may 
be  made  without  filing  drawings  and  descriptions  in  the 
Bureau  of  Buildings,  but  such  repairs  or  alterations  shall 
not  be  construed  to  include  cases  where  new  vertical  lines 
or  horizontal  branches  of  soil,  waste,  vent  or  leader  pipes 
are  proposed  to  be  used. 

6.  Notice  of  such  repairs  or  alterations  shall  be  given 
to  the  said  bureau  before  the  same  are  commenced  in  such 
cases  as  shall  be  prescribed  by  the  rules  and  regulations  of 
the  said  bureau,  and  the  work  shall  be  done  in  accordance 
with  the  said  rules  and  regulations. 

7  Where  repairs  or  alterations,  ordered  by  the  Board 
of  Health  or  Tenement  House  Department  for  sanitary 
reasons,  include  cases  where  new  vertical  and  horizonta 
lines  of  soil,  waste,  vent  or  leader  pipes  are  proposed  to  be 
used  or  old  ones  replaced,  drawings  and  descriptions  must 
be  filed  with  and  approved  by  the  Superintendent  of  Budd¬ 
ings  before  same  shall  be  commenced  or  proceeded  with. 

8  Repairs  and  alterations  may  comply  in  all  respects 
with  the  weight,  quality,  arrangement  and  venting  of  the 
rest  of  the  work  in  the  building.  Except  when  an  existing 
soil  waste  or  vent  line  has  been  damaged  by  fire  or  other 
causes  to  the  extent  of  50  per  cent  or  more  of  its  entire 
length  same  must  be  replaced  by  new  lines  installed  in 
accordance  with  the  rules  and  regulations  governing  new 

lines. 

9  No  plumbing  and  drainage  or  any  part  thereof  shall 
be  commenced  until  the  plumber  who  is  to  do  the  work 
shall  sign  the  specifications  and  make  affidavit  that  he  is 
duly  authorized  to  proceed  with  the  work.  Affidavit  must 
give  the  name  and  address  of  owner  and  plumber,  etc. 
No  registered  plumber  shall  sign  the  specifications  and  act 
as  the  agent  for  a  plumber  who  has  not  _  obtained  a  cer_ 
tificate  of  competency  from  the  Examining  Board  of 
Plumbers  as  an  Employing  or  Master  Plumber.  A  viola¬ 
tion  of  this  rule  will  be  deemed  a  sufficient  reason  by  the 
Superintendent  of  Buildings  for  the  cancellation  of  a  Cer¬ 
tificate  of  Registration,  in  accordance  with  Chapter  803, 
Laws  of  1896. 

10.  One  set  of  specifications  will  be  received  for  not  more 


17.  The  term  “vent  pipe”  is  applied  to  any  special  pipe 
provided  to  ventilate  the  system  of  piping  and  to  prevent 

trap  siphonage  and  back  pressure. 


Materials  and  Workmanship. 


18.  All  materials  must  be  of  the  best  quality,  free  from 
defects,  and  all  work  must  be  executed  in  a  thorough, 
workmanlike  manner. 

19.  All  cast-iron  pipes  and  fittings  must  be  uncoated, 
sound,  cylindrical  and  smooth,  free  from  cracks,  sand  holes 
and  other  defects,  and  of  uniform  thickness. 

20.  Pipe,  including  the  hub,  shall  weigh  not  less  than  the 
following  average  weights  per  linear  foot: 


Diameters 

- - 

Weights  per  Linear  Foot 
Standard  Extra  Heavy 

.  3  3/5 

5J4  pounds 
9J4  pounds 

.  5  1/5 

.  7 

13  pounds 

.  9 

17  pounds 

. 11 

20  pounds 

. 14 

27  pounds 

. 17 

33  pounds 

. 23 

45  pounds 

12  inches . 

. 33 

54  pounds 

Standard  pipe  may  be  used  above  ground  in 
buildings  not  exceeding  two  stories  and  basement  in  height 
In  all  other  buildings  extra  heavy  pipe  shall  be  used. 

21.  The  size,  weight  and  maker’s  name  must  be  cast  on 
each  length  of  pipe. 

22  All  joints  must  be  made  with  picked  oakum  and 
molten  lead  and  be  made  gas  tight.  Twelve  ounces  of  fine, 
soft  pig  lead  must  be  used  at  each  joint  for  each  inch  m 
the  diameter  of  the  pipe  when  extra  heavy  pipe  is  used, 
and  nine  ounces  when  standard  pipe  is  installed. 

23  All  wrought  iron  and  steel  pipes  must  be  equal  in 
quality  to  “standard”  and  must  be  properly  tested  by  the 
manufacturer.  All  pipe  must  be  lap-welded.  No  plain  black 
or  uncoated  pipe  will  be  permitted. 

24.  All  wrought  iron  or  steel  water  supply,  vent,  waste 
and  soil  pipes  must  be  galvanized. 
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25.  Where  galvanized  wrought  iron  or  steel  pipe  is  re¬ 
quired  the  fittings  used  on  same  must  also  be  galvanized. 

26.  Fittings  for  waste  or  soil  and  refrigerator  waste 
pipes  must  be  cast-iron  recessed  and  threaded  drainage  fit¬ 
tings,  with  smooth  interior  waterway,  and  threads  tapped, 
so  as  to  give  a  uniform  grade  to  branches  of  not  less  than 
one-fourth  of  an  inch  per  foot. 

27.  Short  nipples  on  wrought  iron  or  steel  pipe,  where 
the  unthreaded  part  of  the  pipe  is  less  than  one  and  one- 
half  inches  long,  must  be  of  the  thickness  and  weight  to 
correspond  to  weight  of  pipe. 

28.  The  pipe  shall  not  be  less  than  the  following  average 
thickness  and  weight  per  linear  foot: 


Weights  per 

Diameters  Thicknesses  Linear  Foot 


lyi  inches . 14  inches  2.68  pounds 

2  inches . 15  inches  3.61  pounds 

2 Yi  inches . 20  inches  5.74  pounds 

3  inches . 21  inches  7.54  pounds 

3 l/2  inches . 22  inches  9.00  pounds 

4  inches . 23  inches  10.66  pounds 

4 Vi  inches . 24  inches  12.34  pounds 

5  inches . 25  inches  14.50  pounds 

6  inches . 28  inches  18.76  pounds 

7  inches . 30  inches  23.27  pounds 

8  inches . 32  inches  28.18  pounds 

9  inches . 34  inches  33.70  pounds 

10  inches . 36  inches  40.06  pounds 

11  inches . 37  inches  45.02  pounds 

12  inches . 37  inches  48.98  pounds 


33.  One  and  one-half  inch  ferrules  are  not  permitted. 

34.  Soldering  nipples  must  be  heavy  cast  brass  or  of 
brass  pipe,  iron  pipe-size.  When  cast  they  must  not  be 
less  than  the  following  weights : 


Diameters  Weights 


1^2  inches .  o  pound  8  ounces 

2  inches .  o  pound  14  ounces 

2l/z  inches .  i  pound  6  ounces 

3  inches .  2  pounds  0  ounces 

4  inches .  3  pounds  8  ounces 


35.  Brass  screw  caps  for  cleanouts  must  be  extra  heavy, 
not  less  than  one-eighth  of  an  inch  thick.  The  screw  cap 
must  have  a  solid  square  or  hexagonal  nut,  not  less  than 
one  inch  high,  with  a  least  diameter  of  one  and  one-half 
inches.  The  body  of  the  cleanout  ferrule  must  be  at  least 
equal  in  weight  and  thickness  to  the  caulking  ferrule  for 
the  same  size  of  pipe. 

36.  Where  cleanouts  are  required  by  rules  and  by  the 
approved  plans,  the  screw  cap  must  be  of  brass.  The 
engaging  part  must  have  not  less  than  six  threads  of  iron- 
pipe  size  and  be  tapered.  Cleanouts  must  be  of  full  size 
of  trap  up  to  four  inches  in  diameter,  and  not  less  than  four 
inches  for  larger  traps. 

37.  The  use  of  lead  pipes  is  restricted  to  the  short 
branches  of  the.  soil  and  waste  pipes,  bends  and  traps,  roof 
connections  of  inside  leaders. 

“Short  branches”  of  lead  pipe  shall  be  construed  to  mean 
not  more  than : 


29.  All  brass  pipe  for  soil,  waste  and  vent  pipes  and 
solder  nipples  must  be  thoroughly  annealed,  drawn,  brass 
tubing,  of  standard  iron-pipe  gauge. 

30.  Connections  on  brass  pipe  and  between  brass  pipe 
and  traps  on  iron  pipe  must  not  be  made  with  slip  joints 
of  couplings.  Threaded  connections  on  brass  pipe  must 
be  of  the  same  size  as  iron  pipe  thread  for  same  size  of 
pipe  and  be  tapered. 

31.  The  following  average  thicknesses  and  weights  per 
linear  foot  will  be  required: 


Weights  per 

Diameters  Thicknesses  Linear  Foot 


\l/i  inches . 14  inches  2.84  pounds 

2  inches . 15  inches  3.82  pounds 

2  Vi  inches . 20  inches  6.08  pounds 

3  inches . 21  inches  7.92  pounds 

V/2  inches . 22  inches  9.54  pounds 

4  inches . 23  inches  11.29  pounds 

4J4  inches . 24  inches  13.08  pounds 

5  inches . 25  inches  15.37  pounds 

6  inches . 28  inches  19.88  pounds 


32.  Where  light  or  heavy  pipe  is  used  brass  ferrules 
must  be  of  best  quality  cast  brass,  not  less  than  4  inches 
long  and  2  inches  and  3  inches  and  4  inches  in  inside  di¬ 
ameter  and  not  less  than  the  following  weights : 


8  feet  of 

5  feet  of. 
2  feet  of. 
2  feet  of. 


1 Y-2.  inch  pipe 

2  inch  pipe 

3  inch  pipe 

4  inch  pipe 


38.  All  connections  between  lead  pipes  and  between  lead 
and  brass  or  copper  pipes  must  be  made  by  means  of  “wiped” 
solder  joint. 

39.  All  lead  waste,  soil,  vent  and  flush  pipes  must  be  of 
the  best  quality,  known  in  commerce  as  “D,”’  and  of  not 
less  than  the  following  weights  per  linear  foot: 


Weights  per 


Diameters  Linear  Foot 


\lA  inch  (for  flush  pipes  only) .  2^$  pounds 

V/2  inches .  3  pounds 

2  inches .  4  pouifds 

3  inches .  6  pounds 

4  and  4^2  inches .  8  pounds 


40.  All  lead  traps  and  bends  must  be  of  the  same  weights 
and  thicknesses  as  their  corresponding  pipe  branches.  Sheet 
lead  for  roof  flashings  must  be  six-pound  lead,  and  must 
extend  not  less  than  six  inches  from  the  pipe,  and  the  joint 
made  watertight. 

41.  Copper  tubing,  when  used  for  inside  leader  roof  con¬ 
nections,  must  be  seamless  drawn  tubing,  not  less  than  22 
gauge,  and  when  used  for  roof  flashings  must  be  not  less 
than  18  gauge. 


Diameters  Weights 


2  inches .  1  pound  0  ounces 

3  inches .  1  pound  12  ounces 

4  inches .  2  pounds  8  ounces 


General  Regulations. 

42.  Each  building  must  be  separately  and  independently 
connected  with  a  public  or  private  sewer,  or  cesspool,  ex¬ 
cept  where  a  building  is  located  on  the  rear  of  the  same  lot 
with  another  building,  when  its  plumbing  and  drainage  sys¬ 
tem  may  be  connected  to  the  house-drain  of  the  front  build- 
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ine  behind  the  house  trap  and  fresh  air  inlet  which  shall 
bemused  for  both  buildings  if  sewer  connected;  or  may  be 
connected  to  an  existing  cesspool  of  front .  house  and  be 
provided  with  a  separate  house  trap  and  fresh  air  me. 

43  Every  building  must  have  its  sewer  connections  di¬ 
rectly  in  front  of  the  building,  unless  permission  is  other¬ 
wise  granted  by  the  Superintendent  of  Buildings. 

44  Where  there  is  no  sewer  in  the  street  or  avenue,  and 
i,ts  possible  to  construct  a  private  sewer  to  connect  in  an 
adiacent  street  or  avenue,  a  private  sewer  may  be  con 
structed  to  be  used  in  common  for  one  or  more  buildings. 
It  must ’be  laid  outside  the  curb  under  the  roadway. 


Cessnool  and  privy  vaults  will  be  permitted  only  after 
it  has  been  sho^  to"  the7  satisfaction  of  the  Superintendent 
of  Buildings  that  their  use  is  absolutely  necessary. 


DUUUUl^O  111C4.V  - 

46  When  allowed,  they  must  be  constructed  stricUy  in 
accordance  with  the  terms  of  the  permit  issued  by  the  Su- 
perintendent  of  Buildings. 

47  Cesspools  must  not  be  used  as  privy  vaults  nor  can 
privy  vaults  be  used  as  cesspools.  Cesspool  and  priyy  vau 

r^l^glor^hK  use  is  intended 

SSmi,leP80tSchae"d  &  $%£?»»£* 

pools  and  privy  vaults  must  be  finished  with  a  coating  o 
Portland  cement  mortar  1  inch  thick. 


lections  not  less  than  three  inches  in  diameter.  They 
hould  be  controlled  by  one  trap-the  leader  trap,  if  possible. 

56  Floor  drains  will  only  be  permitted  when  it  can  be 
shown  to  the  satisfaction  of  the  Superintendent  of  Buildings 
that  their  use  is  absolutely  necessary  and  arrangements  made 
to  maintain  a  permanent  water  seal  in  the  traps. 

57.  Cellar  drains  may  be  connected  in  back  of  and  con¬ 
trolled  by  a  leader,  yard,  court  or  area  dram  trap  which 
need  not  be  vented. 

58.  Subsoil  drains  should  discharge  into  a  sump  or  re¬ 
ceiving  tank,  the  contents  of  which  if  discharged  by  grav¬ 
ity  may  be  discharged  into  a  rain  leader,  yard,  court  or 
area  drain  behind  the  trap  controlling  same  or  may  be 
discharged  through  a  properly-trapped  and  vented,  water- 
supplied  receptacle.  Where  mechanical  force  is  required  to 
discharge  the  contents  into  the  plumbing  and  drainage  sys¬ 
tem,  a  proper  automatic  cut-off  or  check  valve  must  be  pro¬ 
vided  on  the  connection  between  house-drain  and  apparatus 
used  for  raising  the  contents  of  sump-pit. 

59.  The  contents  of  settling  chamber  or  dust  receptacle 
for  vacuum  cleaners  may  be  discharged  into  a  Plumbing 
and  Drainage  system,  the  same  as  sub-ioil  dram  sump-pita. 


Leaders. 


48  As  soon  as  it  is  possible  to  connect  with  a  public 

ez  g 

and  ha«  a  sewer  connection  made  in  the  manner  here- 
with  prescribed. 

49  All  pipe  lines  must  be  supported  at  the  base  on 
brick  piers  "or  by  heavy  iron  hangers  from  the  cellar  cei  - 
ing-beams!’  and  along  the  line  by  heavy  iron  hangers  at 
intervals  of  not  more  than  ten  feet 


tcrvdia  wx  - - 

50.  All  pipes,  issuing  from  .«ten|ton*  or  elsewhere, 

SSVSS*  ^  »f 

such  alteration. 


60  Every  building  shall  be  kept  provided  with  proper 
metallic  gutters  and  rain  leaders  for  conducting  water  from 
all  roofs  in  such  manner  as  shall  protect  the  walls  and 
foundations  from  injury.  In  no  case  shall  the  water  from 
any  rain  leader  be  allowed  to  flow  upon  the  sidewalk  or 
adjoining  property,  but  the  same  shall  be  conducted  y 
priper  pip?s  to  the  sewer.  If  there  be  no  sewer  m  the 
street  upon  which  the  building  fronts,  then  the  water  from 
said  leaders  may  be  conducted  by  proper  pipes  laid  below 
the  surface  of  sidewalk  to  the  street  gutter,  or  may  be  con¬ 
ducted  by  extra  heavy  cast-iron  pipe  to  a  leeching  cess¬ 
pool  located  at  least  20  feet  from  any  building.  No  plumbing 
fixtures  shall  discharge  into  a  leeching  cesspool. 

61  Inside  leaders  must  be  made  of  cast-iron,  wrought 
iron  or  steel,  with  roof  connections  made  gas  and  water 
tight  by  means  of  a  heavy  lead  or  copper-drawn  tubing 
wiped  to  a  brass  ferrule  or  nipple  caulked  or  screwed  into 

the  pipe.  .  , 

62.  Outside  leaders  may  be  made  of  sheet  metal,  bu 
thev  must  connect  with  the  house  drain  by  means 
cast-iron  pipe  extending  vertically  five  feet  above  the  grad 

level. 

63.  Leaders  must  be  trapped  with  cast-iron  running 
traps  so  placed  as  to  prevent  freezing. 

64.  Rain-water  leaders  must  not  be  used  as  s0ll>  waste 
or  vent  pipes,  nor  shall  any  such  pipe  be  used  as  a  leader. 
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The  arrangement  of  all  pipes  must  be  as  straight 
and  dirS  afpoSf  Offsets  will  be  permitted  only  when 
unavoidable 


The  House  Sewer,  House  Drain,  House  Trap  and 
Fresh  Air  Inlet. 


,<>  aii  0jDes  and  traps  should,  where  possible,  be  ex- 
posed  to  v£T  They  should  always  be  read.ly  aceess.ble 
for  inspection  and  repairing. 

53.  In  every  building  where  there  «  ® 
to  the  drain,  if  there  are  any  plumbing  fixtures,  there  mu 
be  at  least  one  four  (4)  ineh  pipe  extending;  above  the  roof 
for  ventilation. 


Yard,  Area  and  Other  Drains. 


54  All  yards,  areas  and  courts  exceeding  15  square  feet 
in  area  must  be  drained  into  the  sewer.  A  shaft  open  at 
the  too  not  exceeding  25  square  feet  in  area,  and  which 
Snno°Pbe  connected  in  bach  of  a  leader  yard,  court  or  area 
drain  trap,  may  be  drained  into  a  publicly-placed,  water 
supplied,  properly-trapped  and  vented  slop  sink. 


55.  These  drains,  when  sewer-connected,  must  have  con- 


65.  Old  house  sewers  may  be  used  in  connection  with  new 
buildings  or  new  plumbing  only  when  they  are  found,  on  ex 
animation  by  the  plumbing  inspector,  to  conform  in  all  re 
spects  to  the  requirements  governing  new  sewers. 

66  When  a  proper  foundation  consisting  of  a  natura 
bed  of  earth,  ro"ck,  etc.,  can  be  obtained,  the  house  sewei 

can  be  of  earthenware  pipe.  . 

67  Where  the  ground  is  made  or  filled  in,  or  where 
the  nines  are  less  than  three  feet  deep,  or  in  any  case 
where  "there  is  danger  of  settlement  by  frost  or  from  an) 
cause,  and  when  cesspools  are  used,  the  house  sewer  mu 
be  of  extra  heavy  cast-iron  pipe,  with  lead-caulked  J 

68.  No  earthenware  house-drain,  when  found  m  a  lealq 
or  defective  condition,  shall  be  repaired  or  replaced  excep 
with  heavy  cast-iron  pipe.  , 

69  The  house-drain  and  its  branches  must  be  ot 
tea  heavy  cast  Iron  when  under  ground,  and  of  ext 
heavy  cast  iron  or  galvanized  wrought  iron  or  ste 
when  above  ground,  except  as  provided  in  Rule  zo 
these  rules. 
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70.  The  house  drain  must  properly  connect  with  the 
house  sewer  at  a  point  two  feet  outside  of  the  outer  front 
vault  or  area  wall  of  the  building.  An  arched  or  other 
proper  opening  must  be  provided  for  the  drain  in  the  wall 
to  prevent  damage  by  settlement. 


The  fresh-air  inlet  pipe  shall  be  one-half  the  diameter  of 
house-drain  but  not  less  than  4  inches  in  diameter. 

80.  No  curb  box  or  similar  device  with  grating  placed 
in  sidewalk  will  be  permitted  for  fresh  air  inlets^ 


71.  The  house  drain  if  above  the  cellar  floor  must  be 
supported  at  intervals  of  ten  feet  by  eight-inch  brick  piers 
or  suspended  from  the  floor  beams,  or  be  otherwise  prop¬ 
erly  supported  by  proper  hangers  placed  not  more  than  10 
feet  apart. 

72.  No  steam-exhaust,  boiler  blow-off  or  drip-pipe  shall 

be  connected  with  the  house-drain.  Such  pipes  must  first 
discharge  into  a  proper  condensing  tank,  and  from  this  a 
proper  outlet  to  the  house  sewer  outside  of  the  building 
must  be  provided.  In  low  pressure  steam  systems  the  con¬ 
densing  tank  may  be  omitted,  but  the  waste  connections 
must  be  otherwise  as  above  required. 

73.  The  house-drain  and  house-sewer  must  be  run  as 
direct  as  possible,  with  a  fall  of  at  least  one-quarter  inch 
per  foot,  all  changes  in  direction  made  with  proper  fittings, 
and  all  connections  made  with  Y  branches  and  one-eighth 
and  one-sixteenth  bends. 

74.  The  house-sewer  and  house-drain  must  be  at  least 
four  inches  in  diameter  when  receiving  the  discharge  of  a 
water-closet.  Where  rain  leaders  are  connected  to  the 
plumbing  system,  the  sizes  of  house-sewer,  house-drain 
and  leader  connections  shall  be  computed  according  to  the 
square  feet  of  area  drained  into  them.  No  house-sewer  or 
house-drain  shall  be  of  less  diameter  than  the  largest  line 
of  pipe  connected  thereon.  The  following  table  is  the  maxi¬ 
mum  area  allowed  to  drain  into  pipes  of  given  diameter : 


Diameter 


of  Fall  Fall 

Pipe  J4  Inch  Per  Foot  J4  Inch  per  Foot 


3  .  1,200  square  feet  1,500  square  feet 

4  .  2,500  square  feet  3,200  square  feet 

5  .  4,500  square  ieet  6,000  square  feet 

6  .  8,000  square  feet  10,000  square  feet 

7  . 12,400  square  feet  15,600  square  feet 

8  . 18,000  square  feet  22,500  square  feet 

9  . 25,000  square  feet  31,500  square  feet 

10 . 41,000  square  feet  59,000  square  feet 

12 . 69,000  square  feet _ 98,000  square  feet 


75.  Full  size  Y  and  T  branch  fittings  for  handhole 
cleanouts  must  be  provided  where  required  on  house-drain 

and  its  branches.  No  cleanout  need  be  larger  than  6  inches 

in  diameter. 

76.  An  iron  running  trap  must  be  placed  in  the  house- 
drain  near  the  front  wall  of  the  house,  and  on  the  sewer 
side  of  all  connections,  except  a  Y  fitting  used  to  receive 
the  discharge  from  an  automatic  sewage  lift,  oil  sepa¬ 
rator,  or  a  drip-pipe  where  one  is  used.  If  placed  outside 
of  the  house  or  below  the  cellar  floor,  it  must  be  made 
accessible  in  a  brick  manhole,  the  walls  of  which  must 
be  eight  inches  thick,  with  an  iron  or  flagstone  cover. 

i  When  outside  the  house  it  must  never  be  less  than  three 
feet  below  the  surface  of  the  ground. 

1  77.  When  the  plumbing  system  of  any  building  is  altered 

by  the  addition  of  a  new  soil,  waste  or  vent  line  to  the 
extent  of  50  per  cent,  or  more,  and  no  house  trap  and 
fresh  air  inlet  or  leader  trap  exists  on  the  house-drain, 
same  shall  be  provided. 

78.  The  house  trap  must  have  two  cleanouts,  with  brass 
screw  cap  ferrules  caulked  in. 

79.  A  fresh-air  inlet  pipe  must  be  connected  with  the 
house-drain  just  inside  of  the  house  trap  and  extended  to 
the  outer  air,  terminating  with  open  end  at  least  one  foot 
above  the  grade  at  most  available  point  to  be  approved 
by  the  Superintendent  of  Buildings  and  shown  on  plans. 


Soil  and  Waste  Lines. 

81.  All  mam,  soil,  waste  or  vent  pipes  must  be  of  iron 
steel  or  brass.  ’ 

82  When  they  receive  the  discharge  of  fixtures  on 

?ahbre°at  ^  ^ty  muSt  be  extended  in  full 

aSa%at  n  one  foot  above  the  roof  coping,  and  well 
away  from  all  shafts,  windows,  chimneys  or  other  ven- 

etear  the?Pmm?Sh  !fSS  lfan  four  inches  in  diam' 

SL  ’ 3 4 5 6  7 8 9 10  I  be  Len,larSed  to  four  inches  at  a  point  not 

less  than  one  foot  below  the  roof  surface  by  an  increaser 
not  less  than  nine  (9)  inches  long.  increaser 

top3oft°chCasP,Sa'ck“W,S  °r  be"dS  !ha"  be  affix'd  <°  «* 

84  _  In  all  buildings,  wire  baskets  must  be  securely  fas- 

WheVrn0  fhe  0peninf  ?f  each.  P^e  in  an  accessible  position. 
When  roofs  are  used  for  drying  purposes  or  roof  gardens, 
all  pipes  shall  be  extended  to  a  height  of  seven  feet. 

85  Necessary  offsets  above  the  highest  fixture  branch 

must  not  be  made  at  an  angle  of  less  than  forty-five 
degrees  to  the  horizontal.  y 

86.  Soil  and  waste  pipes  must  have  proper  Y  or  TY 
branches  for  all  fixture  connections. 

87  No  connection  to  lead  branches  for  water-closets 
vent  °P  SmkS  W1  bC  permitted»  excePt  the  required  branch 

88.  Branch  soil  and  waste  pipe  must  have  a  fall  of  at 
least  one-quarter  inch  per  foot. 

89.  Short  TY  branches  will  be  permitted  on  vertical 
lines  only.  Long  one-quarter  bends  and  long  TY’s  are 
permitted.  Short  one-quarter  bends  and  double  hubs,  short 
roof  increasers  and  common  offsets,  and  bands  and  sad¬ 
dles  are  prohibited. 

90.  The  diameters  of  soil  and  waste  pipes  must  not  be 
less  than  those  given  in  the  following  table : 


Main  soil  stacks  in  buildings  serving  not  more 
than  two  sets  of  fixtures  in  four  or  less  stories 

Main  soil  stacks  in  residence  buildings  serving 
not  more  than  two  sets  of  fixtures  in  five 
or  six  stories . 

Main  soil  stacks  in  all  other  cases . 

Branch  soil  pipes  for  not  more  than  four  wa¬ 
ter  closets . 

Branch  soil  pipes  for  more  than  four  water- 
closets  . 

Main  waste  stacks . 

Main  waste  stacks  for  kitchen  sinks  on  six  or 
more  floors . 

Branch  waste  pipes  for  slop  sinks . 

Branch  waste  pipes  for  laundry  tubs . 

When  set  in  ranges  of  three . 

Branch  waste  for  kitchen  sinks  . ’  ]  *  ’ . 

Branch  waste  for  urinals . 

Branch  waste  for  other  fixtures . 


4  inches 

4  inches 

5  inches 

3  inches 

4  inches 

2  inches 

3  inches 
3  inches 
1^2  inches 
2  inches 
2  inches 
2  inches 
V/2  inches 


A  set  of  fixtures,  as  used  in  this  rule,  shall  include  not 
more  than  one  water-closet,  one  bath  tub,  one  wash  basin, 
one  sink  and  two  laundry  trays. 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps  con- 
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nected  to  main  waste  or  soil  lines  or  to  the  house  drain 
by  branch  piping  not  over  seven  (7)  feet  in  length  with 
a  fall  not  exceeding  two  (2)  inches  per  foot,  shall  be 
protected  from  siphonage  and  back-pressure  by  special  lines 
of  vent  pipes;  provided  that  where  approved  deep-seal 
siphon- jet  water  closet  or  slop  sink  fixtures  are  installed 
with  branch  piping  not  over  five  (5)  feet  in  length  from 
fixture  to  main  soil  or  waste  line,  the  vent  pipe  may  be 
omitted  for  such  fixtures  in  buildings  not  over  eight  (8) 
stories  in  height,  ana  where  the  main  soil  or  waste  line  is 
made  one  inch  larger  in  diameter  than  required  by  these 
rules,  the  vent  pipe  may  also  be  omitted  for  such  fixtures 
in  buildings  over  eight  (8)  stories  in  height. 

92.  All  vent  pipe  lines  and  main  branches  must  be 
of  iron,  steel  or  brass.  They  must  be  increased  in  diam¬ 
eter  and  extended  above  the  roof  as  required  for  waste 
pipes.  They  may  be  connected  with  the  adjoining  soil 
or  waste  line  well  above  the  highest  fixture,  but  this  will 
not  be  permitted  when  there  are  fixtures  on  more  than 
six  floors. 

93.  All  offsets  must  be  made  at  an  angle  of  not  less 
than  forty-five  degrees  to  the  horizontal,  and  all  lines 
must  be  connected  at  the  bottom  with  a  soil  or  waste 
pipe  or  the  drain  in  such  a  manner  as  to  prevent  the  ac¬ 
cumulation  of  rust  scale. 

94.  Branch  vent  pipes  shall  be  kept  above  the  top  of  all 
connecting  fixtures,  so  as  to  prevent  the  use  of  vent  pipes 
as  soil  pipes  or  waste  pipes.  Branch  vent  pipes  should 
be  connected  not  less  than  six  inches  nor  more  than  two 
feet  from  crown  of  trap  or  side  of  lead  bend. 

95.  Except  where  “yoke  type”  ventilation  is  installed, 
vent  connection  for  water-closets  and  slop  sinks  must  be 
made  from  the  branch  soil  or  waste  pipe  just  below  the 
trap  of  the  fixture,  and  the  branch  vent  pipe  must  be  so 
connected  as  to  prevent  obstruction,  and  no  waste  pipe  con¬ 
nected  between  it  and  the  fixture.  Earthenware  traps  must 
have  no  vent  horns. 

“Yoke  type”  ventilation  shall  be  taken  to  mean  a  cross 
connection,  by  means  of  a  horizontal  branch  soil  or  waste 
pipe,  between  the  main  soil  or  waste  line  and  the  vent  line, 
and  in  which  the  connection  between  the  branch  pipe  anc 
the  vent  line  is  made  at  least  six  (6)  inches  above  the  lin< 
of  fixtures  discharging  into  such  branch  pipe. 

96.  No  sheet  metal,  brick  or  other  flue  shall  be  used 
as  a  vent  pipe. 

97.  The  sizes  of  vent  pipes  throughout  must  not  be  less 
than  the  following : 

For  main  vents,  two  inches  in  diameter ;  for  water- 
closets  on  three  or  more  floors,  three  inches  in  diameter; 
for  other  fixtures  on  less  than  seven  floors,  two  inches 
in  diameter;  three-inch  vent  pipe  will  be  permitted  for 
less  than  nine  stories;  for  more  than  eight  and  less  than 
sixteen  stories,  four  inches  in  diameter ;  for  more  than  fif¬ 
teen  and  less  than  twenty-two  stories,  five  inches  in  diam¬ 
eter  ;  for  more  than  twenty-one  stories  the  size  of  the  vent 
pipe  shall  be  determined  by  the  Superintendent  of  Buildings. 

For  fixtures  other  than  water-closets  and  slop  sinks  and 

for  more  than  eight  stories,  vent  pipes  may  be  one  inch 
smaller  in  diameter  than  above  stated. 

For  long  branch  vent  pipes  over  10  feet  in  length  but 
not  exceeding  25  feet,  two  inches  in  diameter;  when  over 
25  feet  in  length  but  not  exceeding  50  feet,  three  inches 
in  diameter.  No  branch  vent  pipe  can  exceed  50  feet  in 
length,  nor  can  any  main  vent  be  of  less  diameter  than 
the  largeset  branch  vent  connecting  to  same. 

98.  When  the  plumbing  fixtures  installed  in  any  build¬ 
ing  are  arranged  in  groups  or  batteries,  “yoke  type”  ven¬ 
tilation  may  be  installed,  provided  that  for  batteries  of  wa¬ 
ter-closets  each  fixture  shall  be  set  not  more  than  two  (2) 
feet  distant  from  the  horizontal  branch  soil  pipe  into  which 
it  discharges,  and  for  batteries  of  fixtures  other  than  wa¬ 


ter-closets  each  fixture  shall  be  so  located  that  its  trap  wi 
be  not  more  than  two  (2)  feet  distant  from  the  horizont; 
branch  waste  line  into  which  it  discharges.  When  the  ord 
nary  type  of  venting  is  installed  and  the  number  of  branc 
or  back  vents  from  the  traps  of  fixtures  connecting  to  an 
main  branch  vent  exceeds  the  number  and  size  given  in  th 
following  table,  a  3-inch  main  branch  vent  must  be  prc 
vided  for  the  additional  vent  connections. 


2-114  inch  branches  on  a  1J4  inch  main  branch. 

4-2  inch  branches  on  a  2  inch  main  branch. 

7-1 J4  inch  branches  on  a  2  inch  main  branch. 

2-2  I 

4-1/4  j  inch  branches  on  a  2  inch  main  branch. 
1-2  ) 

.  t  x/  >  inch  branches,  on  a  2  inch  main  branch. 


Traps. 

99.  No  form  of  trap  will  be  permitted  to  be  used  unles 
it  has  been  approved  by  the  Superintendent  of  Building 
or  the  Board  of  Standards  and  Appeals. 

No  anti-siphon  trap  or  deep-seal  siphon- jet  fixture  sha 
be  approved  until  it  has  successfully  passed  such  test  a 
may  be  prescribed  by  the  Board  of  Standards  and  Appeal 

100.  No  masons’  cesspool,  bell,  pot,  bottle  or  D-tra 
will  be  permitted,  nor  any  form  of  trap  that  is  not  sell 
cleaning,  nor  that  has  interior  chamber  or  mechanisn 
nor  any  trap  except  earthenware  ones  that  depend  upo 
interior  partitions  for  a  seal.  Backwater  or  tide  valve 
will  only  be  permitted  when  it  can  be  shown  to  the  sal 
isfaction  of  the  Superintendent  of  Buildings  that  thei 
use  is  absolutely  necessary  and  of  a  type  as  approved  b 
him. 

101.  Every  fixture  must  be  separately  trapped  by 
water-sealing  trap  placed  as  close  to  the  fixture  outlet  a 
possible,  and  no  trap  shall  be  placed  more  than  2  feet 
inches  from  any  fixture. 

102.  A  set  of  not  more  than  three  wash  trays  ma 
connect  with  a  single  trap,  or  into  the  trap  of  an  ad 
joining  sink,  provided  both  sink  and  tub  waste  outlets  ar 
on  the  same  side  of  the  waste  line,  and  the  sink  is  neare; 
the  line.  When  so  connected,  the  waste  pipe  from  th 
wash  trays  must  be  branched  in  below  the  water-seal. 

103.  The  discharge  from  any  fixture  must  not  pas 
through  more  than  one  trap  before  reaching  the  house 
drain. 

104.  All  traps  must  be  well  supported  and  set  true  wit 
respect  to  their  water  levels. 

105.  All  fixtures,  other  than  water-closets  and  urinal! 
must  have  strong  metallic  strainers  or  bars  over  the  outlet 
to  prevent  obstruction  of  the  waste  pipe. 

106.  All  exposed  or  accessible  traps,  except  water-close 
traps,  must  have  brass  trap  screws  for  cleaning  the  tra 
placed  on  the  inlet  side,  or  below  the  water  level. 

107.  All  iron  trapa  for  house-drain,  yard  and  other  drain 
and  leaders  must  be  running  traps  with  handhole  cleanout 
of  full  size  of  the  traps,  when  same  are  less  than  five  (J 
inches.  All  traps  under  ground  must  be  made  accessibl 
by  brick  manholes  with  proper  covers. 

108.  Overflow  pipes  from  fixtures  must  in  all  cases  b 
connected  on  the  inlet  side  of  traps. 

109.  All  earthenware  traps  must  have  approved  heav; 
brass  floor  plates  properly  secured  to  the  branch  soil  pip 
and  bolted  to  the  trap  flange,  and  the  joint  made  gas-tight 
The  use  of  rubber  washers  for  floor  connections  is  pro 
hibited.  All  floor  flanges  must  be  set  in  place  and  in 
spected  before  any  water-closet  is  set  thereon. 
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110.  No  trap  shall  be  placed  at  the  foot  of  main  soil 
and  waste  pipe  lines. 

111.  Every  plunge  bath  shall  be  provided  with  a  trap 
at  least  four  inches  in  diameter,  the  waste  from  trap  to 
bath  to  be  reduced  to  two  inches  in  diameter  and  this 
waste  to  be  controlled  by  a  gate  valve.  Overflow  pipes, 
if  provided,  must  be  connected  on  inlet  side  of  trap.  Ex¬ 
cept  where  an  approved  anti-siphon  trap  is  installed  in 
the  manner  specified  in  Rule  91,  such  trap  must  be  ven¬ 
tilated  by  a  separate  vent  line  extended  above  the  roof, 
of  the  same  size  as  trap  and  water  connection. 

112.  The  sizes  for  traps  must  not  be  less  than  those 
given  in  the  following  table: 


Traps  for  water-closets 
Traps  for  slop  sinks.... 
Traps  for  kitchen  sinks. 
Traps  for  wash  trays... 

Traps  for  urinals . 

Traps  for  shower-baths. 
Traps  for  other  fixtures 


4  inches  in  diameter 

3  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

V/2  inches  in  diameter 


Traps  for  leaders,  area,  floor  and  other  drains  must 
be  at  least  3  inches  in  diameter. 

113.  Every  dental  cuspidor  must  be  separately  trapped 
by  a  trap  of  at  least  one  and  one-half  (1J4)  inches  in 
diameter,  which  shall  be  vented  except  where  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  and  placed  as  close  to  the  fixture  as  possible.  The  con¬ 
nection  between  trap  and  cuspidor  may  be  three-quarters 
(}i)  of  an  inch  in  diameter. 

114.  No  plumbing  fixtures,  except  bar  sinks,  soda  foun¬ 
tains  or  drinking  fountains,  shall  be  installed  with  an  in¬ 
direct  waste  connection  to  the  plumbing  and  drainage  sys¬ 
tem.  The  waste  of  every  bar  sink,  soda  fountain  and  drink¬ 
ing  fountain,  if  not  directly  connected,  must  discharge  over 
a  properly  water-supplied,  trapped  sink,  with  trap  vented, 
unless  an  approved  anti-siphon  trap  is  installed  in  the  man¬ 
ner  specified  in  Rule  91.  The  main  waste  lines  shall  be 
two  (2)  inches  in  diameter,  and  the  branches  to  fixtures 
at  least  one  and  one-half  ( V/2 )  inches  in  diameter.  Drink¬ 
ing  fountains  must  be  trapped  and  the  waste  line  extended 
through  the  roof.  No  vent  connections  need  be  provided. 

Safe  and  Refrigerator  Waste  Pipes. 

115.  Safe  and  refrigerator  waste  pipes  must  be  of  gal¬ 
vanized  iron,  and  be  not  less  than  1J4  inches  in  diameter 
nor  larger  than  V/2  inches  in  diameter  with  pipe  branches 
at  least  1  inch  in  diameter  with  strainers  over  each  inlet. 

116.  Safe  and  refrigerator  waste  pipes  shall  not  be 
trapped.  They  must  discharge  over  a  properly  water-sup¬ 
plied,  trapped  sink,  with  trap  vented  unless  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  such  sink  to  be  publicly  placed,  and  not  more  than  4 
feet  above  the  floor.  In  no  case  shall  any  refrigerator  or 
safe  waste  pipe  discharge  over  a  sink  located  in  a  room 
used  for  living  purposes. 

117.  The  branches  on  vertical  lines  must  be  made  by 
Y  or  TY  fittings  and  carried  up  to  the  safe  with  as  much 
pitch  as  possible. 

118.  Lead  safes  must  be  graded  and  neatly  turned  over 
bevel  strips  at  their  edges. 

119.  Where  there  is  an  offset  on  a  refrigerator  waste 
pipe  in  the  cellar,  there  must  be  cleanouts  to  control  the 
horizontal  part  of  the  pipe. 

120.  In  all  lodgings  and  tenement  houses  the  safe  and 
refrigerator  waste  pipes  must  extend  above  the  roof. 


Watei  Closets.  Sinks  and  Washtubs. 


( Good  except  as  relating  to  tenement  houses  and  factories .) 

.  121«  In  all  buildings  occupied  as  stores,  dwellings,  lodg¬ 
ing  or  boarding  houses,  hotels,  offices,  lofts,  workshops,  fac¬ 
tories  or  storage  houses,  there  must  be  at  least  one  water- 
closet  in  each  building.  1  here  must  be  sufficient  water- 
closets  so  that  there  will  never  be  more  than  15  persons  to 
each  water-closet  In  places  of  public  assembly,  the  num¬ 
ber  of  toilets  and  the  most  available  location  are  to  be  de¬ 
termined  by  the  Superintendent  of  Buildings. 

122.  Separate  water-closets  and  toilet  rooms  must  be  pro¬ 
vided  for  each  sex  in  buildings  used  as  workshops,  lofts, 
office  buildings,  factories,  hotels,  and  all  places  of  public 
assembly. 

123.  In  lodging  houses,  there  must  be  one  water-closet 
on  each  floor,  and  where  there  are  more  than  15  persons 
on  any  floor  there  must  be  an  additional  water-closet  on 
that  floor  for  every  15  additional  persons  or  fraction 
thereof. 

124.  In  tenement  houses,  lodging  houses,  factories,  work¬ 
shops,  and  all  public  buildings,  the  entire  water-closet  apart¬ 
ment,  and  side  walls  to  a  height  of  six  inches  from  the 
floor,  except  at  the  door,  must  be  made  waterproof  with 
asphalt,  cement,  tile,  metal  or  other  waterproof  material 
as  approved  by  the  Superintendent  of  Buildings. 

125.  In  all  buildings,  the  water-closet  and  urinal  apart¬ 
ments  must  be  ventilated  to  the  outer  air  by  windows  open¬ 
ing  on  the  same  lot  upon  which  the  building  is  situated 
or  by  a  ventilating  skylight  placed  over  each  room  or  apart¬ 
ment  wherein  such  fixtures  are  located. 

126.  In  all  buildings,  the  outside  partition  of  any  water- 

closet  or  urinal  apartment  must  be  air-tight  and  extend 
to  the  ceiling  or  be  independently  ceiled  over.  When  neces¬ 
sary  to  properly  light  such  apartments,  the  upper  part  of 
the  partitions  must  be  provided  with  translucent  glass.  The 
interior  partitions  of  such  apartments  must  be  dwarfed  par¬ 
titions. 

127.  The  general  water-closet  accommodation  of  any 
building  cannot  be  placed  in  the  cellar,  nor  can  any  water- 

closet  be  placed  outside  of  a  building  except  to  replace  an 

existing  water-closet. 

128.  In  alteration  work  where  it  is  not  practicable  to 
ventilate  a  water-closet  or  urinal  apartment  by  windows  or 
a  skylight  directly  to  the  outer  air,  there  may  be  provided 
a  galvanized  wrought  iron  vent  duct  extended  to  the  outer 
air  which  must  be  equal  in  area  to  at  least  144  inches  for 
one  water-closet  or  urinal,  and  an  additional  72  square 
inches  for  each  water-closet  added  therein. 

129.  Where  water-closets  will  not  support  a  rim-seat,  the 
seat  must  be  supported  on  galvanized  iron  legs. 

130.  Every  earthenware  water-closet  with  connection 
through  the  floor  in  all  new  work,  and  in  all  alterations, 
must  be  set  on  an  approved  floor  slab  of  porcelain,  slate 
or  other  material  impervious  to  moisture,  same  to  be  not 
less  in  size  than  the  base  of  the  water-closet  set  thereon. 

131.  All  water-closets  must  have  earthenware  flushing 
rim  bowls.  They  must  be  set  entirely  free  and  open  from 
all  enclosing  woodwork. 

132.  Pan,  plunger,  offset-washout  and  washout,  or  other 
water-closets  having  an  unventilated  space,  or  the  walls 
of  which  are  not  thoroughly  washed  out  at  each  discharge, 
will  not  be  permitted. 

133.  Long  hopper  water-closets  will  not  be  permitted, 
except  earthenware  hoppers  where  there  is  an  exposure 
to  frost. 

134.  Drip  trays  on  water-closets  will  not  be  permitted. 

135.  Water-closets  and  urinals  must  never  be  connected 
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directly  with  or  flushed  from  the  water-supply  pipes,  ex¬ 
cept  when  flushometer  valves  are  used. 

136  Each  water-closet  and  urinal  must  be  flushed  from 
a  smarate  cistern,  the  water  from  which  is  used  for  no 
other  purpose,  or  may  be  flushed  through  flushometer  valves. 

137.  Where  “Flushometers”  are  used,  they  must  be  sup¬ 
plied  ’  from  tank  pressure,  unless  otherwise  permitted  by 
the  Superintendent  of  Buildings;  the  rising  lines  shall  be 
at  least  one  and  one-half  inches  in  diameter,  and  the  main 
branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall  not 
exceed  twelve  inches  in  length. 

138  The  overflow  of  cisterns  may  discharge  into  the 
bowl  of  the  closet,  but  in  no  case  connect  with  any  part 
of  the  drainage  system. 

139  Iron  water-closet  and  urinal  cisterns  and  automatic 
water-closet  and  urinal  cisterns  are  prohibited,  unless  ap¬ 
proved  by  the  Superintendent  of  Buildings. 

140  The  copper  lining  of  water-closet  and  urinal  cisterns 
must 'not  be  lighter  than  ten  (10)  ounce  copper. 

141.  Water-closet  flush  pipes  must  not  be  less  than 
one  and  one-fourth  inches  and  urinal  flush  pipes  one  (  ) 
inch  in  diameter,  and  if  of  lead  must  not  weigh  less  than 
two  and  one-half  pounds  and  two  pounds  per  linear  foot. 
Flush  couplings  must  be  of  full  size  of  the  pipe. 

142.  Rubber  connections  and  elbows  are  not  permitted 

on  flush  pipes.  . 

143  T  atrines  trough  water-closets  and  similar  appliances 
may43be  used  onV  on  written  permit  from  the  Superintend- 
ent  of  Buildings,  and  must  be  set  and  arranged  as  may  be 
required  by  the  terms  of  the  permit. 

144.  All  urinals  must  be  constructed  of  materials  im¬ 
pervious  to  moisture,  and  that  will  not  cor  rode  under  th 
action  of  urine.  The  floor  and  wall  of  the  urinal  apart¬ 
ments  must  be  lined  with  similar  non-absorbent  and  non- 
corrosive  material. 

145  The  platforms  of  treads  of  urinal  stalls  must  never 
be  connected  independently  to  the  plumbing  system,  nor 
car.  they  be  connected  to  any  safe  waste  pipe. 

146.  Iron  trough  water-closets  and  trough  urinals  must 
be  enameled  or  galvanized. 

147  Tn  all  houses,  sinks  must  be  entirely  open,  on  iron 
legs  or  brackets  without  any  inclosing  woodwork. 

148  Wooden  wash  tubs  are  prohibited,  except  when  used 
in  hotels  restauiants  or  bottling  establishments  for  wash- 
tag  dS,es  or  hollies.  Cement  or  artificial  stone  tubs  'vtl 
not  be  permitted  unless  approved  by  the  Superintendent  o 
Buildings. 


Riser  Lines. 


153.  The  diameter  of  all  riser  lines  in  plumbing  sys¬ 
tems  shall  be  not  less  than  three-quarters  (&)  inches; 
except  that  when  lead  or  brass  pipe  is  used,  the  minimum 
diameter  may  be  one-half  (J4)  inch. 

Separate  stop-cocks  or  valves,  so  located  as  to  be  ac¬ 
cessible  at  all  times,  shall  be  placed  at  the  foot  of  each 
riser  line  and,  in  all  buildings  other  than  residence  build¬ 
ings  occupied  exclusively  by  one  or  two  families  or  hav¬ 
ing  not  more  than  fifteen  sleeping  rooms,  on  each  brand 
line  from  the  riser  for  each  isolated  fixture  or  each  grouj 
of  fixtures,  such  as  bathroom  fixtures,  kitchen  fixtures,  etc. 
except  that  only  one  stop  cock  or  valve  shall  be  require? 
for  tb:  fixtures  contained  in  any  one  apartment,  suite 
store  or  loft  occupied  by  one  tenant  when  all  the  fixture 
contain  id  in  each  such  apartment,  suite,  store  or  loft  an 
supplic ;  from  one  branch  line. 


154.  Diameters  of  branches  to  any  fixtures  must  no 
be  less  than  one-half  inch,  except  when  used  to  supply  wa 
ter-closets,  cisterns  or  lavatories.  When  the  material  use 
is  lead  or  brass  pipe,  the  minimum  diameter  may  be  three 
eighths  inch.  Branches  for  flush  valves  for  water-closet 
must  not  be  less  than  one  and  one-quarter  inch  in  diamete 
and  for  urinals  not  less  than  three-quarters  of  an  inch  i 
diameter. 


155.  Where  a  hot  water  supply  system  is  installed,  th 
distance  between  the  hot  and  cold  water  risers  should  nc 
be  less  than  six  inches.  Where  it  is  impossible,  to  plac 
them  six  inches  or  more  apart,  the  hot  water  riser  mu; 
be  covered  with  an  approved  insulating  .material  and 
method  of  circulation  provided  that  will  insure  a  prom) 
delivery  of  hot  water  at  the  faucet  when  required. 


All  hot  water  systems-  in  buildings  of  more  titan  foi 
stories  in  height  shall  be  of  an  approved  circulating  typ 
In  buildings  of  four  stories  or  less  where  the  develop! 
length  of  hot  water  piping  exceeds  100  feet  from  the  boil 
to  the  fixture,  an  approved  circulating  system  shall 
installed. 


156.  All  risers  and  branches  must  be  properly  fastene 


157.  When  the  water  pressure  is  not  sufficient  to  su 
ply  freely  and  continuously  all  fixtures,  a  house  supp 
tank  must  be  provided  of  sufficient  size  to  afford  an  amf 
supply  of  water  to  all  fixtures  at  all  times.  Such  tan 
must  be  supplied  from  the  pressure  or  by  power  pum; 
as  may  be  necessary ;  when  from  the  pressure,  ball  coc 
must  be  provided. 


158.  House  supply  tanks  must  be  metal-covered  so 
to  exclude  dust  and  so  located  as  to  prevent  water  co 
tamination  by  gas  and  odors  from  plumbing  fixtures. 


Water  Supply  for  Fixtures. 


149  All  water-closets  and  other  plumbing  fixtures  must 
be  provided  with  a  sufficient  supply  of  water  for  flushing 
to  keep  them  in  a  proper  and  cleanly  condition. 

Flush  tanks  must  have  a  capacity  of  eight  gallons  for 
water-closets  and  five  gallons  for  urinals. 

150  House  service  pipes  must  be  connected  to  the  street 
mains  by  means  of  taps,  and  a  stop-cock  or  valve :  placed uinde 

sidewalk  at  the  curb,  in  compliance  with  the  rules  ana 
under  the  supervision  of  the  Department  of  Water  Supply, 
Gas  and  Electricity. 

151.  A  separate  stop  or  valve  must  be  placed  upon  the 
service  pipe  inside  the  front  wall. 


159.  House  supply  tanks  must  be.  of  wood  or  iron, 
of  wood  lined  with  tinned  and  planished  copper. 


160.  House  tanks  must  be  supported  on  iron  beams. 


161.  The  overflow  pipe  should  discharge  upon  the  ro 
where  possible,  and  in  such  cases  should  be  brought  do1 
to  within  six  (6)  inches  of  the  roof,  or  it  must  be  trapi 
and  discharged  over  an  open  and  water-supplied  sink  i 
in  the  same  room,  nor  over  three  and  one-half  feet  abc 
the  floor.  In  no  case  shall  the  overflow  be  connected  w 
any  part  of  the  plumbing  system. 


152  The  diameters  of  street  service  pipes  must  not  be 
less  than  three-quarter  inch  for  dwellings  and  tenemen  s 
occupied  by  six  families  or  less;  one  inch  for  tenements 
and  one  and  one-half  inch  for  hotels,  factories  and  other 
miscellaneous  buildings,  provided  that  in  no  case  can  the 
diameter  of  the  service  pipes  be  less  than  the  diameter 
the  tap  installed  under  the  supervision  of  the  Department 
of  Water  Supply,  Gas  and  Electricity. 


162.  Emptying  pipes  for  such  tanks  must  be  provic 
and  be  discharged  in  the  manner  required  for  overt! 
pipes,  and  may  be  branched  into  overflow  pipes.  Empty 
pipes  for  tanks  containing  more  than  five  hundred  (5( 
gallons  must  be  four  (4)  inches  in  diameter  and  provi< 
with  a  valve  of  same  size  fitted  with  a  wheel  or  le 
handle. 


163.  Acid  wastes  must  be  “B”  lead  pipe  or  earthen  pi 
if  of  lead  pipe  they  must  be  at  least  two  inches  in  di* 
eter,  and  if  of  earthen  pipe  at  least  three  inches  in  4;s 
and  continued  down  to  the  lower  story  of  building  < 
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)  arranged  as  to  discharge  into  a  lime  box  and  diluting 
nk  properly  trapped  and  vented  and  connected  inside  of 
buse  trap.  If  the  lime  box  and  diluting  sink  are  not  used 
He  acid  waste  must  be  extended  to  an  earthen  house  sewer 
-  separately  and  independently  connected  to  a  public  or  pri- 
ite  sewer  in  street  and  provided  with  an  accessible  rim¬ 
ing  trap  located  just  inside  of  front  wall  of  building. 
|ll  branches  and  joints  on  lead  acid  wastes  must  be  made 
means  of  burnt  lead  joints.  If  earthenware  pipe  is  used, 
jrtical  joints  must  be  made  with  a  mixture  of  asphaltum 
id  cement.  Each  length  of  pipe  on  vertical  runs  and  on 
prizontal  runs  when  above  the  cellar  floor  must  be  sup- 
prted  at  each  hub  by  proper  supports.  All  floor  drains 
id  fixture  connections  must  be  trapped  and  run  as  direct 
possible. 

I 

Sewage  Lifts. 

164.  When  it  is  necessary  to  use  a  sump  system  and 
wage  lift  to  receive  the  discharge  from  the  waste  or  soil 
innection  to  fixtures,  same  shall  be  arranged  to  be  ac- 
ssible.  If  discharged  with  compressed  air  it  shall  be 
nnected  to  the  house  drain  on  the  sewer  side  of  all  leader 

area  drain  traps  and  fixture  connections  or  may  be  con- 
fcted  to  house  drain  on  the  sewer  side  of  house  trap.  A 
parate  trap  and  fresh  air  inlet  must  be  provided  on  the 
let  side  of  sump  and  a  4-inch  pipe  line  continued  from 
ain  discharging  into  sump  up  to  and  above  roof,  for 
irposes  of  ventilation.  Relief  pipes  must  be  provided  on 
;wage  receptacles  of  sumps.  Traps  of  fixtures  connected 
sump  systems  must  not  be  vented  to  vent  lines  which 
ie  used  to  ventilate  traps  of  fixtures  on  gravity  system, 
imp  systems  should  be  entirely  separate  both  as  to  dis- 
orge  and  venting  from  rest  of  plumbing  system  in  budd¬ 
ies. 

P 

Oil  Separators. 

165.  Oil  separators  installed  in  any  building  where  vola- 
ie  fluids  are  used  must  be  arranged  to  be  readily  accessible, 
ley  must  not  receive  the  discharge  of  any  water-closet. 
:in  leader,  yard,  court  or  area  drain. 

166.  They  must,  if  discharged  by  gravity,  be  connected 
I  a  _Y  branch  fitting  to  the  house  drain  behind  the  house 
ip  in  such  a  manner  that  they  will  not  interfere  with  the 
fuse  drain  and  the  rest  of  the  plumbing  and  drainage  sys- 
m.  When  mechanical  force  is  used  to  discharge  the  con- 
fits,  the  connection  must  be  made  by  a  Y  branch  fitting 
i  the  sewer  side  of  house  trap. 

I 

167.  No  separate  running  trap  need  be  provided  on  the 
(fain  entering  oil  separators,  but  a  separate  fresh  air  inlet 
:d  vent  line  must  be  provided  to  keep  the  system  of  drain- 
<e  controlled  by  the  oil  separator  entirely  separate  from 
t?  rest  of  plumbing  and  drainage  system. 

168.  The  size  of  fresh  air  inlet  shall  be  determined  by 
fe  size,  of  inlet  connection  to  oil  separator,  which  shall 
f  considered  the  same  as  the  term  house-drain  for  de¬ 
l-mining  the  size  of  all  fresh  air  inlets,  which  shall  con- 
rm  to  th^  same  requirements  as  regards  size  and  arrange- 
'mt  of  terminals  for  fresh  air  inlets  as  called  for  in  regu- 
lions. 

169.  Vent  lines  shall  conform  in  all  respects  to  vent  lines 
r  plumbing  fixtures  as  regards  size  and  arrangement. 

170.  Relief  pipes  must  be  provided  at  least  1JA  inches  in 
•imeter.  They  may  be  connected  to  a  vent  line  when  in- 
■illed  as  a  separate  system  or  must  be  carried  independently 

;ove  the  roof. 

Testing  the  Plumbing  System. 

1  he  entire  plumbing  and  drainage  system  within  the 

h'\.:ng  must  be  tested  by  the  plumber,  in  the  presence  of 


a  Plumbing  Inspector,  under  a  water  test.  All  pipes  mu..-; 
remain  uncovered  in  every  part  until  they  have  successfully 
passed  tiie  test.  The  plumber  must  securely  close  all  open¬ 
ings,  as  directed  by  the  Inspector  of  Plumbing.  The  use 
of  wooden  plugs  for  this  purpose  is  prohibited. 

172.  1  he  water  test  will  be  applied  by  closing  the  lower 
end  of  the  main  house  drain  and  filling  the  pipes  to  the 
highest  opening  above  the  roof  with  water.  The  water  test 
shall  include  at  one  time  the  house  drain  and  branches,  all 
vertical  and  horizontal  soil,  waste  and  vent  and  leader  lines 
and  all  branches  therefrom  to  a  point  above  the  surface  of 
the  finished  floor  and  beyond  the  finished  face  of  walls  and 
partitions.  If  the  drain  or  any  part  of  the  system  is  to 
be  tested  separately,  there  must  be  a  head  of  water  at 
least  six  (6)  feet  above  all  parts  of  the  work  so  tested, 
and  special  provision  must  be  made  for  including  all  joints 
and  connections  in  at  least  one  test. 

1<3.  After  the  completion  of  the  plumbing  work  in  any 
new  or  altered  building  and  before  the  building  is  occu¬ 
pied,  a  final  smoke  test  must  be  applied  in  the  presence 
of  a  Plumbing  Inspector.  Except  that  for  a  building  not 
over  six  stories  in  height,  a  peppermint  test  may  be  applied. 

174.  The  material  and  labor  for  the  test  must  be  fur¬ 
nished  by  the  plumber.  When  the  peppermint  test  is  used, 
two  ounces  of  oil  of  peppermint  must  be  provided  for  each 
line  up  to  five  stories  and  cellar  in  height  and  an  additional 
ounce  of  oil  of  peppermint  must  be  provided  for  each  line 
when  lines  are  more  than  five  stories  in  height. 

Plumbing  in  Tenement  Houses. 

175.  All  sections  or  parts  of  sections  of  the  tenement 
house  law  relating  to  plumbing  and  drainage  of  tenement 
houses  are  to  be  observed,  and  are  hereby  made  a  part  of 
these  rules  and  regulations. 

Gas  Piping  and  Fixtures. 

176.  Hereafter  the  gas  piping  and  fixtures  in  all  new 
buddings  and  all  alterations  and  extensions  made  to  the 
gas  piping  or  fixtures  in  old  buildings  must  be  done  in  ac¬ 
cordance  with  the  following  rules,  which  are  made  in  ac¬ 
cordance  with  the  provisions  of  section  *89  of  the  Building 
Code. 

For  additional  requirements  of  public  buildings,  theatres 
and  places  of  assemblage,  see  Part  **XXI  of  the  Building 
Code. 

177.  Before  the  construction  or  alteration  of  any  gas 
piping  in  any  building  or  part  of  any  building,  a  permit  must 
be  obtained  from  the  Superintendent  of  Buildings.  This  per¬ 
mit  will  be  issued  only  to  a  registered  plumber.  Small 
alterations  may  be  made  by  notifying  the  Bureau  of  Build¬ 
ings,  using  the  same  blank  forms  provided  for  alterations 
and  repairs  to  plumbing. 

178.  All  gas  pipe  shall  be  of  the  best  quality  wrought 
iron  or  steel  and  of  the  kind  classed  as  standard  pipe,  and 
shall  weigh  according  to  the  following  scale: 


*Art.  29.  New  Building  Code 
**Art.  25.  New  Building  Code. 


Weights  pei 

Diameters  Linear  Foot 


Y  inch .  0.56  pound 

Vi  inch .  0.85  pound 

Y  inch .  1.12  pound 
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„  •  .  ....  1.67  pound 

]  .  lnc^ . .  2.24  pounds 

?n<* . ;;;;;;;;;;  3.6i  pounds 

:/2  jj}4 . .  7.54  P°unds 

I10, .  .  9.00  pounds 

Slh.* : i ii ii r ii ‘ ‘ ‘ ’ .  io-66  pounds 


No  pipe  allowed  of  less  than  inch  in  diameter. 

179.  All  fittings  (except  stop-cocks  or  valves)  shall  be 

'  *  ]  S()1"  CThere'r shall  be  a  heavy  brass,  straightway  cock  or 
iralve  on  the  service  pipe  immediately  inside  the  front  foun- 
Jation  wall.  Iron  cocks  or  valves  are  not  permitte  . 

181.  Where  it  is  not  impracticable  so  to  do,  all  nsers 
shall  be  left  not  more  than  five  feet  from  front  wall.  . 

182  No  pipe  shall  be  laid  so  as  to  support  any  weight 
(except  fixtures)  or  be  subjected  to  any  strain  whatsoever. 
All  oSe  shall  be  properly  laid  and  fastened  to  prevent  be¬ 
coming  trapped  and  shall  be  laid,  when  practicable,  above 
timbers  or  beams  instead  of  beneath  them.  Where  r™^g 
lines  or  branches  cross  beams,  they  must  do  so  within  thirty 
six  inches  of  the  end  of  the  beams,  and  in  no  case  shall 
the  said  pipes  be  let  into  the  beams  more  than  two  inches 
in  depth  Any  pipe  laid  in  a  cold  or  damp  place  shall  be 
properly  dripped,  protected  and  painted  with  two  coats  of 

1  pari  and  boiled  oil  or  tarred. 

183  No  "as  pipe  shall  be  laid  in  cement  or  concrete  un¬ 
less  ?i,e  pipe^or  channel  in  which  it  is  placed  ,s  well  covered 

W'*4,aAll  drops  must  be  set  plumb  and  securely  fastened, 
each  one  having  at  least  one  solid  strap.  Drops  and  outlet. 
?ess  than  V4  of  an  inch  in  diameter  shall  not  be  left  more 
than  one  inch  below  plastering,  centrepieces  or  woodwork. 
185.  All  outlets  and  risers  shall  be  left  capped  until  co 

erei^6^>  N?  unions  or  running  threads  shall  be  permitted. 
Where  necessary  to  cut  out  to  repair  leaks  or  make  exten 
sions,  pipe  shall'  be  again  put  together  with  right  and  left 

couphngs^o  gas£tters>  Cement  shall  be  used,  except  in  putting 

fiXmS  An'gas’  brackets  and  fixtures  shall  be  placed  so 
that  the  burners  of  same  are  not  less  than  three  feet 
any  ceiling  or  woodwork,  unless  the  same  1S  Pr°Per  5T 
?ected  by  a  shield,  in  which  case  the  distance  shall  not 

be  less  than  eighteen  inches.  ,  , 

No  swinging  or  folding  gas  brackets  shall  be  placed 

ao-ainst  anv  stud  partition  or  woodwork.  _ 

"No  "as  brackets  on  any  lath  and  plaster  partition  or  w°  ' 
work  shall  be  less  than  five  inches  in  length,  measured  from 
the  burner  to  the  plaster  surface  or  woodwork. 

Gas  lights  placed  near  window  curtains  or  any  other  co 
bustible  material  shall  be  protected  by  a  proper  ,s^d- 

189  Gas  outlets  for  burners  shall  not  be  placed  unaer 

tanks  back  of  doors  or  within  four  feet  of  ** 

190.  All  buildings  shall  be  piped  according  to  the  follow 

ing  scale : 


191.  Outlets  for  gas  ranges  shall  have  a  diameter  not 
less  than  required  for  six  burners,  and  all  gas  ranges  and 
heaters  shall  have  a  straightway  cock  on  service  pipe. 

192  When  brass  piping  is  used  on  the  outside  of  plas¬ 
tering  or  woodwork,  it  shall  be  classed  as  fixtures. 

193  All  brass  tubing  use<}  for  arms  and  stems  of  fix¬ 
tures  shall  be  at  least  No.  18  standard  gauge  and  full  size 
outside  so  as  to  cut  a  full  thread. 

All  threads  on  brass  pipe  shall  screw  in  at  least  5/16 
of  an  inch.  All  rope  or  square  tubing  shall  be  brazed  or 
soldered  into  fittings  and  distributors,  or  have  a  nipple 
brazed  into  the  tubing. 

194.  All  cast  fittings,  such  as  cocks,  swing  joints  double 
centres,  nozzles,  etc.,  shall  be  extra  heavy  brass  The  plugs 
of  all  cocks  must  be  ground  to  a  smooth  and  true  surface 
for  their  entire  length,  be  free  from  sandholes,  have  less 
than  yA  of  an  inch  bearing  (except  in  cases  of  special  de¬ 
sign)  have  two  flat  sides  on  the  end  for  the  washer,  and 
have  two  nuts  instead  of  a  tail  screw.  All  stop  pins  to 
keys  or  cocks  shall  be  screwed  into  place. 

195  After  all  piping  is  fitted  and  fastened  and  all  out- 
lets^c'apped^ip,  there  must  be  a,fiied  by  the  plumber  m  the 
presence  of  an  inspector  of  the  Bureau  of  Buildings,  a  test 
with  air  to  a  pressure  equal  to  a  column  of  mercury 
inches  in  height,  and  the  same  to  stand  for  five  minutes, 
only  mercury  gauge  shall  be  used.  No  piping  shall  be  cov¬ 
ered  up,  norMalf  any  fixture,  gas  heater  or  range  be  con¬ 
nected  thereto  until  a  card  showing  the  approval  of  this 
test  has  been  issued  by  the  Superintendent  of  Buildings. 

196  No  meter  will  be  set  by  any  gas  company  until  a 
certificate  is  filed  with  them  from  the  Bureau  of  Buildings 
certifying  that  the  gas  pipes  and  fixtures  comply  with  the 

foregoing  rules. 

Modifications. 

197.  When  for  any  reason  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  Supenntend- 
ent  of  Buildings  shall  have  power  to  modify  their  provi¬ 
sions  so  that  the  spirit  and  substance  thereof  shall  be  com¬ 
plied  with.  Such  modifications  shall  be  indorsed  upon  the 
permit  over  the  signature  of  the  Superintendent  of  Build¬ 
ings. 


Diameter 

Length 

Burners 

26  feet 

3 

36  feet 

6 

60  feet 

20 

80  feet 

35 

110  feet 

60 

1  iZ  inr'Vi  .... 

.  .  150  feet 

100 

.  200  feet 

200 

. .  300  feet 

300 

4.50  feet 

450 

....  500  feet 

600 

. .  600  feet 

750 

VALIDITY  OF  PLUMBING  RULE. 

The  validity  of  Rule  50  of  the  plumbing  rules  oi  the 
several  bureaus  of  buildings  is  established  in  a  decision  by 
the  Appellate  Division,  First  Department,  handed  down  in 
the  case  of  City  of  New  York  v.  Conrad  Alheidt  The 
case  fs  reported  in  the  New  York.  Law  Journal  of  Janu¬ 
ary  10,  1918,  and  is  there  summarized  as  follows. 

“Section  50  of  the  Plumbing  Rules,  which  provides 
‘that  all  pipes  issuing  from  extension  or  elsewhere 
which  would  otherwise  open  within  twenty  feet  of  the 
window  of  anv  building  must  be  extended  above  the 
top  of  any  window  located  within  such  distance,  is 
valid  provision,  and  should  be  liberally  construed 
interest  of  the  public  health  in  order  that  noxious  gases 
should  not  be  drawn  into  nearby  windows. 

“The  use  of  the  word  ‘adjoining’  in  another  and 
distinct  part  of  the  ordinance  providing,  where  build¬ 
ings  are  of  different  height,  for  the  extension  of  vent 
lines  along  the  roofs  of  higher  buildings,  does  not  re¬ 
strict  the  application  of  such  provision  to  buildings 
actually  contiguous  to  buildings  containing  vent  lines. 

The  decision  would  seem  to  carry  with  it  also  a  recognt 
tion  of  the  plumbing  rules  in  general,  so  that  they  have  in 
effect  the  same  force  as  any  city  ordinance. 


RULES 


METHOD  FOR  TESTS  FOR  ANTI-SIPHON 
TRAPS  OR  FIXTURES. 

Adopted  by  the  Board  of  Standards  and  Appeals, 
February  11,  1919. 

Resolved,  that  the  following  be  and  it  hereby  is  adopted 
iy  the  board  of  standards  and  appeals  as  the  method  pre- 
cribed  for  tests  for  anti-siphon  traps  or  fixtures,  which 
nust  be  successfully  passed  before  such  traps  or  fixtures 
hall  be  approved  under  Rule  88,  Rules  for  Plumbing  and 
)rainage : 

Instructions. 

1.  The  entire  cost  and  responsibility  for  the  installation 
f  the  necessary  equipment  for  such  test  shall  be  borne  by 
le  person  or  firm  submitting  the  appliance. 

2.  Such  person  or  firm  shall  also  furnish  the  board,  to- 
ether  with  the  application  for  test,  the  following  material 
nd  information: 

(a)  A  stock  trap  of  the  size  and  design  to  be  tested, 
ffiich  shall  be  of  the  P  and  S  type  and  shall  be  of  lead 
r  brass,  cast  in  one  piece,  and  without  interior  partitions 
r  mechanism. 

(b)  A  similar  trap  cut  in  half. 

(c)  A  similar  trap,  to  be  used  in  the  test,  provided  with 
lass  observation  ports  of  sufficient  size  to  permit  clear 
bservation  of  the  action  occurring  within  the  trap  during 
:st,  and  such  observation  ports  shall  be  so  located  that  the 
mount  of  water  seal  remaining  after  each  test  can  be 
eadily  observed. 

(d)  An  affidavit  that  the  three  traps  submitted  are  regu- 
ir  stock  traps. 

(e)  A  list  of  all  cities,  towns  or  municipalities  where 
jch  trap  has  been  officially  approved  for  use  without  back 
enting. 

The  testing  apparatus  shall  be  located  within  the  City  of 
Jew  York,  and  in  a  place,  building  or  structure  to  meet 
le  approval  of  the  testing  authorities.  Such  apparatus  shall 
e  so  located  that  every  part  is  easily  accessible  for  inspec- 

on. 

Apparatus. 

The  apparatus  shall  consist  of  the  following : 

A  tank  of  not  less  than  fifty  nor  more  than  one  hundred 
nd  fifty  gallons  capacity,  with  adequate  water  supply  for 
^filling  the  same  during  the  test. 

A  vertical  wrought  iron  or  steel  pipe  line  fifty  feet  long, 
onnected  to  the  underside  of  the  tank,  and  of  the  same 
iternal  diameter  as  the  trap  to  be  tested. 

A  quick-opening  valve,  located  ten  feet  below  the  under¬ 
ide  of  the  tank. 

A  TY  fitting  located  two  feet  below  the  quick-opening 
alve,  with  horizontal  branch  pipe  connected  thereto,  of 
iie  same  diameter  as  the  vertical  line,  this  branch  line  not 
3  exceed  two  feet  in  length,  with  a  pitch  towards  the 
ertical  line  of  two  inches  to  the  foot,  and  the  trap  to 
e  tested  shall  be  connected  to  this  horizontal  branch  pipe. 

A  wash  basin,  or  fixture  answering  the  same  purpose, 
rhich  can  be  conveniently  connected  or  disconnected  from 
ie  inlet  side  of  the  trap. 

The  test  shall  be  conducted  as  follows : 

For  Anti-Siphon  Qualities. 

For  the  purpose  of  determining  the  efficiency  of  the  trap, 
he  tank  shal  be  completely  filled,  a  water  seal  established 

ft  the  trap ;  and : — 

The  quick-opening  valve  shall  be  opened  for  five  seconds, 
hen  closed  for  five  seconds,  and  this  alternating  process 
epeated  five  times. 

The  quick-opening  valve  shall  be  opened  and  the  entire 
ontents  of  the  tank  discharged  at  one  time. 

•  he  wash  basin  shall  be  connected  to  the  trap,  filled  with 


water,  and  both  wash  basin  and  tank  discharged  simul¬ 
taneously.  The  quick-opening  valve  shall  be  kept  open  until 
the  entire  contents  of  the  tank  has  been  discharged. 

The  trap  shall  be  disconnected  and  a  bridge  of  solid  soap 
formed  across  the  lower  half  of  the  discharge  end  of  the 
trap,  so  as  to  effectually  block  one-half  of  the  clear  water¬ 
way,  and  the  foregoing  tests  repeated. 

Each  operation  shall  be  repeated  several  times,  if  desired 
by  the  testing  authorities. 

For  Self -Cleansing  Qualities. 

.  For  the  purpose  of  determining  its  self-cleansing  quali¬ 
ties,  the  trap  shall  be  filled  with  sand  and  the  wash  basin 
filled  with  water  and  allowed  to  discharge.  A  similar  opera¬ 
tion  shall  be  repeated  with  tea  leaves,  coffee  grounds,  saw 
dust  and  grated  soap. 

For  Service  Qualities. 

The  service  qualities  of  the  trap  may  be  tested  as  fol¬ 
lows  : 

A  trap  which  has  been  in  actual  constant  use  for  a 
period  of  not  less  than  one  year  shall  be  removed  under 
the  supervision  of  a  representative  of  the  testing  authori¬ 
ties,  split  into  two  halves,  and  submitted  for  inspection,  for 
the  purpose  of  determining  whether  sediment  or  coating 
of  grease  or  other  foreign  matter  has  accumulated  in  the 
trap  during  service  conditions. 

Approval. 

An  approval  shall  not  be  issued  for  any  anti-siphon  trap 
which  has  been  subjected  to  the  foregoing  tests  unless  the 
trap  has: 

1.  Maintained  its  water  seal  throughout  the  test. 

2.  Been  successfully  scoured  of  any  foreign  substance 
placed  in  the  trap,  when  water  has  been  discharged  through 
same. 

3.  Upon  inspection,  after  service,  shown  no  excessive  ac¬ 
cumulation  of  grease  or  other  foreign  substance. 

Deep  Seal  Siphon-Jet  Fixtures,  or  Anti-Siphon  Fixtures. 

Instructions :  Applicants  for  approval  of  deep  seal  siphon- 
jet  or  anti-siphon  fixtures  shall  submit  the  following  with 
their  application : — 

(a)  A  stock  fixture  of  the  size  and  design  to  be  tested. 

(b)  A  similar  fixture,  cut  in  half. 

(c)  A  similar  fixture,  to  be  used  in  the  test,  provided 
with  glass  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  fixture  dur¬ 
ing  test,  and  such  observation  ports  shall  be  so  located  that 
the  amount  of  water  seal  remaining  after  each  test  can 
be  readily  observed. 

(d)  An  affidavit  that  the  three  fixtures  submitted  are 
regular  stock  fixtures. 

Apparatus. 

The  apparatus  shall  be  similar  to  that  required  for  anti¬ 
siphon  traps,  except  that  vertical  and  horizontal  pipes  shall 
have  an  internal  diameter  of  three  inches  for  testing  slop 
sinks  and  four  inches  for  testing  water  closets;  tank  shall 
have  a  capacity  of  not  less  than  one  hundred  gallons  and 
the  fixture  shall  be  provided  with  its  usual  water  supply 
so  that  same  may  be  flushed  when  required. 

Test. 

For  the  purpose  of  determining  the  efficiency  of  the  fix¬ 
ture  to  maintain  a  water  seal,  it  shall  be  tested  in  a  manner 
similar  to  that  prescribed  for  anti-siphon  traps,  except  that 
no  soap  bridge  need  be  provided  at  the  outlet. 

Henry  L.  Connell,  Temporary  Chairman. 
William  J.  O'Gorman,  Secretary. 
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disposition  of  cases. 


DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  January  27,  . . 


Restored  to  calendar 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


344  Withdrawn  . 

Dismissed  . 

Denied . 

42  Granted  . 

Granted  on  condition . 

Appliances  approved  . . •  •  • . 

7  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . .  •  . . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

25  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

3  Requests  to  amend  granted . 

Requests  to  amend  denied . 

6  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied.  . . 

4  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

1  Plans  approved . 

Plans  disapproved  . . . . 

0  Administrative  requests  granted . . . . 

Administrative  requests  denied  or  withdrawn. 

3  Interpretations  . .  •  . 

Requests  withdrawn  or  dismissed . 


14 

1 

12 

0 

36 

1 

3 

1 

2 


23 

1 

3 
0 
6 
0 
0 
0 

4 
0 
0 
0 
0 
0 
1 
0 
0 
0 
3 
1 


Total  .; .  HI 

Disposed  of  . 

Cases  pending  January  27,  1932 .  323 


Total 


112 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  m  this  Bulletin  of 
*e  calendar  sol  the  board,  each  case  bemg  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy,  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seeirA’ 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


/p 


CALL  OF  CLERK’S  CALENDAR 

D  The  Clerks  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  February  9,  1932,’ 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
I  uesday,  February  16,  1932,  at  2  o’clock. 


t: 


o. 

V 


Q, 

If* 


The  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  .required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli- 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman, 
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PREMISES— 112-05  to  112-07  Sutphin  boulevard,  Jamaica, 
Borough  of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station, 


DOCKET. 

Nciv  Cases  Filed  up  to  February  3,  1032. 

Cal.  No.  Department.  Premises  Affected. 

50-32- S . F.D . 210-216  11th  ave.,  Man., 

_  L.  D.  85049 


49-32-SA . F.D . “Carboradiant”  Oil  Burner, 

_  Appliance 

48i- 32 -A . F.D . 32-36  W.  18th  st.,  Mail,, 

_  F-01683 

47-32- A . B.B.M.... 323-341  E.  03th  st.,  Man., 

_  Decision 

46-32-A . F.D . 141-145  Wooster  st.,  Man., 

_  F- 8 62 67 

45-32-A . F.D . 116-118  W.  14th  st.,  Man., 

_  F -00004  &  F-30005 

44-32- S A . F.D . Vaporoil  Burner, 

_  Appliance 

43-32-S . B.B.M _ 461-460'  Fifth  ave.,  Man., 

_  Decision 

Restored  to  Calendar. 

493-3 1-BZ . B.B.Q _ 262-10  Hillside  ave.,  Floral  Park 

-  Gardens,  Q.,  N.  B.  3889-31 

340-31-BZ . B.B.B _ 2402-2418'  Cropsey  ave.,  Bklyn., 

-  Applic.  7312-31  , 

249-29-BZ . B.B.B _ 2228-2234  Gerritsen  ave.,  Bklyn., 

-  Applic.  3956-29 

485-20-BZ . B.B.M _ 2521-2523  Broadway,  Malt, 

-  N.  B.  198-20 


CODE 

F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  9,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

521-31-BZ.  '  -i 

APPLICANT — Pantrejay  Realty  Corp.,  owner. 

PREMISES  South  side  of  Eastern  boulevard,  between 
Bolton  avenue  and  White  Plains  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  _  in*  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

547-31-BZ. 

APPLICANT— Abraham  J.  Feitelberg,  for  Frederick  Snell, 
owner. 

PREMISES  Northeast  corner  of  Northern  boulevard  and 
244th  street,  Douglaston,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

572-31-BZ. 

APPLICANT— Martin  J.  Ort,  for  Augusta  Gahrman, 

owner. 


590-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Hattie  Ciesiel  and  Joe 
Ciesiel,  owners. 

PREMISES — 73-13  to  73-15  Grand  avenue,  Maspeth,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


602-31-BZ. 

APPLICANT — Samuel  A.  Potter,  for  Roosevelt-Stone  Land 
Corp.  and  Sapotter  Realty  Corp.,  owners. 

PREMISES — Northwest  corner  of  Queens  boulevard  and 
5lst  street,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


17-32-BZ. 

APPLICANT — Frank  Paladino,  for  Gerosa  Paladino  Hold¬ 
ing  Corp;,  ow net-. 

PREMISES — 2162-2174  Webster  avChiie,  east  side*  170.37 
ft.  south  of  East  182nd  street,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

567-31-BZ. 

APPLICANT— Joseph  D.  Tarlowe,  for  Sarah  Chassett, 
owner. 

PREMISES- — 438-448  Glenmore  avenue  and  250  Vermont 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 


M. 


FEBRUARY  9,  1932,  10  A. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREBT  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
9  1932,  at  lq  o’clock,  in  Room  1013,  Municipal  Building, 


on  the  following  matters: 


CAL.  NO.  426-31-BZ— Application,  August  28,  1931,  under 
section  21  of  the  building  zone  resolu-- 
tion,  of  Raymond  A.  Tierney,  appli-- 
cant,  on  behalf  of  Henry  Sloman  ant? 
Margaret  Sloman,  owners,  to  permit  in 
a  business  district  the  alteration  of  a 
garagfe  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station; 
premises  2310-2314  Atlantic  avenue, 
south  side,  70  ft.  11  in.  west  of  Eastern 
parkway,  Brooklyn. 


cal.  no.  508-31-BZ— Application,  October  14,  1931,  under 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Frederick  Wellman,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  130-23  Spring- 
field  boulevard,  Springfield,  Borough  of 
Queens. 

:..  no.  544-31-BZ — Application,  November  10,  1031,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  Croker  National  Fire  Prevention 
Engineering  Co.,  applicant,  on  behalf 
of  John  Centrone,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  784-786 
Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

-  .  no.  128-31-BZ — Application,  March  17,  1931;  granted 
on  condition  for  a  garage  July  7,  1931 ; 
reopened  and  time  extended  to  obtain 
permits  and  complete  work  January  5, 
1932  ;  also  reopened  under  sections  7e 
and  21  of  the  building  zone  resolution, 
of  Leon  Levy,  applicant,  on  behalf  of 
Birdie  Levy,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  of  a  garage 
(permission  to  erect  which  was  granted 
by  the  board)  by  constructing  openings 
on  the  first  and  second  stories  in  the 
division  wall  between  this  building  and 
the  building  adjoining  to  the  east ;  prem¬ 
ises  24'8  West  69th  street,  Manhattan. 

:.  no.  334-31-BZ — Application,  July  1,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931 ;  reopened  and  restored  to  Calen¬ 
dar  January  5,  1932,  under  section  21 
of  .  the  building  zone  resolution,  of 
Shirley  Kahn,  applicant,  on  behalf  of 
American  Seal  Kap  Corp.,  owner,  to 
permit  in  a  business  district  the  change 
of  the  occupancy  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop;  premises  11-11  to  11-27 
44th  drive  (Nott  avenue),  Long  Island 
City,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY  9,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

45-31-A — 164-168  East  S6th  street  and  1524  Third  avenue, 
southwest  corner,  Manhattan. 

55-31-A — 177-179  Montague  street,  134-138  Pierrepont 
J  street  and  47-57  Clinton  street,  Brooklyn. 

v2-31-A — 65-69  Fourth  avenue,  Manhattan. 

Petitions  for  Variations. 

jl-31-S — 477-479  Willis  avenue,  rear.  The  Bronx. 
o-31-S — 160  Madison  avenue  (fifth  floor),  Manhattan. 
o-31-S — 990-992  Sixth  avenue,  Manhattan. 

*"M-S  2061-2065  Broadway,  northwest  corner  of  West 
71st  street,  Manhattan. 

>  31"c — 107  ^est  s,treeh  Manhattan. 

4J-31-S — 37-41  East  58th  street,  36-54  East  59th  street 
c.  „  ar,d  617-627  Madison  avenue,  Manhattan. 

>-31- S — 299  Pearl  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  16,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

427-31-BZ. 

APPLICANT — Harry  Urquhart,  for  Superior  Welding  & 
Cutting  Corp.,  owner. 

PREMISES — 289'-291  Palmetto  street  and  577  Knicker¬ 
bocker  avenue,  Brooklyn. 

APPLICATION,  under  sections  6,  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  occupancy  for  an 
open  air  parking  space  for  more  than  five  (5) 
motor  vehicles  and,  also,  minor  repairs  to  motor 
vehicles  of  a  plot  now  occupied  by  two  (2)  four- 
car  garages,  a  dwelling  and,  also,  a  motor  vehicle 
repair  shop. 

478-31-BZ. 

APPLICANT — Joseph  P.  Powers,  for  Frank  Coiro,  owner. 

PREMISES — 71-08  Amstel  boulevard,  north  side,  80  ft. 
east  of  Beach  72nd  street,  Arverne,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  -more  than  five  (5)  motor 
vehicles. 

492-31-BZ. 

APPLICANT — Mamie  L.  Anderson  Pratt,  owner. 

PREMISES— 32-49  101st  street,  Corona,  Borough  of 

Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  dwelling  to  a  business  use 
(funeral  parlor). 

558-31-BZ. 

APPLICANT — Jackson  Avenue  Corp.,  owner. 

PREMISES — North  side  of  Queens  boulevard,  between  64th 
and  65th  streets,  Winfield,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

563-31-BZ. 

APPLICANT — William  A.  Lacerenza,  for  Florindo  Bara- 
nello,  owner. 

PREMISES — 1632  Benson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  a  residence  use  to  a 
business  use. 

570-31-BZ. 

APPLICANT — Edward  J.  Bausch,  for  Gross  &  Lemmer- 
man,  Inc.,  owner. 

PREMISES — Northeast  corner  of  231st  place  and  Merrick 
road,  Laurelton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

587-31-BZ. 

APPLICANT — Emanuel  Sustick,  for  Andrew  De  Riso, 
owner. 

PREMISES — 1157-1167  East  New  York  avenue,  north  side, 
45  ft.  55/%  in.  east  of  Portal  street,  Brooklyn. 

APPLICATION,  undet;  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residue  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 


APPLICANT— William  Westerfield  Havens,  for  Sarah 

PREMISES— E^'side  of  70th  street,  115.04  ft.  north  of 
Astoria  avenue,  North  Woodside,  Borough  oi 

APPLICATION,  under  sections  7c  and  21  of  the  building 

TO  PERMIT  in  a  residence  district  the  maintenance  oi 
lumber  yard. 


cal  no.  552-31-BZ— Application,  November  16,  1031,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Buela'h  Holding  Corp.,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict  the  conversion  of  occupancy  from 
a  residence  use  to  a  business  use 
(funeral  parlor  on  the  first  story) 
premises  7504  Sixth  avenue  and  588  7 off 
street,  southwest  corner,  Brooklyn. 


FEBRUARY  16,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  .board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
16,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters' 


cal  no  578-31-BZ— Application,  December  2,  1931,  undei 
section  21  of  the  building  zone  resolu 
tion  of  Joseph  D.  Niunan,  applicant,  oi 
behalf  of  Clara  Carnes  and  Margare 
Wolf,  owners,  to  permit  in  a  busines 
district  the  erection  and  maintenance  o 
a  gasoline  service  station ;  premises  8C 
01  to  80-07  1  04th  place  and  164-26  4 
164-34  Union  turnpike,  southeast  corne 
Jamaica,  Borough  of  Queens. 


cal  no  416-3 1-BZ— Application,  August  24,  1931,  under 
'  *  section  21  of  the  building  zone  resolu¬ 

tion,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  A.  M.  Beck  Realty  Corp., 
owner,  to  permit  in  a  residence  district 
the  change  of  occupancy  of  the  base¬ 
ment  story  of  an  existing  dwelling  to 
business'  use  (restaurant)  ;  premises  lo9 
West  73rd  street,  north  side,  219  ft. 
east  of  Amsterdam  avenue,  Manhattan. 


cal  no  5'88-3 1-BZ— Application,  December  10,  1931,  unck 
section  21  of  the  building  zone  resoli 
tion,  of  Joseph  M.  Loner gan,  applicar 
on  'behalf  of  Shakx  Realty  Co.,  Ini 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  4355-43 
Broadway,  northwest  corner  of  Wt 
186th  street,  Manhattan. 


cal.  no.  422-3 1-BZ— Application,  August  27,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Queens  Operators,  Inc.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance,  of 
a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits ;  premises 
northwest  corner  of  Springfield  boule- 
,  v-  A  o.nrl  M^ririrlc  E-Ofld.  TcUTlclicB,,  B'OI*" 


cal.  no.  580-31-BZ— Application,  December  11,  1931,  und 
section  SI  of  the  building  zone  rcsol 
tion,  of  Max  Siegel,  applicant,  on  I 
half  of  Arthur  H.  Beil,  owner,  to  p 
mit  in  a  business  district  the  erection  a 
maintenance  of  a  gasoline  service  s 
tion;  premises  159-01  to  159-03  11' 
avenue  (Linden  boulevard),  northe 
corner  of  159th  street,  and  159-02 
150-04  Meyer  avenue,  Jamaica,  Borov 
of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairmar 


ough  of  Queens. 


CAL. 


no  501-31-BZ— Application,  October  13,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  S.  Mongiello,  applicant,  on 
'behalf  of  M.  Riga.t,  owner,  to.  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  108-53  to  108-55  Roose¬ 
velt  avenue,  north  side,  500'  ft.  east  of 
108th  street,  Corona,  Borough  of 
Queens. 


cal  no  232-2 8- BZ — Application,  March  15,  1928;  granted 
on  condition  for  a  garage  September 
18,  1928;  reopened  and  time  extended 
to  obtain  permits  March  19,  1929 ;  re¬ 
opened  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of  Con¬ 
roy  &  Hardy,  applicants,  substituted  for 
McCooey  &  Conroy,  on  behalf  of  Cor¬ 
dova  Holding  Corp.,  present  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  and  conversion  of  a  portion  of  a 
garage  to  an  automobile  repair  shop, 
permission  to  erect  the  garage  having 
been  granted  by  the  board ;  premises  445 
Empire  boulevard,  north  side,  202  ft. 

^  „  -  25/s  in.  east  of  New  York  avenue, 

Brooklyn. 


FEBRUARY  16,  1932,  2  P.  M. 

Appeals  from  Administrative  Ordei-s. 

41’7-31-A — 129th  avenue,  between  172nd  street  and  11 
place,  South  Jamaica,  Borough  of  Qu< 
(Long  Island  Railroad  barns). 

490-31- A — 98-100  Fifth  avenue  and  1-3  West  15th  sti 
northwest  corner,  Manhattan. 

496-31-A — 740  Jamaica  avenue,  Brooklyn. 

608-31-A — 318-330  Grand  street,  southeast  corner 
Havermeyer  street,  Brooklyn. 

610-31-A— 80-82  Clinton  street  and  97-103  Attorney  st 
Manhattan. 

Petitions  for  Variations. 

469-31-S— 141-145  West  36th  street,  Manhattan. 

639-30-S— 305-313  East  45th  street  and  306-312  East 
street,  Manhattan. 

561-31- S — 335-337  Greenwich  street  and  20-24  Jay  si 
southeast  corner,  Manhattan. 

395-30-S— 303-311  Fourth  avenue  and  107-113  East 
street,  northeast  corner,  Manhattan. 

462-31-S — 1372-1382  Broadway,  107-121  West  37th  5 
and  106-114  West  38th  street,  Manhi 

434-31 -S — 876-878  Broadway,  Manhattan. 

43-32-S — 461-469  Fifth  avenue  and  1  East  40th  s 
northeast  corner,  Manhattan. 

Appliance  Submitted  for  Approval. 

9-32-SA— Autopulse  Electric  Oil  Pump  Outfit,  Mode 

iooo,  approval  of. 
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FEBRUARY  19,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  iby  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Friday  morning,  February 
<),  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
n  the  following  matters : 

(al.  no.  329-31-BZ— Application,  June  30,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Leiman,  applicant,  on  behalf 
of  Samuel  Me3'erowitz,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use  (store)  ; 
premises  57-61  71st  street,  Maspeth, 
Borough  of  Queens. 

al.  no.  528-31-BZ — Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  George  W.  Horr, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  70-52  Kis- 
sena  boulevard,  northwest  corner  of 
70th  road,  Flushing,  Borough  of  Queens. 

\l.  no.  529-31-BZ — Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resohft- 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Louis  Lafreniere, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  126-14 
Merrick  boulevard,  northwest  corner  of 
127th  avenue,  Springfield,  Borough  of 
Queens. 

\l.  no.  335-28-BZ — Application,  April  11,  1928;  denied 
December  4,  1928;  request  to  reopen 
denied  May  21,  1929 ;  reopened  October 
27,  1931,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Celia  Rosoff,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premisesi  516-522  Sheepshead  Bay  road, 
southeast  corner  of  West  5th  street, 
Brooklyn. 

\L.  no.  447-31-BZ — Application,  September  11,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Harry  Korn,  applicant, 
on  behalf  of  Samuel  Shore  and  Harry 
Korn,  owners,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
a  factory  building  and  the  extension  of 
the  existing  business  use ;  premises  296- 
300  Putna'.n  avenue,  south  side,  300  ft. 
east  of  Nostrand  avenue,  Brooklyn. 

\l.  no.  367-31-BZ — Application.  July  21,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Urquhart,  applicant,  on  be¬ 
half  of  Alexander  M'intz,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
117th  street  and  101st  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

VL-  no.  480-31 -BZ — Application,  September  29,  1931,  under 


sections  7e  and  21  of  the  building  zone 
resolution,  of  R.  L.  Giffen,  applicant, 
substituted  for  Christian  S.  Juell,  on 
behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY  19,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

554- 31-A — 1969-2033  Metropolitan  avenue  and  2063  Flush¬ 

ing  avenue,  Maspeth,  Borough  of  Queens. 
299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
241-31-A — 119i  West  33rd  street,  Manhattan. 

230-31-A — 117’  West  33rd  street,  Manhattan. 

Petitions  for  Variations. 

518-31-S — 53  West  56th  street,  Manhattan. 

555- 31-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 

139  Fulton  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

540-31-SA — Acoustex  Material,  approval  of. 

579-31-SA — Insulmesh  Material,  approval  of. 


FEBRUARY  19,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rides. 

40-32- SR — Uniform  Certificates  of  Occupancy,  Adoption 
of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  23,  1932,  AT  2  P.  M 

Building  Zone  Cases. 

564-3 1-BZ. 

APPLICANT— William  A.  Lacerenza,  for  Sarah  Silber- 
stein,  owner. 

PREMISES — 842-852  Ralph  avenue,  west  side,  280  ft.  north 
of  Church  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

609-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Estate  of  Edward  Bren¬ 
nan,  owner. 

PREMISES — 3469-3471  Bronx  boulevard,  west  side,  150  ft. 
north  of  East  210th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

619-31-BZ. 

APPLICANT — James  Kearney,  for  Estate  of  Israel  Miller, 
owner. 

PREMISES — 148-16  to  148-26  111th  avenue,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station.  '■ 

o  o  2  ^  2 

APPLICANT — John  M.  Baker,  for  Simon  P.  Emory, 

PREMISES- _ 1662-1668  Westchester  avenue  and  1685-1691 

Metcalf  avenue,  southwest  corner,  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


12-32-BZ 

APPLICANT— Herbert  Benon,  for  George  White,  owner. 

PREMISES— 6513-6521  Fifth  avenue,  northeast  corner  of 
66th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  portion  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles. 


499-31-BZ.  t  ,  ,  , 

APPLICANT— Charles  D.  Cords,  for  Louis  Cherleok  and 

Catherine  Cherleck,  owners. 

PREMISES _ 262-10  Hillside  avenue,  southwest  corner  ot 

263rd  street,  Floral  Park  Gardens,  Borough  of 

Queens.  „  ,  . 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  February  2,  1932). 


485-20-BZ 


APPLICANT — Raymond  Irrera,  for  2521  Broadway  Corp., 


1-32-A — 202-208  Sullivan  street  and  249-255  King  stree 
Brooklyn. 

3-32-A — 1908-1910  Bathgate  avenue,  The  Bronx. 

7- 32 -A — 305  Broadway,  northwest  corner  of  Duane  stree 

Manhattan. 

U-32- A— 260-264  West  36th  street,  Manhattan. 
Petition  for  Variation. 

8- 32- S — 47  West  47th  street,  Manhattan. 


MARCH  1,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 
370-31-A— Pier  No.  22,  foot  of  Pacific  street,  East  Riv* 
Brooklyn. 

622-31- A — 810  Broadway,  Manhattan. 


MARCH  4,  1932,  10  A.  M. 

SPECIAL  MEETING. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisic 
of  the  building  zone  resolution,  Friday  morning,  Mai 
4,  i932;  at  10  o’clock,  in  Room  1013,  Municipal  Buildi 
on  the  following  matters: 


cal  no.  410-31-BZ— Application,  August  21,  1931,  urn 
section  21  of  the  building  zone  resc 
tion,  of  Edward  L.  Kelly,  applicant, 
behalf  of  Louise  De  Vito,  owner, 
permit,  partly  in  a  business  district  < 
partly  in  a  residence  district,  the  er 
tion  and  maintenance  of  a  gasoline  s 
vice  station;  premises  175-14  Hor 
Harding  boulevard,  south  side,  117.71 
west  of  Utopia  parkway,  Flushing,  B 
ough  of  Queens. 


owner.  . 

PREMISES — 2521-2523  Broadway,  northwest  corner  ot 
West  94th  street,  Manhattan. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution,  .  ,  ,  . 

TO  PERMIT  a  modification  of  a  resolution  adopted  by  the 
Iward  for  the  use  of  the  two  (2)  upper  stories  of 
a  building  for  factory  purposes  (originally  limited 
to  office  use);  (previously  denied;  reopened  under 
new  facts  February  2,  1932). 


FEBRUARY  23,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

585-31- A — 328-336  Wythe  avenue  and  50-58  South  1st  street, 
southwest  corner,  Brooklyn. 

620-31-A — 40  Corlears  street  and  730-738  Water  street, 
northeast  corner,  Manhattan. 

623-31  -  A — 701-709  Madison  avenue  and  24  East  63rd  street, 
southeast  corner,  Manhattan. 


cal.  no.  500-31-BZ — Application,  October  9,  1931,  un 
sections  7a  and  21  of  the  building  z 
resolution,  of  Maurice  Z.  Bungard, 
plicant,  on  behalf  of  2762  West  1 
Street  Corp.,  owner,  to  permit  in  a  b 
ness  district  the  erection  and  mai 
nance  of  a  building  to  be  used  a 
poultry  slaughter  house;  premises  2' 
2704  Cropsey  avenue,  west  side,  80 
north  of  Neptune  avenue,  Brooklyn 

HENRY  L.  CONNELL, 
Temporary  Chairma 


5S0-31-S- 


MARCH  4,  1932,  2  P.  M. 

SPECIAL  MEETING. 
Petition  for  Variation. 
-311-313  East  116th  street,  Manhattan. 


PUBLIC  HEARING 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 

[40-321- SR] 


February  19,  1932,  at  3  p,  m„  Room  1013,  Municipal  B 
ing,  on  proposed  uniform  certificate  of  occupancy  as  req 
NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing  under  the  provisions  of  Section  411-a  of  the  Charter  o 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday,  City  of  New  York. _ _ 


- -  _  ™  cattT  ELECTRICAL  CODE  ON  SALE. 

BUILDING  CO  ’  ,  th  Copies  of  the  Electrical  Code  are  now  on  sale  at 

Copies  of  the  Building  Code  are  West  Distribution  Division  of  the  City  Record  Office,  378 

Distribution  Division  of  the  City  Record  Office,  378  West  jn  mail  35c. 

Broadway.  Price  $1.25;  by  mail  $1.35.  DI  * 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNRING,  JANUARY  20,  1032. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross. 


BUILDING  ZONE  CASES. 

431-31-BZ. 

APPLICANT — Abraham  H.  Simon,  for  Amram  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2002-2021  Avenue  U,  southwest 
corner  of  Nostrand  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abraham  H.  Simon. 

For  Opposition :  Max  P.  Kaplan,  Joseph  Logoman- 
sini,  Clarence  H.  Sutphin,  Mrs..  Scaglione,  Mor¬ 
ris  Kantrowitz,  Randolph  Hernandes,  William 
H.  Saul  and  G.  C.  Walters. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1032,  at 
10  a.  m.,  pending  inspection  and  report  by  a  com¬ 
mittee  of  the  board. 


:  447-31-BZ. 

APPLICANT — Harry  Korn,  for  Samuel  Shore  and  Harry 
Korn,  owners. 

SLBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in,  a  residence  dis¬ 
trict  the  alteration  and  extension  of  a  factory  build¬ 
ing  and  the  extension  of  an  existing  business  use. 

PREMISES  AFFECTED — 296-300  Putnam  avenue,  south 
side,  300  ft.  east  of  Nostrand  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Emerson  L.  Simon. 

For  Opposition :  G  W.  Stewart. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


367-3 1-BZ. 

APPLICANT — Harry  Urquhart,  for  Alexander  Mintz, 
owner. 

>  SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — Northeast  corner  of  117th  street 
and  101st  avenue,  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  Rosenberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


480-31-BZ. 

APPLICANT — R.  L.  Giffen,  substituted  for  Christian  S. 
Juell,  for  Long  Island  Theatres  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop  and  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — South  side  of  Northern  boule¬ 
vard.  101  ft.  east  of  Main  street,  Flushing  Borough 
of  Queens. 


APPEARANCES— 

For  Applicant:  William  T.  Powers. 

For  Opposition:  Nathan  Heller. 

AC1  ION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


571-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Frank  C.  Colyer 
lessee. 

SUBJECT  Application  (re  decisions  of  the  superintendent 
of  buildings  and  the  tenement  house  commissioner), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  'basement  story  of  an 
existing  apartment  house  from  dwelling  to  business 
use  (restaurant)  ;  (previously  denied;  reopened 
October  14,  1931). 

PREMISES  AFFECTED— 761-765  St.  Mark’s  avenue  and 
123-147  New  York  avenue,  northeast  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

ACTION  OF  BOARD — Application  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . ‘  4 

Negative  . ’  ’  ’  () 

Absent  .  .  n 


303-30-BZ. 

APPLICANT  Homack  Construction  Corp.,  owner. 
SUBJECT  Application  (re  decision  of  the  superintender 
of  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  statio 
(previously  withdrawn;  reopened  October  8  19311 
PREMISES  AFFECTED — 117-01  Farmers  boulevard  an 
189-14  Foch  boulevard  (Central  avenue),  southeas 
corner,  St.  Albans  Borough  of  Queens 
APPEARANCES— 


For  Applicant:  Albert  A.  Hovell. 

For  Opposition:  Fletcher  Martin  and  C.  Loos. 

ACTION  OF  BOARD — Report  of  committee  on  inspection 
adopted;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  . 0 

b  S  CTl  £ 

THE  VOTE  TO  wiTHDRAW— .  ° 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Depute 

Chief  Ross  . ’  4 

Negative  .  0 

Absent  .  '  n 


49'7-31-BZ. 

APPLICANT— Charles  Schaefer,  Jr.,  for  William  Hage- 
dorn,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings) ,  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erection  and  main¬ 
tenance  of  a  business  building. 

PREMISES  AFFECTED — 2493  Valentine  avenue  and  226 
Fordham  road,  southwest  corner  The  Bronx 

APPEARANCES — None. 

ACTION  OF  BOARD — Report  of  committee  on  inspection 
adopted;  application  withdrawn  on  written  request 
of  applicant. 
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THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE-  and  add  two  pumps,  the  existing  two  tanks  and  pumps  to 

Af^ri^ssionerT^ollandy and^uiHoyle5 and  Deputy  Whereas,  this  application  was  the  subject  of  an  inspection 

rhif  Ross  . . .  4  by  a  committee  of  the  board,  which  inspection  was  made  and 

N\°Sre  1SS  ;;;;;;;; .  o  r^1X),rt  read  at  this  hearing  and  made  part  of  this  resolution, 

Absent  .  0  *e  report  reading : 

THF  VOTE  TO  WITHDRAW—  _  “Cal.  No.  404-31-BZ. 

Affirmative:  Temporary  Chairman  Connell  Com-  “Premises  2130  Atlantic  avenue  and  275  Saratoga  avenue, 

missioners  Holland  and  Guilfoyle  and  Deputy  southeast  corner,  Brooklyn. 

Chief  Ross  .  ^  REPORT  OF  COMMITTEE  OF  INSPECTION. 

Negative  .  0  '  «Qn  January  13,  1932,  a  committee  of  the  board,  con- 

Absent  .  .  sisting  of  Temporal  Chairman  Connell  and  Commis- 

-  sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 

405-31-BZ.  .  premises  on  appeal  in  this  case. 

APPLICANT— Henry  J.  Nurick,  for  George  Mazirow,  «T;his  is  an  application  to  permit  in  a  business  use 

owner.  .  district  the  extension  of  an  existing  gasoline  service 

SUBJECT— Application  (re  decision  of  the  superintendent  station.  _  ,  t 

of  buildings')  under  sections  7a  and  21  of  the  bum  -  “The  premises  in  question  have  a  frontage  of  16  ft. 

in°'  zone  resolution,  to  permit  in  a  business  district  8  jn  on  Atlantic  avenue  and  77  ft.  on  Saratoga  avenue, 

the  extension  of  an  existing  gasoline  service  station.  “At  the  present  time  there  is  constructed  on  the  At- 

prfmt<VF‘4  A F F F C T E D — 2 1 3 0  Atlantic  avenue  and  275  laffiic  avenue  front  a  three-story  frame  dwelling,  extend¬ 
er  a  to-a  avenue  southeast  corner,  Brooklyn.  ing  back  on  Saratoga  avenue  about  one-half  the  depth 

of  the  lot.  Adjoining  this  three-story  dwelling  on  Sara- 
APPEARAJNILRo  .  -  j  r^n.rp‘«p  tno*^  q vpniic  ctTC  two  otic~ story  All  these 

For  Applicant:  Henry  J.  Nurick  and  George  Si^the  prLent  time  are" vacant.  The  first  floor 

Mazirow.  of  the  three-story  building  and  the  two  one-story  build- 

ACTI0NFOM«  n  of  committee  on  inspection 

THE  vSM  APSplTR&  OF  COMMITTEE-  Jit  is  no* ^  ^ S 

Affirmative :  Temporary  Chairman  ConadVCom-  bundm0  ua  -.y,  tn  ^  three-story 

missioners  Holland  and  Guilfoyle  and  Deputy  avetme^  ^  f,ontage  , 

Chief  Ross  .  Q  ,distanoe  of  approximately  3  ft.  from  the  Atlantic  avenue 

Negative . 0  bunding  line  Between  this  building  line  and  the  present 

^TTT,  wAoMfVn'  ppa'vt .  three-story  building  are  located  the  remains  of  two  pumps 

THE  VOTE  TO  GRANT  0  now  jn  disuse,  this  being  the  alleged  existing  gasoline 

Negative:  Temporary  Chairman  V'a"d  DepuTy'  ^Plans  for  this  gasoline  station  were  filed  in  the  fire 

nnssmners  Holland  and  Gmlfoy  e  and  Deputy  ^  ™"se„,  Qctobe?  23,  1024,  and  approved  October  31 

Chief  R°ss  .  q  1924  Application  for  permit  made  December  3,  1924, 

Abs,ellt  .  permit  issued  October  5,  1925 ;  the  owner  at  that  time 

TFTF  RFBOT  UTION _  being  one  Irving  Held.  The  permit  was  renewed  from 

THE  RF.SOLU  1  ION  vear' to  Tear  to  December  3,  1«W.  During  MM,  1929  and 

fiuo  ioqa  rtArmit  wfl issued  to  one  H  Areneitz,  the  then 

Whereas,  Henry  J.  Nurick,  for  George  Mazirow  owner  ^  J  ^  ^  premises  From  December  16,  1930,  to 

filed,  August  19,  1931,  an  application,  under  ®  December  16,  1931,  permit  was  issued  to  one  Irving 

zone  resolution,  to  permit  in  a  business  us«cbstlictt  2130  Schulman,  the  then  owner  of  the  premises.  I 

sion  of  an  existing  gasoline  service  station,  premises  2  “This  application  was  filed  under  the  name  of  George 

Atlantic  avenue  and  275  Saratoga  avenue,  southeast  corner,  Mazirow,  owner,  the  date  of  filing  with  this  board  being 

B°Whereas,  a  public  hearing  was  held  on  this  aPPllc^^  °^Adjoining9tfie  premises  to  the  east  on  Atlantic  avenue 

the  board  of  standards  and  appeals,  at  a  Teciat  nieeu  p-,,  ^  ig  a  ,row  of  two  a„d  three-story  dwellings,  all  ap- 

January  29,  1932,  after  due  notice  by  publication  m  parently  fullv  occupied.  On  the  east  side  of  Saratoga 

Bulletin  of  the  Board  of  Standards  and  APP^ab-  a  .  avenue,'  south  of  Atlantic  avenue,  for  a  distance  of  two 

Whereas,  the  use  district  maps  accompanying  the  build  g  Wocks  the  properties  are  all  fully  developed  with  build- 

zone  resolution  show  that  Atlantic  avenue  1S  !n  *  ,  ■  containing  business  and  dwelling  occupancy,  with 

district  and  Saratoga  avenue  is  m  a  business  district  and  ^non-conforming  uses. 

Whereas,  the  decision  of  the  superintendent  of  build  g  ,  „0n  the  northeast  corner  of  Atlantic  avenue  and  Sara- 

rendered  Agust  17,  1931  (re .  Aw  Na  : h Jjt_  toga  avenue  there  now  exists  a  gasoline  service  station, 

“Document  No.  373325  of  the  Fire  Dept,  was  evidently  erected  prior  to  the  enactment  of  the  prohibition 

ted  with  this  application  as  a  record  o4  proot  tor  a  gasoline  service  stations  in  business  use  districts, 

gasoline  station..  It  is  intended  to  demolish  existing  B«The  nort,lwest  corner  of  Atlantic  avenue  and  Sara- 

structures  and  use  entire  plot  for  a  gasohne  station  an  developed,  both  on  Atlantic  avenue 

accessory  structures  Refer  this  proposition  to  the  Board  toga  av€m£  with  conforming  uses, 

of  Standards  and  Appeals  for  determinate  .  ,  “Due  to  the  highly  congested  condition  surrounding  the 

and  .  .  .  f  „rA1ind  16  ft  intersection  of  these  two  street  fronts  and  the  small  size 

Whereas,  the  premises  consist  of  a  plot  ? L?  Jor v  frame  of  the  plot,  which  does  not  lend  itself  to  practical  de- 

8  in.  by  77  ft.,  on  which  there  is  located  a  three-story  _  velopment  for  a  gasoline  service  station  and  permit 

dwelling  and  stores  building;  there  now  exists  on  the  hrst  safeguards  to  protect  adjoining  and  abutting  property 

story  of  the  building,  at  the  front  a  gasoline  station  c  owners  and  passing  pedestrians.  Due,  further,  to  the 

structed  prior  to  1924  under  Fire  Department  Permit  No.  fact  ^  outside  Gf  the  gasoline  service  station  on  the 

323325 ;  it  is  proposed  to  remove  this  frame  budding  a  northeast  corner,  there  are  no  non-conforming  uses  in 

store  and  extend  the  gasolme  stottm  over  the  enttr^plot  ^  ;icinity.  Due.  also,  to  the  fact  that  the 

and  erect  an  office  building,  10  ft.  by  15  conforming  uses,  as  noted,  are  apparently  fully  occu- 

remaining  store  as  a  one-car  garage,  install  a  hydraulic  im 
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pied,  the  committee  is  of  the  opinion  that  the  application 
is  not  substantiated  under  section  21 — hardship — and 
recommends  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  said  report  of  committee  of  inspection  recom¬ 
mends  the  denial  of  this  application  under  section  7a. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  'be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


404-31-BZ. 

APPLICANT — John  Cipriano,  for  Lucy  Cipriano  and  Lena 
Cipriano,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 6413-6423  Fort  Hamilton  park¬ 
way  and  949-957  65th  street,  northeast  corner, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Emanuel  Trotta. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  on  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  . 4 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(404-31-BZ) 


Whereas,  John  Cipriano,  for  Lucy  Cipriano  and  Lena 
Cipriano,  owners,  filed,  August  18,  1931,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  6413-6423  Fort  Hamilton  parkway  and  949-957 
65th  street,  northeast  corner,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
,  by  the  board  of  standards  and  appeals,  at  a  special  meet¬ 
ing,  January  29,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,,  the  use  district  maps  accompanying  the  'building 
zone  resolution  show  that  Fort  Hamilton  parkway  is  in  a 
business  district;  10th  avenue  is  in  a  business  district;  65th 
street  is  in  a  business  district,  and  64th  street  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  6,  1931  (re  Applic.  No.  7648-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec.  4a  of 
the  Zone  Resolution.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  101.75  ft.  on  Fort  Hamilton  parkway  and 
108.33  ft.  on  65th  street  upon  a  part  of  which  is  located  a 
group  of  one-story  buildings  occupied  as  auto  laundry,  a 
five-car  garage  and  stores ;  it  is  proposed  to  remove  the 
stores  on  the  Fort  Hamilton  parkway  front  and  some  of 
the  stores  on  the  65th  street  front  and  to  occupy  an  irregular 
portion  of  the  plot  having  a  frontage  of  loi  ft.  on  Fort 
Hamilton  parkway  and  approximately  45  ft.  on  65th  street 
for  two  grease  pits  and  gasoline  service  station  ;  and 
Whereas,  this  application  was  made  the  subject  of  an  in¬ 


spection  by  a  committee  of  the  'board,  report  of  which  in¬ 
spection  was  read  at  this  hearing  and  adopted,  and  which 
report  recommends  the  granting  of  the  appeal  with  such  safe¬ 
guards  as  will  protect  the  adjoining  and  affected  property 
owners,  and  which  reads  as  follows: 

“Cal.  No.  404-31-BZ. 

“Premises  6413-6423  Fort  Hamilton  parkway  and  949- 
957  65th  street,  northeast  corner,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  January  13,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected 
the  premises  under  appeal  in  this  case. 

“This  is  an  application,  under  section  21,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

“The  premises  under  appeal  have  a  frontage  of  ap¬ 
proximately  100  ft.  on  Fort  Hamilton  parkway  and  108 
ft.  on  65th  street,  lying  wholly  within  a  business  use 
district. 

“On  a  portion  of  the  site  at  the  present  time,  at  the 
intersection  of  the  two  streets,  there  is  now  located  a 
one-story  building  with  a  business  use  on  the  corner  and 
garage  for  five  cars  and  business  use  on  65th  street. 

“The  applicant  seeks  to  maintain  a  gasoline  service 
station  for  the  full  frontage  of  the  property  on  Fort 
Hamilton  parkway  with  two  store  uses  on  65th  street, 
also  five-car  garage  on  65th  street  and  a  five-car  garage 
on  the  rear  of  the  present  vacant  portion  of  the  prop¬ 
erty  facing  on  Fort  Hamilton  parkway. 

“It  might  be  well  to  note  at  this  time  that,  under  the 
building  zone  resolution  and  opinion  of  the  corporation 
counsel,  two  five-car  garages  are  not  permitted  on  one 
plot  in  a  'business  use  district., 

“Opposite  the  property  under  appeal  on  the  northwest 
corner  of  Fort  Hamilton  parkway  and  65th  street  is  a 
gasoline  service  station  granted  by  this  board  under  Cal. 
No.  46 8-2 7- BZ. 

“Adjacent  to  the  property  under  appeal,  on  the  south¬ 
east  corner  of  Fort  Hamilton  parkway  and  64th  street, 
is  a  garage  and  gasoline  service  station  granted  by  this 
board  under  Cal.  No.  653-29-BZ. 

“On  the  northeast  corner  of  Fort  Hamilton'  parkway 
and  64th  street  there  is  now  established  a  gasoline  ser¬ 
vice  station  and  on  the  west  side  of  Fort  Hamilton 
parkway,  'between  63rd  and  64th  streets,  there  are  two 
gasoline  service  stations.  On  the  west  side  of  Fort 
Hamilton  parkway,  between  64th  and  66th  streets,  there 
are  now  located  a  public  garage  and  gasoline  service 
station. 

“The  committee  is  of  the  opinion,  therefore,  that,  due 
to  the  surrounding  non-conforming  uses  on  Fort  Hamil¬ 
ton  parkway  and  the  filing  of  twenty-four  consents  with 
but  one  objection  of  the  properties  immediately  affected 
by  this  appeal,  the  application  is  substantiated  under  sec¬ 
tion  21 — hardship — and  recommends  the  granting  of  the 
appeal  in  so  far  as  it  affects  the  granting  of  the  gasoline 
service  station  only,  with  such  safeguards  as  will  protect 
the  adjoining  and  abutting  property  owners. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“TAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  'building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  for  a  gasoline  service  station  be  and  it 
hereby  is  granted  on  condition  that  there  shall  be  erected 
on  the  easterly  property  line,  running  northward  from  65th 
street  for  the  full  depth  of  the  lot,  a  masonry  wall  not 
less  than  10  ft.  high,  coped  with  architectural  terra  cotta 
and  stone  trim,  faced  with  white  enameled  brick  of  panel 
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S? sms  1 

buildings,  faced  with  white  ejameled  i>  ic  P  thcre  Whereas  this  application  was  the  subject  of  an  inspection 
and  roofed  with  bpanish  trie or  v  g  '  d  1  t  ^  a  commjttee  of  the  board,  which  inspection  was  made 

ir/gsiSir sa,d ^ 

Lnd^lwo^^bgs' on  wTSeS  Sch  “Premises  502-504  Fourth  avenue,  west  side,  60  ft.  south 

than  12  ft  wide  with  curb  cuts  directly  m  front  of  said  of  12th  street,  Brooklyn. 

openings  not  more  than  14  ft.  wide;  any  advertising  signs  REPORT  OF  COMMITTEE  OF  INSPECTION. 

2“  - 

“This  is  an  application,  under  section  21,  to  permit 
Ap'pLICANT-Bernard  H.  Loizzo,  for  Autonetta  Aquarella  tTfiveVotor  whSeflol 

SUBJECT-AppUcat^rTre dcdLTof  the  superiutendent  garage  for  more  than  five  motor  vehicles  and,  also,  a 

of  buildings),  under  a“fl£a-  mtTheVprMn1sSI>inrqu«tioii  consist  of  a  plot  of  ground 

i-r  «'  ? 

five  motor  'vehicles  and,  also,  a  motor  vehicle  repair  divided^  MT<Sri4 

PREMISES  «VtK"e'  WCSt  than  fife *"  "1  ' 

tnnI?.  flfCrpc'  *  f  ^  "  “Adjoining  the  premises  to  the  north  from  Fourth 

APPEARANLRb  p  ,  H  t-zo  avenue  is  now  located  a  gasoline  service  station.  Oppo- 

For  Applicant .  Bernard  .  L  -  •  Braccia  site  the  premises  under  appeal  on  the  southeast  corner 

ACTION  of  FourS,  avenue  and  Wh  street  :  t here  is  also  now 

ACTION  Ub  .  1  ,  i  condition  located  a  gasoline  service  station  which  was  granted  by 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE —  this  board  under  Cal.  No  5GH-2T-BZ  this  latter  statton 

THF  VOIR  1  v  T  rbairman  Connell  Corn-  being  one  of  the  two  objectors  to  this  appeal. 

Sonerl  Holland  and  GuilfoykTand  Deputy  “There  have  been  filed  with  this  appeal  two  objections 

r.  •  (  T)nt.  4  and  no  consents. 

uniei  miss  .  Q  “Due  to  the  surrounding  conditions  the  committee  is 

Negative  . .  •  •  •  •  Q  o{  the  opjn;on  that  the  use  of  the  present  buildings  on 

mun  vASw'iyY  PR  ANT— .  these  lots  for  a  garage  for  more  than  five  cars  will  not 

THE  \  Chairman  Connell,  Com-  materially  affect  the  balance  of  the  surrounding  proper- 

Affi  missioners  Holland  and  Guilfoyle  and  Deputy  ties.  .  The  committee  feels  however  the  use  of  these 

Chief  Ross  .  4  premises  for  a  motor  vehicle  repair  shop  should  not  be 

XT  ‘  ’  .  0  permitted. 

JNegaxive  . ! . .  0  “The  committee,  therefore,  recommends  the  granting 

mTJT?  DccnTTTTTnvf .  of  this  appeal  for  garage  use  only  with  such  safeguards 

I  HR  KRbURU  iiui\  £346_31_BZ)  as  will  protect  the  surrounding  and  abutting  properties. 

Whereas  Bernard  H.  Loizzo,  for  Antonetta  Aquarella  “(Signed)  HENRY  E.  CONNELL, 

and  Donato'  Aquarella.  owners,  filed,  July  7,  1931,  an.ap-  Temporary  Chairman. 

plication  under  the  building  zone  resolution,  to  permit  m  a  “JAMES  P.  HOLLAND, 

business ’district  an  alteration  and  conversion  of  occupancy  “JOHN  GUILFOYLE.” 

from  a  garage  for  five  motor  vehicles  to  a  garage  for  more  ^ 

than  five  motor  vehicles  and  also a  ve^e  '  Wheeeas,  ,fie  report  of  the  committee  of  inspection  reconi- 

shop;  premises  502-504  Four th^venue,  west  sutc,  men(ls  the  granting  of  this  appeal  only  so  far  as  it  affects 

S°Wh^s  a  fbli’c  hearing  was  held  on ’this  application  a  garage  u.se  for  the  present  one-story  building  now  on  the 

by  the  board  ?  ^  S'L^blSn  bT' th«  PTZhed.  that  the  board  of  standards  and  appeals  does 

BuiletifoPthe  Board  of  Standards  and  Appeals;  and  hereby  »«fe  a  varfotiim  in  the  application  of  the  use  dis- 

Whekeas  the  use  district  maps  accompanying  the  building  tr.ct  regulations  of  the,  building  zone  resolution,  and  that 

JS'andYth  street  is  in  an  unrestricted  and  residence  dis-  M 

^Whereas  the  decision  of  the  superintendent  of  buildings,  in  height  .for  use  for  the  storage  of  more  than  five  (5) 
i  a  Ti*L»  ic  10,81  fre  Aeolic  No  7544-1931)  reads:  motor  vehicles,  on  condition  that  the  rear  and  gable  walk 
rendered  Jim  13  1931  ^  than  fiye  jcars,  and  shall  he  unpierced  throughout  their  entire  height  and  length: 

an  automobile  repair  shop,  to  be  located  in  a  business  that  the  front  elevation  shall  be  finished  with  face  brick,  pro- 
Sse  district  are  contrary  to  Art.  II,  Sect.  4a  &  4C,  of  h, biting  any  advertising  .signs  for  non-conforming  use,  othe 
use  „ .  •  than  0ne  projecting  sign  indicating  the  name  and  nature  of  tn< 

z-one  Kesoiunoi .  ,  business  conducted  on  the  premises  allowed  under  this  varia- 

Whereas  the  premises  consist  of  an  interior  lot,  40  ft.  tion  and  granted  by  the  board  :  that  the  underside  of  the  ceihnj 
by  60  ft  upon  which  is  erected  two  one-story  brick  build-  shall  be  fire-retarded  throughout  and  that  all. permits  ha 
separated  by  a  party  wall;  each  building  was  erected  be  obtained  within  six  months  and  any  work  invoked 1  shal 
for  the  stora-e  of  five  motor  vehicles;  the  northerly  build-  be  completed  within  one  year  from  the  date  of  this  action 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  JANUARY  29,  1932. 

Present:  Temporary  Chairman  Connell,  -Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

194^31-A. 

APPELLANT — Groker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dawn  Boat  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — Foot  of  Patterson  and  Newman 
avenues,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
2  p.  m.,  on  request  of  Inspector  Maher. 


199-31-A. 

APPELLANT — Samuel  L.  Benjamin,  for  Brownsville 
Motor  Sales  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 2495-2505  Atlantic  avenue, 
northeast  corner  of  East  New  York  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  James  C.  Paradise. 

ACTION  OF  BOARD — Laid  over  to-  February  19,  1932,  at 
2  p.  m.,  pending  decision  o-f  the  corporation  counsel. 


[41-31-A. 

APPELLANT — Peter  C.  Spence,  chief,  Bureau  of  Fire  Pre¬ 
vention  ;  Sulken  Block  Realty  Co.,  owner. 

SUBJECT — Appeal  for  revocation  of  -Certificate  of  Occu¬ 
pancy  No.  4426-1922  issued  by  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 119  West  33rd  street,  Manhat¬ 
tan. 

APPEARANCES — 

For  Appellant :  Inspector  Peter  Maher. 

For  Owner  of  Premises  :  D.  J.  Comyns. 

For  Administration :  Superintendent  Samuel  Fassler, 
Assistant  Engineer  Samuel  Becker,  Assistant 
Superintendent  William  D.  Brush  and  Assistant 
Engineer  Charles  Bennett  of  bureau  of  build¬ 
ings. 

vCTION  OF  BOARD — Laid  over  to-  February  19,  1932,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 

3  0-31- A. 

iPPELLANT — Peter  C.  Spence,  chief,  Bureau  of  Fire  Pre¬ 
vention  ;  Sulken  Block  Realty  Co.,  owner. 

LBJECT — Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  4425  issued  by  the  superintendent  of  build¬ 
ings  under  date  of  March  22,  1922. 

'REMISES  AFFECTED — 117  West  33rd  street,  Manhat¬ 
tan. 

^PPEARANCES — 

For  Appellant:  Inspector  Peter  Maher. 

For  Owner  of  Premises :  D.  J.  Comyns. 

For  Administration :  Superintendent  Samuel  Fassler, 
Assistant  Engineer  Samuel  Becker,  Assistant 
Superintendent  William  D.  Brush  and  Assistant 
Engineer  Charles  Bennett  of  bureau  of  build¬ 
ings. 

■  CTION  OF  BOARD — Laid  over  to  February  19,  1932,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 

W-31-A. 

PPELLANT — Donohue  Company  Real  Estate,  Inc.,  for 
489  Fifth  Avenue  Corp.,  lessee. 


SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 489  Fifth  avenue  and  12  East 
42nd  street,  Manhattan 

APPEARANCES— 


and  Robert  H.  -Graham 


For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Absent  . 

THE  RESOLUTION— 


(277-31-A) 

Whereas,  Donohue  Company  Real  Estate,  Inc.,  for 
Augustine  Pottier  Estate,  owner,  filed,  June  3,  1931  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  489-  Fifth  avenue  and  12  East  42nd  street  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
18-  1931  (Order  No.  78-603-F),  reads: 

1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  open-ingsl  and  which  are  not  more 
than  50-'  above  a  neighboring  roof  at  south,  -east  and 
north  side  of  building,  or  other  approved  protection,  as 

per  Section  375,  Art.  18,  Ch.  5,  Code  of  Ordinances.” ; 
and  ’ 

Whereas,  the  premises  consist  o-f  two  buildings,  one  facing 
on  Fifth  avenue,  seven  stories  in  height,  51  ft.  by  100  ft. 
irregular,  in  area  in  the  first  story  and  51  ft.  by  95  ft.  in' 
area  above,  and  one  facing  on  42nd  street,  five  stories  in 
height,  22  ft.  by  98  ft.  9  in.,  irregular,  in  area  in  the  first 
story  and  22  ft.  by  87  ft.  1  in.  in  area  above;  the  buildings 
being  occupied  as  stores,  salesroom  and  offices  with  a  permit¬ 
ted  occupancy  according  to  Certificate  of  Occupancy  No. 
16254-1930  of  208-  persons  in  the  entire  structure;  the’build- 
mgs  being  connected  in  the  first  story;  there  are  seven  win¬ 
dows  in.  the  southerly  wall  of  the  Fifth  avenue  building  and 
three  windows  in  the!  easterly  wall  on  each  story  which  are 
within-  30  ft.  -of  openings  in  the  adjoining  building  to-  the 
west ;  and 

Whereas,  the  appellant  contends  that  there  are  a  total  of 
twelve  windows  in  the  East  42nd  street  building  and  eighty- 
four  windows  in  the  Fifth  avenue  building  that  wo-uld  re- 
quire  shutters ,  that  the  windows  are  large  windows  and  that 
a  great  expense  would  be  entailed  to  provide  iron  shutters 
and  -a  much  greater  expense  to  provide  iron  windows  and  con¬ 
tends  ther-e  would  be  a  hardship  in  complying  with  this  order. 

•  ^es0^’e^:  that  the  order  of  the  fire  commissioner  be  and 

denied  ^  afftrmed’  and  t,he  appeal  be  and  it  hereby  is 


539-31-A. 

APPELLANT— F.  &  W.  Grand  5-10-25  Cent  Stores,  Inc 
lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  -commissioner. 

PREMISES  AFFECTED — 1275-1277  Broadway  and  28-30 
Goodwin  place,  Brooklyn 

APPEARANCES— 


For  Appellant:  Louis  Freedenburg  and  George  A 
Schwartz. 

For  Administration  :  Inspector  Maher  of  fine  de¬ 
partment. 

SvnilF  BOARD— Appeal  granted  on  condition. 

I  HE  VOTE — 


Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 
Chief  Ro-ss  . 
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Negative  .  0 

Absent  .  ® 

THE  RESOLUTION— 

(539-31-A) 

Whereas,  F.  &  W.  Grand  5-10-25  Cent  Stores,  Inc., 
lessee,  filed,  November  6,  1931,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  1275- 
1277  Broadway  and  28-30  Goodwin  place,  Borough  of  Brook¬ 
lyn;  and  .  .  _ 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  3,  1930  (Order  No.  75917-F),  reads: 

“Install  an  approved  standpipe  system,  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals. 
)Sec.  580,  581,  Art.  2'8,  Chap.  5,  C.O.  N.Y.”; 

and  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

October  20,  1931  (35643-LC),  reads: 

“In  reply  to  your  letter  of  Oct.  15th,  addressed  to 
Edward  J.  Kenny,  Deputy  Fire  Commissioner,  and  for¬ 
warded  to  this  office  for  attention  I  beg  to  advise  you 
that  this  order  was  issued  for  the  reason  that  the  prem¬ 
ises  in  question  is  two  stories  in  height  with  an  area 
greater  than  10,000  sq.  ft.  in  area.  This  order  was 
issued  under  date  of  May  27,  1930’,  and  under  date  of 
Sept.  25,  1930,  Mr.  J.  Burmeister,  Consulting  Engineer 
of  45  Astor  Place,  New  York  City,  wrote  to  this  office 
as  your  representative  requesting  consideration  for  this 
order.  Upon  receipt  of  that  letter  I  caused  a  special 
inspection  to  be  made  and  after  a  careful  survey  the 
inspector  reported  that  the  building  was  two  stories  in 
height  with  an  area  of  10', 729  sq.  ft.  on  the  1st  story 
and  700  sq.  ft.  on  the  2nd  story.  Mr.  Burmeister  was 
advised  that  due  to  the  fact  that  the  building  exceeded 
10,000  sq.  ft.  in  area,  the  installation  of  a  2J4"  standpipe 
system  was  a  mandatory  requirement  insofar  as  this 
department  is  concerned. 

“However,  if  you  consider  the  conditions  in  your  build¬ 
ing  warrant  granting  any  further  consideration  you  may 
take  this  matter  up  in  the  form  of  an  appeal  with  the 
Bd.  of  Standards  and  Appeals,  Room  1001,  Municipal 
Bldg.,  Man.  Regretting  my  inability  to  help  you  in 
this  matter,  I  beg  to  remain  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  40  ft.  frontage  on  Broadway  and  48  ft.  7  in.  on 
Goodwin  place  by  250  ft.,  about  10,729  sq.  ft.  in  area  at 
first  story  and  36  ft.  by  19  ft.,  about  684  sq.  ft.  in  area 
at  second  story;  OCCUPIED:  cellar,  stockroom;  1st  story, 
salesroom;  2nd  story,  lavatory;  and 

Whereas,  the  appellant  claims  the  area  of  the  building  is 
very  slightly  in  excess  of  the  requirements  where  standpipes 
are  not  required;  there  are  fire  hydrants  on  each  street  and 
easily  accessible;  furthermore,  the  appellant  contends  the 
exits  are  adequate  at  each  street  front;  and 

Whereas,  the  building  is  but  729  sq.  ft.  over  the  allow¬ 
able  area  in  which  a  standpipe  system  could  be  eliminated,  this 
applying  to  the  first  story  and  basement  only,  the  building 
being  but  one  story  and  attic  in  height. 

Resolved,  that  the  order  and1  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  such1  fire-fighting 
appliances  as  shall  be  required  by  the  fire  department  shall 
be  installed;  that  the  building  shall  be  not  increased  in 
height  or  area  and  the  use  and  occupancy  shall  remain  sub¬ 
stantially  unchanged. 


485-31-A. 

APPELLANT — I.  L.  Crausman,  for  104  West  18th  Street 

Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,. 

PREMISES  AFFECTED— 605-611  Sixth  avenue  and  104 
West  18th  street,  southwest  corner,  Manhattan. 


APPEARANCES— 

For  Appellant:  I.  L.  Crausman. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(485-31-A) 

Whereas,  I.  L.  Crausman,  for  104  West  18th  Street 
Corp.,  owner,  filed,  October  1,  1931,  an  appeal  from  an 
order’  and  a  decision  of  the  fire  commissioner,  affecting 
premises  605-611  Sixth  avenue  and  104  West  18th  street, 
southwest  corner,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  20,  1931  (re  Order  No.  64654-LC),  reads: 

“Remove  all  gasoline  from  buried  tanks,  remove  gaso¬ 
line  pumps  and  seal  with  cement  all  accessible  pipe  open¬ 
ings  of  such  tanks.  Sec.  151-B,  Chapter  10,  Code  of 
Ordinances. 

“Reason:  Building  in  part  is  used  for  the  storage 
and  sale  of  paint.  Section  151-B,  Chapter  10,  Code 
of  Ordinances.”; 

and  ■ 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  25,  1931,  reads: 

“Responding  to  your  request  made  in  this  office  or 
this  date,  it  is  regretted  that  the  Fire  Commissioner  will 
no  longer  re-issue  an  order  so  that  it  may  be  taker 
before  the  Board  of  Standards  and  Appeals,  when  it  ha: 
exceeded  the  twenty-day  time  limit  for  the  appeal. 

“Order  numbered  64654-LC,  issued  against  premise: 
605  Sixth  Avenue,  reading  as  follows,  must  either  to 
complied  with,  or  advantage  taken  of  your  right  t< 
appeal  from  the  Fire  Commissioner’s  decision: 

“  T.  Remove  all  gasoline  from  buried  tanks,  removr 
gasoline  pumps  and  seal  with  cement  all  accesible  pipe 
openings  of  such  tanks.  Sec.  151-B,  Chapter  10,  Cod: 
of  Ordinances.  REASON :  Building  in  part  is  usee 
for  the  storage  and  sale  of  paint.  Section  151-B,  Chap¬ 
ter  10,  Code  of  Ordinances.’  ”  ; 

and 

Whereas,  the  building,  erected  in  1924,  .is  fireproof,  three 
stories  in  height,  92  ft.  by  100  ft.  in  area;  OCCUPIED 
1st  story,  stores  and  garage  for  more  than  five  motor  vehicles 
forty  persons ;  upper  stories,  garage  for  more  than  five  mote 
vehicles ;  and  >  <  M 

Whereas,  appellant  contends  that  the  paint  in  question  r 
located  in  Store  No.  3  as  noted  on  filed  plans ;  that  the  quan 
tity  stored  consists  of  fifty  one-gallon  cans  located  on  shelve: 
in  the  store  and  contends,  further,  that  this  store  is  separate: 
from  the  garage  portion  of  the  building  by  fireproof  walls. 

Resolved,  that  the  order  and  decision  of  the  fire  commis 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  b 
and  it  hereby  is  granted,  only  so-  far  as  it  affects  the  storag< 
of  paint  on  the  first  story  of  Store  No.  3,  on  conditio i 
that  the  store  shall  be  separated  from  the  garage  by  un 
pierced  fire-retarded  walls,  with  the  exception  of  one  door 
way  opening  to  the-  passageway  in  the  rear  of  the  store 
that  the  rear  opening  shall  be  equipped  with  a  self-closing 
fireproof  door ;  that  the  westerly  wall  of  said  passagewa; 
shall  be  unpierced  throughout  its  entire  height  and  lengtl 
and  be  built  of  fire-retarding  material;  further,  on  conditio: 
that  storage  shall  be  limited  to  not  more  than  fifty  gallon 
in  sealed  containers  of  not  more  than  one  gallon  each. 


482-31- A. 

APPELLANT — Ariel  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  th 
fire  commissioner. 
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’REMISES  AFFECTED — 190-191  Water  street,  Brook¬ 
lyn. 

APPEARANCES — 

For  Appellant :  Herman  Goldman. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

'HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Gnilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(482-31-A) 

Whereas,  Ariel  Holding  Corp.,  owner,  filed,  September 
0,  1931,  an  appeal  from  an  order  and  a  decision  of  the  fire 
ommissioner,  affecting  premises  190-194  Water  street,  Bor- 
ugh  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo- 
fer  11,  1930  (Order  No.  37044-LC),  reads: 

“You  are  hereby  notified  that  on  inspection  of  the 
above  premises,  used  as  a  garage  shows  that  the  follow¬ 
ing  must  be  done  before  the  permit  requested  by  you 
can  be  issued : 

FORTHWITH 

“Separate  boiler  from  remainder  of  building  by  un¬ 
pierced  wall  of  solid  masonry  at  least  8  inches  in  tlfick- 
ness.  Entrance  to  boiler  room  to  be  from  exterior  of 
building  only.  Section  159-1,  Chapter  10,  Code  of 
Ordinances.” ; 
ad 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
Vbruary  6,  1931,  reads : 

“With  reference  to  your  letter  of  Dec.  15th,  relative 
to  order  No.  37044-LC  which  was  issued  by  this  de¬ 
partment  affecting  the  boiler  room  located  on  premises 
190-194  Water  Street,  Brooklyn,  formerly  occupied  by 
Jones  Bros.,  Inc. 

“We  had  a  special  investigation  made  of  these  prem¬ 
ises  as  you  requested  and  we  find  that  there  are  two 
openings  from  the  garage  into  the  boiler  room.  One  is 
by  way  of  the  elevator  shaft  and  the  other  is  a  stairway 
leading  into  this  boiler  room.  According  to  Section  159, 
Chapter  10  of  the  Code  of  Ordinances,  all  boiler  rooms 
must  be  separated  from  the  garages  by  an  unpierced 
fireproof  enclosure  and  the  only  entrance  to  this  boiler 
room  may  'be  from  the  open  air  and  there  shall  be  no 
entrance  whatsoever  from  the  garage  into  the  boiler 
room. 

“We  regret  to  advise  you  that  we  are  unable  to  give 
you  any  relief  in  this  matter  and  that  it  will  be  necessary 
for  you  to  comply  with  the  order  as  written. 

“Of  course,  you  have  the  privilege  of  appealing  from 
the  order  of  the  Fire  Commissioner  to  the  Bd.  of  Stand¬ 
ards  and  Appeals  which  is  located  on  the  10th  floor  of 
the  Municipal  Building  in  Manhattan.  If  you  should 
make  an  appeal  to  the  said  board  please  advise  this 
office  so  that  no  drastic  action  will  be  taken  pending 
the  outcome  of  the  appeal.”  ;  • 

id 

Whereas,  the  building,  erected  in  1900,  is  non-fireproof, 
>ur  stories  in  height,  56  ft.,  by  90  ft.  in  area;  OCCUPIED: 
isement,  boiler  room;  1st  story,  garage  for  more  than  five 
otor  vehicles,  2  persons;  2nd  story,  manufacture  of  glass 
x>rs,  10  persons;  3rd  story,  manufacture  of  radio  con- 
-'nsers,  10  persons ;  4th  story,  manufacture  of  buffing  wheels, 

>  persons;  and 

i  Whereas  appellant  contends  that  a  compliance  with  the 
der  would  seriously  affect  the  practical  operation  of  the 

■emises. 

Resolved,  that  die  order  and  decision  of  the  fire  cornmis- 
oner  be  and  they  hereby  are  modified,  and  the  appeal  ibe 
id  it  hereby  is  granted  on  condition  that  the  furnace  or 
flier  room  shall  be  enclosed  with  an  8-inch  brick  wall  on 


three  sides  and  masonry  wall  of  building  on  fourth  side, 
carried  from  cellar  floor  to  the  ceiling,  with  but  one  open¬ 
ing  ;  that  the  opening  shall  be  equipped  with  a  self-closing, 
fireproof  door ;  the  stairway  shall  be  enclosed  in  fire-retard¬ 
ing  material  and  the  opening  to  the  stairway  and  to  the  ele¬ 
vator  shaft  shall  be  equipped  with  self-closing,  fireproof 
doors;  that  not  more  than  six  cars  shall  be  stored  at  any 
one  time  on  the  first  story ;  that  the  location  of  the  stairway 
and  the  elevator  shaft  shall  be  as  shown  on  the  plans  sub¬ 
mitted  with  this  appeal ;  that  no  occupancy  shall  ibe  permitted 
in  the  cellar  and  that  72  square  inches  of  fixed  ventilation 
to  the  outer  air  shall  be  provided  from  the  boiler  room. 


PETITIONS  FOR  VARIATIONS. 

201-31-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Phillips  Jones  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner  and  a  decision  of 
the  superintendent  of  buildings. 

PREMISES  AFFECTED — 1215-1225  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
2  p.  m.,  to  give  petitioner  an  opportunity  to  find 
out  dates  of  termination  of  the  present  leases. 


47*4-31- S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Tilles  &  Haves,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 97-00  to  97-04  150th  street, 
southeast  corner  of  97th  avenue,  Jamaica,  Borough 
oI  Queens. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(474-31-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Tilles  &  Haves,  Inc.,  filed,  Setember  28,  1931,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  9*7-02  to  97-04  150th  street,  south¬ 
east  corner  of  97th  avenue,  Jamaica,  Borough  of  Queens; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
1,  1931  (Order  No.  84867-LD),  reads: 

“Provide  a  scuttle  opening  in  roof  2'  by  3'  located 
over  stairway  at  southeast  side  of  building  with  a  sta¬ 
tionary  double  rung  iron  ladder  leading  from  top  story 
to  'said  scuttle  as  per  rules  of  the  Board  of  Standards 
and  Appeals.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
3,  1930'  (re  Order  No.  77350-LD),  reads: 

“1.  Discontinue  use  of  above  premises  occupied  for 
factory  purposes  in  violation  Sec.  27*0  L.L.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  25,  1931,  reads : 

“In  reply  to  your  letter  of  Sept.  1,  1931,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
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the  requirements  of  Order  No.  84867-LD  and  that  you 
are  unable  to  do  so  due  to  the  fact  that  the  Bd.  oi 
Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order 
“You  are  advised  that  the  order  cannot  be,  dismissed 
or  reissued,  therefore  your  request  is  denied.” ; 


^Whereas,  the  building  is  non-fireproof  four  stories  m 

height,  51  ft.  3^  in.,  by  104  ft.  m  area;  OCCUPIED  for 
the  manufacture  of  boys’  suits  and  ladies  coats,  not  mo 
than  fifty  persons  per  story;  EXITS:  two  interior  . steel 
stairways  (the  southeast  stairway  having  treads  404  in-  ’n 
length)  extending  from  the  first  story  to  top  story;  the 
northwest  stairway,  44  in.  in  width,  extends  to  the  roof, 
enclosed  in  brick  walls,  with  fireproof  doors  at  openings; 
ROOFS  of  adjoining  buildings  :  three  stories  lower  at  south ; 


Whereas,  the  petitioner  claims  the  building  was  erected 
in  1928,  under  plans  approved  by  the  superintendent  of 
buildings,  and  a  certificate  of  occupancy  has  been  issued; 
there  is  no  safe  egress  from  the  roof ;  furthermore,  the  peti¬ 
tioner  contends  that  the  means  of  reaching  the  roof  by  the 
northwest  stairway  should  be  accepted  in  lieu  of  complying 

with  the  orders.  ,  .  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  77350-LD,  only  so  far  as  it  affects,  the  width  of 
the  easterly  stairway,  on  condition  that  such  stairway  shall  be 
not  less  than  40'  in.  wide ;  that  the  occupancy  shall  be  limited 
to  not  more  than  fifty  persons  per  story;  that  the  labor  law 
shall  be  complied  with  in  all  other  respects ;  that  the  building 
shall  be  not  increa'sed  in  height  or  area  and  that  the  use 
and  occupancy  shall  remain  substantially  unchanged,  and 
that  Order  No.  84867-LD  be  and  it  hereby  is  affirmed,  and 
the  appeal  be  and  it  hereby  is  denied. 


525-31-S. 

PETITIONER— Samuel  Rosenblum,  for  Charlotte  E.  A. 
Throckmorton,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1204-1210  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(525-31-S) 

Whereas,  Samuel  Rosenblum,  for  Charlotte  E..A.  Throck¬ 
morton,  owner,  filed,  October  27,  1931,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 


in  an  order  of  the  fire  commissioner,  affecting  premises 
1204-1210  Broadway,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
7,  1930  (re  Order  No.  73263-LD),  reads: 

“Enclose  the  interior  stairway  serving  . as  a  required 
means  of  egress  in  partitions  of  fire  resisting  material 
extending  from  1st  story  to  3'  above  roof,  all  openings 
to  be  protected  with  approved  fire  doors  as  per  rules  of 
the  Board  of  Standards  and  Appeals.”; 

and  .  - 

Whereas,  the  building,  erected  prior  to  1881,  is  non-hre- 
, proof  four  stories  in  height,  67  ft.  8  in.  by  121  ft.  4  in., 
irregular,  in  area;  OCCUPIED:  1st  story,  stores.;  2nd  story, 
carpet,  neckwear  showrooms  and  sewing  machine  repairs, 

35  persons;  3rd  story,  embroidery  and  offices,  20  persons; 
4th  story,  neckwear,  cutting  gloves,  fringing  scarfs,  and 
offices,  25  persons;  EQUIPPED  with  a  fire  alarm  signal 
system;  EXITS:  an  interior  wood  stairway,  extending  from 
the  first  story  to  top-  story,  enclosed  in  plaster  partitions, 
with  wood  doors  at  openings;  a  45-degree  fire  escape  on 
the  front  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  top  story  to  the 
second  story  balcony,  with  EGRESS  from  the  termination 
of  the  fire  escape  by  means  of  counterbalanced  stair  to  side¬ 
walk;  ROOFS  of  adjoining  buildings  :  to  south,  three  stories 
higher;  to  north,  same  height  and,  also,  one  story  lower; 
and 

Whereas,  petitioner,  in  view  of  the  light  occupancy  and 
non-hazardous  use  of  the  premises,  requests  the  acceptance  of 
existing  conditions  as  to  exits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  73263-LD,  on  condition  that  the  stairway  shall  be 
enclosed  on  the  west  and  east  sides  with  wire  lath  and  * 
plaster  partitions  and  on  north  and  south  partition. with  fire- 
retarded  material  on  the  loft  side  or  fireproof  partitions ,  the 
east  and  west  partitions  to  be  carried  around  the  north  side 
of  the  stairway  with  partitions  fire-retarded  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals,  leaving 
an  unobstructed  passageway  through  the  corridor  of  not 
less  than  4  ft.  wide;  all  openings  to  the  stairway  to  be 
equipped  with  either  self-closing,  fireproof  doors  and  fire¬ 
proof  windows  on  first  story,  all  substantially  as  shown. on 
amended  plans  submitted  with  this  appeal ;  that  the  building 
shall  be  not  increased  in  height  or  area;  that  the  use  and 
occupancy  remain  substantially  unchanged  and  that  the  labor 
law  shall  be  complied  with  in  all  other  respects. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
579-31-SA. 

PETITIONER— Truscon  Steel  Co.,  owner. 

SUBJECT— Insulmesh— Material,  approval  of. 
APPEARANCES— 

For  Petitioner:  Walter  B.  Grisgby. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1932,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


Adjourned  5.10  R.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park.  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  2,  1932: 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday,  January  22,  1932,  at  4  p,  m. ;  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  morning, 
January  26,  1932,  and  the  minutes  of  the  regular  meeting 
of  the  board  held  on  Tuesday  afternoon,  January  26,  1932, 
were  approved  as  printed  in  Bulletin  No.  5,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

410-31-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Louise  De  Vito, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
.partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 176-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  parkway, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abram  Raff. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


500-31-BZ. 

APPLICANT— Mtaurioe  Z.  Bungard,  for  2762  West  17th 
Street  Corp.,  owner. 

SUBJECT— Application  (re  decision  o<f  the  superintendent 
of _  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to1  permit  in  a  business 
district  the  erection  and  maintenance  of  a  building 
to  be  used  as  a  poultry  slaughter  house. 
'PREMISES  AFFECTED — 2762-2764  Cropsey  avenue,  west 
side,  80  ft.  north  of  Neptune  avenue,  Brooklyn 

APPEARANCES— 

For  Applicant :  Maurice  Z.  Bungard  and  Joseph  C. 
Berman. 

For  Opposition :  John  E.  Sexton,  B.  Simonson  and 
Thomas  H.  Reid. 

ACTION  OF  BOARD — Laid  over  k>  March  4,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


523-31-BZ. 

APPLICANT — Albert  Martin  Cohen,  for  Antonia  Panasci, 
owner. 

iSUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zpne 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
'  motor  vehicles 

PREMISES  AFFECTED — 1726-1738  Gravesend  avenue, 
[appearance^  180  ft  south  of  Avenue  O,  Brooklyn. 

For  Applicant :  Aaron  H.  Schwartz. 

Eor  Opposition:  Harry  Goldberg',  A.  N.  Glickman, 

,  Benjamin  Adler  and  S.  Berger. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
1()  a  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


340-31-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Edwawrd  W.  Crop- 
S€y>  James  L.  Cropsey  and  C.  &  M,  Holding  Co 
owners. 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 


endar,  having  been  previously  dismissed  for  lack 
of  prosecution — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECIED — 2402-2418  Cropsey  avenue, 
southwest  corner  of  24th  avenue,  Brooklyn 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

AC  I  ION  OF  BOARD — Application  reopened  and  to  be  set 
mri ,,  ,  liearinS  when  papers  in  the  case  are  completed. 
THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  . !!!!!!  0 

Absent  .  ’’  0 


49'9|-31-BZ. 

APPLICANT— Charles  D.  Cords,  for  Louis  Cherleck  and 
Catherine  Cherleck,  owners. 

SUBJECT  Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — -262-10  Hillside  avenue,  Floral 
Park  Gardens,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  Charles  D.  Cords. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  February  23,  1932,  at  2  p  m 

THE  VOTE  TO  REOPEN—  ' 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  . 0 

Absent  .  ’  ’ '  n 


485-20-BZ. 

APPLICANT— Raymond  Irrera,  for  2521  Broadway  Corp 
owner. 

SUBJECT  Application  for  reopening — reconsideration  under 
new  facts,  having  been  previously  denied — re  Appli¬ 
cation  (decision  of  the  superintendent  of  buildings) 
under  section  7b  oif  the  building  zone  resolution,  to 
permit  a  modification  of  a  resolution  adopted  by 
the  board  for  the  use  of  the  two  (2)  upper  stories 
of  a  building  for  factory  purposes  (originally  limited 
to  office  use). 

PREMISES  AFFECTED— 2521-2523  Broadway,  northwest 

APPEARANCES— eSt  ^  M&nhattan- 

For  Applicant:  Raymond  Irrera. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
^  Calendar  Call  February  23,  1932,  at  2  p  m 

THE  VOTE  TO  REOPEN—  P* 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  . .!..!!!'*'  0 

Absent  .  . .  ^ 


249-29-BZ. 

APPLICANT— Conroy  &  Hardy,  substituted  for  McCooey 
CTTPT  &  1 Conroy,  for  Franksonia  Realty  Corp.,  owner. 
MJbJPPl—  Application  for  reopening— restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Appli- 
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cation  (decision  of  the  superintendent  of  building’s), 
under  section!  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2228-2234  Gerritsen  avenue, 
southwest  corner  of  Old  Avenue  U,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened;  to  be  set 
for  Calendar  Call  when  papers  in  the  case  are  com¬ 
pleted. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


549-31-BZ.  „  , 

APPLICANT— Max  Siegel,  for  Jametro  Realty  Corp., 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 4022-4032  New  Utrecht  avenue 
and  961-971  41st  street,  northwest  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Frank  (S.  Johnson  and  others. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


430-31-BZ. 

APPLICANT— Sydney  J.  Schwartz,  for  Sabine  Hoffmann, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion,  extension  and  change  of  occupancy  from  resi¬ 
dence  use  to  a  business  use. 

PREMISES  AFFECTED— 2070-2072  84th  street,  south 
side,  100  ft.  west  of  21st  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sydney  J.  Schwartz. 

For  Opposition :  Harry  N.  Goodman,  George 
Schapiro,  Irving  Goldstein,  William  Foster,  B. 
Yasin  and  Stephen  Guardino. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . b 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(430-31-BZ) 

Whereas,  Sydney  J.  Schwartz,  for  Sabine  Hoffmann, 
owner,  filed,  September  2,  1931,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration,  extension  and  change  of  occupancy  from  resi¬ 
dence  use  to  a  business  use;  premises  2070-2072  84th  street, 
south  side,  100  ft.  west  of  21st  avenue,  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  February  2,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 


zone  resolution  show  that  84th  street,  21st  avenue,  85th  street 
and  83rd  street  are  in  residence  districts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  14,  1931  (re  App.  Nb.  10333-1931),  reads: 

“Proposed  restaurant  to  be  located  in  a  residential 
district  is  contrary  to  Art.  II,  Sect.  3  of  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  existing  building  is  of  frame  construction, 
two  stories  and  attic  in  height,  with  a  frontage  of  36  ft. 
and  a  depth  of  62  ft. ;  now  occupied  as  a  two- family  dwelling; 
to  be  occupied  as  a  restaurant ;  and 

Whereas,  the  property  under  appeal  located  on  84th 
street,  between  20th  and  21st  avenues,  lies  wholly  within  the 
residence  use  district,  and  at  the  present  time  there  are  no 
non-conforming  uses  on  84th  street,  'between  20th  and  21st 
avenues,  nor  on  21st  avenue,  between  83rd  and  85th  streets; 
and 

Whereas,  the  balance  of  the  block,  with  the  exception  of 
one  vacant  parcel  on  84th  street,  is  entirely  developed  and 
occupied  for  residence  purposes  other  than  the  public  school 
on  84th  street  and  21st  avenue  and  the  church  on  the  north 
side  of  84th  street;  and 

Whereas,  the  board  deems  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  under  section  21  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


172-29-BZ. 

APPLICANT — Henry  B.  Robb,  owner;  request  for  re¬ 
opening  made  by  Abraham  N.  Horwitz,  attorney. 
SUBJECT — Application  for  reopening — modification— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 7830  90th  avenue,  Woodhaven, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  A.  N.  Horwitz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION — 

(172-29-BZ) 

Whereas,  Edward  L.  Russell,  for  Henry  B.  Robb,  owner, 
filed,  March  16,  1929,  an  application,  under  the  building 
zone’  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
7830  90th  avenue,  Woodhaven,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  22,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  90th  avenue  is  in  a  business  dis¬ 
trict  ;  90th  road  is  in  a  residence  and  business  district ;  30th 
street  is  in  a  business  district,  and  78th  street  is  in  a  busi¬ 
ness  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  25,  1929  (re  Plan  No.  Alt.  144-1929), 
reads : 
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“The  creation  of  a  gasoline  selling  station  in  a  busi¬ 
ness  district  is  contrary  to  Art.  2,  Sec.  4  of  the  Zone 

Law”; 

uid 

Whereas,  the  premises  consist  of  a  plot  of  ground  47  ft. 
>y  100  ft.  in  area,  on  the  rear  of  which  is  located  a  four- 
■ar  garage  building,  one  story  in  height,  18  ft.  by  38  ft.  in 
irea,  and  on  the  front  a  two-story  frame  building,  17  ft.  by 
10  ft.  in  area,  used  for  a  motor  vehicle  repair  shop;  it  is 
iroposed  to  bury  one  550-gallon  tank  and  erect  one  pump 
bn  the  front  of  the  site  for  the  purpose  of  conducting  a 
gasoline  service  station  in  addition  to  the  present  occupancy 
.vithin  a  business  use  district;  and 

.  Whereas,  there  exists  on  these  premises  a  four-car  garage 
uid  a  motor  vehicle  repair  shop;  and 
Whereas,  it  is  proposed  to  maintain  a  single  tank  for  use 
n  conjunction  with  said  garage  and  repair  shop ;  and 
Whereas,  under  the  rules  of  exception,  section  7,  sub- 
livision  g,  the  applicant  has  filed  91  per  cent  consents  of 
irea  fixed  by  the  board  and  deemed  affected;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
neeting,  October  22,  1929,  on  certain  conditions,  and  owner, 
hrough  his  attorney,  requested  a  modification  of  these  con- 
litions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  on  condition  that 
he  gasoline  storage  capacity  shall  be  restricted  to  two  tanks, 
tot  exceeding  550  gallons  capacity  each,  which  shall  be  lo¬ 
oted  substantially  in  the  center  of  the  vacant  area  of  the 
>lot;  that  the  two  gasoline  pumps  shall  not  be  installed 
vithin  10  ft.  of  the  building  line;  that  there  shall  be  erected 
>n  the  building  line  an  ornamental  iron  railing  not  less  than 
i  ft.  in  height  with  not  more  than  one  vehicular  opening 
herein,  not  exceeding  10  ft.  in  width  in  the  clear,  with  a 
:urb  cut  located  directly  in  front  of  same;  that  the  conduct 
ind  operation  of  the  gas  service  shall  be  confined  to  and 
naintained  within  the  property  lines,  and  that  all  permits 
equired  shall  be  obtained  within  ninety  days  and  any  work 
nvolved  shall  be  completed  within  six  months  from  the  date 
if  this  action. 


I6S-24-BZ. 

APPLICANT — Larry  Meltzer,  for  J.  Dubins,  owner. 

SUBJECT — Application  for  reopening — reinstatement  of 
resolution  of  May  5,  1925 — re  Application  (decision 
of  the  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  erection  and  maintenance  of 
buildings  to  be  used  for  store  purposes  on  first 
story  and  residence  use  above. 

PREMISES  AFFECTED— 1932-1926  and  1930-1932  Kings 
highway  and  2110  Ocean  avenue,  Brooklyn. 

APPEARANCES — 

For  Applicant:  L.  Meltzer. 

For  Opposition :  None. 

\CTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  reinstated. 

fHE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


fHE  VOTE  TO  REINSTATE  RESOLUTION  OF  MAY 

5,  1925- 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  . .  0 

fHE  RESOLUTION— 

I  (968-24-BZ) 


Whereas,  Otto  Henschel,  for  Michael  Pellegrino  and 


others,,  owners,  filed,  July  24,  1924,  an  application,  under 
tlie  building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  buildings  to  be  used  for 
store. purposes  on  the  first  story  and  for  dwelling  use  above; 
premises  1922-1926,  1930  and  1932  Kings  highway  and  2110 
Ocean  avenue,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  February  17, 
1935,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Kings  highway,  south  side,  and 
to  a  point  100  ft.  west  of  Ocean  avenue,  is  in  a  residence 
district;  the  remainder  of  Kings  highway  at  this  point  is  in 
a  business  district,  and  Ocean  avenue  is  in  a  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  10,  1924,  in  acting  on  Applications  No.  1366, 
1367,  1368  and  1369,  reads: 

“Proposed  three  story  brick  building  to  be  occupied  as 
a  store  on  the  1st  flor,  one  family  on  the  2nd  floor  and 
one  family  on  the  3rd  floor,  in  a  residence  district,  is 
contrary  to  Art.  II,  Sec.  3  of  the  Zone  Resolution.”; 
and 

Whereas,  the  premises  consist  of  six  (6)  three-story 
non-fireproof  buildings;  four  are  20'  ft.  by  59  ft.  in  area; 
one  is  20  ft.  by  61  ft.  8  in.  in  area,  and  one  is  38  ft.  4  in. 
by  30  ft.  in  area;  all  to  be  similarly  occupied,  stores  on  the 
first  story  and  dwellings  above;  and 

W h erf. as,  the  board  deemed  that  there  would  be  hard¬ 
ship  in  preventing  applicant  from  using  the  Kings  highway 
front  for  stores  owing  to  the  business  use  on  this  street; 
and 

Whereas,  an  application  was  granted  by  this  board  for 
permission  to  erect  business  uses  at  1922-1926  and  1930-1932 
Kings  highway  and  2110  Ocean  avenue,  Borough  of  Brook¬ 
lyn,  under  Cal.  No.  968-24'-BZ,  action  being  taken  by  the 
board  on  May  5,  1925,  at  which  time  permission  was  granted 
to  erect  the  buildings  for  a  depth  of  approximately  95  ft.; 
and 

Whereas,  the  buildings  were  constructed  for  a  depth  of 
approximately  60  ft.,  the  owner  of  the  premises,  No.  1926 
Kings  highway,  now  seeks  to  extend  the  store  some  thirty-odd 
feet  as  permitted  in  the  resolution  of  May  5,  1925,  as  shown 
on  plans  filed. 

Resolved ,  that  the  board  of  appeals  does  hereby  reinstate 
its  action  of  May  5,  1925,  and  does  hereby  make  a  variation 
in .  the  application  of  the  use  district  regulations  of  the 
building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  restricted  to  business  use  of  retail 
stores  on  the  ground  floor  only,  and  only  so  far  as  it 
affects  the  frontage  facing  on  Kings  highway,  on  condi¬ 
tion  that,  the  upper  stories  of  the  building  shall  be  restricted 
to.  dwelling  use  and  occupancy;  the  store  fronts  or  show 
windows  shall  start  at  a  point  not  less  than  12  in.  from 
the  Ocean  avenue  building  line ;  that  there  shall  be  no  stores 
or  business  use  evidenced  or  displayed  on  the  Ocean  avenue 
front  of  the  structure;  that  there  shall  be  no  advertising 
signs  or  display  of  any  nature  or  description  on  the  Ocean 
avenue  front,  and  that  any  advertising  signs  or  display  on 
the  Kings  highway  front  shall  be  restricted  to  lettering 
placed  directly  on  show  windows  of  the  store  fronts;  and 
that  there  shall  be  no  entrance  on  the  Ocean  avenue  front 
other  than  those  required  for  the  dwelling  use  above;  that 
the  exterior  of  the  street  walls  on  Kings  highway  and 
Ocean  avenue  front,  other  than  the  show  windows  of  the 
stores  on  the  Kings  highway  front,  shall  be  finished  in  face 
brick  with  architectural  terra  cotta  or  natural  stone  trim¬ 
mings  ;  that  any  windows  on  the  Ocean  avenue  front,  except 
those  opening  directly  to  living  apartments,  shall  have  sills 
not  less  than  6.  ft.  above  grade;  that  a  return  drawing  shall 
be  made  to  this  board  of  tlie  proposed  elevations  for  ap¬ 
proval  before  submission  to  the  superintendent  of  buildings ; 
and  further  granted  on  condition  that  the  requirements  of 
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the  building  zone  resolution  shall  be  complied  with  in  all 
other  respects  as  to  rear  yard  and  area  requirements ;  and 
Resolved,  further,  all  permits  necessary  for  the  prosecu¬ 
tion  of  the  work  shall  he  obtained  within  nine  (9)  months 
and  the  building  completed  within  eighteen  (18)  months  from 
the  date  of  this  action1 — February  2,  1932. 


630-29-BZ. 

APPLICANT— -Victory  Park  Sites  Realty  Co.,  Inc.,  owner; 

request  for  reopening  made  by  Edward  W.  Murphy, 
attorney. 

SUBJECT— Application  for  reopening— extension  of  time 
to  complete  work — re  Application  (decision  of  the 
•  superintendent  of  buildings) ,  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 137-30  Queens  'boulevard  and 
137-27  Barret  street,  southwest  corner,  Briarwood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edward  W.  Murphy. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(630-29-BZ) 

Whereas,  Henry  C.  Brucker,  for  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner,  filed,  October  22,  1929,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit,  partly  in 
a  business  district  and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline  service  station ; 
premises  137-30  Queens  boulevard  and  137-27  Barret  street, 
southwest  corner,  Briarwood,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  Barret  street  is  in  a  residence  district,  and  Hutton 
street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  4,  1929  (Plan  No.  N.  B.  6742-29),  reads: 

“1.  The  erection  of  a  gasoline  service  station  partly 
within  a  business  district  and  partly  within  a  residence 
district  is  contrary  to  both  section  4,  subdivision  A  (46) 
land  'Section  3  of  the  Zone  Law.  Not  further  con¬ 
sidered.”  ; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  30  ft.  by  20  ft., 
bury  five  550'-gallon  tanks,  erect  eight  pumps  and  four 
grease  racks  for  the  purpose  of  conducting  a  gasoline  service 
station  on  a  triangular  plot  with  a  frontage  of  232.85  ft.  on 
Queens  boulevard  and  285  ft.  on  Barret  street  with  100  ft. 
in  a  business  district  and  185  ft.  in  a  residence  district; 
and 

Whereas,  it  is  proposed  to  erect,  maintain  and  operate  a 
gasoline  service  station  on  these  premises ;  and 

Whereas,  the  applicant,  under  the  principle  of  section  7, 
subdivision  g,  has  filed  100  per  cent  consents1  of  an  area 
fixed  by  the  board  and  deemed  affected;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  January  28,  1930,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  imposed 
and  an  extension  of  time,  and  now  requests  a  further  ex¬ 
tension. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  entire  westerly  property  line 
a  picket  iron  fence  not  less  than  6  ft.  in  height;  that  there 
shall  be  erected  along  the  Queens  boulevard  and  Barret 
street  building  line  a  concrete  curbing  not  less  than  12  in. 
above  grade  and  12  in.  in  depth ;  that  there  shall  be  provided 
on  top  of  the  curb  masonry  posts  of  finished  material  not 
less  than  12  in.  square  and  not  less  than-  6  ft.  apart,  other 
than  the  vehicular  entrances,  the  said  posts  to  be  connected 
with  ornamental  fixed  iron  chain  or  ornamental  iron  railing; 
that  there  shall  be  no  vehicular  entrance  within  25  ft.  of  the 
corner  formed  by  the  intersection  of  Queens  'boulevard  with 
Barret  street ;  that  there  shall  'be  not  more  than  two  vehicular 
entrances  on  Queens  boulevard  and  not  more  than  three  exit 
openings  on  Barret  street  front;  that  no  gasoline  pumps 
shall  be  erected  within1  10  ft.  of  the  building  line;  that  the 
proposed  one-story  structure,  as  indicated  on  the  plans, 
approximately  20  ft.  by  30  ft.,  shall  be  finished  on  the 
exterior  with  white  enamel  brick  or  natural  stone,  substan¬ 
tially  in  accordance  with  the  design  filed  in  this  appeal; 
that  tire  proposed  pits  for  crankcase  service  shall  be  housed 
in  a  structure  not  more  than  one  story  in  height,  enclosed 
on  three  sides,  the  open  side  facing  tire  property  to  be 
arched,  the  design  to  be  in  accord  with  the  one-story 
building  erected  for  shelter  and  operation  of  the  premises; 
that  any  advertising  shall  be  restricted  to  the  glass  globes 
of  the  gasoline  pumps ;  that  the  architect  shall  make  a  re¬ 
turn  of  the  drawings  in  accordance  with  the  foregoing  con¬ 
ditions  to1  this  board  for  approval  before  submission  to  the 
building  department;  that  all  permits  required  shall  be^ ob¬ 
tained  within  six  months  from  December  18,  1930,  and  that 
any  work  involved  shall  be  completed  within  one  year  from 
March  18,  1932. 


393-31-BZ. 

APPLICANT — David  C.  Broderick,  for  Maria  Ranallo  Di 
Tullio,  owner. 

SUBJECT — Application  for  reopening' — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  monumental  stone  works. 

PREMISES  AFFECTED — 3215  East  Tremont  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  David  C.  Broderick. 

For  Opposition:  None. 

ACTION  OF  BOARD — Aplication  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION—  . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(393-31-BZ) 

Whereas,  David  C.  Broderick,  for  Maria  Ranallo  Di 
Tullio,  owner,  filed,  August  10,  1931,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  monumental  stone  works; 
premises  3215  East  Tremont  avenue,  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  special  meeting, 
December  11,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  Tremont  avenue  is  in  a 
business  district  (except  for  indicated  section  at  cemetery) ; 
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Waterbury  avenue  is  in  a  business  district,  and  Puritan  ave- 
me  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  25,  1931,  reads: 

“A  certificate  of  occupancy  for  the  monumental  stone 
works  at  above  mentioned  location  is  hereby  denied  as 
the  location  is  within  a  business  district  where  such 
occupancy  is  prohibited.”; 
ind 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
•endered  August  8,  1931,  reads  : 

“Your  letter  of  August  3rd  at  hand  wherein  you  re¬ 
quest  reconsideration  of  the  denial  of  this  Bureau  of 
l  Certificate  of  Occupancy  for  the  above  mentioned  prem¬ 
ises  as  a  monumental  stone  works. 

“You  are  hereby  advised  that  the  location  being  within 
a  business  district  such  occupancy  is  prohibited  by  the 
i  Zoning  Resolution  and  your  application  is  therefore 
denied.” ; 

.nd 

Whereas,  the  premises  consist  O'f  a  plot  of  ground  having 
i  frontage  of  55.23  ft.  and  a  depth  of  100.32  ft.,  upon  which 
s  located  several  structures ;  used  f  or  stone  cutting  and  a 
;arage ;  the  premises  is  used  also  foe1  the  storage  of  monu- 
nents ;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  meeting  and  said 
eport  is  made  part  of  this  resolution,  reading : 

“Cal.  No.  393-31-BZ. 

“Premises  3251  East  Tremont  avenue,  The  Bronx. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  December  9,  1931,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship— 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  monumental  stone  works. 

“The  premises  in  question  has  a  frontage  of  approx- 

Iimately  55  ft.  on  East  Tremont  avenue  and  a  depth  of 
100'  ft.  and  is  distant  southward  from  Waterbury  ave¬ 
nue  about  150  ft.  Directly  opposite  the  premises  under 
1  appeal  is  St.  Raymond’s  Cemetery. 

“This  site  has  been  used  for  the  display  and  sale  of 
j  tombstones  for  the  last  ten  years.  A  similar  use  also 
exists  on  the  northeast  corner  of  East  Tremont  avenue 
j  and  Waterbury  avenue. 

“The  applicant  seeks  to  do  necessary  cutting  for  letter¬ 
ing  of  tombstones,  cleaning  and  trimming  the  beveled 
edges  of  the  base  stones.  Cutting  for  lettering  and 
cleaning  of  the  beveled  edges  to  be  done  with  power- 
driven  air  compressor  and  small  drill.  The  trimming 
i  of  these  beveled  edges  to  be  done  with  hand  drill  and 
hammer. 

“It  is  not  the  intention  of  the  applicant  to  use  the 
premises  for  a  monumental  works  where  a  large  amount 
i  of  machinery  is  used  and  labor  performed  on  the  stones. 

The  machinery  intended  to  be  used  and  which  has  been 
,  for  the  past  year  used  for  this  work  consists  of  a  4  x 
compressor,  driven  by  three  horsepower  electric  motor, 
regulated  by  a  governor.  This  machinery  is  now  lo¬ 
cated'  in  the  cellar  of  the  house  adjoining  to  the  north, 
j  occupied  for  dwelling  purposes  by  the  applicant.  The 

•  air  line  for  this  compressor  is  y2  inch  and  extends 

through  the  wall  to  the  house  so  noted  with  a  valve  on 
t  the  outside  of  the  wall.  To  this'  is  connected  y2  inch 
hose  with  inch  drill  attached.  This  is  the  only  piece 
of  machinery  to  be  used  in  the  conduct  of  the  business 
appealed  for. 

“At  the  time  of  the  inspection,  due  to  the  rainy 
weather,  no  work  was  being  conducted  on  the  premises, 
as  the  whole  plot  is  entirely  exposed. 

“On  the  request  of  the  committee,  however,  all  the 
machinery  was  put  in  full  operation. 

“The  committee  noted  the  following  results : 


“Standing  outside  the  building  where  the  compressor 
was  located  while  the  compressor  was  in  operation,  prac¬ 
tically  no  noise  could  be  heard  from  said  compressor. 
The  noise  from  the  drill  itself,  while  noticeable,  was  not 
of  a  very  loud  nature. 

“The  committee  is  of  the  opinion  that,  if  the  work  is 
restricted  to  that  noted  in  this  report  and  conducted  at 
all  times  in  an  enclosed  masonry  structure  with  unpierced 
walls,  with  the  exception  of  a  doorway  in  the  front,  said 
building  to  be  equipped  with  a  proper  blower  system  to 
collect  all  dust  caused  by  the  operation  of  the  work  as 
noted,  the  properties  in  the  rear  which  are  objecting  to 
the  granting  of  this  appeal  would  most  likely  be  properly 
protected.  This  restrictive  use,  if  granted,  could  hardly 
be  a  basis  of  appeal  for  large  monumental  works  or 
other  non-conforming  uses  in  this  neighborhood. 

"It  is  also  well  to  note  that  the  block  immediately 
south  of  the  premises  under  appeal  on  East  Tremont 
avenue  for  a  distance  of  100  ft.  east  therefrom  is  in  an 
unrestricted  use  district  and  on  that  block  several  large 
monumental  works  are  now  established. 

“There  have  .been  filed  with  this  application  seven 
objections  and  twelve  consents,  most  of  the  objections 
being  from  property  owners  on  Puritan  avenue  in  the 
rear  of  the  premises  under  appeal. 

_  “The  committee  is  of  the  opinion  that  favorable  con¬ 
sideration  could  properly  be  given  to  the  granting  of 
this  application  if  the  use  is  so  restricted  as  to  safeguard 
the  properties  of  the  objectors  and  not  create  a  basis 
for  appeals  for  other  non-conforming  uses  or,  large 
monumental  works. 

“(Signed)  HENRY  L.  CONNELE, 

T emporary  Chairman. 

“JAMES  P.  HODBAND, 
“JOHN  GUIEFOYBE.” 
and 

Whereas,  the  applicant  seeks  herein  to  perform  certain 
minor  work  incidental  to  the.  sale  and  display  of  a  tombstone 
business  conducted  on  the  premises,  which  work  would  be 
by  its  _  nature  prohibited  under  section  4,  subdivision  39  of 
the  building  zone  resolution ;  and 

Whereas,  the  committee  of  inspection,  after  observing 
this  work  and  its  effects,  recommends  favorable  consideration 
by  the  board,  if  such  work  is  so  limited  and  restricted  as  to 
protect  adjoining  property  owners  and  not  to  establish  a 
basis  of  appeal  for  a  further  invasion  on  this  property  or 
adjoining  properties  in  this  block;  and 

Whereas,  the  board  deems  a  denial  of  this  application 
would  devolve  an  unnecessary  hardship  upon  the  applicant 
as  within  the  meaning  of  section  21  of  the  building  zone 
resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  December  11,  1931,  on  certain  conditions,  and 
applicant  requested  a  modification  as  to  the  permitted  horse¬ 
power. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  all 
non-conforming  work  conducted  on  the  premises  shall  be 
limited  to  the  following:  cutting  of  letters  on  tombstones, 
beveling  edges  of  base  stones  and  cleaning  beveled  edges  of 
base  stones ;  that  all  power-driven  machinery  shall  be  limited 
to  one  air  compressor,  the  size  of  which  shall  be  not  greater 
than  4  x  4 ay  inches,  equipped  with  a  governor,  and  driven 
by  an  electric  motor  not  greater  than  five  horsepower; 
that  all  drillsi  or  cutting _  tools  driven  by  power  shall  be  not 
larger  than  inch  in  size  and  only  one  power-driven  drill 
or  cutting  tool  shall  be  used  at  any  one  time;  all  non- 
conforming  work  to  be  conducted  on  these  premises  shall  be 
limited  to  week  days  only,  between  the  hours  of  8  a.  m.  and 
5  p.  m.,  prohibiting  any  such  work  on  Sundays  or  legal 
holidays;  there  shall  be  erected  on  tire  south  side  of  the 
premises  a.  one-story  masonry  'building,  one  side  located 
on  the  East  Tremont  avenue  building  line,  said  building 
to  be  erected  on  an  area  not  greater  than  20  ft.  by  40  ft., 
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with  unpierced  walls,  excepting  one  doorway  opening  which 
shall  not  be  greater  than  G  ft.  wide,  located  either  on  the  hast 
Tremont  avenue  building  line  or  the  northerly  wall  of  the 
building ;  the  front  elevation  on  East  Tremont  avenue  and 
the  northerly  wall  shall  be  of  face  brick  with  architectural 
terra  cotta  or  stone  trim;  all  machinery  and  tools  used  m 
the  conduct  of  the  non-conforming  use  permitted  under  this 
resolution  shall  be  installed  and  kept  at  all  times  within  the 
building;  all  non-conforming  work  as  indicated  in  this  resolu¬ 
tion  shall  be  conducted  at  all  times  within  the  building,  tie 
building  shall  'be  equipped  with  a  proper  blower  system  for 
the  collection  of  all  dust  caused  by.  work  on  the  .stones,  tire 
dust  so  collected  shall  be  removed  in  tight  containers  from 


the  premises,  so  that  the  blower  system  collector  shall  be 
in  proper  working  order  at  all  times.;  there,  shall  be  no 
advertising  signs  of  any  nature  or  description,  indicating  any 
non-conforming  use  permitted  on  these  premises ;  a  return 
of  the  drawings  of  the  building  to  be  erected  shall  be  made 
to  this  board  for  approval  before  submission,  of  same  to  the 
superintendent  of  buildings ;  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  all  work  completed  within 
nine  months  from  the  date  of  this  action. 


Adjourned  1.00  p.  m 


William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  2,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElhgott 


SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 


sioner. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


APPELLANT— The  Barber  Asphalt  Co.,  for  President  Bor¬ 
ough  of  Richmond;  City  of  New  York,  owner.  . 
SUBJECT — Appeal  from  a  decision  of  the  fire  coinmis- 
sioner 

PREMISES  AFFECTED— Foot  of  Taylor  street,  north 
side  of  Richmond  terrace,  46  ft.  west  of  iaylor 
street,  West  New  Brighton,  Borough  of  Richmond. 

APPEARANCES—  .  .  _  . 

For  Appellant:  Cornelius  A.  Hall,  Acting  President 

Borough  of  Richmond. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


PREMISES  AFFECTED— 501  East  132nd  street  and  500 
East  133rd  street.  The  Bronx. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  ® 


THE  RESOLUTION— 


partment. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1932,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


24'8-31-A.  ,  .  .  ,  ^  . 

APPELLANT — Joseph  &  Dernov,  substituted  for  Croker 
National'  Eire  Prevention  Engineering  'Co.,  for 
Whalen  Bros.,  owners. 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
peal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 219-227  Grand  street  and  677- 
693  Driggs  avenue,  northeast  corner,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Jacob  S.  Dernov. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  request  to 
modify  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Assistant  Chief  Mc¬ 
Elligott  .  3 

Absent  .  0 


593-31-A. 

APPELLANT — Samuel  Rosenblum,  for  Champion  Realty 
Co.,  owner. 


(593-31-A) 

Whereas,  Samuel  Rosenblum,  for  Champion  Realty  Co., 
owner,  filed,  December  12,  1931,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  501  East  132nd 
street  and  500i  East  133rd  street,  Borough  of  The  Bronx; 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  25,  1931  (re  Order  No.  85659-F),  reads: 

“Install  an  approved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals. 
Sec.  580-581,  Ch.  5,  Code  of  Ordinances”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  six 
stories  (80'  ft.)  in  height,  95  ft.  by  200  ft.  in  area;  OCCU¬ 
PIED  :  cellar,  storage,  25  ersons ;  1st  story,  shipping,  35 
persons;  2nd  story,  offices,  20  persons;  3rd  story,  manu¬ 
facture  of  paper  bags,  80  persons;  4th  and  5th  stories,  manu¬ 
facture  of  paper  bags,  40  persons  each  story;  6th  story, 
manufacture  of  typewriters,  150  persons;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1913  at  which  time  there  was  no  rule  requiring  a  stand- 
pipe  system  in  such  a  building ;  the  building  faces  on  three 
streets  and  is  provided  with  four  means  of  exit  instead  of  only 
two  exits  as  required  under  the  labor  law ;  the  occupancy 
is  much  less  than  the  allowable  capacity ;  an  automatic 
sprinkler  system  has  been  installed  throughout  the  entire 
building  with  fire  alarm  connection  to  headquarters ;  further¬ 
more,  the  appellant  contends  the  existing  sprinkler  system 
provides  far 'better  protection  than  a  standpipe  system  would; 

and  .  ,  , 

Whereas,  the  building  was  erected  in  1913  and  is  but  85 

ft.  in  height,  built  fireproof  throughout;  and 
Whereas,  the  order  is  predicated  on  the  area  of  the 
building  being  in  excess  of  10,000  sq.  ft. ;  and 

Whereas,  the  'building  is  equipped  with  an  approved  two- 
source  automatic  sprinkler  system  with  fire  alarm  connection 

to  headquarters.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
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it  hereby  is  modified,  and  that  the  appeal  'be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  elimination  of  the 
tank  on  the  roof  and  the  filling  pump  tank  in  the  cellar,  on 
condition  that  a  connection  shall  be  made  to  city  main  and  that 
a-  pressure  of  not  less  than  fifteen  pounds  shall  be  main¬ 
tained  at  the  top  story  hose  outlet  at  all  times ;  hose  in  top 
story  to  be  equipped  with  y2- inch  nozzles ;  that  the  standpipe 
system  shall  comply  with  the  rules  in  all  other  respects ; 
that  the  building  shall  he  not  increased  in  height  or  area 
and  that  the  use  and  occupancy  shall  remain  substantially  un¬ 
changed. 


581-31-A. 

APPELLANT — Haarlem  -  House,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 311-313  East  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Gabriel  E.  Torre. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(581-31-A) 


Whereas,  Haarlem  House,  owner,  filed,  December  3,  1931, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  311-313  East  116th  street,  Borough 
of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
12,  1931  (Order  No.  85138-F),  reads: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  rear  side  of  build¬ 
ing,  or  other  approved  protection,  as  per  Sec.  375,  Art. 
18,  Ch.  5,  Code  of  Ordinances.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  13,  1931,  reads : 

“This  will  reply  to  your  letter  of  October  5th,  1931,  in 
which  you  request  reconsideration-  of  the  requirements 
set  forth  in  violations  85135-LD,  85137-LD  and  85138-F. 

“An  inspection  indicates  that  these  orders  are  applic¬ 
able,  therefore,  your  request  for  reconsideration  must 
be  denied.” ; 
and 

Whereas,  the  building  is  noinfi  reproof,  four  stories  in 
height,  40  ft.  6  in.  by  100  ft.  11  in.  in  area  at  first  story  and 
40  ft.  6  in.  by  48  ft.  3  in.  in  area  above;  OCCUPIED: 
cellar,  furnace  and  pool  room,  15  persons ;  1st  story,  library 
and  gymnasium,  50  persons ;  2nd  story,  offices  and  auditorium, 
20-0  persons ;  3rd  story,  dressmaking,  15  persons ;  4th  story, 
staff  quarters,  8  persons ;  and 

Whereas,  the  appellant  claims  there  are  four  windows 
in  the  rear  wall  at  the  easterly  side  affected  by  the  order ; 
the  violation  was  caused  by  the  adjoining  owner  in  erecting 
a  rear  extension  to  his  building;  to  comply  with  the  order 
would  mean  an  unwarranted  heavy  expenditure;  further¬ 
more.  the  appellant  contends  the  premises  in  question  is  not 
a  business  building  within  the  intent  of  section  375,  chapter 
5  of  the  code  of  ordinances  and,  also,  there  is  no  existing  fire 
hazard;  and 

Whereas,  the  building  is  but  44  ft.  in  height,  which  is  only 
4  ft.  over  the  required  height,  which  would  require  an  order 
on  the  building. 

Resolved,  that  the  order  and  decision  of  the  fire  commisr 


sioner  be  and  they  hereby  are  modified,  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted,  only  so  far  as  it  affects  all 
windows  not  on  the  course  of  corridors,  elevators,  stairways 
or  public  halls,  on  condition  that  the  building  shall  be  not 
increased  in  height  or  area,  and!  that  the  use  and  occupancy 
remain  substantially  unchanged,  permitting,  however,  the  dis¬ 
continuance  o-f  any  business  occupancy,  suc-h  as  factory. 


574-31-A. 

APPELLANT — Peter  H.  Brandt,  for  John  S.  Melcher, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 25-27  West  32nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Peter  H.  Brandt. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  o 

Absent  .  0 

THE  RESOLUTION— 

(574-31-A) 


Whereas,  Peter  H.  Brandt,  for  John  S.  Melcher,  owner, 
filed,  November  30,  1931,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  25-27 
West  32nd  street,  Borough  of  Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
19,  1931  (re  Order  No.  88473-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level,  Sec.  580-1,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  30,  1931,  reads: 

“This  will  reply  to  your  letter  of  November  27th, 
1931,  in  which  you  request  that  we  reissue  order  No. 
88473-F,  so  that  you  may  file  an  appeal  with  the  Board 
of  Standards  and  Appeals. 

“You  are  advised  that  your  request  for  reissuance  of 
order  88473-F  must  be  denied.’” ; 
and 

Whereas,  the  building  is  fireproof,  six  stories  (92  ft.) 
in  height,  48  ft.  by  99  ft.  ini  area;  OCCUPIED :  1st  and  2nd 
stories,  store  and  showrooms-,  18  persons;  3rd  story,  photog¬ 
rapher,  13  persons;  4th  and  6th  stories,  vacant;  5th  story, 
novel-ties,  36  persons ;  and 

Whereas,  the  appellant  claims  the  building  was  erected  in 
1890;  the  present  house  supply  and  standpipe  gravity  tank 
has  a  capacity  o-f  1,700'  gallons,  the  bottom  of  which  is 
about  10  ft.  6  in.  above  the  highest  hose  outlet;  the  tank  is 
supplied  by  a  pump  at  the  rate  of  sixty-five  gallons  per 
minute;  the  building  is  only  7  ft.  above  the  height  where 
standpipes  are  not  required:  furthermore,  the  appellant  pro¬ 
poses  to  arrange  the  pipe  connections  so  as  to  maintain  1,200 
gallons  reserved  for  standpipe  purpose ;  and 

Whereas,  the  building  was  erected  in  1890,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  only  -so  far  as  it  affects  the  eleva¬ 
tion  of  the  bottom  of  the  tank  and  reserve  to  be  maintained 
for  the  standpipe  supply,  on  condition  that  the  elevation  of 
the  bottom  of  the  tank  shall  be  not  less  than  10-  ft.  above  the 
top  story  hose  outlet ;  that  the  hose  in  the  top  story  shall 
be  equipped  with  J^-inch  nozzles;  that  a  reserve  of  not 
less  than  2,000  gallons  shall  be  maintained  for  the  standpipe 
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supply  at  all  times;  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects;  that  the  building  s  a 
be  not  increased  in  height  or  area  and  that  the  use  and 
occupancy  shall  remain  substantially  unchanged. 


APPELLANT— Croker  Fire  Prevention  Corp.,  for  Anahma 
Realty  Corp.,  owner.  .  - 

SUBJECT _ Appeal  from  an  order  and  a  decision  oi  the  tire 

commissioner. 

PREMISES  AFFECTED — 52  Vanderbilt  avenue,  southwest 
corner  of  East  45th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  Bonner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _  .  _  „  r 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 


THE  RESOLUTION— 

(576-31-A) 

Whereas  Croker  Fire  Prevention  Corp.,  for  Anahma 
Realty  Corp'.,  owner,  filed,  December  1,  1931,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  52’  Vanderbilt  avenue,  southwest  corner  of  45th 

street,  Borough  of  Manhattan ;  and  _  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 

7  1931  (Order  No.  88329-F),  reads: 

“Raise  the  standpipe  gravity  tank  so  that  the  bottom 
of  said  tank  is  not  less  than  20  ft.  above  the  hose  out¬ 
let  in  the  highest  story.  Sections  580-581,  C’h.  5,  Code 
of  Ordinances  and  Rule  91  of  the  Board  of  Standards 
and  Appeals.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

November  25,  1931,  reads: 

“This  will  reply  to  your  letter  of  November  17th,  1931, 
in  which  you  advise  that  you  have  been  retained  by  the 
owners  of  the  above  premises  to  appeal  from  the  re- 
quirements  of  violation  No.  88329-F\  as^  issued  by  this 
department,  and  reQuest  dismissal  and  reissuance  of  this 
order  so  that  you  may  take  an  appeal  to  the  Board  of 

Standards  and  Appeals.  .  , 

“You  are  advised  that  your  request  for  a  dismissal  and 
the  reissuance  of  Order  88329-F  must  be  denied.  , 

and  „  ,  .  . 

Whereas,  the  building  is  fireproof,  twenty  stories  and 

pent  house  in  height,  10o  ft.  5  in.  by  90  ft.  8  in.  in  area; 
OCCUPIED:  1st  story,  stores;  2nd  to  19th  stories,  inclu¬ 
sive,  offices ;  pent  house,  private  residence ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1914;  the  building  faces  on  two  streets;  the  standpipe 
system  is  fed  from  two.  (2)  4,000-gallon  house  supply  tanks, 
arranged  so  as  to  maintain  the  necessary  reserve  for  stand¬ 
pipe  lines;  the  bottom  of  the  tanks  are  approximately  S  ft. 
above  the  hose  outlets  in  pent  house ;  furthermore,  the  build¬ 
ing  meets  with  the  requirements  of  law  in  all  other  respects , 

ail\VHEREAS,  the  building  was  erected  in  1914,  at  which 
time  it  was  a  twenty-story  building;  and  , 

Whereas,  subsequently  an  additional  story  was  added  m 
the  shape  of  a  pent  house,  with  an  area  of  approximately 
4,000  sq.  ft.,  and  which  is  occupied  by  one  tenant  for  an 
apartment. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified ,  and  that  the  appeal 
be  and  it  hercbv  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  hose  outlet  in 
the  pent  house,  on  condition  that  the  elevation  of  the  bottom 
of  the  tank  shall  be  not  less  than  6'  ft.  above  the  hose  out¬ 


let  in  the  pent  house  story;  that  the  hose  in  the  pent  house 
shall  be  equipped  with  J^-inch  nozzles;  that  the  standpipe 
system  shall  comply  with  the  rules  in  all  other  respects ;  that 
the  building  shall  be  not  increased  in  height  or  area;  that 
the  use  and  occupancy  shall  remain  substantially  unchanged  1 
and  that  the  use  of  the  pent  house  shall  remain  unchanged 
as  an  apartment  in  single  tenancy. 


PETITIONS  FOR  VARIATIONS. 


580-31-E. 

PETITIONER — Haarlem  House,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 311-313  East  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Gabriel  E.  Torre. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  &  , 

ACTION  OF  BOARD— Laid  over  to  March  4,  1932,  at 
2  p.  m.,  to  apply  to  the  superintendent  of  buildings 
for  a  certificate  of  occupancy. 


43-321-S. 

PETITIONER— H.  H.  Murdock,  for  F.  W.  Woolworth 
Co.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Variation  ' 
of  the;  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 461-469  Fifth  avenue  and  1  East 
40th  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner :  H.  H.  Murdock. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  February  16,  1932,  at 
2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


128 8 -21- S. 

PETITIONER — A.  H.  Smith,  present  owner. 

SUBJECT — Application  for  reopening — modification— re 

Petition  for  a  variation  from  tine  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 228  West  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  A.  H.  Smith. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 


443-31-S. 

PETITIONER — John  J.  Gilmartin,  for  Ganadeen  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 64-70  West  36th  street,  Man¬ 
hattan. 
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i 


\PPEARANCES — 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

['HE  VOTE  TO  WITHDRAW—  _ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McEHigott .  4 

Negative  .  0 

Absent  .  0 


91-31-S. 

PETITIONER — Talcott  Powell,  substituted  for  Croker  Na¬ 
tional  Fire  Prevention  Engineering  Co.,  for  World- 
Telegram,  lessee. 

SUBJECT — Application  for  reopening — extension  of  time  to 
comply  with  resolution — re  Variation  of  the  labor 
law,  as  cited  in  an  order  and-  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 73-81  Dey  street,  southwest 
corner  of  Washington  street,  Manhattan. 
vPPEARANCES — 

For  Petitioner:  Talcott  Powell. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

iCTION  OF  BOARD — Petition  reopened,  resolution  modi¬ 
fied  and  time  extended. 

'HE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McEHigott .  4 

Negative  .  0 

Absent  .  0 

'HE  VOTE  TO  MODIFY  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McEHigott .  4 

Negative  .  0 

Absent  .  0 


'HE  RESOLUTION— 

(191-31-S) 

I  Whereas,  Croker  National  Fire  Prevention  Engineering 
Y>.,  for  World-Telegram,  lessee,  filed,  April  30,  1931,  a  peri- 
on.  for  a  variation  from  the  requirements  of  the  labor  law, 
s  cited  in  an  order  and  a  decision  of  the  fire  commissioner, 
fleeting  premises  73-81  Dey  street,  southwest  corner  of 
hashing  ton  street,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  De- 
-uiber  3,  1929  (Order  No.  06516-LD),  reads: 

“1.  Enclose  the  interior  stairway  at  the  Washington 
Street  and  at  the  Dey  Street  sides  of  building  serving 
as  a  required  means  of  exit  in  partitions  of  fire-resisting 
material  extending  from  1st  story  to  3  ft.  above  roof, 
as  per  Sec.  21  of  the  Labor  Law  and  the  Rules  of  the 
Board  of  Standards  and  Appeals,  adopted  Feb.  23,  1927. 

“Defects  noted  are  as  follows : 

“A.  Door  openings  in  partitions  not  fireproof  and  not 
i  protected  with  fire  doors. 

“B.  Wired  glass  in  partitions  exceeds  720  sq.  in.  per 
story. 

“C.  Plain  glass  openings  in  partitions  Dey  St.  side  of 
building. 

.  “D.  Partitions  at  first  story  defective  at  Dey  Street 
side  of  building. 

“E;  Non-fi reproof  opening  at  3rd  story  used  as 
Cashier’s  window  at  the  Washington  Street  side  of 
building.”; 
id 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
Pnl  18,  1931,  reads: 

“In  reply  to  your  letter  of  March  19th,  1931,  request¬ 


ing  reconsideration  of  Order  6951  (ELD,  you  are  advised 
that  your  request  must  be  denied.”; 

and 

Whereas,  the  building  is  non-tfi reproof,  three  stories  in 
height,  114  ft.  3  in.  by  77  ft.  5^  in.  in  area;  OCCUPIED: 
1st  story,  mailing  and  sterotype  room,  125  persons;  2nd 
story,  composing  and  sterotype  room,  220  persons ;  3rd  story, 
offices,  100  persons;  EQUIPPED  with  a  fire  alarm  signal 
system ;  EXITS :  two  interior  wooden  stairways,  extending 
from  the  first  story  to  top  story,  enclosed  in  non-fireproof 
partitions  (the  westerly  stairway  in  fire-retarded  partitions), 
with  wooden  doors  at  openings;  a  fire  escape  on  the  Dey 
street  front  of  the  building,  having  non-fireproof  openings 
along  the  course  thereof,  extending  from  first  story  to  the 
top  story,  and  drop  ladder  to  sidewalk;  a  party  balcony  at 
second  story  front  to  building  adjoining  at  west,  also  a 
horizontal  exit  from  each  story  to  building  adjoining  at  west, 
which  is  under  the  same  ownership;  and 

Whereas,  the  petitioner  claims  the  building  is  provided 
with  four  means _  of  egress  from  each  of  the  second  and 
third  stories,  equipped  with  a  central  office  fire  alarm  box 
on  the  second  story;  furthermore,  the  petitioner  contends 
that  the  occupant  of  this  building  is  having  a  new  building 
erected  which  will  be  ready  for  occupancy  about  July,  1931; 
that  the  premises  affected  by  this  petition  have  been  occu¬ 
py  in  the  same  manner  since  1990  ;  that  it  would  be  a 
hardship  if  compelled  to  comply  with  the  order  at  this  time 
under  the  circumstances;  and 

Whereas,  this  building  was  loaned  by  the  World-Tele¬ 
gram  to  the  Emergency  Unemployed  Relief  Committee  to  be 
used  for  the  reconditioning  and  distributing  of  clothes  pro¬ 
vided  by  the  general  public  to  the  unemployed. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  'be  and  they  hereby  are  modified,  and  the  temporary 
permit  granted  by  the  board  on  June  23,  1931,  be  extended 
to  permit  the  use  of  these  premises 'for  the  reconditioning  of 
clothes  by  the  Emergency  Unemployed  Relief  Committee 
the  extension  to  expire  May  1,  1932:,  on  condition  that  the 
occupancy  of  the  entire  building  shall  be  limited  to  150  per¬ 
sons  and  the  following  defects  corrected  as  noted  on  the 
original  violation;  doors  in  partitions  to  be  protected  with 
metal  cover  on  the  outside;  wire  glass  not  to  exceed  720 
sq.  in. ;  non-fireproof  opening  on  the  third  story  to  be 
covered  on  the  loft  side  with  metal;  that  the  factory  work 
of  these  premises  shall  be  limited  between  the  hours  of  8 
a;  anc)  6p.  m  and,  further,  on  condition  that  a  fire  drill 
shall  be  held  at  least  once  a  week  and  that  the  resolution  of 
June  23,  1931,  shall  be  complied  with  in  all  other  respects. 


AFFUANCE  SUBMITTED  FOR  APPROVAL. 
224'-31-SA. 

PETITIONER — Edwards  &  Co.,  Inc.,  owner. 

SUBJECT — Edwards  &  Co.,  Catalog  No.  551,  Vibrating  Bel 

APPEARANCES— ing  Curr,eilt  °Peration.  approval  of. 

For  Petitioner :  William  J.  Smith. 

For  Administration :  Inspector  M!aher  of  fire  de 
partment. 

ACTION  OF  BOARD— Report  of  fire  department  adoptei 

TTJU  approved  in  accordance  therewith. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McEHigott . 

Negative  . . .  ( 

Absent  .  .  ( 

THE  RESOLUTION— 

(224-31-SA) 

Whereas,  Edwards  &  Co..  Inc.,  owner,  filed  May  13 
1931,  a  petition  with  the  board  of  standards  and  appeals  to. 
approval  of  their  device  known  as  the  Edwards  &  Co  Cata 

og  No.  551,  Vibrating  Bell  for  Alternating  Current  Opera¬ 
tion  ;  and  1 
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Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and*  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  January  28,  1932,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Edwards  &  Co., 
Catalog  No.  551,  Vibrating  Bell  for  Alternating  Current 


Operation  for  use  with  interior  signalling  equipment  when 
installed  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


RUL 


SMOKING  IN  FACTORIES, 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 


RULE  1.  PERMIT. 


fa)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  m 
Ar  ic  e  1  Section  2  of  the  State  Labor  Law,  nor  in  any 

portion  of  a  factory,  within  the  City  of  New  fY°^’ 
in  such  protected  portions  or  special  classes  of  occupancies 
as  ^re  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner 
It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
“di  as  in  Ary  eleya.or-car,  in  English,  and  also  m  such 
other  language  or  languages  as  the  fire  commtss.oner  shal 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  it 

violation.  ,  .. 

(b)  Application.  Application  for  such  permit  sha 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewe 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal, 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
etiicient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 

provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material.  : 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 

waste  materials  are  deposited  in  ' fireproof  re¬ 
ceptacles.  jg 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 

provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construe 

tion:  1 

(2)  Such  chemical  fire  extinguishers  as  th 

fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammabl 

waste  materials  are  deposited  in  fireproof  r< 

ceotacles. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  I  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octob* 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issue 
subsequent  to  October  1,  1916,  a  report  shall  be  made  1 
the  superintendent  of  buildings  to  the  fire  commission1 
stating  whether  the  work  done  complies  with  the  ord' 
of  the  State  Labor  Department,  with  the  order  of  the  fi 
commissioner,  or  with  the  provisions  of  the  State  Lab 
Law,  as  the  case  may  be 
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FUEL  OIL  RULES 

CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE 
AND  USE  OF  FUEL  OILS 

(217-21-SR) 

adopted  by  the  Board  of  Standards  and  Appeals  No¬ 
vember  6,  1919;  Admended  January  6,  1922;  January  18, 

1924;  October  19,  1926;  September  11,  1928;  January 

11,  1929;  March  20,  1931;  May  12,  1931,  and  November 

24,  1931. 

iule  1.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
e  interpreted  in  accordance  with  these  definitions : 
DEVICES: 

No  person,  firm,  company  or  corporation  shall  within 
le  limits  of  the  City  of  New  York  use  any  device  or 
pparatus  for  burning  fuel  oil  within  the  meaning  of  these 
jles  unless  such  device  or  apparatus  shall  have  been  ap- 
roved  by  the  Board  of  Standards  and  Appeals. 

DISCHARGE  LINE  shall  be  the  line  between  the  dis- 
harge  outlet  of  the  pump  and  the  burner  oil  inlet  con- 
ection. 

DWELLINGS  are  buildings  used  exclusively  for  dwelling 
purposes  and  occupied  by  one  or  two  families,  including  con- 
ents,  rectories  and  monasteries. 

FILL  LINE  is  the  line  between  the  fill  box  and  the  fill 
ipe  connection  in  the  storage  tank. 

FIRE  RETARDING  MATERIALS;. 

fl 

(a)  One-half  (J4)  inch  plaster  'boards,  or  asbestos  boards, 
r  three-eighths  (34)  inch  gypsum  wall  boards  weighing 
ot  less  than  16  pounds  per  square  yard  with  pointed  joints 
Dvered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
ich  lapped  seams  nailed  to  the  wood  beams  when  spaced 
ot  more  than  sixteen  (16)  inches  on  centers,  or  nailed  to 
jrring  strips  when  the  floor  beams  are  spaced  more  than 
xteen  (16)  inches  on  centers,  or 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbestos 
oards  laid  with  tight  staggered  joints  and  nailed  to  the 
earns,  when  spaced  not  more  than  sixteen  (16)  inches  on 
enters,  or  nailed  to  furring  strips  when  the  floor  beams  are 
lore  than  sixteen  (16)  inches  on  centers,  or 

(c)  Metal  lath  weighing  not  less  than  three  pounds  per 
luare  yard,  attached  to  furring  strips  and  plastered  with 
’ortland  cement  mortar  at  least  three-quarters  (34)  inch 
lick. 

Note — All  fire  retarding  material  to  be  applied  as  required 
l  rules  for  fire  retarding  material  of  the  Board  of  Stand- 
rds  and  Appeals. 

FIRM  FOUNDATION :  A  firm  foundation  is  one  which 
/ill  carry  the  maximum  load  to  which  it  shall  be  subjected 
zithout  exceeding  the  safe  bearing  capacity  of  the  soil. 

FUEL  OIL:  Any  liquid  mixture,  substance  or  compound, 
erived  from  petroleum,  which  does  not  exit  an  inflammable 
apor  below  a  temperature  of  125°  F.  when  tested  in  a 
'agliabue  open  cup  tester  (Chapter  X  Article  I  Code  of 
)rdinances). 

The  use  of  crankcase  refuse  oil  as  fuel  oil  is  strictly 
rohibited. 

GAUGING  DEVICE:  A  means  by  which  the  level  of 
ie  oil  in  a  storage  tank  may  be  indicated. 

HEATERS :  A  device  for  heating  fuel  oil  for  the  purpose 
f  decreasing  the  viscosity. 

OIL  BURNER:  A  device  designed  for  the  purpose  of 
urning  fuel  oil. 

OVERFLOW  PIPE:  A  pipe  which  conveys  by  gravity 
ie  oil  from  the  maximum  level  of  an  auxiliary  tank  to  the 
:orage  tank  or  from  the  pump  to  the  storage  tank. 


RELIEF  VALVE:  A  valve  held  shut  by  a  spring  or  other 
means  to  automatically  relieve  pressure  in  excess  of  its 
setting. 

REMOIE  CONTROL:  A  hand,  electric,  or  mechanically 
operated  device  to  shut  off  the  oil  supply. 

RE  1  URN  LINE:  A  line  for  the  purpose  of  conveying  by¬ 
passed  oil  to  a  storage  tank. 

SCAVENGING  LINE:  A  line  installed  to  permit  the  re- 
moval  of  water  or  foreign  matter  from  a  storage  tank. 

SHU  I -OFF  VALVE:  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  oil  pump  inlet  connection.  Where  a 
pump  is  not  used  it  shall  be  that  portion  of  the  line  between 
Storage  Tank  and  the  burner  oil  inlet  connection. 

SWING  JOINT:  A  connection  made  in  a  pipe  line  by 
means  of  a  combination  of  fittings  so  that  the  tank  can  settle 
naturally  without  breaking  the  line  or  impairing  the  efficiency 
of  the  connection. 

Rule  2  (a).  Manner  of  Storage  for  Fuel  Oil. 

Fuel  oil,  to  be  used  for  heating  and  power  purposes, 
shall  be  at  all  times  stored  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks. 

(b).  Oils  Not  Permitted. 

Oils  derived  from  or  including  petroleum  that  have  a 
flashpoint  below  a  temperature  of  125  degrees  Fahrenheit, 
when  tested  in  a  Tagiabue  open  cup  tester,  shall  not  be 
used  as  a  fuel  to  produce  heat  or  power. 

(c)  Fuel  Oil,  within  the  meaning  of  these  rules,  having  a 
flashpoint  between  125  degrees  and  150  degrees  F  may  be 
used  for  heating  when  the  quantity  stored  is  limited  as  pre¬ 
scribed  in  rule  4,  section  1,  subdivision  i.  If  used  in  tenement 
houses,  commercial  or  industrial  plants,  a  certificate  of  fitness 
for  the  operator  of  the  plant  shall  be  required  as  per  Rule  15. 

Rule  3.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  over  273 
gallons  shall  be  buried  below  the  floor  of  the  lowest  story  or, 
if  in  the  judgment  of  the  Superintendent  of  Buildings  the 
burial  of  tanks  is  not  practicable  by  reason  of  soil,  founda¬ 
tion  or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter  set 
forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  any  wall  separating  a  building 
from  the  subway,  and,  if  practicable,  tanks  shall  be  placed 
in  a  lower  position  than  the  roadbed  of  the  subway. 

Rule  4.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Tanks  having  a  capacity  of  275  gallons  or  less  may 
be  installed  in  lowest  story  of  dwellings  as  outlined  in  these 
Rules  when  located  at  least  ten  (10)  feet,  measured  horizon¬ 
tally  from  any  fire  or  flame,  provided  such  tank  shall  be 
mounted  on  substantial  incombustible  supports  and  firmly 
anchored  to  floor  and  ceiling  or  floor  and  wall,  or  to  a 
weight  greater  than  the  buoyancy  of  tank  when  empty  to  pre¬ 
vent  floating;  such  support  to  meet  the  approval  of  the  Fire 
Department.  When  this  type  of  installation  is  used,  the 
provisions  of  subdivisions  b  to  j  shall  not  apply.  This  sub¬ 
division  shall  apply  only  to  one  and  two-family  dwellings. 

(b)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  twelve  (12)  inches  of  masonry 
and  of  dimensions,  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 
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(c)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hundred 
(300)  pounds  per  square  foot. 

(d)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not  fastened, 
placed  immediately  above  the  manhole  in  the  top  of  the 
tank. 

(e)  A  space  of  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(f)  The  space  between  the  tank  and  the  walls  and 
roof  of  the  enclosure  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(g)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(h)  In  frame  buildings  the  total  storage  capacity  of 
tanks  shall  not  exceed  five  thousand  (5,000)  gallons. 

(i)  In  non-fireproof  and  fireproof  buildings,  if  tanks 
properly  enclosed  or  covered  as  above  required  are  located 
in  a  fireproof  or  detached  room  which  is  cut  off  from  the 
rest  of  the  building  vertically  and  horizontally  in  an  ap¬ 
proved  manner  and  if  such  room  is  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  capacity 
of  not  exceeding  twenty  thousand  (20,000)  gallons. 

(j)  In  dwellings  as  defined  in  these  rules  the  total  storage 
capacity  of  fuel  oil  with  flashpoint  between  125  degrees 
and  150  degrees  F.  shall  not  exceed  1,100  gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  beneath  a  building  its  capacity 
may  be  increased  one  hundred  (100)  per  cent  above  that 
allowed  for  an  inside  tank  as  established  in  connection  with 
buildings  of  such  construction  as  specified  in  Rule  4,  Section 
1  (h)  and  (i). 

(b)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  covered  by  at  least  six  (6)  inches  of 
concrete  which  shall  extend  at  least  one  (1)  foot  beyond  the 
horizontal  outline  of  tanks  in  all  directions.  Where  neces¬ 
sary  to  prevent  floating,  tanks  shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with  soft 
earth  or  sand.  Tanks  shall  be  completely  encased  with  six 
(6)  inches  of  concrete  when  buried  in  soil  the  nature  of 
which  would  make  additional  protection  necessary. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  one-quarter  (1)4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  of  one  hundred  and  fifty  thou¬ 
sand  (150,000)  gallons  or  less  capacity  aie  located  outside  of 
buildings  and  placed  above  ground,  the  tanks  shall  be 
not  less  than  one  and  one  quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adja¬ 
cent  tank. 

(c)  Where  existing  outside  above  ground  storage  tanks 
of  one  hundred  and  fifty  thousand  (150,000)  gallons 
capacity  or  less  have  been  placed  closer  together  than  one 
and  one-quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be 


built  to  a  height  of  at  least  two  (2)  feel  above  the  heigl 
of  the  highest  tank  completely  separating  the  tanks  f< 
their  full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  fin 
foundations  and,  if  elevated,  their  supports  shall  be  cor 
structed  of  fireproof  materials.  All  tanks  shall  be  elei 
•rically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the  lev 
of  any  piping  to  which  they  may  be  connected,  with  tl 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  tl 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  fcx 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (( 
inches  of  concrete,  which  shall  extend  at  least  one  fo 
beyond  the  horizontal  outline  of  tanks  in  all  direction 
Where  necessary  to  prevent  floating,  tanks  shall  be  * 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradl 
which  shall  be  placed  on  firm  soil  and  surrounded  wi 
soft  earth  or  sand  well  tamped.  Tanks  shall  be  complete 
encased  with  six  (6)  inches  of  concrete  when  buried 
soil  the  nature  of  which  would  make  additional  prote 
tion  necessary. 

Section  5.  Common  Fill  and  Header  Line. 

Where  a  battery  of  tanks  is  installed  containing  the  sar 
degree  of  oil  a  common  fill  and  header  line  may  be  install 
provided  the  area  of  the  fill  or  header  line  is  equal  in  si 
total  to  the  area  of  the  branch  fill  lines,  and  each  branch  li 
is  provided  with  a  shut-off  valve,  not  more  than  four  ( 
tanks  will  be  permitted  in  any  one  battery. 

Section  6.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
an  embankment  or  a  dike.  Such  protection  shall  ha 
a  capacity  of  not  less  than  one  and  one-half  (1)4)  tin 
the  capacity  of  the  tank  so  surrounded,  and  shall  be 
least  four  (4)  feet  high,  but  in  no  case  higher  than  oi 
quarter  ()4)  the  height  of  the  tank  when  the  height 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or  dil 
shall  be  made  of  earth-work  with  clay  core ;  of  masoi 
or  of  impervious  reinforced  concrete.  Earth-work  embai 
ments  shall  be  firmly  and  compactly  built  of  good  ea 
from  which  stones,  vegetable  matter,  etc.,  have  been 
moved,  and  shall  have  a  flat  section  at  top  of  not  less  tl 
three  (3)  feet  and  a  slope  of  at  least  one  and  one-h 
(1)4)  to  one  (1)  on  both  sides.  Concrete  or  masonry  dil 
shall  be  so  designed  as  to  safely  carry  the  entire  volume 
the  oil  in  the  tank  so  surrounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
pierced.  Piping  shall  be  carried  either  over  or  under  e 
bankments  or  dikds  in  such  a  manner  as  not  to  interfere  v 
the  efficiency  of  the  enclosure. 

Rule  5.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  th 
sand  (5,000)  gallons  inside  of  buildings  and  ten  th 
sand  two  hundred  (10,200)  gallons  outside  of  buildi 
shall  be  equipped  with  a  system  of  steam  pipes,  blanl 
ing  gas  or  other  approved  system  for  use  in  case  of  1 
so  arranged  and  installed  as  to  adequately  protect 
buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  s' 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boi 
shall  be  conveniently  located,  and  the  steam  to  the 
tinguisher  lines  shall  be  controlled  by  easily  access 
valves. 

(c)  Near  each  boiler  or  furnace  of  fuel  oil  burning 
there  shall  be  kept  ready  for  use  two  portable  fire  ex 
guishers  of  not  less  than  one  (1)  quart  capacity  each  or  o 
equivalent  fire  extinguishers  for  extinguishing  oil  fires. 
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Rule  6.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  buildings  above  ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  open  hearth  process  and 
known  to  the  trade  as  “tank  steel."  Such  plates  shall 
be  free  from  physical  imperfections,  such  as  laminations 
cracks,  etc.  All  steel  must  be  new,  in  good  condition  and 
free  from  rust.  The  thickness  of  steel  required  and  the 
size  and  spacing  of  rivets  shall  be  as  stated  in  the  table 
given  below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked,  or 
riveted  and  welded.  Flanges  or  other  pipe  connections  may 
be  welded.  All  caulking  shall  be  done  with  round  nose 
tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks: 

Tanks  36  in.  in  diameter  and  less — */a  in.  shell,  *A  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — ] 4  in.  shell,  5/16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  yi  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  }i  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built  with 
dished  heads.  Should  flat  heads  be  used  they  must  be  braced 
in  the  same  manner  as  described  for  the  bracing  of  flat 
tides  of  rectangular  tanks. 

(e)  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch  as 
follows : 

In  shell  14  >n-  thick,  J4  in.  diameter  rivets  2*4  in.  pitch. 

In  shell  5/16  in.  thick,  §4  in.  diameter  rivets  2y$  in. 
pitch. 

In  shell  y$  in.  thick,  £4  in.  diameter  rivets  2*4  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks,  and  of  a 
thickness  of  not  less  than  5/16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles. 

(c)  Rivets  in  seams  shall  be  §4  of  an  inch  in  diameter 
and  spaced  not  more  than  2*4  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as  angles, 
channels  or  beams,  etc.,  the  distance  from  center  to  center 
of  the  rivet  lines  on  these  members  must  not  be  in  excess 
of  twenty-four  inches,  and  the  rivet  spacing  must  be  such 
that  it  will  develop  the  full  strength  of  the  member.  In  no 
case  shall  the  rivets  be  in  excess  of  six  (6)  inches  center 
to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied  to¬ 
gether  with  braces,  in  order  to  reduce  the  effective  length, 
the  braces  shall  not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  on  the  minimum 
net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  by  means  of  rods  or  bars,  these 

i  members  should  not  be  spaced  farther  apart  than  twenty- 
,  four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
on  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 


develop  the  full  net  sections  of  the  bars  so  that  the  bar 
will  break  before  the  connection  will  let  go. 

Section  3.  Oval  or  Obround  Tanks. 

Oval  or  obround  tanks  not  exceeding  a  capacity  of  275 
gallons  may  be  used  in  dwellings  as  defined  in  these  rules 
when  constructed  of  No.  10  gauge  open  hearth  steel  free 
from  laminations  or  cracks.  The  tanks  to  be  equipped  with 
flanged  and  dished  heads.  The  radius  of  dishing  of  heads 
to  be  equivalent  to  the  small  diameter  of  tank,  a  l/2- inch 
flange  is  to  be  used. 

Section  4.  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  required 
for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  */\  inch  and  the  minimum  thickness  of  roof 
plates  %  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  accord¬ 
ance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - . 

T  x  E 

.  P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

.  E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  watertight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

(e)  Tanks  for  storage  of  oil  shall  be  constructed  in 
accordance  with  the  requirements  of  this  rule,  except  that 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  may  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

(f)  Auxiliary  supply  tanks  of  60  gallons  or  less  capacity 
may  be  constructed  of  brass,  copper,  steel  or  wrought  iron 
of  not  less  than  No.  14  U.  S.  Gauge. 

Section  5.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  6,  Section  1. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be  lapped 
not  less  than  two  inches  and  welded  both  inside  and  out¬ 
side.  The  plates  shall  be  pulled  up  tight,  metal  to  metal, 
before  welding  and  kept  tight  together  during  welding. 
Both  inside  and  outside  welds  shall  be  of  full  45  degree 
fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of 
the  flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1 %  inch  flange. 

For  %.  inch  heads,  2  inch  flange. 

For  5/ 16  inch  heads,  2  inch  flange. 

For  yi  inch  heads,  2*4  inch  flange. 
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For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 

diWh‘eere  heads  are  set  into  the  shell,  they  shall  be  a  driving 
fit  and  the  shell  shall  fit  the  head  closely  all  around.  If 
of  over  1,100  gallon  capacity  they  shall  be  welded  inside 
and  outside  with  full  fillet  welds  If  of  MOO  gal  on 
capacity  or  less  and  not  over  48  inches  in  diameter,  welding 

on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  sing  e 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  t 
90  deg.  double  V  type  welded  inside  and  out  and  rein¬ 
forced  to  a  total  thickness  of  not  less  than  one  and  one- 

half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of.  two  or  more  rings 

the  welded  longitudinal  joints  of  adjacent  sections  sha 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
Enforced  to at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  they  may  be  of 
the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  welding 
shall  be  done  in  such  a  manner  as  to  develop  tne  fu 
net  sections  of  the  braces;  in  other  words,  the  brace  will 

break  before  the  connection  will  let  go.  . 

Braces  made  in  more  than  one  piece  shall  not  be  joined 

together  by  any  method  of  welding. 

Section  6.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  .  the  ouside 
with  tar,  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  7.  Manhole  Covers.  .  . 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the !  tank 
enclosure.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and  made 
eas  tight.  All  tanks  over  1,100  gallons  capacity  shall  be 
provided  with  a  manhole  of  at  least  11  in.,  by  16  in. 

Rule  7.  Tests  of  Tanks  and  Piping  for  the 

Storage  of  Fuel  Oil.  . 

Tanks  and  piping  to  burner  shall  be  tested  hydrostatically 
orSdiata  "pressure  of  not  less  than  10  pounds  per 
square  inch.  Those  parts  subjected  to  a  pressure  exceeding 
10  pounds  per  square  inch  shall  be  tested  at  pressure  of  not 
less  than  lJ/4  times  the  maximum  pressure  to  which  it  is 
subiected.  The  hydrostatic  pressure  on  a  tank  shall  be  deter¬ 
mined  by  measuring  in  feet  the  height  from  the  lowst  point 
in  the  tank  to  the  highest  oil  reservoir  from  which  the 
tank  may  be  filled.  This  distance  divided  by  2.3  for  water 
or  its  equivalent  for  oil  will  give  the  equivalent  pressure  in 
pounds  per  square  inch  at  the  bottom  of  the  tank.  Tan  s 
and  piping  may  be  tested  with  oil  provided  the  installation 
is  complete  and  the  pressure  applied  at  the  burner  end  of 
the  supply  line.  There  shall  be  no  fire  or  flame  m  the  room 
or  rooms  in  which  the  test  is  being  conducted  or  when 
repairs  are  being  made  to  defective  tanks  All  tests  shall 
be  conducted  in  the  presence  of  a  representative  of  the  hire 
Commissioner  and  shall  be  continued  for  thirty  minutes. 
No  repairs  shall  be  made  to  defective  tanks  within  twenty- 
four  hours  of  removal  of  oil  from  tank  and  purging  of  same 
of  all  explosive  gases  by  steam,  air  or  water. 

The  contractor  shall  furnish  all  the  necessary  equipment 
for  conducting  the  tests. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 


manner  and  provision  made  for  expansion,  contraction  and 
settlement.  Exposed  piping  shall  be  protected  against  me¬ 
chanical  injury  and  shall  be  securely  supported  with  rigid 
metal  fasteners  or  hangers.  Where  the  top  of  the  tank  is 
below  the  level  of  the  burner  oil  inlet  connection,  the  supply 
line  from  the  tank  shall  be  run  above  the  level  of  the  bottom 
of  the  tank  so  as  to  prevent  syphoning.  Cross  connections 
permitting  gravity  flow  from  one  tank  to  another  are  pro¬ 
hibited.  All  pipes  connected  to  tank  except  measuring  well 
or  gauge  pipe  shall  be  provided  with  double  swing  joints  at 
tank.  All  threaded  joints  shall  be  made  tight  with  litharge 
and  glycerine  or  equivalent  suitable  pipe  compound. 

(b)  All  piping  shall  be  of  standard  full  weight  brass, 
copper,  wrought  iron  or  steel  for  working  pressures  less 
than  one  hundred  (100)  pounds  per  sq.  in.  for  working  pres¬ 
sures  in  excess  of  one  hundred  (100)  pounds  per  sq.  in., 
extra  heavy  seamless  drawn  tubing  and  drop  forged  fittings 
shall  be  used.  No  pipe  less  than  one-half  (J4)  inch  inside 
diameter  shall  be  permitted. 

(c)  All  connections  shall  be  tight  and  shall  have  well- 

fitted  joints.  . 

(d)  Tubing  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  materials. 
No  soldered  connection  shall  be  used.  The  length  of  tubing 
shall  not  exceed  that  required  for  direct  connections  to 
coupling. 

(e)  Overflow  pipes,  when  required,  shall  be  not  less  than 
one  size  larger  than  supply  pipe. 


Section  2.  Relief  Valves. 


(a)  Where  a  shut-off  valve  is  installed  in  the  discharge 

line  from  an  oil  pump  a  relief  valve  shall  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve. 
The  relief  line  shall  be  returned  to  storage  tank  or  to  supply 
line  near  pump.  There  shall  be  no  shut-off  valves  in  the  re¬ 
lief  line.  .  , 

(b)  All  heaters  shall  be  provided  with  a  relief  valve  to 
prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 
than  ll/2  times  the  maximum  working  pressure  of  the 
system. 

Section  3.  Fill  Pipes. 


(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  discharge  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 
in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  pro¬ 
vided  with  a  receiver  terminal  or  fill  box  or  casing  provided 
with  means  for  locking  and  located  at  or  above  grade  in  front 
of  the  building  or  at  the  side  of  the  building,  but  not  beyond 
the  front  wall  of  the  building  erected  on  the  premises.  .  The 
fill  box  or  terminal  shall  be  located  as  remote  as  practicable 
from  any  building  opening  or  subway  gratings  but  not  less 
than  three  (3)  feet  therefrom.  The  distance  between  the 
fill  line  terminal  and  the  curb  shall  not  exceed  thirty  (30) 
feet. 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  at 
the  tank,  and  a  swinging  check  valve  shall  be  provided  in 
the  fill  line  at  the  fill  box. 


Section  4.  Vent  Pipes. 


(a)  An  open  vent  pipe  of  standard  wrought  iron  or 
steel  without  trap  and  draining  to  the  tank  shall  be  pro¬ 
vided  for  each  tank.  The  lower  end  of  the  vent  pipe  shall 
not  extend  through  the  top  of  the  tank  more  than  1  inch. 

Cross  connection  between  vent  pipe  and  fill  pipe  is  pro¬ 
hibited. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  degree  of  oil  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall  not 
be  less  than  one  foot  above  the  level  of  the  top  of  the 
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Rule  11.  Pumps  for  Fuel  Oil. 


highest  reservoir  from  which  the  tanks  may  be  filled.  The 
main  vent  pipe  and  header  shall  be  of  an  area  equal  to  the 
aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  in  tanks  shall  be  screened  by  40 
mesh  non-corrodible  wire  screen,  and  shall  be  of  sufficient 
area  to  adequately  vent  the  tank  during  the  filling  opera¬ 
tion.  Vents  shall  be  not  less  than  two  (2)  inches  in 
diameter  for  tanks  over  1,100  gallons  capacity,  and  in  no 
case  less  than  one  and  one-quarter  (1*4)  inches  in 
diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  terminate  outside  the  building  above  the 
street  surface,  not  less  than  six  (6)  feet  nor  more  than 
twelve  (12)  feet  above  the  fill  pipe.  Such  vent  outlet 
shall  not  be  located  within  two  (2)  feet  in  any  direction  of 
a  window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or  dumb¬ 
waiter  shafts,  or  in  a  closed  court. 

(e)  If  compelled,  because  of  structural  conditions,  to 
carry  the  vent  outlet  higher  than  twelve  (12)  feet  above 
the  fill  box,  and  if  the  fill  lines  are  connected  to  tank 
trucks  by  tight  connections  and  filled  by  pressure,  a  one 
(1)  inch  line  shall  be  connected  to  tank  and  shall  parallel 
the  fill  line  and  terminate  in  the  fill  box  with  unthreaded 
end.  A  check  valve  shall  be  installed  in  the  line  so  as  to 
permit  excess  oil  in  the  tank  to  flow  to  the  fill  box  and 
shall  be  so  set  as  to  prevent  the  passage  of  vapor  to  the 
street. 

Section  5.  Return  Line  from  Burners. 

Return  lines  from  burners,  where  used,  shall  not  be 
smaller  in  diameter  than  the  discharge  outlet  from  the 
pump.  They  shall  be  connected  into  the  supply  line  near 
the  pump  or  into  the  storage  tank  without  shut-off  valve  in 
the  return  line.  No  oil  shall  be  returned  to  the  storage 
tank  at  a  temperature  higher  than  one  hundred  and  forty 
(140)  degretes  Fahrenheit. 

Section  6.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  fuel  oils  in  storage  tanks 
in  any  building  shall  be  only  by  means  of  hot  water  coils 
thermostatically  controlled  and  the  oil  shall  not  be  heated 
above  one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  7. 

Scavenging  Line.  When  a  scavenging  line  is  installed  it 
shall  terminate  outside  of  the  building  and  shall  be  capped 
oiltigbt  when  not  in  use. 

Rule  9.  Valves  and  Control  of  Flow  for  Fuel 
Oil. 

(a)  In  all  installations  a  shut-off  valve  shall  be  provided 
at  or  on  each  burner.  Where  the  top  of  the  storage  tank 
is  located  above  the  oil  inlet,  connection  to  the  burner  at 
shut-off  valve  shall  be  provided  in  the  supply  line  inside  the 
building  as  near  the  tank  as  practicable. 

(b)  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  atomizing  supply  shall  be 
interlocked  so  that  in  case  of  interruption  of  the  atomizing 
supply,  the  supply  of  oil  will  immediately  be  cut  off. 

(c)  Automatic  by-pass  valves  shall  be  set  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working  pres¬ 
sure.  Th'S  rule  shall  not  apply  to  burners  and  pumps  ap¬ 
proved  as  a  unit  when  provided  with  a  pressure  relief 
device. 

Rule  10.  Oil  Level  Indicating  Device  for  Fuel 
Oil. 

Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be  no  leak¬ 
age  of  fuel  oil  or  vapor.  Test  wells  shall  not  be  permitted 
in  tanks  located  inside  the  building.  Test  wells  when  located 
outside  the  building  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 


(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards  and 
Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire  pro¬ 
tection  equipment  is  dependent  on  the  use  of  fuel  oil  for 
heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above  ground 
storage  tanks  shall  be  located  outside  embankment  walls, 
and  at  such  a  point  that  they  will  be  accessible  at  all  times, 
even  if  the  oil  in  the  tank  or  reservoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil 
storage  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Baume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

(f)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secured  against  leaks. 

'g)  Where  a  pump  is  part  of  a  burner  unit  and  is  used 
for  atomizing  purposes  only,  an  additional  approved  pump 
may  be  used,  without  the  disconnection  of  the  unit. 


The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals.  In 
dwellings  the  burner  shall  be  equipped  with  an  overflow  at¬ 
tachment  or  an  automatic  control  to  prevent  flooding. 

Where  an  approved  burner  unit  includes  a  pump  as  part 
of  the  unit,  said  pump  or  burner  may  be  disconnected  and 
used  in  conjunction  with  any  other  approved  burner  or 
pump. 

A  remote  control  shall  be  provided  whereby  the  flow  of 
oil  to  any  burner  can  be  stopped  and  such  control  shall  be 
located  either  inside  or  outside  the  entrance  to  the  room 
in  which  the  burner  is  located  and  as  close  to  such  entrance 
as  practicable. 

The  damper  shall  be  so  constructed  that  it  cannot  com¬ 
pletely  cut  off  the  passage  of  the  flue  gases  at  any  time. 

Adequate  ventilation  at  least  equivalent  to  area  of  the 
smoke  pipe  at  the  point  where  it  enters  the  flue  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 


(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  When  preheaters  are  used  thermometers  with  large 
clear  reading  scales,  placed  in  thermometer  wells  with 
screwed  top  connections,  shall  be  installed  at  convenient  and 
prominent  positions  in  the  oil  supply  lines  between  the  ser¬ 
vice  tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 


Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable  con¬ 
dition. 

Rule  15.  Operation  of  Plant,  Other  Than  in 
Dwellings,  Using  Fuel  Oil. 

No  fuel  oil  burning  plant,  other  than  in  dwellings  as 
defined  in  these  rules,  shall  be  operated  unless  in  charge  of 
a  person  holding  a  certificate  of  fitness  as  issued  by  the 
fire  department.  A  certificate  of  fitness  will  be  required 
for  each  person  who  is  directly  in  charge  of  the  operation 
of  the  plant  at  any  and  all  times. 


No  fuel  oil  installation  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 


Rule  12.  Burners  for  Fuel  Oil. 


Rule  13.  General  Devices  for  Fuel  Oil. 


Rule  14.  Instruction  Cards. 


Rule  16.  Installation. 
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Fire  Commissioner.  Plans*  for  each  fuel  oil  installation, 
except  in  dwellings  as  defined  in  these  rules,  shall  be  sub¬ 
mitted  to  the  Fire  Commissioner  for  approval,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings  indi¬ 
cating  that  the  proposed  construction  of  the  enclosure  and 
the  location  of  the  tanks  is  in  accordance  with  the  require¬ 
ments  of  the  Building  Code  and  these  Rules. 

Rule  17.  Auxiliary  Tanks  for  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  type 
if  suitable  automatic  safeguards  to  prevent  abnormal  dis¬ 
charge  of  oil  at  the  burner  are  provided.  The  total  capacity 
of  such  tank  or  tanks  in  any  building  shall  not  exceed  60 
gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks,  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frames  or  cradles  and  secured 
by  2x)4-mch  straps  riveted  or  bolted  to  frame  and  se¬ 
curely  fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Where  only  an  auxiliary  tank  as  prescribed  in 
these  rules  is  used  it  shall  in  addition  to  complying  with 
the  requirements  for  auxiliary  tanks  comply  with  all  re¬ 
quirements  tor  the  protection  of  a  storage  tank  other  than 
the  enclosure. 

(e)  Auxiliary  supply  tanks  or  storage  tanks  not  exceed¬ 
ing  275  gallons  may  be  of  the  gravity  type  if  suitable  auto¬ 
matic  safeguards  to  prevent  abormal  discharge  of  oil  at  the 
burner  are  provided.  When  this  method  of  installation  is 
used  the  connection  for  discharge  of  tank  may  be  made  at 
bottom  of  tank.  The  total  capacity  of  such  auxiliary  supply 
tank  or  tanks  in  any  building  shall  not  exceed  275  gallons. 
This  rule  applies  only  to  one  and  two-family  dwellings. 

Rule  18.  Pilot  Light. 

Automatic  systems,  unless  electrically  ignited,  shall  be  so 
designed  that  the  flame  cannot  be  extinguished  by  operation 
of  the  automatic  control  valve  and  a  pilot  light  of  ade¬ 
quate  intensity  shall  be  provided  in  each  combustion  cham¬ 
ber,  so  arranged  as  not  to  be  easily  extinguished. 

Rule  19.  Furnaces  and  Ranges. 

Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented,  and 
if  used  shall  be  of  such  construction  as  to  withstand  the 
maximum  temperature  which  the  oil  burning  device  to  be 
installed  may  generate. 


Rule  20.  Fire  Protection. 

(a)  In  dwellings,  as  defined  in  these  rules,  any  wood¬ 
work,  wooden  lath  and  plaster  partition  or  other  combustible 
material  within  four  (4)  feet  of  the  sides  or  back  or 
eight  (8)  feet  from  the  front  of  the  heating  apparatus 
shall  be  covered  with  fire  retarding  material.  Above  the 
heating  apparatus  there  shall  be  constructed  a  ceiling  of 
fire  retarding  material  (unless  it  be  of  fireproof  construc¬ 
tion)  said  ceiling  shall  extend  at  least  four  (4)  feet  beyond 
the  sides  and  back  and  eight  (8)  feet  from  the  front. 

(b)  In  all  buildings,  other  than  in  dwellings  as  defined 
in  these  rules,  and  garages  the  fire  protection  shah  consist 
of  either  a  heating  apparatus  room  constructed  of  fire¬ 
proof  partitions  of  not  less  than  four  (4)  inches  in  thick¬ 
ness  with  all  openings  protected  by  fireproof  self-closing 
doors  and  ceilings  protected  by  fire  retarding  material ;  or 
the  entire  ceiling,  if  not  of  fireproof  construction,  shall  be 
protected  by  fire  retarding  material,  and  all  vertical  open¬ 
ings  leading  from  the  elevation  on  which  the  heating  ap¬ 
paratus  is  located  shall  be  enclosed  by  fire  retarding  mate¬ 
rials  with  openings  protected  by  fireproof  self-closing  doors. 

(c)  No  combustible  material  shall  be  maintained  within 
ten  (10)  feet  of  a  heating  apparatus,  unless  protected  or 
separated  by  fire  retarding  or  fireproof  material. 

(d)  The  ceiling,  unless  of  fireproof  construction,  directly 
over  and  for  a  space  of  two  (2)  feet  beyond  each  side  of 
any  smoke  pipe,  shall  be  protected  with  fire,  retarding 
material,  and  in  addition  any  smoke  pipe,  if  within  9  inches 
of  any  combustible  ceiling,  shall  be  protected  with  a  covering 
of  1-inch  air  cell  asbestos,  or  its  equivalent. 

(e)  The  floor  of  all  boiler  rooms  must  be  of  fireproof 
construction. 

Rule  21.  Systems  Prohibited. 

The  use  of  auxiliary  tanks  of  the  pressure  type  between 
pump  and  burner  unit  is  prohibited.  Pressure  in  storage 
tanks  for  the  purpose  of  discharging  oil  is  prohibited. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited:  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(c)  Modification:  When  for  any  reason  it  may  be 
impracticable  to  comply  strictly  with  the  foregoing  rules 
the  fire  commissioner  shall  have  power  to  modify  their 
provisions  so  that  the  spirit  and  substance  thereof  shall 
be  complied  with.  Such  modification  shall  be  endorsed 
upon  the  permit  over  the  signature  of  the  fire  commis¬ 
sioner  or  designated  representative  of  the  fire  commissioner 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-bA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  7i9-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 
i-27-A — 39  Fifth  avenue,  Manhattan. 

1-27-A — 13-16  Cehtral  Park  West,  Manhattan. 

-27- A — 20-28  West  72nd  street,  Manhattan. 

-27-A — 242-248  West  76th  street,  Manhattan, 

-30- A — 46  West  98th  street,  Manhattan. 

•  -30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1-21-SA — Quimby  Screw  Pump,  approval  of. 

-22-SA — Crocker  Gas  Valve,  approval  of. 

1-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
i-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

i-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

1-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

23-SA — Automatic  Gas  Shut-Off,  approval  of. 

1-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

'23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

I  23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
'23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

'24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

'25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

•  25-SA — Koerting  Gear  Pump,  approval  of. 

(27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

27- SA — Elkhart  Flush  Type  Siamese,  approval  of. 
'27-SA — Allen’s  Recessed  Fire  Department  Standpipe 

and  Sprinkler  Siamese  Connection,  ap¬ 
proval  of. 

28- SA — Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

28- SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

29- SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 

approval  of. 


210-29-SA — A  Diamond  “S”  250  lbs.  2y2-mc\\  Angle  Globe 
Water  Hose  Valve,  approval  of. 
380-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

260-30- S A — Scranton  Steam  Pumps,  approval  of. 

359_-30-SA  —Conran  Hydraulic  iimergency  Control  Valve 
for  Fire  Line,  approval  of. 

568-30-S A  Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
i?0-30-SA — Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
125-31-SA  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA  Cant  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA — Lunkenheimer  2^4-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31- SA— Lunkenheimer  2^-Inch,  Figure  No.  8613. 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

396-3 1-S A — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
470-31-SA — Todd  Spiro  Burner,  approval  of. 

49 1-3 1-S  A — Super  f  ex  Oil  Burning  Heater,  approval  of. 
513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
534-31-SA — Page  Fuel  Burner,  approval  of. 

536- 31-SA — Standard  Automatic  Oil  Burner,  Type  14-G, 

approval  of. 

537- 31-SA — Standard  Automatic  Oil  Burner,  Type  11-G, 

approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

548-31-SA — National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

568-31-SA — Mayfield  Oil  Burner,  approval  of. 

584-31-SA — Fairfield  Oil  Burner,  approval  of. 

592-31-SA — Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

597- 31-SA  — N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 

AS  and  No.  134  DS,  approval  of. 

598- 31-SA — N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046, 

1046  A  and  1046  AN,  approval  of. 
600-31-SA — Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


H^-3  Mix,  1  oounds  of  hydrated  lime  per  bag  of 


2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

nt. 

-jA-5  Mix,  6  pounds  of  hvdrated  lime  per  bag  of 

■nt. 

It  hand  mixed  concrete,  the  hydrated  lime  and  Port  ■ 
'cement  shall  be  well  mixed  while  dry. 

I>'drated  lijpe  shall  not  be  used  in  concrete  which  is 
P  HJVjpr  Water. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
»vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
(riven  heimr  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  February  3,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


Total  .. 
Disposed  of 


344 


50 


11 


36 

3 

11 

0 

6 

0 

0 

1 

0 

3 


465 

150 


disposition  of  cases. 


Withdrawn  . 

Dismissed  . . 

Denied . . 

Granted  . •  • . 

Granted  on  condition . 

Appliances  approved  . . ;  •  • . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . .  •  . . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . . . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . . 

Plans  approved . 

Plans  disapproved  . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn. 

Interpretations  . . 

Requests  withdrawn  or  dismissed . 

Total  . 


19 

1 

15 

0 

47 

2 

3 

1 

2 

33 

2 

5 

c 

1C 

] 

( 

( 

( 

( 

I 

I 

I 

I 


15 


Cases  pending  February  3,  1932. 
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WARNING 


....  „  annuitants  and  offices  of  the  board  and  of  the  further  publication  of  ti 

,  rke,S"oy  Architects'  cedars  in  the  daily  press, 

applicants,  «.  c  i  m-n^PMCinprs  before  the  Fourth.  That  no  one  is  entit 


^Sntingaowners  or  Ses ’in  proceedings  before  the 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep- 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  i 
cases  promptly,  for  the  reason  that  the  pendancy,  of  ■ 
appeal  or  petition  ties  the  hands  of  the  administrative  of 
cial  in  enforcing  his  order;  therefore,  no  appeal,  or  petitn 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  ai 
other  method  of  delay. 


ariI,g  Sixth,  That  no  appeal,  application  or  petition  will  be  a 

Third,  That  no  plea  of  .^notanen  of  t.K  £  of  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

.  .  ,  ,  co  r„A  .rn  dollars  and  a  half  ($3.50)  for  subscription  for  one  year  to  THE  BUj 

LETm  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 

Name . 


Mv  Subscription  is  to  begin  with  the  issue  for. . 
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Single  sies,  5  csnts 
By  maSi-T  cerftst} 
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PUBLIC  HEARINCjS/  ** 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulled 
Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  myfp 
All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan.  s 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


ffice — Municipal  Building,  Rooms  1001  to  1015. 

ELEPHONE — WORTH  2-0184. 

ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

II  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerks  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  February  16,  1932, 
cl°ck-  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  February  23,  1932,  at  2  o’clock. 

The  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


Minutes 
10  A. 

of 

M. 

Special 

Meeting, 

February 

5, 

1932, 

Minutes 

2  P. 

of 

M. 

Special 

Meeting, 

February 

5, 

1932, 

Minutes 
10  A. 

of 

M. 

Regular 

Meeting, 

February 

9, 

1932, 

Minutes 

n  n 

of 

n/r 

Regular 

Meeting, 

February 

9, 

1932, 

Exit  Rules,  Revolving  Doors. 

Correction. 

Notice  of  Public  Hearing  on  the  Unification  of  Cer¬ 
tificates  of  Occupancy. 

Notice  of  Public  Hearing — re  Plumbing  Rules. 

Fire  Retarding  Rules. 

Plumbing  Rules. 

Appioved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal, _  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tuit  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap- 
•Peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal.  . 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET. 

Neiv  Cases  Filed  up  to  February  10,  1932. 

Cal.  No.  Department.  Premises  Affected. 

64-3°-BZ  .  ...B.B.Bx...  3917-21  White  Plains  rd.,  Bx., 

"  Slip.  App.  92-32 

63-32- A  F.D . 126-132  W.  46th  st.,  Man., 

03  .  F-91033  &  F-91032 

62-32- A . F.D . 126-132  W.  46th  st.,  Man., 

D.  C.  69542 

61-32-BZ . B.B.B _ 64-70  Neptune  ave.,  Bklyn., 

_  App.  585-32 

60-32- A . F.D . 3861-3891  Third  ave.,  Bx., 

_ _ _  App.  442-31 

59_32-A  . B.B.M.... 15-17  W.  46th  st.,  Man., 

~  Alt.  2702-31 

58-32-BZ . B.B.B... . 5701-5711  20th  ave.,  Bklyn., 

_ _  App.  142-1932 

57-32-S  . F.D . 155-159  E.  23rd  st.,  Man., 

,L.  D.  91843 

56-32-A . F.D . 5  E.  17th  st.,  Man., 

_  F-91603 

55-32-BZ . B.B.B....  128-138  Brighton  Beach  ave., 

_ _  Bklyn.,  App.  15634-31 

54-32-A . F.D . 712-726  E.  133rd  st.,  Bx., 

_____  F-85188 

53-32-S  . F.D . 228  West  Broadway,  Man., 

~  '  L.  D.  89795 

52-32-BZ . B.B.Q _ Southwest  corner  of  Rowan  ave. 

&  Woodside  ave.  (65th  st.- 
new),  Woodside,  Q., 

_____  N.  B.  6266-31 


PREMISES— 289-291  Palmetto  street  and  577  Knicker¬ 
bocker  avenue,  Brooklyn. 

APPLICATION,  under  sections  6,  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  occupancy  for  an 
open  air  parking  space  for  more  than  five  (5) 
motor  vehicles  and,  also,  minor  repairs  to  motor 
vehicles  of  a  plot  now  occupied  by  two  (2)  four- 
car  garages,  a  dwelling  and,  also,  a  motor  vehicle 
repair  shop. 

478-31-BZ. 

APPLICANT — Joseph  P.  Powers,  for  Frank  Coiro,  owner. 

PREMISES — 71-08  Amstel  boulevard,  north  side,  80  ft. 
east  of  Beach  72nd  street,  Arverne,  Borough  of 

Queens.  .  ,  ,  ..... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor  < 
vehicles. 

492-31-BZ. 

APPLICANT — Mamie  L.  Anderson  Pratt,  owner. 

PREMISES— 32-49  101st  street,  Corona,  Borough  of 

Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  dwelling  to  a  business  use 
(funeral  parlor). 

558-31-BZ. 

APPLICANT — Jackson  Avenue  Corp.,  owner. 

PREMISES— North  side  of  Queens  boulevard,  between  64th 
and  65th  streets,  Winfield,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


51_3o_S . F.D . 22-24  Clinton  ave.,  Bklyn., 

‘  '  L.  D.  83866 


Restored  to  Calendar. 

693-20-SR . Amendment  to  Plumbing  Rules, 

_  Rules 

514-29-BZ . B.B.B _ 253  Livonia  ave.,  Bklyn., 

_ _  App.  10906-29 

489-29-BZ . B.B.B _ 1985-1995  Ocean  ave.,  Bklyn., 

‘  '  App.  925-32 


F.D - 

H.D. . . 

B.B.B.. 

B.B.M. 

B.B.Q. 

B.B.R. 

B.B.Bx 

T.H.D. 


CODE 

. Fire  Department 

. Health  Department 

. .  Bureau  of  Buildings,  Brooklyn 
.Bureau  of  Buildings,  Manhattan 
.....Bureau  of  Buildings,  Queens 
, .  .Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

_ Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  16,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

427-31-BZ. 

APPLICANT— Harry  Urquhart,  for  Superior  Welding  & 
Cutting  Corp.,  owner. 


APPLICANT— William  A.  Lacerenza,  for  Florindo  Bara- 
nello,  owner. 

PREMISES— 1632  Benson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  ano 
change  of  occupancy  from  a  residence  use  to  ; 
business  use. 

570-31-BZ.  „ 

APPLICANT— Edward  J.  Rausch,  for  Gross  &  Lemmer 
man,  Inc.,  owner. 

PREMISES— Northeast  corner  of  231st  place  and  Mernc 
road.  Laurelton,  Borough  of  Queens. 

APPLICATION,  tinder  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  gasoline  service  station. 


587-31-BZ. 

APPLICANT— Emanuel  Sustick,  for  Andrew  De  Ris 
owner.  . , 

PREMISES— 1157-1167  East  New  York  avenue,  north  sid 
45  ft.  5 in.  east  of  Portal  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in 
residence  district,  the  erection  and  maintenance  • 
a  gasoline  service  station. 

324-31-BZ.  r  _ 

APPLICANT— William  Wosterfield  Havens,  for  bar 
Morris,  owner. 
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'REMISES — East  side  of  70th  street,  115.94  ft.  north  of 
Astoria  avenue,  North  Woodside,  Borough  of 
Queens. 

.PPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

0  PERMIT  in  a  residence  district  the  maintenance  of  a 
lumber  yard. 


FEBRUARY  16,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
-ds  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  morning,  February 
3,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
le  following  matters : 

\l.  xo.  416-31-BZ — Application,  August  24,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Walter  Katz,  applicant,  on 
behalf  jf  A.  M.  Beck  Realty  Corp., 
owner,  to  permit  in  a  residence  district 
the  change  of  occupancy  of  the  base¬ 
ment  story  of  an  existing  dwelling  to 
business  use  (restaurant)  ;  premises  159 
West  73rd  street,  north  side,  219  ft. 
east  of  Amsterdam  avenue,  Manhattan. 

\l.  no.  422-31-BZ — Application,  August  2*7,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Queens  Operators,  Inc.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits ;  premises 
northwest  corner  of  Springfield  boule¬ 
vard  and  Merrick  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

\l.  no.  501-31-BZ — Application,  October  13,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  S.  Mongiello,  applicant,  on 
'behalf  of  M.  Rigat,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  108-53  to  108-55  Roose¬ 
velt  avenue,  north  side,  500  ft.  east  of 
108th  street,  Corona,  Borough  of 
Queens. 

\L.  no.  232-28-BZ — Application,  March  15,  1928;  granted 
on  condition  for  a  garage  September 
18,  1928;  reopened  and  time  extended 
to  obtain  permits  March  19,  1929;  re¬ 
opened  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of  Con¬ 
roy  &  Hardy,  applicants,  substituted  for 
McCooey  &  Conroy,  on  behalf  of  Cor¬ 
dova  Holding  Corp.,  present  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  and  conversion  of  a  portion  of  a 
garage  to  an  automobile  repair  shop, 
permission  to  erect  the  garage  having 
been  granted  by  the  board ;  premises  445 
Empire  boulevard,  north  side,  2 02  ft. 
2Vf,  in.  east  of  New  York  avenue, 
Brooklyn. 

al.  no.  552-31-BZ — Application,  November  16,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Buelah  Holding  Corp.,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict  the  conversion  of  occupancy  from 


a  residence  use  to  a  business  use 
(funeral  parlor  on  the  first  story)  ; 
premises  7504  Sixth  avenue  and  588  75th 
street,  southwest  corner,  Brooklyn. 

cal.  no.  578-31-BZ — Application,  December  2,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  applicant,  on 
behalf  of  Clara  Carnes  and  Margaret 
Wolf,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  80- 
01  to  80-07  164th  place  and  164-26  to 
164-34  Union  turnpike,  southeast  comer, 
Jamaica,  Borough  of  Queens. 

cal.  no.  588-31-BZ — Application,  December  10',  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Shalex  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  4355-4363 
Broadway,  northwest  corner  of  West 
186th  street,  Manhattan. 

cal.  no.  589-31-BZ — Application,  December  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Siegel,  applicant,  on  be¬ 
half  of  Arthur  H.  Beil,  owner,  to  per¬ 
mit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  159-01  to  159-03  114th 
avenue  (Linden  boulevard),  northeast 
corner  of  159th  street,  and  159-02  to 
159-04  Meyer  avenue,  Jamaica,  Borough 
of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY  16,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

417-31-A — 129th  avenue,  between  172nd  street  and  174th 
place,  South  Jamaica,  Borough  of  Queens 
(Long  Island  Railroad  barns). 

490-31-A — 98'-100  Fifth  avenue  and  1-3  West  15th  street, 
northwest  corner,  Manhattan. 

496-31-A — 740  Jamaica  avenue,  Brooklyn. 

608-31-A — 318-330  Grand  street,  southeast  corner  of 
Havermeyer  street,  Brooklyn. 

610-31-A — 80-82  Clinton  street  and  97-103  Attorney  street, 
Manhattan. 

Petitions  for  Variations. 

469-31-S — 141-145  West  36th  street,  Manhattan. 

639-30-S— 305-313  East  45th  street  and  306-312  East  46th 
street,  Manhattan. 

561-31-S — 335-337  Greenwich  street  and  20-24  Jay  street, 
southeast  corner,  Manhattan. 

395-30-S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

462-31-S— 1372-1382  Broadway,  107-121  West  37th  street 
and  106-114  West  38th  street,  Manhattan. 

434-31-S — 876-878  Broadway,  Manhattan. 

43-32-S — 461-469  Fifth  avenue  and  1  East  40th  street, 
northeast  corner,  Manhattan. 

Appliance  Submitted  for  Approval. 

9-32-SA — Autopulse  Electric  Oil  Pump  Outfit.  Model  No. 
1000,  approval  of. 
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FEBRUARY  19,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February 
19.  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters . 


CAL. 


no  329-31-BZ— Application,  June  30,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Leiman,  applicant,  on  behalt 
of  Samuel  Meyerowitz,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use  (store); 
premises  57-61  71st  street,  Maspet  , 
Borough  of  Queens. 


cal  no  480-3 1-BZ — Application,  September  29,  1931,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  R.  L.  Giffen,  applicant, 
substituted  for  Christian  S.  Juell,  on 
behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 

HENRY  L.  CONNELL 
T emporary  Chaim*** 


cal  no  528-31-BZ— Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  George  W.  Horr, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  70-52  Kis- 
sena  boulevard,  northwest  corner  ot 
70th  road,  Flushing,  Borough  of  Queens. 


CAL.  NO.  5 


,29-31-BZ — Application,  October  28,  1931,  undei 
section  21  of  the  building  zone  resolUk: 
tion  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Louis  Lafreniere, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  126-14 
Merrick  boulevard,  northwest  corner  of 
127th  avenue,  Springfield,  Borough  of 
Queens. 


denied 


cal  no.  335-28-BZ— Application,  April  11,  1928; 

December  4,  1928;  request  t<>  reopen 
denied  May  21,  1929;  reopened  October 
27,  1931,  under  section  21  of  the  bund¬ 
ing  zone  resolution,  of  Celia  Rosoff,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises.  516-522  S'heepshead  Bay  road, 
southeast  corner  of  West  5th  street, 
Brooklyn. 


cal  no.  447-31-BZ— Application,  September  11  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Harry  Korn,  applicant, 
on  behalf  of  Samuel  Shore  and  Harry 
Korn,  owners,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
a  factory  building  and  the  extension  of 
the  existing  business  use ;  premises  296- 
300  Putnam  avenue,  south  side,  300  ft. 
east  of  Nostrand  avenue,  Brooklyn. 


cal.  no. 


FEBRUARY  19,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

554- 31- A _ 1969-2033  Metropolitan- avenue  and  2063  Flush¬ 

ing  avenue,  Maspeth,  Borough  of  Queens. 

299-31- A _ 2495-2505  Atlantic  avenue,  northeast  corner  of 

East  New  York  avenue,  Brooklyn. 
241-31-A— 119'  West  33rd  street,  Manhattan. 

230-31-A— 117  West  33rd  street,  Manhattan. 

Petitions  for  Variations. 

518-31-S — 53  West  56th  street,  Manhattan. 

555- 3 i-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 

139  Fulton  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

540-3 1-S A — Acoustex  Material,  approval  of. 

579-31-S A — Insulmesh  Material,  approval  of. 


FEBRUARY  19,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

40-32-SR— Uniform  Certificates  of  Occupancy,  Adoption 


of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  23,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

564-31-BZ. 

APPLICANT — William  A.  Lacerenza,  for  Sarah  Suber- 

stein,  owner.  , 

PREMISES — 842-852  Ralph  avenue,  west  side,  280  ft.  norm 

of  Church  ayenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


367-31-BZ — Application,  July  21,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Urquhart.  applicant,  on  be¬ 
half  of  Alexander  Mintz,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner .  of 
117th  street  and  101st  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 


609-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Estate  of  Edward  Bren¬ 
nan,  owner. 

PREMISES — 3469-3471  Bronx  boulevard,  west  side,  150  n. 

north  of  East  210th  street,  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  . 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


619-31-BZ. 

APPLICANT — James  Kearney,  for  Estate  of  Israel  Miller 

PREMISES — 148-16  to  148-26  111th  avenue,  Jamaica,  cor 
ough  of  Queens, 
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APPLICATION,  tinder  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

2-32-BZ. 

APPLICANT — John  M.  Baker,  for  Simon  P.  Emory, 
owner. 

‘PREMISES — 1662-16G8  Westchester  avenue  and  1685-1691 
Metcalf  avenue,  southwest  corner,  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

12-32-BZ. 

APPLICANT — Herbert  Benon,  for  George  White,  owner. 
PREMISES — 6513-6521  Fifth  avenue,  northeast  corner  of 
66th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  portion  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles. 

499-31-BZ. 

APPLICANT — Charles  D.  Cords,  for  Louis  Cherleck  and 
Catherine  Cherleck,  owners. 

PREMISES— 262-10  Hillside  avenue,  southwest  corner  of 
263rd  street,  Floral  Park  Gardens,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  February  2,  1932). 

485-20-BZ. 

APPLICANT — Raymond  Irrera,  for  2521  Broadway  Corp., 
owmer. 

PREMISES — 2521-2523  Broadway,  northwest  corner  of 
West  94th  street,  Manhattan. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  a  resolution  adopted  by  the 
board  for  the  use  of  the  two  (2)  upper  stories  of 
a  building  for  factory  purposes  (originally  limited 
to  office  use);  (previously  denied;  reopened  under 
newr  facts  February  2,  1932). 

— 

FEBRUARY  23,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
23,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  521-31-BZ — Application,  October  22,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Pantrejay  Realty  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district,  extending  from  an  unrestricted 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
south  side  of  Eastern  boulevard,  Bolton 
avenue  to  White  Plains  avenue,  The 
Bronx. 

cal.  no.  547-31-BZ — Application,  November  12,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  J.  Feitelberg,  appli¬ 
cant,  on  behalf  of  Frederick  Snell, 


owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  Northern  boulevard  and  244th 
street,  Douglaston,  Borough  of  Queens. 

cal.  no.  590-31-BZ — Application,  December  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Hattie  Ciesiel  and  Joe  Ciesiel, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  73-13  to 
73-15  Grand  avenue,  Maspeth,  Borough 
of  Queens. 

CAL.  NO.  17-32-BZ — Application,  January  11,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  applicant, 
on  behalf  of  Gerosa  Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles ;  premises  east  side  of  Webster 
avenue,  170.37  ft.  south  of  East  182nd 
street,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY  23,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

585-31- A — 328-336  Wythe  avenue  and  50-58  South  1st  street, 
southwest  corner,  Brooklyn. 

620-31-A — 40  Corlears  street  and  730-738  Water  street, 
northeast  corner,  Manhattan. 

623-31-A — 701-709  Madison  avenue  and  24  East  63rd  street, 
southeast  corner,  Manhattan. 

1-32-A — 202-208  Sullivan  street  and  249-255  King  street, 
Brooklyn. 

3-32-A — 1908-1910  Bathgate  avenue,  The  Bronx. 

7- 32-A — 305  Broadway,  northwest  corner  of  Duane  street, 

Manhattan. 

11-32- A — 260-264  West  36th  street,  Manhattan. 

Petition  for  Variation. 

8- 32-S — 47  West  47th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  1,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

604-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson 
Realty  Co.,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

606-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner. 

PREMISES — Southwest  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


189 


Bernknopf,  for  Ben  S. 


607-31-BZ. 

APPLICANT— Michaelson  & 

Michaelson,  owner.  ,  ~  ,  r 

PREMISES — Northeast  corner  of  239th  street  and  Koch} 
Hill  road,  Bellerose,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ,  .  ,  •_ 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


017  31  3 ^ 

APPLICANT — Klein,  Kingsley  &  Klein,  for  Domenico 

Sabatino,  owner.  1M11 

PREMISES— East  side  of  Sedgwick  avenue,  153.11  it. 

south  of  West  169th  street,  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  . 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  ot 
a  garage  for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station. 


MARCH  1,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

370-31-A— Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

622-31-A — 810  Broadway,  Manhattan. 

527-31-A — 100  Concord  avenue,  The  Bronx. 

577-31-A— 569-579  Broadway,  Manhattan. 

4-32- A — 119  Harris  avenue  and  Sherman  place  (11-17 
43rd  avenue),  Long  Island  City,  Borough 
of  Queens. 

18-32- A— 252-262  West  40th  street,  Manhattan. 

24-32-A — Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

22-32-A — 1062-1070  St.  John’s  place,  Brooklyn. 

Petitions  for  Variations. 

424-31-S — 37-28  30th  street,  Long  Island  City,  Borough  oi 
Queens. 

621 -31- S — 129-431  Kent  avenue,  Brooklyn. 


23-32-BZ. 

APPLICANT— Murray  Klein,  for  Sarah  Bogin,  ownei. 
PREMISES — 2316  Atlantic  avenue,  south  side,  50  ft.  west 
of  Eastern  parkway,  Brooklyn  .  ..... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  , 

TO  PERMIT  in  a  business  district  the  change  ot  occu¬ 
pancy  of  an  existing  building  to  a  motor  vehicle 

repair  shop. 


APPLICANT— Samuel  A.  Potter,  for  Roosevelt- Stone  Land 
Corp.  and  Sapotter  Realty  Corp.,  owners. 
PREMISES — Northwest  corner  of  Queens  boulevard  and 
51st  street,  Woodside,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

567-31-BZ.  ,  _  . 

APPLICANT — Joseph  D.  Tarlowe,  for  Sarah  Lhassen, 

owner. 

PREMISES— 438-448  Glenmore  avenue  and  259  Vermont 
street,  southeast  corner,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  <  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 


MARCH  1,  1932,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday _  morning,  March 
1,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter: 

cal  no  572-31-BZ — Application,  November  30,  1931,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Martin  C.  Ort,  applicant, 
on  behalf  of  Augusta  Gahrman,  owner, 
to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  112-05  to 
112-07  Sutphin  boulevard,  Jamaica,  Bor¬ 
ough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  4,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Friday  morning,  Mam 
4,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
on  the  following  matters : 

CAL.  NO.  410-31-BZ — Application,  August  21,  1931,  unde 
section  21  of  the  building  zone  resell 
tion,  of  Edward  L.  Kelly,  applicant,  o 
behalf  of  Louise  De  Vito,  owner,  t 
permit,  partly  in  a  business  district  an 
partly  in  a  residence  district,  the  erei 
tion  and  maintenance  of  a  gasoline  sei 
vice  station ;  premises  175-14  Hora< 
Harding  boulevard,  south  side,  117.71  i 
west  of  Utopia  parkway,  Flushing,  Bo 
ough  of  Queens. 

cal.  no.  50O-31-BZ — Application,  October  9,  1931,  und 
sections  7a  and  21  of  the  building  zoi 
resolution,  of  Maurice  Z.  Bungard,  a 
plicant,  on  behalf  of  2762  West  17 
Street  Corp.,  owner,  to  permit  in  a  bu: 
ness  district  the  erection  and  mainl 
nance  of  a  building  to  be  used  as 
>  poultry  slaughter  house;  premises  276 
2764  Cropsey  avenue,  west  side,  80 
north  of  Neptune  avenue,  Brooklyn. 

cal.  no.  523-31-BZ — Application,  October  26,  1931,  unc 
section  21  of  the  building  zone  reso 
tion,  of  Albert  Martin  Cohen,  applica 
on  behalf  of  Antonia  Panasci,  own 
to  permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  garage 
more  than  five  (5)  motor  vehicl 
premises  1726-1738  Gravesend  aver 
west  side,  180  ft.  south  of  Avenue 
Brooklyn. 

cal.  no.  508-31-BZ — Application,  October  14,  1931,  un 
section  21  of  the  building  zone  resc 
tion,  of  William  F.  Regan,  applicant, 
behalf  of  Frederick  Wellman,  owi 
to  permit,  partly  in  a  business  dist 
and  partly  in  a  residence  district, 
erection  and  maintenance  of  a  gaso 
service  station;  premises  130-23  Spri 
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field  boulevard,  Springfield,  Borough  of 
Queens. 

■  \l.  no.  544-31-BZ — Application,  November  10,  1931,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  Croker  National  Fire  Prevention 
Engineering  Co.,  applicant,  on  behalf 
of  John  Centrone,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  784-786 
Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

'al  no.  128-31-BZ — Application,  March  17,  1931;  granted 
on  condition  for  a  garage  July  7,  1931 ; 
reopened  and  time  extended  to  obtain 
permits  and  complete  work  January  5, 
1932 ;  also  reopened  under  sections  7e 
and  21  of  the  building  zone  resolution, 
of  Leon  Levy,  applicant,  on  behalf  of 
Birdie  Levy,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  of  a  garage 
(permission  to  erect  which  was  granted 
by  the  board)  by  constructing  openings 
on  the  first  and  second  stories  in  the 
division  wall  between  this  building  and 
the  building  adjoining  to  the  east ;  prem¬ 
ises  248  West  69th  street,  Manhattan. 


cal.  no.  334-31-BZ — Application,  July  1,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931;  reopened  and  restored  to  Calen¬ 
dar  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of 
Shirley  Kahn,  applicant,  on  behalf  of 
American  Seal  Kap  Corp.,  owner,  to 
permit  in  a  business  district  the  change 
of  the  occupancy  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop;  premises  11-11  to  11-27 
44th  drive  (Nott  avenue),  Long  Island 
City,  Borough  of  Queens. 

HENRY  L.  CONNELL. 

T emporary  Chairman. 


MARCH  4,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Petitions  for  Variations. 

580-31-S — 311-313  East  116th  street,  Manhattan. 

436-3 1-S — 18  East  49th  street,  Manhattan. 

595-31-S — 160  Madison  avenue  (fifth  floor),  Manhattan. 
612-31- S— 37-41  East  58th  street,  36-54  East  59th  street 
and  617-627  Madison  avenue,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  FEBRUARY  5,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
[Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 


BUILDING  ZONE  CASES. 

.23-31-BZ. 

\PPLICANT— Albert  Martin  Cohen,  for  Antonia  Panasci, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1726-1738  Gravesend  avenue, 
west  side,  180  ft.  south  of  Avenue  O,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Albert  Martin  Cohen. 

For  Opposition :  Harry  Goldberg,  Abraham  M. 

Glickman,  Solomon  Berger  and  Joseph  Stern. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


158-31-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Ella  Leshnower, 

owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  and  restored  to  Calendar  December  15,  1931). 

PREMISES  AFFECTED — 137-00  101st  avenue  and  101-01 
Van  Wyck  boulevard,  southeast  corner,  Jamaica, 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Joseph  A.  Coyle. 

A  Cl  ION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 


431-31-BZ. 


APPLICANT — Abraham  H.  Simon,  for  Amram  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2902-2924  Avenue  U,  southwest 
corner  of  Nostrand  avenue,  Brooklyn. 
APPEARANCES— 


For  Applicant :  Abraham  H.  Simon. 

For  Opposition :  Stephen  O’Brien,  Elizabeth  Stern, 
Joseph  Stein  and  William  F.  Behrens. 

ACTION  OF  BOARD- — Report  of  committee  of  inspection 
adopted ;  application  withdrawn  by  applicant. 

THE  VOTE  TO  ADOPT  REPORT—' 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  q 

Absent  .  0 

THE  VOTE  TO  WITHDRAW— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 
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Negative 
Absent  . 


A P P  LICAN T — Hyman  &  Segall,  for  T.  &  H.  Construc¬ 
tion  Corp.,  owner.  , 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service .  station. 
PREMISES  AFFECTED— 119-01  to  119-03  Jamaica  ave¬ 
nue,  northeast  corner  of  Lefferts  avenue,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Hyman. 

For  Opposition :  A.  Roland  Kestler.  _ 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted:  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  J 

Negative  .  „ 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative  . .  . . *  *  * ' " '  *  * 

Negative:  Temporary  Chairman  Connell,  com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  . 

THE  RESOLUTION— 

(566-31-BZ) 

Whereas,  Hyman  &  Segall,  for  T.  &  H.  Construction 
Corp.,  owner,  filed,  November  25,  1931,  an  application,  undei 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station, 
premises  119-01  to  119-03  Jamaica  avenue,  northeast  corner 
of  Lefferts  avenue,  Richmond  Hill,  Borough  of  Queens, 

a  Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  a  special  joeet- 
in°\  February  5,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lefferts  avenue  is  in  a  business 
district;  Jamaica  avenue,  north  side,  is  in  a  business  dis¬ 
trict;  Jamaica  avenue,  south  side,  east  of  a  point  100  it.  east 
of  Lefferts  avenue,  is  in  an  unrestricted  district;  Jamaica 
avenue,  south  side,  west  of  a  point  100  ft.  east  o  Le  ei  s 
avenue,  is  in  a  business  district,  and  Myrtle  avenue  is  in  a 

business  district;  and  .  ,  ^  .  ,  .... _ „ 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  27,  1931  (re  N.  B.  2755-1931),  reads: 
“1.  The  erection  of  a  Gasoline  Service  Station  in  a 
Business  District  is  contrary  to  Art.  2,  Sect.  4,  of  the 
Zone  Law.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  on  Lefferts  avenue  and  40  ft.  on  Jamaica 
avenue;  it  is  proposed  to  remove  the  three-story  frame 
building  now  on  the  premises  and  to  erect  thereon  a  one- 
story  office  and  to  install  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station;  and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing  and  is  incorpated  herein 
and  which  report  recommends  the  denial  of  the  application 
under  section  21  of  the  building  zone  resolution,  the  report 
reading : 

“Cal.  No.  566-31-BZ. 

“Premises  119-01  to  119-03  Jamaica  avenue,  northeast 
corner  of  Lefferts  avenue,  Richmond  Hill,  Borough  of 

Q  REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  February  3,  1932,  a  committee  of  inspection  of 


the  board,  consisting  of  Temporary  Chairman  Connell 
and  Commissioners  Holland  and  Guilfoyle,  visited  and 
inspected  the  premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station. 

“The  premises  in  question  consists  of  a  plot  of  ground 
with  a  40  ft.  frontage  on  Jamaica  avenue  and  a  75  ft. 
frontage  on  Lefferts  avenue  and  is  now  developed  with  a 
three-story  frame  building  covering  most  of  this  plot, 
first  floor  being  developed  for  business  purposes  and 
the  two  upper  floors  for  dwelling. 

“The  photographs  filed  with  this  appeal  show  the  first 
floor  to  be  vacant,  but  at  the  time  of  the  inspection  the 
first  floor  was  occupied  by  a  furniture  store  and  the 
extension  by  a  real  estate  office. 

“This  building  faces  on  the  intersection  of  four  streets. 
“Along  Jamaica  avenue  are  surface  tracks  and  high 
elevated  railroad  structure.  Running  northwesterly 
across  Jamaica  avenue  and  Lefferts  avenue,  crossing  the 
intersection,  is  the  elevated  structure  of  the  Long  Island 
Railroad  with  freight  yards  about  a  block  south  of 
Jamaica  avenue,  but  not  visible  from  Jamaica  avenue. 
One  column  of  the  Long  Island  Railroad  structure  is 
located  about  15  ft.  from  the  curb  line  in  front  of  the 
property  under  appeal  in  the  bed  of  the  street,  and  there 
is  also  one  column  for  the  elevated  structure  located 
approximately  on  the  curb  line  at  the  intersection  of 
Lefferts  avenue  and  Jamaica  avenue,  in  front  of  the 
property  under  appeal.  Immediately  adjoining  the  prem¬ 
ises  on  Jamaica  avenue  to  the  east  there  is  now  erected 
a  three-story  building  with  business  use  (drug  store) 
on  the  ground  floor  and  dwelling  above.  This  building 
is  completely  occupied  and  is  affected  as  much  by  the 
structures  at  the  intersection  of  these  streets  as  the 
property  under  appeal.  That  property  objects  to  the 
granting  of  this  appeal. 

“Jamaica  avenue  is  a  very  highly  traveled  artery  both 
for  motor  vehicles  and  pedestrians. 

“There  is  a  branch  surface  line  on  Myrtle  avenue 
running  northwesterly,  starting  at  the  intersection  of 
Jamaica  avenue,  Myrtle  avenue  and  Lefferts  avenue. 

“The  physical  condition  of  the  street  layouts  at  this 
intersection  and  the  structures  now  operating  thereon 
and,  further,  the  fact  that  Jamaica  avenue  is  one  of  the 
main  highway  arteries  into  Jamaica  result  in  a  highly 
congested  condition  at  this  corner.  _  _  ’ 

“The  gasoline  station  as  proposed,  if  built  to  the 
building  line,  would,  at  this  intersection  come  within  a , 
few  feet  of  the  present  curb  line,  as  the  present  curb 
line  runs  northwesterly  across  the  intersection  of  Jamaica 
avenue  and  Lefferts  avenue.  Due  to  the  location  of  the 
Long  Island  Railroad  column,  as  aforestated,  traffic 
turning  right  on  Lefferts  avenue  from  Jamaica  avenue 
would  be  seriously  interfered  with  by  automobiles  enter¬ 
ing  or  leaving  the  proposed  gasoline  station  and  would, 
undoubtedly  create  a  hazardous  condition  both  to  the 
automobiles  and  passing  pedestrians. 

“The  surrounding  properties  at  the  intersection  of 
these  streets  and  for  a  block  or  more  in  all  directions  are 
mostly  developed  and,  where  developed,  are  developed 
with  conforming  uses. 

“The  gasoline  station  referred  to  as  affecting  the  site 
under  appeal,  on  the  northeast  corner  of  Myrtle  avenue 
and  Hillside  avenue,  does  not,  in  the  opinion  of  the 
committee,  in  any  way  affect  this  site,  it  being  too  remote 
from  the  same  and  not  at  all  visible  due  to  the  inter¬ 
vening  structures. 

“There  have  been  filed  with  this  appeal  twenty-eight 
objections  and  and  objecting  letter  from  a  local  civic 
organization  and  seven  consents. 

“The  committee  is  of  the  opinion,  due  to  the  sur¬ 
rounding  general  conforming  development,  the  grea 
hazard  that  would  be  created  to  vehicular  and  pedestriar 
travel  by  the  establishment  of  the  proposed  gasoline 
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service  station,  the  large  number  of  affected  property 
owners  objecting,  with  a  very  small  percentage  of  con¬ 
sents,  the  application  is  not  substantiated  under  section 
21 — hardship — and  recommends  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


661-30-BZ. 

APPLICANT— Charles  Shankroff,  for  David  H.  Yeoman 
and  Pauline  S.  Sparrow,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 2045-2071  54th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Charles  Shankroff. 

For  Opposition :  Edward  Schneider,  Catherine 
Brown  and  Nathan  Diamond. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 


adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  T9  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(661-30-BZ) 


Whereas,  Charles  Shankroff,  for  David  H.  Yeoman  and 
Pauline  S.  Sparrow,  owners,  filed,  November  6,  1930,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  2045-2071  54th  street,  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  a  special  meet¬ 
ing,  February  5,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  21st  avenue  is  in  a  residence  dis¬ 
trict  ;  20th  avenue  is  in  a  residence  district ;  54th  street  is 
in  a  residence  district,  and  53rd  street  is  in  a  residence  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  3,  1930  (re  App.  No.  13724-1930). 

reads : 

“Proposition  to  erect  a  garage  for  more  than  five  (5) 
motor  vehicles  and  a  repair  shop  for  motor  vehicles  in 
a  residence  zone  is  contrary  to  Art.  II,  Sec.  3  of  the 
Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  97  ft. 
10^4  in.  and  a  depth  of  242  ft.,  irregular;  to  be  occupied 
as  a  garage  and  a  motor  vehicle  repair  shop ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  read  at  this  hearing  and  which  report  is  made  a  part 


of  this  resolution  and  which  recommends  the  denial  of  the 
application  under  section  21  of  the  building  zone  resolution, 
the  report  reading : 

“Cal.  No.  661-30-BZ. 

“Premises  2045-2071  54th  street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  January  28,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor  vehicles 
and,  also,  a  motor  vehicle  repair  shop. 

“The  premises  in  question  consist  of  a  plot  of  ground 
with  a  length  of  240  ft.  and  a  depth  of  127  ft.  on  the 
northerly  side  and  approximately  98  ft.  on  the  southerly 
side.  A  strip  of  this  parcel  of  ground,  approximately  50 
ft.  wide  and  242  ft.  in  length,  located  on  the  westerly 
side  of  the  plot,  lies  within  the  bed  of  and  occupies  the 
whole  width  of  54th  street,  which  at  the  present  time 
is  a  mapped  street  only.  This  plot  is  now  vacant  and 
unimproved,  with  the  exception  of  a-  single  shed  on  the 
southwest  corner  used  for  the  housing  of  an  automobile 
truck. 

“The  applicant  seeks  to  erect  on  this  whole  lot  a 
one- story  garage  and  repair  shop. 

“On  20th  avenue,  running  from  53rd  street  to  54th 
street,  there  is  now  erected  a  large  public  school.  The 
entrances  to  this  public  school  are  from  20th  avenue 
and,  also,  two  entrances  at  the  rear  of  the  building  lo¬ 
cated  one-half  way  between  the  two  blocks. 

“Since  this  application  was  filed  with  the  board  the 
Board  of  Education  has  erected  on  the  building  and 
lot  lines  around  the  playground,  at  the  rear  of  the 
school,  an  iron  fence  in  which  there  is  at  the  present 
time  an  entrance  to  the  playground.  This  playground 
leads  directly  to  the  two  rear  entrances  to  the  school. 

“Chapter  690,  Laws  of  1926,  Sections  35  and  36, 
which  became  a  law  on  April  30,  1926,  gives  this  board 
authority  to  grant  a  permit  for  building  in  the  bed  of 
a  mapped  street,  but  specifically  states  that  the  board 
must  bear  in  mind  in  granting  such  permit  the  proposed 
building  will  as  little  as  practicable  increase  the  cost  of 
opening  such  street  or  highway  or  tend  to  cause  a 
change  of  such  official  map  or  plan.  This,  of  course, 
is  a  discretionary  power  with  the  board  and  not  man¬ 
datory. 

“There  are,  at  the  present  time,  no  non-conforming 
uses  on  the  proposed  mapped  street,  54th  street,  between 
20th  avenue  and  21st  avenue.  Most  of  the  premises 
on  the  whole  block  bounded  by  20th  avenue,  53rd  street, 
54th  street  and  21st  avenue  are  vacant,  with  the  exception 
of  developments  on  21st  avenue  and  the  school  on  20th 
avenue. 

“On  the  east  side  of  53rd  street,  between  20th  avenue 
and  21st  avenue,  the  properties  are  all  developed  with 
detached  private  dwellings.  On  the  west  side  of  54th 
street,  between  20th  avenue  and  21st  avenue,  is  the 
Washington  Cemetery. 

“From  the  general  physical  layout  of  the  streets  in 
this  vicinity  and  the  construction  now  erected  on  the 
same  it  would  seem  that  it  is  only  a  question  of  time 
when  the  city  will  acquire  the  right-of-way  through 
54th  street,  between  20th  and  21st  avenues,  to  continue 
54th  street  as  an  open  public  highway  from  20th  to  21st 
avenues. 

“The  only  means  of  egress  and  entrance  to  the  pro¬ 
posed  garage  would  be  from  20th  avenue  through  54th 
street,  which  at  the  present  time  is  unpaved  and  not 
curbed  and  on  which,  as  noted,  there  is  an  entrance  to 
and  exit  from  a  public  school. 

“There  have  been  filed  with  this  appeal  two  objections 
and,  also,  an  objection  from  a  local  civic  organization 
and  four  consents. 
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“The  committee  is  of  the  opinion  that  due  to  the  gen-  building  line;  the  building  is  occupied  on  the  first  and  second 
eral  surrounding  conditions,  the  location  of  the  public  stories  for  business  use  and  as  dwellings  above it  is  pro¬ 
school  as  noted,  the  entrance  and  exit  to  the  public'  posed  to  extend  the  existing  business  use  on  the  first  and 
school  as  noted,  the  fact  that  part  of  the  proposed  build-  second  stories  into  the  proposed  extensions ;  and 
in°-  takes  up  the  full  width  of  the  mapped  street,  54th  Whereas,  the  premises  under  appeal  were  the  subject  of 
street  for  a  distance  of  242  ft.,  the  application  is  not  an  inspection  by  a  committee  of  the  board,  which  inspection 

substantiated  under  section  21 — hardship — and  recom-  was  made  and  report  read  at  this  hearing  and  which  report, 
ment  the  den"l  of  the  appeal.  incorporated  herein  recommends  the  granting  of  this  vana- 

“(Signed)  HENRY  L.  CONNELL,  t.on  the  report  reading: 

.  ‘«s  “^th  street,  Manhattan.  I 

“JAMES  P.  HOLLAND,  REPORT  OF  COMMITTEE  OF  INSPECTION. 

“JOHN  GUILFOYLE.  «A  committee  of  the  board,  consisting  of  Temporary 

Resolved,  that  the  decision  of  the  superintendent  ot  buna-  Chairman  Connell  and  Commissioners  Holland  and  Guil- 

ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and  foyiej  Qn  january  38,  1932,  visited  and  inspected  the 

it  hereby  is  denied.  premises  under  appeal  in  this  case. 

-  “This  is  an  application  to  permit  in  a  residence  dis- 

486-31-BZ.  .  „  T  trict  the  erection  and  extension  of  an  existing  business 

APPLICANT — Robert  Teichman,  for  Mary  Jamieson,  jn  par^  0f  an  existing  building. 

owner.  .  .  ,  “The  premises  under  appeal  have  a  frontage  of  ap- 

SUBJECT— Application  (re  decision  of  the  tenement  house  proximately  21  ft.  on  East  86th  street  and  a  depth  of 

commissioner),  under  sections  7a  and  21  ot  tne  approximately  102  ft.,  lying  wholly  within  the  residence 

building  zone  resolution,  to  permit  in  a  residence  use  district,  and  now  occupied  by  a  five-story  building 

district  the  alteration  and  extension  of  an  existing  wjth  business  use  on  the  first  and  second  stories, 

business  use  in  part  of  an  existing  building.  “From  evidence  filed  with  this  appeal  it  would  seem 

PREMISES  AFFECTED — 58  East  86th  street,  Manhat-  that  this  business  use  existed  prior  to  July  25,  1916,  and 

tan.  has  been  in  continuous  use  thereafter. 

APPEARANCES —  .  “Immediately  adjoining  the  premises  to  the  east  is  a 

For  Applicant :  Robert  Teichman.  four-story  business  building  entirely  within  the  residence 

For  Opposition:  Philip  J.  Smnott  and  Herbeit  use  zone  Immediately  adjoining  the  premises  to  the 

Goldman.  .  .  .  west  is  a  playground  of  Public  School  No.  6,  located  on 

ACTION  OF  BOARD — Report  of  committee  of  inspection  jrast  85th  street  and  Madison  Avenue,  a  small  portion 

adopted;  application  granted  on  condition.  Qf  this  playground  on  East  86th  street  is  in  a  residence 

THE  VOTE  TO  ADOPT  REPORT—  use  area  and  the  balance  in  the  business  use  zone. 

Affirmative:  Temporary  Chairman  Connell,  Lorn-  “The  applicant  seeks  to  extend  the  first  and  second 

missioners  .  Holland  and  Guilfoyle  and  As-  stories  out  to  the  building  line,  a  distance  of  about  5  ft., 

sistant  Chief  McElligott .  4  ancj  extend  the  first  story  rear  a  distance  of  approx- 

Negative  .  "  imately  37  ft.  and  occupy  the  first  and  second  stories, 

Absent  . . .  on  completion  of  alterations,  for  business  purposes. 

THE  VOTE  TO  GRANT  “No  actual  figures  were  submitted  with  this  appeal 

Affirmative:  Temporary  Chairman  Connell,  Com-  showing  the  value  of  the  existing  business  portion  of  this 

missioners  _ Holland  and  Guiltoyle  and  As-  building  above  the  foundation;  but,  on  the  inspection  of 

sistant  Chief  McElligott .  the  premises,  the  committee  was  impressed  with  the 

Negative  .  n  fact  that  the  proposed  extension  would  not  be  in  excess 

Absent  .  u  of  50  per  cent  of  the  value  of  the  existing  business  por- 

THE  RESOLUTION —  tion  of  this  building  above  the  foundation.  If  this  as- 

(486-31-BZ)  sumption  is  correct,  the  tenement  house  commissioner 

Whereas  Robert  Teichman,  for  Mary  Jamieson,  owner,  could,  under  section  6  of  the  building  zone  resolution, 

filed  October  1,  1931,  an  application,  under  the  building  zone  have  permitted  the  proposed  extension 

resolution  to  permit  in  a  residence  district  the  alteration  “There  have  been- filed  with  tins  appeal  four  objections 

and  extension  of  an  existing  business  use  in  part  of  an  and  no .consents,  one  of  these objectors  being  the  owner 

existing  building;  premises  58  East  86th  street,  Borough  of  of  a  plot  on  the  west  side  of  the  above-mentioned  plot 

M  h  tt  ■  and  of  &round,  wholly  yitlun  the  business  use  area,  but  de- 

Whereas  \  public  hearing  was  held  on  this  application  veloped  and  occupied  for  residential  purposes 

by  the  board  of  standards  and  appeals,  at  a  special  meet-  The  committee  is  of  the  opinion,  due  to  this  use 

ino-  February  5,  1932,  after  due  notice  by  publication  in  the  having  been  established  prior  to  1916  and  continuing  up 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and  to  the _  present  time,  and  due,  further  to  the  fact  that 

Whereas  the  use  district  maps  accompanying  the  building  there  is  a  very  substantial  four-story  building  immedi- 

zone  resolution  show  that  Madison  avenue  is  in  a  business  ately  abutting  the  property  on  the  east,  and  the  property 

district-  Park  avenue  is  in  a  residence  district,  and  East  is  separated  from  the  business  uses  zone  on  the  west 

86th  street  is  in  a  residence  district;  and  only  by  a  small  strip,  which  is  part  of  the  school  play- 

Whereas  the  decision  of  the  tenement  house  cotnmis-  ground  above  mentioned,  the  application  is  substantiated 

sioner  rendered  December  17,  1931  (re  Alt.  973-31),  reads:  under  sections  7a  and  21,  and  recommends  the  granting 

“1  Objection  not  removed.  The  proposed  alteration  of  this  appeal  with  such  safeguards  as  will  protect  the 

and  extension  of  business  occupancy  on  the  1st  and  2nd  adjoining  and  abutting  property  owners 

stories  of  this  building  is  contrary  to  the  Building  Zone  (Signed)  HENRY  L.  CONNELL, 

Resolution,  as  this  building  is  located  in  a  Residence  “JAMEsThoSmTO, 

and  UlS  ’  “JOHN  GUILFOYLE.” 

Whereas,  the  existing  building  is  of  non-fireproof  con-  and  .  ,  .  .,  n( 

struction  five  stories  in  height,  with  a  frontage  of  21  ft.  Whereas  the  board  is  empowered  under  the  provisions  of 
11/3  in’  and  a  depth  of  60  ft.  2  in.;  to  be  occupied  as  section  7,  subdivision  a  of  the  building  zone  resolution,  to 
stores  and  dwellings;  it  is  proposed  to  alter  and  erect  at  grant  a  variation  under  such  circumstances  as  obtain  here; 

the  rear  of  the  building  a  one-story  extension  having  a  depth  and  .  .  .  . 

of  37  ft  •  to  erect  at  the  front  of  the  building  a  two-story  Whereas,  the  board  deems  that  applicant  is  entitled  to 
extension  having  a  depth  of  5  ft.  and  exentending  out  to  the  relief  under  section  21  of  the  building  zone  resolution. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  'ftiake  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  the  extension 
of  the  first  and  second  stories  only  to  the  building  line  for 
business  use  and  for  the  extension  of  the  first  story  rear  for 
a  distance  of  approximately  37  ft.  for  business  use,  which 
business  use  shall  be  confined  to  mercantile  stores  or  shops 
or  executive  offices,  prohibiting  fish  or  meat  markets  and 
delicatessen  shops,  on  condition  that  at  the  expiration  of  the 
lease  of  the  present  laundry  now  being  conducted  on  the 
first  story,  which  lease  will  expire  in  less  than  two  months, 
no  further  laundry  use  of  these  premises  shall  be  permitted; 
that  no  manufacturing  of  any  nature  or  description  shall  be 
conducted  on  the  premises;  that  there  shall  be  no  adver¬ 
tising  signs  of  any  nature  or  description  on  the  premises 
other  than  letters  affixed  to  the  plate  glass  show  windows  of 
the  store  fronts;  no  merchandise  shall  be  stored  or  main¬ 
tained  outside  the  building  line;  a  return  of  the  drawings 
shall  be  made  to  this  board  for  approval  before  submission 
to  the  building  superintendent;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  completed 
within  one  year  from  the  date  of  this  action. 


510-31-BZ. 


APPLICANT — Joseph  M.  Lonergan,  for  Port  Richmond 
Poultry  Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  „of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2020-2022  Richmond  terrace  and 
2-8  Park  avenue,  southwest  corner,  Port  Richmond, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Joseph  M.  Lonergan. 

For  Opposition :  Joseph  Sigelman. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 


4 

0 

0 


4 

0 

0 


(510-31-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Port  Richmond 
Poultry  Co.,  Inc.,  owner,  filed,  December  2,  1931,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  2020-2022  Richmond  terrace  and 
2-8  Park  avenue,  southwest  corner.  Port  Richmond,  Borough 
of  Richmond;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  a  special  meet¬ 
ing  February  5,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Richmond  terrace  is  in  a  business 
and  unrestricted  district ;  Richmond  avenue  is  in  a  business 
and  unrestricted  district;  Park  avenue  is  in  a  business  dis- 
tnct,  and  Church  street  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  1,  1931,  reads: 

“Your  application  N.  B.  Plan  1179/1931  filed  Septem¬ 
ber  29th,  1931,  for  a  Gasoline  Station  on  the  Southwest 
corner  of  Richmond  Terrace  &  Park  Avenue,  Borough 
of  Richmond,  is  hereby  disapproved,  for  the  reason  that 
it  is  contrary  to  the  Zoning  Resolution  to  erect  a  gaso- 
line  selling  station  in  a  business  use  district.”; 
and 


Whereas,  the  premises  consist  of  a  corner  lot,  59  ft.  by 
100  ft.;  it  is  proposed  to  erect  an  office,  two  grease  pits, 
bury  ten  550-gallon  tanks  and  erect  ten  pumps  for  the  pur¬ 
pose  of  conducting  a  gasoline  service  station  within  a  business 
use  district;  and 

Whereas,  this  application  has  been  made  the  subject  of 
an  inspection  by  a  committee  of  the  board,  which  inspection 
was  made  and  report  read  at  this  hearing  and  which  report 
recommends  the  granting  of  this  appeal  and  which  report  is 
herewith  made  a  part  of  this  resolution,  the  report  reading : 
“Cal.  No.  510-31-BZ. 

“Premiess  2020-2022  Richmond  terrace  and  2-8  Park 
avenue,  southwest  corner,  Port  Richmond,  Borough  of 
Richmond. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  February  3,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship — to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station.  « 

“The  premises  in  question  have  a  frontage  of  59  ft. 
on  Richmond  terrace  and  100  ft.  on  Park  avenue  and 
are  now  developed  with  a  two-story  frame  dwelling, 
vacant  at  the  present  time,  evidently  of  very  old  con¬ 
struction. 

“Opposite  the  premises  under  appeal  on  Richmond 
terrace  is  a  portion  of  the  National  Lead  Works  fac¬ 
tory.  Adjacent  to  the  premises  on  Park  avenue,  sep¬ 
arated  by  a  7  ft.  6  in.  alley,  is  the  office  and  printing 
plant  of  the  Staten  Island  News. 

“On  the  southeast  corner  of  Richmond  terrace  and 
Park  avenue  is  a  vacant  piece  of  land  used  partly  as  an 
auto  laundry  and  filling  station  and  partly  as  a  miniature 
golf  course.  Adjacent  to  this  property  and  facing  on 
Richmond  terrace  and  also  bounded  by  the  Staten  Island 
Rapid  Transit  Railway  right-of-way  is  a  large  gasoline 
service  station,  which,  it  might  be  noted,  is  the  only 
property  in  objection  to  this  appeal. 

“The  .  premises  under  appeal  were  purchased  by  the 
owner  in  1929,  at  which  time  the  property  was  in  an 
unrestricted  district.  It  was  purchased,  from  statements 
made  in  this  appeal,  by  the  appellant  for  the  purpose  of 
conducting  a  poultry  slaughter  house  under  approval 
issued  by  the  Board  of  Health.  The  district  at  that 
time,  however,  before  the  establishment  of  the  slaughter 
house,  having  been  changed  to  a  business  use  zone,  the 
approval  of  the  Board  of  Health  was  revoked. 

“Westward  from  the  premises  under  appeal,  on  both 
the  north  and  south  sides  of  Richmond  terrace,  the 
properties  are  developed  with  from  one  to  four-story 
buildings  of  very  obsolete  type,  frame  and  brick,  used 
partly  for  business  purposes  and  partly  for  dwelling 
purposes. 

“There  have  been  filed  with  this  appeal  one  objection 
and  no  consents. 

“The  committee  is  of  the  opinion,  due  to  the  sur¬ 
rounding  conditions,  that  the  application  is  substantiated 
on  the  basis  of  appeal,  under  section  21— hardship— and 
i  ecommends.  the  granting  of  the  appeal  with  such  safe- 
guai  ds  as  will  protect  the  adjoining  and  abutting  property 
owners. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 

,  “JOHN  GUILFOYLE.” 

and 

Whereas,  the.  board  deems  that  applicant  is  entitled  to 
i  chef  under  section  21  of  the  building  zone  resolution 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in.  the  application  of  the  use  dis¬ 
trict.  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  westerly  and  southerly  lot 
lines,  a  masonry  wall  not  less  than  10  ft.  high,  coped  with 
architectural  terra  cotta  or  natural  stone,  faced  on  the  in¬ 
side  with  white  enameled  brick  of  panel  design;  any  office 
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or  accessory  use  conducted  on  the  premises  shall  be  con¬ 
fined  to  one  story  in  height,  faced  with  white  enameled  brick 
of  nanel  design  and  roofed  with  Spanish  tile  or  variegated 
slate-  any  grease  racks  or  pits  established  on  the  premises 
shall  be  located  on  the  southwesterly  portion  of  the  premises 
and  housed  in  a  one-story  structure  of  similar  design  a 
material  to  the  balance  of  the  structures  ereded  on  he 
premises  and  shall  have  open  archways  in  tbe  front  for 
access  to  the  racks  or  pits;  all  gasoline  pumps  shall  set  back 
not  less  than  10  ft.  from  the  building  line  on  both  street  fronts  , 
there  shall  be  erected  along  the  building  line  on  Richmond 
terrace  and  Park  avenue  a  concrete  curbing  not  less  than 
12  in  wide  and  12  in.  in  height,  with  but  two  openings  on 
Park  avenue  and  one  opening  on  Richmond  terrace,  each 
opening  to  be  not  more  than  12  ft.  wide  with  curb  cuts  not 
more  than  14  ft.  wide;  the  northerly  side  of  the  northerly 


opening  on  Park  avenue  and  the  easterly  side  of  the  opening 
on  Richmond  terrace  on  the  building  line  shall  be  not  less 
than  12  ft.  from  the  intersection  of  the  building,  lines  ot 
Park  avenue  and  Richmond  terrace;,  all  advertising  signs 
advertising  the  .non-conforming  use  in  a  business  district 
shall  be  confined  to  the  illuminated  globes  of  the  pumps 
or  the  facades  of  the  buildings  erected  on  the  premises; 
both  walls  on  lot  lines,  as  required  above,  shall  be  racked 
or  sloped  back  from  the  building  line  at  an  angle  of  about 
45  decrees  *  all  required  permits  shall  be  obtained  within 
six  months  and  all  work  involved  completed  within  one 
year  from  the  date  of  this  action. 


Adjourned  1.15  p.  m 


William  J.  O’Gorman,  Secretary. 


minutes 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  FEBRUARY  5,  1932. 
Present  •  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElhgott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dawn  Boat  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  n 

PREMISES  AFFECTED— Foot  of  Patterson  and  Newman 
avenues,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  Q 

Affirmative  . . . . . . ,Y  *  V 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As- 

sistant  Chief  McElhgott .  ^ 

Absent  . 

THE  RESOLUTION— 

(494-31-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co  for  Dawn  Boat  Corp.,  owner,  filed,  October  7,  1931,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  Foot  of  Patterson  and  Newma 
avenues,  Borough  of  The  Bronx ;  and  .  ,  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated  July  a, 

1931  (Order  No.  86585-F),  reads: 

“1.  Provide  an  approved  yard  hydrant  system  m  ac¬ 
cordance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.  Secs.  580-581,  Chap.  5,  Code  of  Ordinances.  , 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  1,  1931,  reads: 

“Re  premises  Foot  of  Patterson  and  Newman  avenues, 

The  Bronx. 

“This  will  reply  to  your  letter  under  date  of  September 
24th,  1931,  in  which  you  state  you  have  been  retained 
by  the  owners  of  the  above  premises  to  file  an  appeal 
with  the  Board  of  Standards  and  Appeals  in  connection 
with  violation  Order  86585-F.  but  the  Board  has  re¬ 
fused  to  accept  this  case  due  to  the  fact  that  the  order 
is  more  than  20  days  old,  requesting  rescindment  and 
reissuance  of  same  of  a  later  date. 


and 


“Your  request  that  this  order  be  rescinded  and  re¬ 
issued  is  denied.” ; 


Whereas,  the  premises  (buildings  erected  in.  1906,  1927, 
1928  and  1929)  consist  of  a  plot  of  ground  having  a  front¬ 
age  of  approximately  335  ft.  and  a  depth  of  150  ft.,  an  area 
of  approximately  50,200  sq.  ft.,  upon  which  are  located  sev¬ 
eral  frame  structures;  OCCUPIED  as  a  boat  yard,  seventy 

persons ;  and  c 

Whereas,  appellant  contends  that  bucket  tanks,  and  hre 
extinguishers  are  distributed  throughout  the  premises;  that 
there  are  four  city  hydrants  within  easy  access  and  a  city 
fire  alarm  box  opposite  the  premises;  appellant  contends 
further  that  the  greater  portion  of  the  plant  is  occupied  by 
buildings  and  the  open  yard  area  is  less  than  15,000  sq.  ft. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed ,  and  that  the  appeal 
be  and  it  hereby  is  denied. 

553-31-A.  ,  TT  .u 

APPELLANT— Herbert  J.  Krapp,  for  Broadway  Hamilton 

Place  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 30  Hamilton  place,  Manhattan. 

APPEARANCES—  " 

For  Appellant:  Herbert  J.  Krapp. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  „ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElhgott .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(553-31-A) 

Whereas,  Herbert  J.  Krapp,  for  Broadway  Hamilton 

Place  Corp.,  owner,  filed,  November  17,  1931,  an  appeal 

from  an  order  of  the  fire  commissioner,  affecting  premises 
30  Hamilton  place,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  30.  1931  (Order  No.  61327-F),  reads:. 

“1.  Install  an  approved  4"  standpipe  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals.’  ; 

and  . 

Whereas,  the  building  is  non-fi reproof,  five  stories  in 
height,  217  ft.  1  in.  by  104  ft.  9J4  in.  and  20  ft.  Y\  in.,  irregu¬ 
lar,  in  depth;  OCCL^PIED  as  a  hotel:  1st  story,  kitchen 
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and  restaurant,  20  persons ;  upper  stories,  rooms,  39  persons 
per  story;  and 

Whereas,  the  appellant  claims  the  net  floor  area  within 
the  exterior  walls  of  the  building  is  10,240  sq.  ft. ;  that  due 
to  the  slight  excess  area  over  the  area  where  standpipes 
are  not  required,  the  owner  would  suffer  a  hardship  if 
compelled  to  comply  with  the  order ;  adequate  means  of 
exits  are  provided ;  furthermore,  the  appellant  has  installed 
additional  2^2-gallon  fire  extinguishers  throughout  the  build¬ 
ing  where  suggested  by  the  inspector  of  the  fire  department ; 
and 

Whereas,  the  order  was  issued  due  to  the  fact  that  the 
area  of  the  building  was  825  ft.  over  the  allowable  area 
which  would  be  permitted  to  exempt  a  standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  not  increased 
in  height  or  area  and  that  such  fire-fighting  appliances  as 
shall  be  required  by  the  fire  department  shall  be  installed. 


488-31-A. 

APPELLANT — Edwin  H.  Snackenberg,  for  J.  Z.  Ser¬ 
vice  Station,  Inc.,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 271  New  Lots  avenue  and  612- 
620  Alabama  avenue,  northwest  corner,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Edwin  H.  Snackenberg. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  appeal  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoylc  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(488-31-A) 


Whereas,  Edwin  H.  Snackenberg,  for  J.  Z.  Service  Sta¬ 
tion,  Inc.,  lessee,  filed,  October  3,  1931,  an  appeal  from  a 
decision  of  the  superintendent  of  buildings,  affecting  premises 
271  New  Lots  avenue  and  612-620  Alabama  avenue,  north¬ 
west  corner,  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  1,  1931  (App.  No.  10407-31),  reads: 

“Proof  submitted  by  Fire  Dept,  in  letter  dated  August 
12,  1931,  not  considered  sufficient  to  establish  occupancy 
to  permit  alteration  as  proposed,  in  accordance  with  Art. 
2,  Sect.  6  of  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  20  ft.  on  New  Lots  avenue  and  88  ft.  on 
Alabama  avenue  and  a  distance  across  the  rear  of  41  ft. 

1  914  in.,  on  which  was  located  a  one-story  brick  building, 

a  portion  of  which  was  used  as  a  gasoline  station ;  it  is  now 
proposed  to  remove  a  portion  of  this  building  which  has 
been  damaged  by  fire,  leaving  31  ft.  4  in.  by  41  ft.  9J^  in. 
to  be  used  as  a  four-car  garage  and  office  and  to  use  the 
remainder  of  the  plot  for  a  gasoline  station;  and 
Whereas,  the  appellant  contends  that  one  550-gallon  gaso¬ 
line  tank  was  installed  in  accordance  with  Plan  No.  1832-24 
and  Permit  No.  13633  was  issued  on  April  17,  1925,  and 
renewed  each  year,  the  last  permit  expiring  October  28, 
1930,  for  a  gasoline  station;  shortly  after  October,  1930,  the 
building  was  partially  destroyed  by  fire  and  application  was 
made  to  the  bureau  of  buildings  to  demolish  the  fire  damaged 


portion  up  to  the  existing  office  and  maintain  an  open 
gasoline  station;  the  superintendent  of  buildings  denied  the 
application  on  the  ground  that  the  occupancy  of  the  gasoline 
station  was  not  established  in  his  bureau  at  the  time  it  was 
established  in  the  fire  department  and  therefore  did  not 
come  under  section  6  of  the  building  zone  resolution;  appel¬ 
lant  contends  it  has  been  the  practice  of  the  bureau  of 
buildings  in  a  question  where  a  prohibited  use  is  concerned  to 
accept  such  use  where  other  departments  having  jurisdiction 
have  done  so;  no  application  was  filed  for  the  tanks  in  1924 
with  the  superintendent  of  buildings  as  it  was  the  practice 
of  architects  to  file  with  the  superintendent  of  buildings  only 
for  the  structures  to  be  erected ;  that  the  tank  installations 
were  filed  only  with  the  fire  department ;  and 

Whereas,  it  is  proposed  to  demolish  the  south  wall,  the 
southerly  60  ft.  of  the  east  wall  and  the  roof  covering  same; 
applicant  contends  that  this  is  not  more  than  a  40  per  cent 
alteration  and  therefore  comes  within  the  provisions  of  sec¬ 
tion  6  and  encloses  a  letter  from  the  bureau  of  fire  preven¬ 
tion,  reading  as  follows : 

“In  reply  to  yours  of  even  date  I  beg  to  advise  that 
the  records  of  this  office  show  that  plan  No.  1832-24 
was  approved  on  October  7,  1924,  for  one  550  gal. 
gasoline  tank  and  outside  pumps.  Tank  was  installed 
on  October  27,  1924,  and  permit  No.  138633  was  issued 
on  April  17,  1925,  for  a  gasoline  and  oil  selling  station ; 
last  permit  expiring  October  28,  1930. 

“Premises  described  as  follows : 

“Beginning  at  a  point  on  the  north  side  of  New  Lots 
Ave.,  distant  00'  from  the  corner  formed  by  the  inter¬ 
section  of  New  Lots  Ave.  and  Alabama  Ave.  running 
thence  North  88';  thence  west  41'  9 *4";  thence  south 
97'  4*4";  thence  east  20';  to  the  point  or  place  of  be¬ 
ginning. 

“Respectfully, 

“(Signed)  WM.  H.  SWARTWOUT, 

Deputy  Chief. 

“Bureau  of  Fire  Prevention.” 
and 

Whereas,  the  existing  gasoline  permit  issued  by  the  fire 
department  expired  on  October  28,  1930,  and  the  certificate 
of  occupancy  was  not  applied  for  until  September  of  1931. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be 
and  it  hereby  is  denied. 


15-32-A. 

APPELLANT — The  Barber  Asphalt  Co.,  for  President, 
Borough  of  Richmond,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Foot  of  Taylor  street,  north 
side  of  Richmond  terrace,  46  ft.  west  of  Taylor 
street,  West  New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Appellant :  Cornelius  A.  Hall,  assistant  com¬ 
missioner  of  public  works. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted ;  appeal  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION— 

(15-32-A) 

Whereas,  The  Barber  Asphalt  Co.,  for  President ,  Bor- 
0Ucrh  of  Richmond,  City  of  New  York,  owner,  filed,  January 
11  1932,  an  appeal  from  a  decision  of  the  fire  commissioner, 
a  ffectinsr  nremises  Foot  of  Taylor  street,  north  side  of  Rich- 
Terra™  46  £t.  west  of  Taylor  street,  West  New 
Brighton,  Borough  of  Richmond,  and  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rende 

lanuarv  9  1932  (re  Plan  No.  34-32),  reads: 

“1.  ’  All  storage  tanks  comprising  or  forming  a  part 
of  an  oil  storage  plant  shall  be  buried  so  that  the  tops 
thereof  shall  be  at  least  two  feet  below  the  grade  level. 
Sec.  Ill,  Sub-div.  5,  Article  8,  Ch.  10,  C.  of  U.  , 

^Whereas,  the  premises  consists  of  a  lot  99  ft.  by  2i5  ft. 
upon  which  was  erected  and  occupied  in  thc  ^st  as  ^ 
municipal  asphalt  plant  within  an  unrestricted  district,  and 
Whereas,  the  appellant  claims  the  old  plant  was  re™^ed 
last  December  for  the  purpose  of  constructing  a  new  plant 
it  is  proposed  to  install  a  20,000-gallon  asphalt  tank  and  a 
12, 000-gallon  fuel  oil  tank  upon  the  old  site  and  located 
above  ground  level;  the  fuel  oil  is  for  the  purpose  of  heating 
one  bofler  and  for  heating  sand  and  stone  in  the  dryer^of 
the  plant;  furthermore,  the  plant  will  be  constructed  similar 
to  individually  owned  plants  in  the  city  as  shown  on  plans 

filed  with  this  appeal;  and  • 

Whereas,  this  application  was  the  subject  of  an  inspec 
tion  by  a  committee  of  the  board,  which  inspection  was  made 
and  a  report  of  which  was  read  at  this  hearing,  and  which 
inspection  recommends  the  granting  of  this  appeal  under 
such  conditions  as  will  protect  adjoining  and  abutting  prop¬ 
erties,  the  report  reading: 

“Premises  Foot*  of  Taylor  street,  north  side  of  Richmond 
terrace,  46  ft.  west  of  Taylor  street,  West  New  Brighton, 
Borough  of  Richmond. 

report  of  committee  of  inspection. 

“On  February  3,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  appeal  from  a  decision  of  the  fire  commis¬ 
sioner  which  reads  as  follows : 

“  ‘All  storage  tanks  comprising  or  forming  a 
part  of  an  oil  storage  plant  shall  be  buried  so 
that  the  tops  thereof  shall  be  at  least  two  feet 
below  the  grade  level.  Section  111,  Sub-divi¬ 
sion  5,  Article  8,  Chapter  10,  Code  of  Or- 

dinances.’  ^  , 

“The  premises  in  question  consist  of  a  lot  with  a 
99  ft.  by  215  ft.  frontage  on  which  it  is  proposed  to 
erect  a  municipal  asphalt  plant  for  the  use  of  the  Bor- 

ough  of  Richmond.  .  ,  .. 

“The  oil  storage  tanks  in  question  have  a  capacity 
of  12,000  gallons,  the  fuel  oil  in  which  is  to  be  used  in 
the  heating  of  the  asphalt  ingredients. 

“On  the  east  side  of  this  proposed  plant  are  tire 
trucks  of  the  Staten  Island  Rapid  Transit  Railway  .  o. 
There  are  no  structures  of  any  nature  or  description, 
other  than  the  trucks  as  aforesaid  mentioned,  within 
several  hundred  feet  of  the  proposed  location,  either 
north,  south,  east  or  west.  There  is  being  erected, 
however,  in  connection  with  this  plant  a  building,  the 
nearest  corner  of  which  will  be  approximately  1 0  ft. 
from  the  nearest  side  of  the  proposed  fuel  oil  tank. 
This  building  when  completed  will  have  a  width  of  28 
ft.  and  a  length  of  approximately  70  ft.  and  will  be  used 
for  the  housing  of  the  mixing  plant  and  will  be  located 
south  of  the  location  of  the  proposed  fuel  oil  tank..  South 
of  this  building  are  to  be  the  offices  of  the  plant  itself. 

“The  committee  is  of  the  opinion,  due  to  the  isolated 
location  of  this  plant,  the  hardship  of  burying  these 
tanks  as  required  under  the  code  due  to  the  sub-soil 
conditions,  and  also  further  due  to  the  small  amount 


of  storage  that  is  intended  to  be  used  at  this  plant,  that 
the  location  of  the  tanks  above  ground  can  with  all 
safety  be  allowed,  provided  such  additional  safeguards 
are  complied  with  as  may  be  required  by  the  board. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved ,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  installation  of  a  fuel  oil  tank  above 
ground,  to  be  located  substantially  as  shown  on  the  plans 
filed  with  this  appeal  in  reference  to  all  other  structures 
which  comprise  part  of  the  aforesaid  plant;  the  fuel  oil 
storage  shall  be  limited  to  one  tank  of  a  capacity  of  not  more 
than  12,000  gallons;  there  shall  be  provided  a  reservoir  of 
not  less  than  one  and  one-half  times  the  capacity  of  the 
tank,  formed  by  constructing  a  reinforced  concrete  wall,  not 
less  than  8  in.  in  thickness,  forming  a  basin  around  the 
tank  with  a  reinforced  concrete  slab  for  the  floor,  not  less 
than  4  in.  thick;  this  floor  and  walls  to  form  a  completely 
enclosed  basin  to  act  as  a  reservoir  for  the  fuel  oil  in  the 
tank;  any  expansion  joints  placed  in  the  concrete  will  be 
constructed  substantially  as  follows :  one-half-inch  metal 
strip,  not  less  than  10  in.  in  width,  projecting  5  in.  each 
side  of  the  joint  for  the  full  height  of  the  wall  from  founda¬ 
tion  up  to  within  6  in.  of  the  top ;  the  walls  shall  be  car¬ 
ried  down  below  frost  line  and  properly  supported  on  piles 
if  necessary;  also,  there  shall  be  provided  such  fire  pro¬ 
tection  as  shall  be  directed  by  the  fire  commissioner. 


PETITIONS  FOR  VARIATIONS. 

436-31-S. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 18  East  49th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1932,  at 
2  p.  m.,  pending  the  disposition  of  a  similar  case. 


440-31-S. 

PETITIONER — Michdel  Margolin,  for  Greater  Industrial 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 160-178  Jay  street,  97-195  High 
street  and  84-94  Sand  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Michael  Margolin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . 


201-31-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Phillips  Jones  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES1  AFFECTED— 1215-1225  Broadway,  Manhat¬ 
tan.  _  !  II 
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l  APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  to  comply. 
THE  VOTE  TO  WITHDAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


519-31-S. 

PETITIONER — Rosen  &  Simowitz,  lessees. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  health  commissioner. 

PREMISES  AFFECTED— 252-254  Dumont  avenue,  south¬ 
east  corner  of  Chester  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Donald  S.  Goldberg. 

For  Administration :  Attorney  I.  R.  Wolf  of  the 
department  of  health. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 


the  counsel  for  the  Board  of  Health  acknowledges  the 
above  fact;  that  it  is  only  a  technicality,  and  notes  there 
is  a  further  technical  legal  question  on  account  of  enlarging 
the  cellar  bakery  in  1916  by  removing  a  portion  of  the 
party  wall  in  cellar  to  the  adjoining  premises  now  known 
as  No.  254  Dumont  avenue;  furthermore,  the  counsel  for 
the  Board  of  Health  claims  in  a  letter  (a  copy  of  which 
is  filed  with  this  petition)  that  the  alteration  was  an  im¬ 
provement  and  recommended  the  matter  to  be  adjusted  by 
the  board  of  standards  and  appeals;  and 

Whereas,  from  the  records  submitted  at  the  hearings  on 
this  application,  both  from  the  Board  of  Health  and  Bureau 
of  Buildings,  Brooklyn,  it  would  seem  the  condition  shown 
on  the  plans  submitted  with  this  appeal  has  existed  since 
1916. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted, 
authorizing  the  Board  of  Health  to  issue  a  sanitary  certificate 
for  Nos.  252  and  254  Dumont  avenue,  on  condition  that  the 
portion  of  No.  254  Dumont  avenue,  used  for  bakery  pur¬ 
poses,  shall  be  limited  to  space  not  more  than  approximately 
10  ft.  by  20  ft.,  located  in  the  Dumont  avenue  front  of  the 
cellar  adjacent  to  the  cellar  of  No.  252,  the  balance  of  the 
cellar  of  No.  254  Dumont  avenue  to  be  used  for  storage 
purposes  only ;  that  in  the  partition  walls  separating  the 
portion  of  No.  254,  used  for  bakery  purposes,  from  the 
storage  portion,  there  shall  be  only  one  opening,  not  more 
than  4  ft.  6  in.  wide,  and  that  all  further  requirements  of 
the  Board  of  Health  shall  be  complied  with. 


THE  RESOLUTION — 


(519-31-S) 


RULES. 


Whereas,  Rosen  &  Simowitz,  lessees,  filed,  October  21, 
'  1931,  a  petition  for  a  variation  from  the  requirements  of  the 
|  labor  law,  as  cited  in  a  decision  of  the  health  commissioner, 
■  affecting  premises  252-254  Dumont  avenue,  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  health  commissioner,  ren¬ 
dered  October  6,  1931,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  the  City  of  New  York,  held  October 
6,  1931,  your  application  for  a  permit  to  SANITARY 
CERTIFICATE  FOR  A  CELLAR  BAKERY,  252- 
254  Dumont  Avenue  in  the  Borough  of  Brooklyn,  was 
denied.”  ; 
and 

Whereas,  the  building  is  of  frame  construction,  three 
,  stories  in  height,  39  ft.  6  in.  by  40  ft.  and  45  ft.,  irregular, 
in  depth;  OCCUPIED:  cellar,  bakery;  1st  story,  store;  2nd 
and  3rd  stones,  one  family  each  story;  the  cellar  bakery  is 
7  ft.  4  in.  in  height,  the  ceiling  is  about  6  in.  below  curb 
level,  ventilated  by  a  window  2  ft.  by  5  ft.  6  in.,  opening  to 
yard,  and  a  window  3  ft.  6  in.  by  3  ft.  6  in.  opening  to 
front  area  on  Dumont  avenue;  and 

Whereas,  the  petitioner  claims  an  application  was  made 
.  to  the  Board  of  Health  in  1913  for  a  sanitary  permit  to 
conduct  a  cellar  bakery  for  the  corner  building  then  known 
as  No.  254  Dumont  avenue;  since  then  the  corner  house 
number  has  been  changed  to  252;  due  to  this  change  the 
Board  of  Health  has  refused  to  issue  a  permit  this  year 
which  includes  the  No.  252  on  the  grounds  that  no  former 
application  has  ever  been  made  under  such  house  number; 


693-20-SR. 

PETITIONER — Real  Estate  Board  of  New  York,  Inc. 
SUBJECT— Application  for  reopening — Plumbing  Rules— 
re  Postponing  date  when  Rule  155  becomes  effective 
until  April  1,  1933,  insofar  as  it  affects  buildings 
already  erected. 

APPEARANCES— 

For  Petitioner:  Arthur  C.  Bang  and  Joseph  L. 
Hernon. 

For  Administration:  Ormond  Burke  of  the  Depart¬ 
ment  of  Water,  Gas  &  Electricity. 

ACTION  OF  BOARD— Rules  reopened;  Rule  155  sus¬ 
pended  for  a  temporary  period  (see  page  204). 

THE  VOTE  TO  REOPEN— 


THE 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  o 

Absent  .  q 

VOTE  TO  SUSPEND  RULE"  155 'TEMPO¬ 


RARILY— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  . - . ’  0 

Absent  .  q 


Adjourned  4.45  p.  m. 

W illiam  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan,  at 
three,  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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^^ARlToirsTANDARDS  AND  APPEALS 

for  more  than  five  (5)  motor  vehicles  and,  also, 
REGULAR  MEETING  a  motor  vehicle  repair  shop  (previously  dismissed 

TUESDAY  MORNING,  FEBRUARY  9,  1932.  for  lack  of  prosecution;  reopened  and  restored  to 

Present:  Temporary  Chairman  C°™£\£°mmiSS'0nerS  PREMISES  AFFECTED— 11-11  to  11-27  44th  drive  (Nott 
Holland  and  Guilfoyle  and  Deputy  Chief  Koss^  avenue),  Long  Island  City,  Borough  of  Queens. 

The  minutes  of  the  special  meeting  of  the  board -  APPEARANCES-  J  T  .  I 

January  29,  1932,  at  10  a.  in;  the  minutes  of  t  P  ^  .  For  Applicant:  Shirley  Kahn  and  Jesse  Werden. 

meeting  of  the  board  held  on  January  29,  19  ,  P  por  Opposition:  Bernard  Pntz  and  E.  Anna 

thef  minutes  of  the  regular  meeting  of,  Schneider. 

February  2,  1932,  at  10  a.  m.,  and  the  minutes  of  the  g  ACTION  OF  BOARD— Laid  over  to  March  4,  1932,  at 

meeting  of  the  board  held  on  February  >  XVII  iO  a.  m.,  for  inspection  and  report  by  a  committee 

were  approved  as  printed  in  Bulletin  No.  6,  Vol.  avu.  of  ^  board 

BUILDING  ZONE  CASES.  514-29-BZ.  . 

Kns_ oi_t?7  ,  .  ,  „  APPLICANT— Seelig  &  Finkelstein,  Inc.,  for  Lewis 

APPLICANT— William  F.  Regan,  for  Frederick  Wellman,  Sameroff,  present  owner. 

owner  .  ,  ,  SUBJECT— Application  for  reopening— amendment— to  in- 

SUBTECT- — Application  (re  decision  of  the  superintendent  clude  the  change  of  occupancy  of  the  rear  building 

of  buildings),  under  section  21  of  the  building  zo,  fr0m  auto  laundry  to  an  auto  repair  shop— -re  Ap- 

resolution,  to  permit,  partly  in  a  business  district  plication  (decision  of  the  superintendent  of  bui  d- 

and  partly  in  a  residence  district,  the,  erection  an(  ings),  under  section  21  of  the  building  zone  resolu- 

maintenance  of  a  gasoline  service  station.  tion,  to  permit  in  a  business  district  the  erection 

PREMISES  AFFECTED— 130-23  Springfield  boulevard,  and  maintenance  of  a  gasoline  service  station. 

Springfield,  Borough  of  Queens.  PREMISES  AFFECTED— 253  Livonia  avenue,  north  side, 

APPEARANCES —  100  ft.  2  in.  east  of  Rockaway  avenue,  Brooklyn. 

For  Applicant:  Henry  P.  Hallock,  Jr.  APPEARANCES—  . 

For  Opposition:  None.  For  Applicant:  Irving  Seelig.  * 

ACTION  OF  BOARD— Laid  over  to  March  4,  ,1932,  at  ACTION  OF  BOARD— Application  reopened  and  to  be  set 
10  a  m  on  request  of  owner’s  representative.  for  Calendar  Call  when  papers  are  completed. 

iu  ’  _ -  the  vote  to  reopen  and  set  for  calen- 

544-31-BZ.  ^  .  t'  DAR  CALL —  .  „  n 

APPf  ICANT _ Croker  National  Fire  Prevention  Engineer-  Affirmative:  Temporary  Chairman  Connell,  Com¬ 
ine  Co.  for  Tohn  Centrone,  owner.  .  missioners  Holland  and  Guilfoyle  and  Deputy 

SUBTECT — Application ’(re  decision  of  the  superintendent  Chief  Ross  .  ^ 

of  buildings) ,  under  section  7e  of  the  building  zone  Negative  . 

resolution,  to  permit  in  a  business  district  the  erec-  Absent  . 

tion  and  maintenance  of  a  garage  for  more  than 

five  (5)  motor  vehicles.  ...  „„  n7 

PRHMT!„?flA^  APmCANT-Bennett  *  Koeppe.,  for  Mary  G.  Leggett, 

APPEARANCES-  :  SUBJE^hSgnbeenr  /£ 

ArT,nN°0?ToJTD-raM  over  tf  March  4,  1932.  at  pfarion  (decision  of  the  superintendent  of  buijd- 

V  repreSenla*iVe  f°r  a,t°rney  in  ‘IS5  reSde^“  "tion 

objection.  ^ _  and  maintenance  of  a  business  building  (stores  and 

[■Jfj  /y»  \ 

’applfrANT-Leon  Lew  for  Birdie  Lew,  owner.  PREMISES  AFFECTED— 1985-1995  Ocean  avenue  and 

snRTFrT  Application  (re  decision  of  the  superintendent  2003  Avenue  O,  southeast  corner,  Brooklyn. 

S  J  Connie  and  *1  of  the  build-  APPEARANCES — -. 

inv  zone  resolution,  to  permit  in  a  business  district  For  Applicant :  Irving  Befler. 

tbP  alteration  of  a  oarage  (permission  to  erect  For  Opposition:  None.  ,  .  , 

whieh  was  Granted  by  the  board)  by  constructing  ACTION  OF  BOARD — Application  reopened  and  to  be  set 

PREMISES  °  AFFECTED— -248OIWest  Keet,  Man- 

Leon  Lew.  g#  ay  : 

For  Opposition:  C.  G.  Dougherty.  Absent  . 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at  - - 

10  a.  m.,  for  inspection  and  report  by  a  committee  426-31-BZ.  ! 

of  the  board.  APPLICANT— Raymond  A.  Tierney,  for  Henry  Sloma 

-  and  Margaret  Sloman,  owners.  , 

334-31-BZ.  ,  r  a  •  e0„i  TTnn  SUBTECT— Application  (re  decision  of  the  supermtenaer 

APPLICANT— Shirley  Kahn,  for  American  Seal  Kap  •  -  of  buildings) ,  under  section  21  of  the  building  zon 

Corp.,  owner.  .  .  .  .  .  resolution,  to  permit  in  a  business  district  the  alters 

SUBJECT— Application  (re  decision  of  the  superintendent  garage  for  the  storage  of  more  than  ffi 

of  buildings),  under  section  21  of  the  building  zone  tmn  ot^g  and>  the  installation  of 

resolution,  to  permit  in  a  business  distnct  the  change  I'0,;ne  service  station, 

of  the  occupancy  of  an  existing  building  to  a  garatoe 
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PREMISES  AFFECTED — 2310-2314  Atlantic  avenue, 
south  side,  79  ft.  11  in.  west  of  Eastern  parkway, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  B.  McDonald  and  Raymond 
A.  Tierney. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(426-31-BZ) 

Whereas,  Raymond  A.  Tierney,  for  Henry  Sloman  and 
Margaret  Sloman,  owners,  filed,  August  28,  1931,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  alteration  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles  and,  also,  the  installation  of 
a  gasoline  service  station ;  premises  2310-2314  Atlantic  ave¬ 
nue,  south  side,  79  ft.  11  in.  west  of  Eastern  parkway,  Bor- 
;  ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  February  9,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board- of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Atlantic  avenue  and  Eastern  park¬ 
way  are  in  a  business  district ;  Olive  place  is  in  a  residence 
district,  and  Pacific  street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  27,  1931  (re  App.  No.  9812-1931),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.” ; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  70  ft.  1  in. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  and 
gasoline  service  station;  and 

1  _  Whereas,  an  application  for  a  garage  on  the  premises 
in  question  had  been  granted  by  this  board  on  January  19, 
1920,  and  said  garage  was  built,  covering  the  entire  lot,  with 
a  building  one  story  in  height,  which  has  been  in  continuous 
use  since  that  time ;  and 

'  Whereas,  the  applicant  now  seeks  to  remove  the  front 
wall  of  the  building  and  move  it  back  a  distance  of  about  17 
ft.  6  in.  from  the  building  line  and  establish  a  gasoline  station 
betwen  the  new  location  of  the  front  wall  of  the  building 
and  the  building  line  of  Atlantic  avenue;  and 

Whereas,  the  board  deems  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
front  .wall  of  the  building  shall  be  set  back  not  less  than  17 
ft.  6  in.  from  the  building  line ;  there  shall  be  two  entrances 
to  the  gasoline  station,  which  entrances  may  serve  also 
for  the  garage ;  there  shall  be  erected  along  the  building 
bne  of  Atlantic  avenue  a  concrete  curbing  not  less  than  12 
in.  in  width  and  12  in.  in  height,  with  but  two  openings, 
each  opening  not  more  than  12  ft.  wide,  with  curb  cuts 
directly  in  front  thereof  not  more  than  14  ft.  wide;  the 
gable  walls  shall  be  carried  out  to  the  building  line  for  their 
full  height;  the  inside  of  gable  walls  and  outside  face  of 
front  wall  of  garage  and  walls  of  any  structure  built  on  pro¬ 
posed  gasoline  portion  of  premises  shall  be  faced  with  white 
enamel  brick  of  panel  design :  all  gasoline  pumps  shall  be 

S? it  u  not  less  than  10  ft  from  the  building  line;  there 
snail  be  no  portable  gasoline  tanks  operated  or  maintained 


on  the  premises ;  any  grease  pits  as  proposed  shall  be  located 
inside  the  garage  building;  any  roof  over  the  gasoline  sta¬ 
tion  portion  of  the  premises  shall  be  fire-retarded  on  under¬ 
side  in  accordance  with  the  rules  of  the  board  of  standards 
and  appeals ;  any  signs  advertising  the  selling  of  gasoline 
shall  be  confined  to  the  illuminated  globes  of  the  pumps  and 
to  one  projecting  electric  sign  indicating  the  gasoline  service 
and  garage  use,  which  sign  shall  not  be  more  than  4  ft.  by  6 
ft.  in  size;  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  thereby  completed  within  one 
year  from  the  date  of  this  action. 


885-28-BZ 

APPLICANT — Nicholas  Sciscente,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
obtain  permits  and  to  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  7e  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3120-3124  Webster  avenue,  east 
side,  175  ft.  north  of  East  204th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Nicholas  Sciscente. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  obtain  permits  and  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(885-28-BZ) 

Whereas,  William  F.  Doyle,  substituted  for  James  P. 
Boyland,  for  Nicolas  and  Caterina  Sciscente,  owners,  filed, 
November  16,  1928,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  3120-3124  Webster  avenue,  east 
side,  175  ft.  north  of  East  204th  street,  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  14,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue  is  in  a  business 
district ;  East  204th  street  is  in  a  business  district,  and 
Decatur  avenue  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  14,  1928  (re  App.  N.  B.  2199-28), 
reads : 

“1.  Erection  of  garage  for  storage  of  more  than 
five  motor  vehicles  in  business  district  is  contrary  to 
provisions  of  Building  Zone  Resolution.’”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  180  ft.,  irregular;  to  be  occupied  as  a 
garage  for  the  storage  of  more  than  five  motor  vehicles ; 
and 

Whereas,  the  board,  in  three  previous  cases,  granted 
variations  under  section  7e  of  the  zoning  resolution,  on  the 
east  side  of  Webster  avenue,  between  204th  and  205th  streets, 
the  same  street  front  between  the  same  intersecting  streets ; 
and 

Whereas,  documentary  evidence  has  been  filed  in  support 
of  the  application  under  section  7,  subdivision  e;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting',  May  14,  1928.  on  certain  conditions,  and  owner, 
through  his  attorney,  William  L.  Rosan,  requested  an  exten¬ 
sion  of  time,  and  owner  now  requests  a  further  extension. 
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Resolved,  that  the  board  of  standards  and  appeals Whereas,  ™ 

Sl^ttoLTate"bSl&1SSrSlSuon,  and  that  read  and  adopted  at  the  public  hearing  on  October  22,  1931; 
the  application  be  and  it  hereby  is  granted  on  condition  that  and 

the  building  shall  be  erected  fireproof;  that  the  building  Whereas,  the  report  reads: 
shall  not  exceed  two  stories  in  height  above  grade;  that  the  “Cal.  No.  264-31-BZ. 

gable  walls  shall  be  unpierced  throughout  their  entire  height  “Premises  93-95  Lafayette  avenue  not  th  side,  . .  t.  east 

and  length;  that  the  front  elevation  shall  be  finished  in  Gf  South  Portland  avenue,  Brooklyn. 

light-colored  face  brick,  with  architectural  terra  cotta  coping  REPORT  OF  COMMITTEE  OF  INSPECTION. 

wall  ^at  ^he^rcm^shall  be naf  less 'Sian'  5  ft.  in  height  above  “A  committee  of  the  board,  consisting  of  Temporary 

the  roof  °rade  •  that  any  ramp  installed  shall  be  set  back  Chairman  Connell  and  Commissioners  Holland  anc  Guil- 

on  the  grfde  of  the  sidewalk  not  less  than  10  ft.  from  the  foyle,  on  October  1,  1931.  visited  and  inspected  the  prem- 

hnildins-  line-  that  no  roof  signs  shall  be  erected;  any  ad-  ises  under  appeal  in  this  case.  ,  ,  . . 

vertisine  display  shall  be  restricted  to  one  projecting  electric  “This  is  an  application  under  section  21  hardship 

sign  indicating  the  name  and  title  of  the  business  conducted  to  permit  in  a  residence  district  the  erection  an  maim 

nn  the  premises-  that  there  shall  be  no  portable  gasoline  tenance  of  a  business  building  stores.  .  ,  , 

tanks  maintained  or  operated  outside  of  the  building  line;  “The  premises  under  appeal  are  now  occupied  by  two: 

that  all  required  permits  shall  be  obtained  within  six  months  four-story  dwellings  which  are  part  of  a  row  o  fnc 

and  the  wS  completed  within  one  year  from  February  17,  four-^tory  dwellings  located  on  the  north  side  of 

Lafayette  avenue  and  running  west  from  South  Port-' 

_ _  land  avenue,  wholly  within  the  residence  use  district. 

“Adjoining  No. '93  to  the  west  a  four-story  dwelling 

APPT  ICANT _ Cairn  Operating  Corp.,  owner.  as  noted,  is  the  corner  building  with  a  frontage  o  2, 

SUBTECT _ Application  for  reopening— -modification— re  Ap-  ft.  on  Lafayette  avenue,  occupied  at  the  present  time  oi 

J  plicaiion  (decision  of  the  superintendent  of  build-  the  ground  floor  for  a  restaurant  The  other  hm 

ines)  under  section  21  of  the  building  zone  resolu-  corners  at  the  intersection  formed  by  South  Portlanc 

tion,  to  permit  in  a  residence  district  the  erection  avenue  and  Lafayette  avenue  are  within  the  businesr 

and  maintenance  of  a  business  building  (store).  use  zone.  ,  ,  .  „  •  „„„„ 

PREMISES  AFFECTED— 93-95  Lafayette  avenue,  north  “Along  Lafayette  avenue  the  subway  is  now  coursi 

side,  33  ft.  east  of  South  Portland  avenue,  Brook-  of  construction.  This,  however,  is  a  temporary  con 

APPEARANCES—  *  “Adjoining  the  five  four-story  dwellings  as  noted  i 

APPEARANCES^.  ^  ^  this  report,  the  balance  of  the  block  on  Lafayette  ave 

ACTION  OF  BOARD— Application  reopened  and  resolution  nue,  including  the  northwest  corner  of  Lafayette  avenu 

modified  and  South  Oxford  street,  is  now  being  developed  wit 

thte  VOTE  TO  RFOPEN _  a  sixteen-story  apartment  house. 

Affirmative :  Temporary  Chairman  Connell,  Com-  “South  Portland  avenue,  both  sides,  north  of  Lafayett 

missioners  Holland  and  Guilfoyle  and  Deputy  avenue  to  the  next  adjoining  street,  is  fully  develope 

CVii^f  Ross  .  4  with  private  dwellings  fully  occupied. 

Negative  . .  0  “There  have  been  filed  no  objections  and  no  consent 

Absent  .  0  in  tliis  appeal.  .  .  , 

THE  VOTE  TO ’MODIFY  RESOLUTION—  “The  committee  is  of  the  opinion  that,  due  to  tl 

Affirmative :  Temporary  Chairman  Connell,  Com-  present  development  of  Lafayette  avenue  and  South  0 

missioners  Holland  and  Guilfoyle  and  Deputy  ford  street,  as  indicated  in  this  report  and  the  so  f. 

Chief  Ross  .  4  uninvaded  condition  of  this  residential  zone,  some  e. 

Negative  0  pression  of  opinion  should  be  obtained  from  the  m 

Absent  0  mediately,  adjoining  property  owners  before  this  a 

plication  is  decided  by  this  board. 

THE  RESOLUTION —  “The  applicant  proposes  to  demolish  the  two  dwellin; 

(264-31-BZ)  nnw  on  the  premises  and  erect  a  one-story  structure  f 

Whereas,  Cairn  Operating  Corp.,  owner,  filed,  May  27,  store  purposes.  One  of  the  buildings  under  appeal  seer 

1931,  an  application,  under  the  building  zone  resolution,  to  to  be  vacant  at ''the  present  time  and  the  other  used  as 

permit  in  a  residence  district  the  erection  and  maintenance  rooming  house. 

of  a  business  building  (store)  ;  premises  93-95  Lafayette  “(Signed)  HENRY  L.  CONNELL, 

avenue,  north  side,  33  ft.  east  of  South  Portland  avenue,  'Temporary  Chairman. 

Borough  of  Brooklyn;  and  .  “TAMES  P.  HOLLAND, 

Whereas,  a  public  hearing  was  held  on  this  application  by  “JOHN  GUILFOYLE.” 

the  board  of  standards  and  appeals,  at  its  special  meeting,  and 

November  19,  1931,  after  due  notice  by  publication  in  the  ,  ,  , 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and  Whereas,  the  report  of  said  committee  recommen 

Whereas,  the  use  district  maps  accompanying  the  building  the  consents  of  adjoining  and  abutting  property  owner, 

zone  resolution  show  that  Lafayette  avenue  is  in  a  residence  obtained  to  support  this  application,  there  having  bee 
and  business  district;  South  Portland  avenue  is  in  a  resi-  no  objections  and  no  consents ;  and 

dence  and  business  district;  South  Elliot  place  is  in  a  Whereas,  the  application  was  laid  over  to  November 

residence  and  business  district,  and  South  Oxford  street  is  1931,  for  final  determination  by  the  board;  and 

in  a  residence  district;  and  .  .  Whereas,  in  the  meant, me  eleven  consents  have :  been  ft 

Whereas  the  decision  of  the  superintendent  of  buildings,  with  this  application,  four  of  which  include  all  the 
rendered  May  20,  1931  (re  Applic.  No.  5989-31),  reads:  of  the  property  on  Lafayette  avenue  between  South  Forth 

“Proposed  store  to  be  located  in  a  residential  district  avenue  and  South  Oxford  street;  the  southeast,  nor  n\ 
is  contrary  to  Art.  II,  Sect.  3  of  Zone  Resolution.” ;  and  southwest  corners  of  the  intersection  of  South  Forth 

and  avenue  and  Lafayette  street  are  zoned  for  business  uses  < 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof  so  occupied;  the  building  on  the  northeast  corner  of  So 
construction,  one  story  in  height,  with  a  frontage  of  44  ft.  Portland  avenue  and  Lafayette  street  now  used  for  p 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  business  building  restaurant  on  first  story ;  and 

(store)  ;  and  Whereas,  the  board  deemed  that  applicant  was  entitlec 
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dief  under  section  21  on  the  grounds  of  practical  difficulties 
[id  unnecessary  hardship;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
eeting,  November  19,  1931,  on  certain  conditions,  and  ap- 
licant  requested  a  modification  as  to  these  conditions  to 
'rmit  a  public  market  use. 

Resolved,  that  the  board  of  standards  and  appeals  does 
preby  make  a  variation  in  the  application  of  the  use  dis- 
jet  regulations  of  the  building  zone  resolution,  and  that 
iie  application  be  and  it  hereby  is  granted  for  the  use  of 
::st  story  only  of  the  premises  under  appeal  for  business 
;e,  on  condition  that  any  business  conducted  on  the  premises 
tall  be  restricted  to  mercantile  stores  or  shops  or  executive 
fices,  prohibiting  fish  markets,  delicatessen  shops  or  meat 
arkets ;  this,  however,  will  not  prohibit  the  establishment 
what  is  known  as  a  “public  market”  such  as  conducted 
j:  some  of  the  chain  stores,  limiting  the  area  to  be  used 


for  meat  market  or  delicatessen  shop  to  not  more  than  25  per 
cent  of  the  entire  area,  prohibiting  sale  of  fish  other  than  in 
sealed  containers ;  that  the  said  market  shall  operate  between 
the  hours^  of  6  a.  m.  and  9  p.  m.  and  shall  not  be  open  at  any 
time  on  Sundays  or  holidays ;  that  there  shall  be  no  advertis¬ 
ing  signs  or  display  on  the  premises  other  than  fixed  letters 
to  plate  glass  show  windows  of  store  fronts  or  facade  of  the 
building  below  the  second  story;  that  there  shall  be  no 
merchandise  stored  or  displayed  outside  the  building  line, 
and  that  all  permits  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  action. 


Adjourned  12.10  p.  m. 


William  J.  O’Gorman,  Secretary. 


RULES 


EXIT  RULES— REVOLVING  DOORS 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  G,  1917;  amended, 
rider  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No. 
12-20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 

>24. 

Rule  1.  Classification  of  Revolving  Doors.  For  the 
jrpose  of  these  rules  revolving  doors  shall  be  classified 
;  follows: 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
dividual  wings  are  maintained  in  the  normal  revolving 
jsition,  but  which  doors  are  so  designed  and  constructed 
at  in  the  event  of  excessive  pressure  being  exerted  on  the 
ings,  the  braces  or  other  devices  which  hold  the  wings 

their  normal  position  shall  be  disconnected,  thereby  per- 
itting  easy  egress  through  the  vestibule  at  least  equivalent 
>  that  provided  by  a  pair  of  swinging  doors  having  the 
.me  width  as  the  vestibule  opening.. 

No  revolving  doors  shall  be  included  in  this  classifica- 
on  if  the  pressure  necessary  to  collapse  any  wing  ex- 
:eds  one  hundred  and  fifty  (150)  pounds  when  exerted 
:  a  point  three  (3)  inches  from  the  outer  edge  of  the 
ing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
iall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
ings  are  maintained  in  the  normal  revolving  position  by 
gid  braces  or  similar  devices,  but  which  doors  are  so 
^signed  and  constructed  that  the  braces  or  other  devices 
hich  hold  the  wings  in  their  normal  position  may  be 
tanually  released  by  simple  mechanical  means,  thereby 
emitting  the  individual  wings  to  be  manually  collapsed  and 
)  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
oors  shall  be  prohibited  in  exit  doorways  from  assembly 
alls,  asylums,  auditoriums,  churches,  dance  halls,  hospi- 
jds,  motion  picture  theatres,  schools,  theatres,  or  from  any 
aom  or  space  within  a  building  where  more  than  three 
undred  (300)  persons  congregate  for  purposes  of  amuse- 
lent,  instruction  or  worship;  except  that  the  main  entrance 
oorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
jither  type  A  or  B  revolving  doors  when  supplemented 
y  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
iches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors — Department  Stores.  Type 
i.  revolving  doors  hereafter  installed  shall  be  accepted  in 
xit  doorways  from  department  stores  provided  doorways 


aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width  with  swinging  doors  are  installed,  and 
one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 

otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A.  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
nay  be  operated  by  electricity  or  other  ri^ans  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 
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♦CORRECTION. 


The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday  morning,  January  12,  1932,  as  they 
appeared  in  Bulletin  No.  3,  Vol.  XVII,  are  hereby  coriectec 
to  read  as  follows  : 


THE  RESOLUTION— 

(261-29-BZ) 

Whereas,  George  Stern,  for  Moline  Construction  Co., 
owner,  filed,  April  16,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises  113-26  Farmers  boule- 
yard,  South  Hollis,  Borough  of  Queens,  and  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Farmers  boulevard  (avenue)  is 
in  a  business  district;  Murdock  avenue  and  113th  road,  west 
of  Farmers  boulevard,  are  in  a  business  district,  and  113th 
road,  east  of  Farmers  boulevard,  is  in  a  residence  district; 

^Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  5,  1929  (N.  B.  1934-29),  reads. 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  the  zoning  regulations. 
Plans  not  further  examined.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  55  ft.  on  Murdock  avenue  and  202  ft.  on 
Farmers  boulevard,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  20  ft.  by  20  ft.  in  area,  and  to_  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station , 
and 


*  Correction — “10”  changed  to  “12”  in  line  49  and  “12”» 
changed  to  “14”  in  line  50 'o/  resolution  to  agree  with  reso¬ 
lution  of  board  of  November  18,  1930. 


W hereas,  upon  the  application  of  the  theory  of  section 
7g  of  the  building  zone  resolution,  the  applicant  has  filed 
more  than  80  per  cent  consents  of  property  owners  within 
an  area  deemed  affected  and  fixed  by  this  board ;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  February  1,  1930,  on  certain  conditions,  and  owner, 
through  his  attorney,  Max  Posner,  requested  a  modification 
of  these  conditions  as  to  size  of  office  owing  to  restrictions 
in  the  deed  to  the  property,  and  present  owner,  through  his 
attorney,  Percy  B.  King,  requested  a  further  modification  as 
to  distance  of  opening  from  Murdock  avenue. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  of  Farmers 
boulevard  and  Murdock  avenue  a  concrete  curbing  not  less 
than  12  in.  high  and  12  in.  deep,  with  but  two  openings  on 
Farmers  boulevard,  each  opening  to  be  not  more  than  12 
ft.  wide,  having  curb  cuts  directly  in  front  not  more  than  14 
ft.  in  width;  side  of  any  opening  nearest  to  Murdock  ave¬ 
nue  to  be  not  less  than  15  ft.  distant  therefrom;  that  all 
pumps  shall  be  located  at  least  10  ft.  from  the  building 
line;  that  there  shall  be  erected  on  the  concrete  curbing, 
except  at  the  two  openings,  concrete  posts,  not  less  than  4 
ft.  in  height  and  12  in.  in  least  dimension,  spaced  about  10 
ft  apart,  which  shall  be  connected  with  heavy  iron  chains 
forming  a  fence  or  in  lieu  thereof  a  heavy  ornamental  iron 
picket  fence  not  less  than  4  ft.  high;  that  any  advertising 
shall  be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps;  that  there  shall  be  erected  on  the  premises  a  two- 
story  building,  not  over  30  ft.  by  30  ft.  in  area,  constructed 
of  approved  masonry  of  attractive  architectural  design,  with 
variegated  slate  or  Spanish  tile  roof;  the  top  story  to  be 
devoted  to  conforming  use ;  no  portable  gas  tanks  shall  be 
operated  or  maintained  on  premises ;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  one  year  from  the  date  of  this 
action. 


PUBLIC  HEARING 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


[40-32-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 


February  19,  1932,  aff3  p.  m.,  Room  1013,  Municipal  Build¬ 
ing,  on  proposed  uniform  certificate  of  occupancy  as  required 
under  the  provisions  of  Section  411-a  of  the  Charter  of  the 
City  of  New  York. 


PUBLIC  HEARING 

PROPOSED  NOTICE  OF  HOLDING  IN  ABEYANCE  RULE  155  OF  THE  PLUMBING 

RULES 


[693-20-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Tuesday,  March  1,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  notice  of  holding  in  abeyance  Rule  Ion 
of  the  Plumbing  Rules. 

In  connection  with  the  amendment  to  Section  155  of  the 


Plumbing  Rules  adopted  November  12,  1931,  the  board  in¬ 
tends  to  ratify  the  vote  that  all  present  installations  where 
complying  with  the  present  rules  may  be  maintained  until 
April  1,  1933,  with  the  proviso  that  should  the  Commissioner 
of  the  Department  of  Water  Supply,  Gas  &  Electricity  deem 
an  emergency  exists  the  rule  shall  become  effective  on  thirty 
days’  notice  of  such  emergency  to  the  superintendent  ol 
buildings. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

\  TUESDAY  AFTERNOON,  FEBRUARY  9,  1932. 

# 

Present :  Temporary  Chairman  Connell,  Commissioners 
.  Holland  and  Guilfoyle  and  Deputy  Chief  Ross. 


'  APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

582-31-A. 

APPELLANT— Peter  H.  Brandt,  for  Lew  Realty  Corp., 


owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 65-G9  Fourth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Peter  H.  Brandt. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


(THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(582-31-A) 

•  Whereas,  Peter  H.  Brandt,  for  Lew  Realty  Corp.,  owner, 
fded,  December  5,  1931,  an  appeal  from  orders  and  a  decision 
of  the  fire  commissioner,  affecting  premises  65-69  Fourth 
avenue,  Borough  of  Manhattan ;  and 

'  Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  17,  1930  (Order  No.  78692-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.  Sec.  581,  Ch.  5,  Code  of  Or- 
:  dinances  and  rule  91  of  the  Board  of  Standards  and 

Appeals.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  30,  1930  (Order  No.  79G84-F),  reads: 

“2.-  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof  above 
the  3500  gallon  mark  only. 

“3.  Provide  adequate  heating  apparatus  for  standpipe 
tank  to  prevent  water  in  same  from  Ireezmg.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  2,  1931,  reads : 

“A  recent  inspection  of  these  premises  indicates  that 
nothing  has  been  done  to  comply  with  Orders  No.  79684- 
F  and  78692-F. 

“The  time  for  compliance  having  been  greatly  ex¬ 
ceeded  it  is  our  conclusion  that  if  they  are  not  found  in 
substantial  progress  or  complied  with  on  our  next  in¬ 
spection  there  will  be  no  course  to  pursue  other  than 
to  enforce  the  orders. 

“The  Fire  Commissioner  is  without  authority  to  modify 
these  requirements,  or  hold  them  in  abeyance  and  the 
authority  to  grant  modifications  where  there  are  prac¬ 
tical  difficulties  or  unnecessary  hardships  in  complying 
with  provisions  of  the  law  and  rules  of  the  Board  of 
Standards  and  Appeals  is  vested  in  the  said  Board  of 
Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
48  ft.  by  66  ft.  in  area;  OCCUPIED:  1st  story,  stores; 
upper  stories,  tenant  factories,  not  more  than  twenty  persons 
per  story;  and 

Whereas,  the  appellant  claims,  as  to  Order  No.  78692-F, 
the  building  was  erected  in  1880 ;  is  equipped  with  a  standpipe 
system  fed  from  a  1,900-gallon  house  supply  tank,  the  bot¬ 


tom  of  which  is  9  ft.  4  in.  above  the  highest  hose  outlet ; 
that  by  raising  the  tank  would  increase  the  pressure  only 
about  five  pounds;  as  to  Order  No.  79684-F,  Item  2,  the 
appellant  proposes  to  arrange  the  pipe  connections  so  as 
to  maintain  1,500  gallons  reserved  for  standpipe  lines,  and 
to  omit  the  heating  apparatus  required  under  Item  3;  fur- 
theremore,  the  appellant  contends  the  occupancy  is  small, 
not  more  than  seventy-four  persons  in  the  entire  building, 
and,  also,  the  tank  is  provided  with  a  filling  pump  of  sixty- 
live  gallons  per  minute  capacity;  and 

Whereas,  the  building  was  erected  in  1880,  at  which  time 
the  present  standpipe  system  was  installed. 

Resolved,  that  the  orders  and  decision  of  the  fire  com¬ 
missioner  be  and  they  hereby  are  modified,  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted,  as  to  Orders  Nos.  78692-F 
and  79684-F,  on  condition  that  the  bottom  of  a  tank  with 
a  reserve  of  not  less  than  2,500  gallons  for  the  standpipe 
system  shall  be  not  less  than  9  ft.  above  the  top  story  hose 
outlet ;  that  the  building  shall  be  not  increased  in  height 
or  area  and  that  the  standpipe  system  shall  comply  with  the 
rules  in  all  other  respects,  and  withdraim  as  to  Item  No.  3. 


445-31-A. 

APPELLANT— Julian  J.  Raphael,  for  Central  Manhattan 
Properties,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 164-168  East  86th  street  an<f 
1524  Third  avenue,  southwest  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  Julian  J.  Raphael. 

For  Administration :  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE —  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(445-31-A) 

Whereas,  Julian  J.  Raphael,  for  Central  Manhattan  Prop¬ 
erties,  owner,  filed,  January  18,  1932,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  164-168 
East  86th  street  and  1524  Third  avenue,  southwest  corner, 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  8,  1931  (Order  No.  2172-1931),  reads: 

“In  that  of  occupying  the  4th  and  5th  floors  as  club 
and  restaurant  contrary  to  the  last  issued  certificate  of 
occupancy  No.  7387  which  states  the  4th  and  5th  floors 
occupied  as  factory.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  and  five 
stories  in  height,  100  ft.  3  in.  by  51  ft.  4  in.  in  area;  OCCU¬ 
PIED:  cellar,  storage,  1  person;  1st  story,  stores,  75  per¬ 
sons  ;  2nd  story,  restaurant,  75  persons ;  3rd  story,  billiard 
room,  70  persons ;  4th  story,  club,  70  persons ;  5th  story, 
restaurant,  45  persons ;  means  of  EGRESS  consist  of  two 
interior  stairways,  one  at  the  southeast  corner  of  the  building 
and  one  at  the  northwest  corner  of  the  building;  the  stairway 
at  the  northwest  corner  extending  from  the  first  story  to 
the  roof  and  the  one  at  the  southeast  extending  from  the 
first  story  to  the  fifth  story,  enclosed  in  fireproof  partitions, 
with  metal-covered  doors  at  the  openings ;  the  building, 
erected  in  1889,  has  been  occupied  for  its  present  use  since 
1930;  there  is  provided  from  the  five-story  portion  a  door¬ 
way  to  the  roof  of  the  four-story  portion,  from  which  roof 
there  is  a  gooseneck  ladder  to  the  roof  of  the  five-story  por¬ 
tion  from  which  access  may  be  had  to  the  roof  of  the 
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adjoining  tenement  on  Third  avenue  to  the  south;  that  the 
building  was  previously  occupied  by  the  present  tenant  on 
the  three  lower  floors  and  that  the  fourth  and  fifth  floois 
were  occupied  as  an  upholstery  factory;  and  . 

Whereas,  a  certificate  of  occupancy  was  issued  by  the 
bureau  of  buildings  for  this  tenancy  and  that  in  1929  the 
fourth  and  fifth  floors  became  vacant;  after  being  vacant 
for  one  and  one-half  years  the  fourth  floor  was  leased  to 
the  Musical  Mutual  Corporation,  an  offshoot  of  the  musi¬ 
cians  union,  and  the  fifth  floor  as  a  restaurant ;  the  superin¬ 
tendent  of  buildings  refused  to  issue  a  new  certificate  of 
occupancy  for  the  new  tenancy  unless  the  wood  stairs  are 
replaced  with  those  of  steel  construction  for  the  total  height 
of  the  five-story  portion  which  covers  less  than  one-half  of 
the  floor  area  and  is  57  ft.  9  in.  which  is  but  7  ft.  9  in.  in 
excess  of  the  allowable  height  for  this  type  of  construction, 
section  153,  subdivision  1,  paragraph  B,  of  the  building  code; 
that  the  previous  occupancy  of  the  fourth  and  fifth  floors 
as  an  upholstery  factory  involved  a  greater  fire  hazard; 
that  the  cooking  in  the  kitchen  of  the  restaurant  of  the 
Mutual  Musical  Corporation  is  done  on  gas  stoves,  there 
being  no  coal  stoves  in  the  building ;  that  the  expense  in¬ 
volved  in  the  construction  of  proposed  steel  stairways  would 
cause  undue  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  stairway  in  the  five- 
story  portion  of  the  building,  permitting  the  stairway  to  be 
built  of  combustible  material,  on  condition  that  said  stairway 
shall  be  completely  enclosed  from  first  story  to  roof  with 
fireproof  partition,  with  fireproof,  self-closing  doors  at  all 
openings ;  that  the  fourth  floor  shall  be  used  as  a  private 
club,  prohibiting  the  renting  or  leasing  of  this  floor  to  out¬ 
siders  for  private  entertainment  or  for  use  of  others  than 
the  members  of  the  club  itself;  that  the  fifth  floor,  which 
has  an  area  of  approximately  2,000  sq.  ft.,  shall  be  used  as 
a  restaurant,  prohibiting  cabarets  or  dancing ;  that  the  build¬ 
ing  code  shall  be  complied  with  in  all  other  respects  and 
that  the  building  shall  be  not  increased  in  height  or  area.  « 


526-31-A.  ^ 

APPELLANT— Joel  D.  Marder,  for  Brooklyn  Trust  Co., 
owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 177-179  Montague,  street,  134- 
138  Pierrepont  street  and  47-57  Clinton  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Joel  D.  Marder. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(526-31-A) 

Whereas,  Joel  D.  Marder,  for  Brooklyn  Trust  Co.,  owner, 
filed,  October  28,  1931,  an  appeal  from  orders  and  a  decision 
of  the  fire  commissioner,  affecting  premises  177-179  Montague 
street,  134-138  Pierrepont  street  and  47-57  Clinton  street, 
Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  June 
18,  1931,  read: 

“Order  No.  86238-F: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gal¬ 
lons  capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  be  not  less  than  20 
feet  above  the  roof  level.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 


“Order  No.  86239-F: 

“a.  Provide  a  roof  outlet  for  standpipe  system  properly 

capped.  .  ,  , 

“b.  Increase  riser  in  south  stairway  enclosure  from 
3rd  to  4th  stories  from  2 J4"  to  3"  in  diameter. 

“c.  Provide  100'  0"  of  approved  2}4"  hose  at  all 
outlets  on  all  stories  in  place  of  present  J4"  hose. 

“d.  Re-locate  valve  of  hose  outlet  of  standpipe  system 
on  3rd  story,  so  that  the  wheel  controlling  same  is  , 
within  G  feet,  G  inches  of  stair  landing,  or  within  6'  6" 
of  steps  that  are  within  2'  of  the  standpipe  riser. 

“e.  Provide  a  "  open  or  automatic  ball  drip  for 
standpipe  line,  inside  of  building  at  lower  level  between 
check  valves  and  outside  Siamese  connections  (3). 

“f.  Paint  the  street  riser,  wall  collars  and  caps  of 
Siamese  connection  of  standpipe,  a  fire  department  red. 

“g.  Provide  O.S.  &  Y.  gate  valves  on  each  side  of 
upper  check  valves  in  place  of  plain  gate  valve.  Sec. 
580-1,  Art.  28,  Ch.  5,  Code  of  Ordinances.”; 

and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

October  13,  1931,  reads: 

“In  reply  to  your  letter  of  recent  date,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  Order  86238-F  and  86249-F  and  that 
you  are  unable  to  do  so  due  to  the  fact  that  the  Board 
of  Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 

and 

Whereas,  the  building,  erected  in  1915,  is  fireproof,  three 
stories  and  attic  (81  ft.  1  in.)  in  height,  having  a  frontage 
of  81  ft.  6  in.  on  Pierrepont  street,  191  ft.  11  in.  on  Clinton 
street  and  50  ft.  on  Montague  street,  a  total  area  of  approx¬ 
imately  12,000  sq.  ft.  (gross  area)  on  the  first  story;  OC¬ 
CUPIED  :  cellar,  bank  vaults,  15  persons ;  1st  story,  bank,  55 
persons;  2nd  story,  offices,  40  persons;  3rd  story,  offices,  30 
persons ;  4th  (attic)  story,  24  persons ;  and 

Whereas,  appellant  contends  that  the  5,000-galkms- 
capacity  gravity  tank  supplying  the  standpipe  system,  having 
a  3,500  gallon  fire  reserve,  is  located  4  ft.  11J4  in.  above 
the  highest  outlet;  that  the  building  was  erected  in  1915 
and  at  that  time  no  standpipe  system  was  required;  that 
the  standpipe  was  installed  voluntarily,  and  requests  the  ac¬ 
ceptance  of  existing  conditions  as  to  the  standpipe  system; 
and 

Whereas,  the  building  was  erected  in  1915,  at  which  time 
the  present  standpipe  system  was  installed;  and 

Whereas,  the  order  for  the  standpipe  system  is  based  on 
the  area  of  the  building,  being  in  excess  of  10,000  sq.  ft.; 
and 

Whereas,  at  the  time  of  the  installation  of  the  standpipe 
system  there  were  no  requirements  for  a  standpipe  system  in 
buildings  based  on  the  area  of  the  building. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Order  No.  86238-F,  on 
condition  that  there  shall  be  a  reserve  of  not  less  than  3,500 
gallons  maintained  for  the  standpipe  system  at  all  times ;  that 
the  bottom  of  the  standpipe  tank  shall  be  not  less  than  4  ft. 
11J4  in.  above  the  highest  hose  outlet,  which  is  the  hose 
outlet  of  the  attic,  and  that  the  hose  in  the  attic  and  fourth 
floor  shall  be  equipped  with  j4- inch  nozzles ;  as  to  Order 
No.  86239-F,  Item  (c),  granted  on  condition  that  there  shall 
be  sufficient  hose  provided  at  each  floor  to  cover  the  entire 
floor  area  and  that  the  present  l}4-inch  hose,  when  re¬ 
placed,  shall  be  replaced  with  2^4 -inch  hose;  that  the  build¬ 
ing  shall  be  not  increased  in  height  or  area  and  that  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects;  as  to  Items  (a),  (b),  (d),  (e)  and  (f),  the  appeal 
be  and  it  hereby  is  denied;  as  to  Item  (g),  the  appeal  be  and 
it  hereby  is  withdrawn. 
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,  261-31-A. 

APPELLANT — Van  Cortlandt  Park  Swimming  Pool,  Inc., 
owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
peal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 5931  Broadway,  Manhattan. 

APPEARANCES— 

For  Appellant:  William  G.  Brown. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(261-31-A) 


Whereas,  Van  Cortlandt  Park  Swimming  Pool,  Inc., 
owner,  filed,  May  26,  1931,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  5931 
Broadway,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  28,  1930  (No.  63520-LC),  reads: 

“With  reference  to  your  application  dated  June  30th, 
1930,  for  a  permit  to  maintain  chlorine  gas  at  the  above 
premises,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  reason  issuance  of 
permit  is  not  permitted  by  Section  214-A-4F,  Chapter 
10,  Code  of  Ordinances  as  building  in  part  is  used  as  a 
place  of  public  amusement. 

“YOU  ARE  THEREFORE  HEREBY  ORDERED 
TO 

“Discontinue  the  storage  or  use  of  liquefied  chlorine 
on  these  premises. 

“Sec.  214-a-Dl,  Chapter  10,  Code  of  Ordinances. 

“Sec.  214-a-4F,  Chapter  10,  Code  of  Ordinances.”; 

f  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1931,  reads: 

“Responding  to  your  request  of  May  20,  1931,  it  is 
regretted  that  the  Fire  Department  cannot  reissue  order 
numbered  63520-LC,  served  against  your  storage  of 
chlorine  gas  on  November  28,  1930,  so  that  you  may 
appeal  from  the  Fire  Commissioner’s  decision.” ; 
and 

;  Whereas,  the  building,  erected  in  1927,  is  non-fireproof, 
[  one  story  in  height,  326  ft.  6  in.  by  288  ft.,  irregular,  in 
area;  OCCUPIED  as  locker  rooms,  swimming  pool  and 
skating  rink ;  approximately  2,300  persons  in  entire  premises ; 

and 

|  Whereas,  appellant  contends  that  the  quantity  of  chlorine 
|  used  is  100  pounds ;  that  it  is  located  in  a  compartment 
I  constructed  of  4-inch  terra  cotta  blocks  with  an  opening 
i  therein  protected  with  a  fireproof  door;  this  compartment 
|  being  located  in  the  “filter”  room  which  forms  the  south¬ 
west  corner  of  the  premises ;  that  this  compartment  is 
vented  to  the  outer  air  by  means  of  a  metal  duct,  and  re¬ 
quests  the  acceptance  of  existing  conditions :  and 
i  Whereas,  this  appeal  was  granted  by  the  board  at  its 
t  meeting,  July  24,  1931,  on  certain  conditions,  and  appellant 
■  requested  a  modification  of  these  conditions  to  allow  two 
f  100  pound  tanks. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
:  be  and  it  hereby  is  granted  on  condition  that  the  chlorine 
used  and  stored  on  the  premises  shall  be  confined  to  not 
more  than  200  pounds,  in  two  tanks  of  100  pounds  each;  that 


only  one  tank  shall  be  at  work  at  any  one  time;  that  both 
tanks  shall  be  submerged  in  water;  that  the  tanks  shall 
be  confined  to  a  room  enclosed  on  all  sides  and  roof  with 
fireproof  partitions  and  located  substantially  as  shown  on 
the  plans  filed  with  this  appeal,  with  but  one  opening 
equipped  with  a  self-closing,  fireproof,  vaporproof  door; 
that  the  enclosure  shall  be  equipped  with  a  sprinkler  head 
and  a  vent  from  the  roof  of  the  enclosure  direct  to  the 
outer  air,  said  vent  to  be  satisfactory  to  the  fire  department; 
that  there  shall  be  installed  a  remote  control  not  nearer 
than  25  ft.  from  the  chlorine  tank  for  the  operation  of 
the  chlorine  room  and  operation  of  the  sprinkler  head;  that 
the  laundry  room  and  filter  room,  as  shown  on  the  plans 
submitted  with  this  appeal,  shall  be  separated  by  a  fireproof 
partition,  with  but  one  opening,  with  a  self-closing,  fireproof, 
vaporproof  door ;  that  the  men’s  locker  room,  shown  on 
the  plans  filed  with  this  appeal,  shall  be  separated  by  an 
8-inch  cement  block  wall  from  the  filter  room  and  the 
laundry  room,  unpierced  throughout  its  entire  height  and 
length,  except  one  opening  leading  into  the  laundry  room, 
equipped  with  a  self-closing,  fireproof,  vaporproof  door; 
the  equipment  and  operation  shall  comply  with  the  rules 
in  all  other  respects. 


PETITIONS  FOR  VARIATIONS. 

595-31-S. 

PETITIONER — Samuel  Rosenblum,  for  Hoy  Realty  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 160  Madison  avenue  (fifth 
floor),  Manhattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
2  p.  m.,  on  written  request  of  petitioner. 


612-31-S. 

PETITIONER — J.  L.  Hernon,  for  Nancy,  Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  de¬ 
cision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 37-41  East  58th  street,  36-54 
East  59th  street  and  617-627  Madison  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  J.  L.  Hernon. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
2  p.  m.,  to  correct  plans. 


493-31-S. 

PETITIONER — Henry  Wiebke,  for  Hugo  &  Wiebke, 
lessees. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 477-479  Willis  avenue  (rear), 
The  Bronx. 

APPEARANCES— 

For  Petitioner :  Henry  Wiebke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Absent  .  o 

THE  RESOLUTION— 

(493-31-S) 


Whereas,  Henry  Wiebke,  lessee,  filed,  October  7,  1931, 
a  petition  for  a  variation  from  the  requirements  of  the  labor 
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law  as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  477-479  Willis  avenue  (rear),  Bor¬ 
ough  of  The  Bronx;  and  .  .  ,  ,  a__:i 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 

27  1931  (Order  No.  84684-LD),  reads. 

’  “I  Arrange  iron  bars  on  windows,  so  as  to  be 
readily  movable  or  removable  from  both  sides  in  such  a 
manner  as  to  afford  the  free  and  unobstructed  use  of 
such  windows  for^  purposes  of  egress,  as  per  Sec.  272 
of  the  Labor  Law.” ; 


and 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 

September  22,  1931,  reads: 

“This  will  reply  to  your  letter. of  July  13th,  l931. 
ferring  to  Order  No.  84684-LD,  in  which  you  state  that 
to  make  the  bars  movable  or  removale  would  constitute 
a  standing  invitation  to  burglars  and  you  feel  that  there 

is  no  danger  to  workmen. 

“These  bars  can  be  so  arranged  that  the  openings 
could  be  protected  against  burglars  entering  premises 

when  the  building  is  unoccupied.  .  . 

“The  order  is  statutory  and  the  Fire  Commissioner  is 
without  authority  to  vary  from  rescind  or  hold  same  in 
abevance  in  any  particular.  He  is  charged  with  die 
enforcement  of  the  law  and  is  allowed  no  discretion  ® 
the  matter  and  must  insist  on  compliance  with  the  law 
when  he  finds  its  provisions  violated.  It  follows  that 
our  conclusion  must  be  to  require  compliance  with  the 
order.” ; 

**" Whereas,  the  building,  erected  in  1898,  is  noil-fireproof, 
three  stories  in  height,  50  ft.  by  110  ft,  irregular  in  area; 
OCCUPIED:  1st  story,  meat  products,  5  persons,  2na 
story,  tenant  factory,  5  persons;  2nd  story,  tenant  factory, 

'  ^Whereas  petitioner  contends  that  the  eight  windows  in 
question  are  located  in  the  rear  portion  of  the  first  story  of 
the  premises ;  that  this  section  of  the  premises  is  adequately 
provided  with  exits  and  that  the  bars  are  necessary  as  a 

protection  against  theft.  .  .  ,  ,  _ 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  petition 
be  and  it  hereby  is  denied. 


Whereas,  the  building  is  non-fireproof,  four  stones  (44 
ft.)  in  height,  22  ft.  5  in.  by  115  ft.  in  area  at  first  story 
and  22  ft.  5  in.  by  92  ft.  in  area  above;  OCCUPIED  as  a 
store  and  tenant  factory:  1st  story,  3  persons;  2nd  story,  8 
persons;  3rd  and  4th  stories,  6  persons  each  story;  CXiib: 
an  interior  wooden  stairway,  extending  from  the  first  story 
to  top  story,  enclosed  in  wood  partitions,  with  wooden  doors 
at  openings;  a  fire  escape  on  the  front  of  the  building,  having 
fireproof  openings  along  the  course  thereof,  extending  from 
the  second  story  to  the  top  story,  with  counterbalanced  stairs 
to  sidewalk;  ROOFS  of  adjoining  buildings:  one  story 
higher  at  south;  3  ft.  to  10  ft.  8  in.  higher  at  north;  and  i 
Whereas,  the  petitioner  claims  that  access  may  be  had 
to  roof  by  an  iron  stairs  from  top  story  leading  to  a  scuttle 
33  in.  by  40  in.  opening  into  a  bulkhead  and  then  to  the 
roof;  the  means  of  escape  from  roof  is  very  poor;  the 
building  in  question  was  erected  prior  to  1880  and  the 
present  condition  has  existed  for  many  years;  there  are 
never  more  than  fifteen  persons  above  first  story  at  any 
time ;  furthermore,  the  petitioner  contends  the  upper  floors 
are  used  for  manufacture  of  buffing  brushes,  a  non-hazardous 
occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to i  Order 
No  90014-LD,  Item  1,  on  condition  that  there  shall  be  pro¬ 
vided  from  the  fourth  story  an  iron  stairway  not  less  than 
20  in.  in  width  and  at  an  angle  of  about  60  degrees,  pro¬ 
vided  with  hand  rails  on  each  side,  satisfactory  to  the  fire 
department;  this  iron  stairway  to  lead  to  a  scuttle  in  the 
roof,  which  shall  be  protected  by  a  bulkhead  satisfactory  to 
the  fire  department ;  that  the  occupancy  of  the  building  above 
the  first  story  shall  be  limited  to  not  more  than  fifteen  per¬ 
sons  ;  that  the  building  shall  be  not  increased  in  height  or 
area  and  that  the  labor  law  shall  be  complied  with  in  all 
other  respects. 


615-34-S.  _ 

PETITIONER — John  J.  Gilmartin,  for  William  Cooper, 

owner.  .  ,  . 

SUBJECT- _ Variation  of  the  labor  law,  as  cited  in  an 

"  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 299  Pearl  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  lire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE—  _  .  u  r 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  J 

Negative  . 

Absent  . . 


413-31-S.  .  , 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Christ  P.  E.  Church,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 2061-2065  Broadway,  northwes 
corner  of  West  71st  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood.  * 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  . . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Absent  . 


THE  RESOLUTION— 


(615-31-S) 


Whereas  John  T.  Gilmartin,  for  William  Cooper,  owner, 
filed  December  30, ‘  1931,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  299  Pearl  street,  Bor¬ 
ough  of  Manhattan;  and  .  .  .  .  „ 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  10,  1931  (re  Order  No.  90014-LD),  reads: 

“1.  Extend  the  interior  stairway  to  roof,  as  per  Sec. 

271  of  the  Labor  Law,” ; 
and 


THE  RESOLUTION— 

(413-31-S) 

Whereas,  Croker  National  Fire  Prevention  Engineers 
Co.,  for  Christ  P.  E.  Church,  Inc.,  owner,  filed,  August  2 
1931,  a  petition  for  a  variation  from  the  requirements  ot  t 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  h 
commissioner  and  a  decision  of  the  superintendent  of  bull' 
jugs,  affecting  premises  2061-2065  Broadway,  northwest  co 
ner  of  West  71st  street.  Borough  of  Manhattan:  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Mi 
23,  1931  (Order  No.  85509-LD),  reads: 

“1.  Discontinue  the  use.  of  the  above  premises  occ 
pied  for  factory  purposes  in  violation  of  Section  270 
the  Labor  Law.”; 

Whereas,  the  decision  of  the  fire  commissioner,  render 
August  3,  1931,  reads: 
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“In  reply  to  your  letter  of  July  22,  1931,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  Order  No.  85509-LD  and  that  you  are 
unable  to  do  so,  due  to  the  fact  that  the  Board  of  Stand¬ 
ards  and  Appeals  will  not  accept  an  appeal  for  the 
reason  that  the  time  limit,  20  days  has  elapsed  and  re¬ 
quest  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued,  therefore,  your  request  is  denied.” ; 

'and 

:  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  4,  1931,  reads : 

“Relative  to  your  application  for  a  certificate  of  occu¬ 
pancy  to  supersede  certficate  No.  10092,  you  are  ad¬ 
vised  that  application  has  been  disapproved  as  floor 
loads  and  exits  are  inadequate  for  factory  occupancy. 

“A  violation  has  been  filed  for  changing  the  occu¬ 
pancy  of  upper  floors  from  offices  to  offices  and  factory 

h  contrary  to  above  numbered  certificate.” ; 
d 

Whereas,  the  building,  erected  in  1925,  is  fireproof,  eight 
stories  in  height,  72  ft.  2J4  in.  by  52  ft.  4  in.,  irregular,  in 
area;  OCCUPIED:  cellar,  boiler  room  and  storage,  4  per¬ 
sons;  1st  story,  stores,  15  persons;  2nd  and  3rd  stories, 
ladies’  tailor  and  furrier ;  offices,  clothier,  furrier,  respectively, 
5  persons  each  story ;  4th  story,  office  and  manufacture  of 
corsets,  7  persons ;  5th  story,  office  and  gown  shop,  14  per¬ 
sons  ;  6th  story,  office  and  gown  shop,  6  persons ;  7th  and  8th 
stories,  offices,  6  and  4  persons  each;  EXITS:  an  interior 
steel  strings  and  risers  cement  treads  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  4-inch  terra  cotta 
olock  partitions,  with  fireproof  doors  at  openings;  ROOFS  of 
adjoining  buildings:  to  north,  one  story  lower;  to  west,  two 
and  three  stories  lower;  and 

Whereas,  petitioner  contends  that  the  allowable  floor 
loads  above  the  first  story  is  60  pounds  per  square  foot  and 
that  on  the  first  story  the  floor  load  is  120  pounds,  and  pro¬ 
poses  to  provide  a  standard  labor  law  fire  escape  at  the 
northwest  corner  of  the  building,  as  indicated  on  the  filed 
plans,  and  in  view  of  this  proposed  installation  requests 
that  the  existing  light  manufacturing  be  permitted  to  re¬ 
main. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  and  the  decision  of  the  superintendent  of  buildings  be 
‘and  they  hereby  are  affirmed,  and  the  petition  be  and  it  here¬ 
by  is  denied. 


611-31-S. 

PETITIONER — Robert  Teichman,  for  Anna  V. 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 107  West  28th  street, 

tan. 


Nichols, 
an  order 
Manhat- 


APPEARANCES— 

For  Petitioner :  Robert  Teichman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(611-31-S) 

Whereas,  Robert  Teichman,  for  Anna  V.  Nichols,  owner, 
filed,  December  23,  1931,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  107 
West  28th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  14,  1931  (re  Order  No.  90296-LD),  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side  of 


building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  15,  1931,  reads : 

“This  will  reply  to  your  letter  of  December  7th,  1931, 
which  advises  you  have  been  retained  by  the  owner, 
Anna  V.  Nichols,  of  the  above  premises  to  appeal  from 
the  requirements  of  Order  No.  90296-LD,  and  that  you 
are  unable  to  do  so  due  to  the  fact  that  the  Board  of 
Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  twenty  day  time  limit  has  elapsed 
so  kindly  request  herewith  dismissal  of  this  order  and 
reissuance  of  the  same. 

“Your  request  to  dismiss  Order  90296-LD  and  reissue 
same  is  denied.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  (39 
ft.)  in  height,  21  ft.  5  in.  by  95  ft.  9  in.  in  area  at  first 
story  and  21  ft.  5  in.  by  89  ft.  9  in.  in  area  above;  OCCU¬ 
PIED:  1st  story,  florist,  4  persons;  2nd  story,  manufacture 
of  wire  frames,  1  person ;  3rd  story,  manufacture  of  em¬ 
broidery,  4  persons ;  4th  story,  pleating,  2  persons ;  EXITS  : 
an  interior  wooden  stairway,  extending  from  the  first  story 
to  top  story,  enclosed  in  fireproof  partitions  at  first  and 
second  stories  and  in  fire-resisting  partitions  at  third  and 
fourth  stories,  with  fireproof  doors  at  openings;  a  party 
wall  fire  escape  on  the  rear  of  the  building,  having  fireproo'f 
openings  along  the  course  thereof,  extending  from  the  yard 
level  to  the  roof,  with  egress  from  yard  to  adjoining  yards 
at  east  and  west;  ROOFS  of  adjoining  buildings:  same 
level  at  east  and  west;  and 

Whereas,  the  petitioner  claims  that  in  addition  to  the 
means  of  reaching  the  roof  by  rear  fire  escape  there  is  a 
fixed  iron  ladder  from  top  story  stair  hall  leading  to  roof 
through  a  scuttle  opening  of  24  in.  by  28  in.;  the  building 
is  provided  with  adequate  means  of  exit  and  the  occupancy 
is  very  small;  furthermore,  the  petitioner  contends  under 
such  conditions  the  owner  would  suffer  an  unnecessary  hard¬ 
ship  if  compelled  to  comply  with  the  order. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  90296-tLD,  Item  1,  on  condition  that  the  resolution  of 
Cal.  No.  255-18-S  be  complied  with  in  all  respects  except 
that  permission  is  granted  to  eliminate  plain  glass  in  the 
covering  of  the  scuttle  in  the  roof,  and  on  condition  that 
within  the  stair  hall  enclosure  in  the  roof  there  shall  be  pro¬ 
vided  a  skylight  of  plain  glass,  with  an  area  of  not  less  than 
3  ft.  by  3  ft.,  and  that  the  occupancy  of  the  building  be 
limited  to  not  more  than  twenty-five  persons  above  the  first 
story. 


596-31-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Estate  of  Geo.  Cantrell,  et  al.,  owners;  A. 
A.  Hageman,  agent. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 990-992  Sixth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  i  1 1 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(596-31-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Estate  of  Geo.  Cantrell,  et  ah,  owner,  filed,  December 
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15,  1931,  a  petition  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  990-992  Sixth  avenue,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  75870-LD),  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire-escape  at  rear  of  building 
by  constructing  a  fireproof  passageway  with  an  unob¬ 
structed  width  of  at  least  3  ft.  throughout,  leading  to 
the  street,  adequately  lighted  at  all  times  during  work¬ 
ing  hours,  or  by  means  of  providing  access  to  an  open 
area  having  communication  with  the  street,  as  per  Sec. 
273  of  the  Labor  Law.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  25,  1931,  reads: 

“This  will  reply  to  your  letter  of  November  21st,  1931, 
in  which  you  state  you  have  been  retained  by  Mr.  A.  A. 
Hageman,  owner  of  the  above  premises  to  appeal  from 
our  Order  75870-LD,  and  request  rescindment  and  re¬ 
issuance  of  this  violation  so  that  appeal  may  be  taken 
to  the  Board  of  Standards  and  Appeals  from  this  order. 

“You  are  advised  that  your  request  to  rescind  and  re¬ 
issue  Order  75870-LD  must  be  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  41  ft.  1)4  in.  by  60  ft.  and  100  ft.,  irregular,  in  area 
at  first  story  and  41  ft.  1%  in.  by  40  ft.  in  area  above; 
OCCUPIED:  1st  story,  store,  3  persons;  2nd  story,  hem¬ 
stitching,  6  persons ;  3rd  story,  manufacture  of  rhinestone 
novelties,  5  persons ;  4th  story,  manufacture  of  embroidery, 
11  persons;  EXITS:  an  interior  wooden  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  brick  and  6-inch 
terra  cotta  block  partitions,  with  fireproof  doors  at  open¬ 
ings  ;  a  fire  escape  on  the  rear  of  the  building,  having  fire¬ 
proof  openings  along  the  course  thereof,  extending  from  the 
roof  of  first  story  extension  to  the  main  roof ;  ROOFS  of 
adjoining  buildings:  one  story  higher  at  north;  two  stories 
lower  at  south;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
about  1892 ;  the  egress  in  case  of  fire  is  unusually  safe  in 
that  the  building  is  divided  into  two  sections  by  a  brick 
wall  with  two  fireproof  intercommunicating  doorways 
through  stair  hall  and  a  party  fire  escape  at  rear  connecting 
the  two  sections  at  each  story  above  the  first  story ;  also 
safe  egress  may  be  had  from  foot  of  rear  fire  escape  by  means 
of  an  iron  stairway  from  roof  of  rear  extension  leading  to 
the  third  story  fire  escape  balcony  on  rear  of  66  West  37th 
street;  furthermore,  the  petitioner  proposes  to  construct  an 
additional  iron  sfairway  from  roof  of  rear  extension  leading 
to  the  second  story  window  of  building  adjoining  at  north 
known  as  994  Sixth  avenue. 

i Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law, 
and  that  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  75870-LD,  Item  1,  on  condition  that  stairs  shall  be  pro¬ 
vided  from  each  end  of  the  lowest  balcony  of  the  rear  fire 
escape,  one  stair  to  roof  of  No.  990  and  one  to  the  roof  of 
No.  992,  and  that  a  metal  bridge  shall  be  provided  from  that 
point  to  the  stairs  leading  to  window  of  No.  994,  as  shown 
on  the  plans  submitted  with  this  appeal,  these  stairs  to  have 
a  flame  shield  on  the  underside ;  that  the  floor  of  the  bridge 
shall  be  of  solid  diamond  plate;  in  addition  to  this  means 
of  exit  there  shall  be  an  iron  stairway  provided  from  the 
easterly  end  of  the  first  story  extension  roof  of  No.  990 
to  a  balcony  of  No.  66  West  37th  street ;  that  the  occupancy 
shall  be  limited  to  not  more  than  twenty-five  persons  above 
the  first  story;  that  the  building  shall  be  not  increased  in 
height  or  area  and  that  the  labor  law  shall  be  complied  with 
in  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
568-31-SA. 

PETITIONER — Mayfield  Oil  Burner  Co.,  owner. 
SUBJECT — Mayfield  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Report  of  fire  department  adopted 
petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com-  : 

missioners  Holland  and  Guilfoyle  and  Deputy 

•Chief  Ross  .  j 

Negative  .  i 

Absent  .  i 

J 

THE  RESOLUTION— 

(568-31-SA) 

Whereas,  Mayfield  Oil  Burner  Co.,  owner,  filed,  Novem 
ber  27,  1931,  a  petition  with  the  board  of  standards  and  ap 
peals  for  approval  of  their  device  known  as  the  Mayfield  Of 
Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  departmen 
for  test  and  report  and  the  report  of  the  chief  of  th< 
bureau  of  fire  prevention  dated  February  9,  1932,  recom 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  doe: 
hereby  approve  the  device  known  as  the  Mayfield  Oil  Burney 
for  use  in  domestic  and  commerical  installations  when  in 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  oj 
standards  and  appeals  and  in  conformity  with  the  report  o 
the  chief  of  the  bureau  of  fire  prevention. 


470-31-SA. 

PETITIONER — -J.  A.  Flynn,  for  Todd  Dry  Dock  Engineer 
ing  &  Repair  Corp.,  owner. 

SUBJECT — Todd  Spiro  Burner,  approval  of. 
APPEARANCES—  '  \ 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Report  of  fire  department  adopted 
petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  C 

Absent  .  ( 


THE  RESOLUTION— 

(470-31-SA) 

Whereas,  J.  A.  Flynn,  for  Todd  Dry  Dock  Engineering 
&  Repair  Corp.,  owner,  filed,  September  25,  1931,  a  petition 
with  the  board  of  standards  and  appeals  for  approval  of  their 
device  known  as  the  Todd  Spiro  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  February  9,  1932,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Todd  Spiro  Burner 
for  use  in  commercial  and  industrial  installations  when  in-: 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of' 
standards  and  appeals  and  in  conformity  with  the  report, 
of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary . 
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FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 

strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
'less  than  two  hundred  (200)  square  feet  and  the  least 
'dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
Ishall  safely  sustain  twice  the  designed  live  load  with  a 
'maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
ior  the  covering  of  the  upper  sides  of  wood  floor  beams 
n  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell- 
ng  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
firms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (Vs)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2)4 :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (%)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
orms  of  construction  shall  be  accepted  as  fire-retarding 
or  the  covering  of  the  undersides  of  wood  floor  beams 
n  joisted  floor  construction  in  non-fireproof  buildings 
Jsed  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 
ng  stations: 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 

eighths  (Vs)  inch  gypsum  wall  boards  weighing  not 

less  than  16  pounds  per  square  yard  with  pointed 

joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 

beams  when  spaced  not  more  than  sixteen  (16) 

inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (Vi)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 


(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (J4)  inch  thick. 

Rule  6.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  tor  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  ot  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here- 
atter  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unhlled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beaim 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  tor  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  ^16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (%)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (Vi)  inch  wood  sheathing, 
one-half  ()4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  jtnetal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (V)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (J4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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RULES 


PLUMBING.  DRAINAGE.  WATER  SUPPLY,  GAS 


Adopted  by  the  Superintendents  of  Buildings,  Effective 
April  23,  1912;  Amended  by  the  Board  of  Standards 
and  Appeals,  July  5,  1917;  December  27,  1918; 
March  8,  1921;  October  21,  1921;  January  8,  1924; 
May  5,  1931,  and  November  12,  1931. 


PIPING  AND  VENTILATION  OF  BUILDINGS. 

than  ten  houses,  and  then  only  when  on  adjoining  lots  an 
houses  are  exactly  alike. 

11.  Written  notices  must  be  given  to  the  Superintender 
of  Buildings  by  the  plumber  when  any  work  is  begun,  an 
at  such  times  as  the  work  is  ready  for  inspection. 

Definition  of  Terms. 


Filings  of  Drawings,  Descriptions,  Etc. 

1.  Drawings  and  triplicate  descriptions,  on  forms  fur¬ 
nished  by  the  Bureau  of  Buildings  for  all  Plumbing  and 
Drainage,  shall  be  properly  filled  in,  and  filed  by  the  owner 
or  architect  in  the  said  Bureau.  The  plans  must  be  drawn 
to  scale  in  ink,  on  cloth,  or  they  must  be  cloth  prints  of 
such  scale  drawings,  and  shall  consist  of  such  floor  plans 
and  sections  as  may  be  necessary  to  show  clearly  all  plumbing 
work  to  be  done,  and  must  show  partitions  and  methods  of 
ventilating  water-closet  apartments. 


2  The  said  plumbing  and  drainage  shall  not  be  com¬ 
menced  or  proceeded  with  until  said  drawings  and  descrip¬ 
tions  shall  have  been  so  filed  and  approved  by  the  buper- 
intendent  of  Buildings. 


3  No  modification  of  the  approved  drawings  and  de¬ 
scriptions  will  be  permitted  unless  either  amended  draw¬ 
ings  and  triplicate  descriptions,  or  an  amendment  to  the 
original  drawings  and  descriptions,  covering  the  proposed 
change  or  changes,  are  so  filed  and  approved  by  the  Super¬ 
intendent  of  Buildings. 


4.  The  drainage  and  plumbing  of  all  buildings,  both 
public  and  private,  shall  be  executed  in  accordance  with  the 
rules  and  regulations  of  the  Bureau  of  Buildings. 


5.  Repairs  or  alterations  of  plumbing  or  drainage  may 
be  made  without  filing  drawings  and  descriptions  in  the 
Bureau  of  Buildings,  but  such  repairs  or  alterations  shall 
not  be  construed  to  include  cases  where  new  vertical  lines 
or  horizontal  branches  of  soil,  waste,  vent  or  leader  pipes 
are  proposed  to  be  used. 

6  Notice  of  such  repairs  or  alterations  shall  be  given 
to  the  said  bureau  before  the  same  are  commenced  in  such 
cases  as  shall  be  prescribed  by  the  rules  and  regulations  of 
the  said  bureau,  and  the  work  shall  be  done  in  accordance 
with  the  said  rules  and  regulations. 


7.  Where  repairs  or  alterations,  ordered  by  the  Board 
of  Health  or  Tenement  House  Department  for  sanitary 
reasons,  include  cases  where  new  vertical  and  horizontal 
lines  of  soil,  waste,  vent  or  leader  pipes  are  proposed  to  be 
used  or  old  ones  replaced,  drawings  and  descriptions  must 
be  filed  with  and  approved  by  the  Superintendent  of  Build¬ 
ings  before  same  shall  be  commenced  or  proceeded  with. 

8.  Repairs  and  alterations  may  comply  in  all  respects 
with  the  weight,  quality,  arrangement  and  venting  of  die 
rest  of  the  work  in  the  building.  Except  when  an  existing 
soil,  waste  or  vent  line  has  been  damaged  by  fire  or  other 
causes  to  the  extent  of  50  per  cent  or  more  of  its  entire 
length,  same  must  be  replaced  by  new  lines  installed  in 
accordance  with  the  rules  and  regulations  governing  new 
lines. 


9.  No  plumbing  and  drainage  or  any  part  thereof  shall 
be  commenced  until  the  plumber  who  is  to  do  the  work 
shall  sign  the  specifications  and  make  affidavit  that  he  is 
duly  authorized  to  proceed  with  the  work.  Affidavit  must 
give  the  name  and  address  of  owner  and  plumber,  etc. 
No  registered  plumber  shall  sign  the  specifications  and  act 
as  the  agent  for  a  plumber  who  has  not  obtained  a  cer- 
tificate  of  competency  from  the  Examining  Board  of 
Plumbers  as  an  Employing  or  Master  Plumber.  A  viola¬ 
tion  of  this  rule  will  be  deemed  a  sufficient  reason  by  the 
Superintendent  of  Buildings  for  the  cancellation  of  a  Cer¬ 
tificate  of  Registration,  in  accordance  with  Chapter  803, 
Laws  of  1896. 


10.  One  set  of  specifications  will  be  received  for  not  more 


12.  The  term  “private  sewer”  is  applied  to  main  sewei 
that  are  not  constructed  by  and  under  the  supervision  c 
the  Department  of  Public  Works. 

13.  The  term  “house  sewer”  is  applied  to  that  part  c 
the  main  drain  or  sewer  extending  from  a  point  two  fe* 
outside  of  the  outer  front  wall  of  the  building,  vault  < 
area  to  its  connection  with  public  sewer,  private  sewer  < 
cesspool. 

14.  The  term  “house  drain”  is  applied  to  that  part  < 
the  main  horizontal  drain  and  its  branches  inside  the  wal 
of  the  building,  vault  or  area  and  extending  to  and  co 
necting  with  the  house  sewer. 

15.  The  term  “soil  line”  is  applied  to  any  vertical  line 
pipe  having  outlets  above  the  floor  of  first  story  for  wat 
closet  connections. 

16.  The  term  “waste  line”  is  applied  to  any  vertical  li 
of  pipe  having  outlets  above  the  first  floor  for  fixtur 
other  than  water  closet. 

17.  The  term  “vent  pipe”  is  applied  to  any  special  pi 

provided  to  ventilate  the  system  of  piping  and  to  preve 
trap  siphonage  and  back  pressure.  i 

1 

Materials  and  Workmanship. 

18.  All  materials  must  be  of  the  best  quality,  free  fr< 
defects,  and  all  work  must  be  executed  in  a  thorouj 
workmanlike  manner. 

19.  All  cast-iron  pipes  and  fittings  must  be  uncoat 
sound,  cylindrical  and  smooth,  free  from  cracks,  sand  ho 
and  other  defects,  and  of  uniform  thickness. 

20.  Pipe,  including  the  hub,  shall  weigh  not  less  than 

following  average  weights  per  linear  foot:  , 


Diameters 

Weights  per  Linear  F 
Standard  Extra  He: 

.  3  3/5 

sy2  pou 

.  5  1/5 

V'A  pou 

.  7 

13  pou 

.  9 

17  pou 
20  pou 

. 11 

. 14 

27  pou 

. 17 

33 Vi  pou 
45  pou 

. 23 

12  inches . 

. 33 

54  pou 

Standard  pipe  may  be  used  above  ground  in  reside 
buildings  not  exceeding  two  stories  and  basement  in  net 
In  all  other  buildings  extra  heavy  pipe  shall  be  used. 

21.  The  size,  weight  and  maker’s  name  must  be  cast 
each  length  of  pipe. 

22.  All  joints  must  be  made  with  picked  oakum 
molten  lead  and  be  made  gas  tight.  Twelve  ounces  of 
soft  pig  lead  must  be  used  at  each  joint  for  each  mcl 
the  diameter  of  the  pipe  when  extra  heavy  pipe  is  u 
and  nine  ounces  when  standard  pipe  is  installed. 

23.  All  wrought  iron  and  steel  pipes  must  be  equa 
quality  to  “standard”  and  must  be  properly  tested  by 
manufacturer.  All  pipe  must  be  lap-welded.  No  plain  b 
or  uncoated  pipe  will  be  permitted. 

24.  All  wrought  iron  or  steel  water  supply,  vent,  w 
and  soil  pipes  must  be  galvanized. 
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25.  Where  galvanized  wrought  iron  or  steel  pipe  is  re¬ 
tired  the  fittings  used  on  same  must  also  be  galvanized. 

26.  Fittings  for  waste  or  soil  and  refrigerator  waste 
ipes  must  be  cast-iron  recessed  and  threaded  drainage  fit- 
■ngs,  with  smooth  interior  waterway,  and  threads  tapped, 
o  as  to  give  a  uniform  grade  to  branches  of  not  less  than 
le-fourth  of  an  inch  per  foot. 

27.  Short  nipples  on  wrought  iron  or  steel  pipe,  where 
ie  unthreaded  part  of  the  pipe  is  less  than  one  and  one- 
hlf  inches  long,  must  be  of  the  thickness  and  weight  to 
orrespond  to  weight  of  pipe. 

28.  The  pipe  shall  not  be  less  than  the  following  average 
lickness  and  weight  per  linear  foot: 


Weights  per 

iameters  Thicknesses  Linear  Foot 


i]/2  inches . 14  inches  2.68  pounds 

5  inches . 15  inches  3.61  pounds 

>y  inches . 20  inches  5.74  pounds 

3  inches . 21  inches  7.54  pounds 

V/2  inches . 22  inches  9.00  pounds 

[  inches . 23  inches  10.66  pounds 

)}/2  inches . 24  inches  12.34  pounds 

5  inches . 25  inches  14.50  pounds 

5  inches . 28  inches  18.76  pounds 

r  inches . 30  inches  23.27  pounds 

3  inches . 32  inches  28.18  pounds 

)  inches . 34  inches  33.70  pounds 

)  inches . 36  inches  40.06  pounds 

L  inches . 37  inches  45.02  pounds 

!  inches . 37  inches  48.98  pounds 


i. 

29.  All  brass  pipe  for  soil,  waste  and  vent  pipes  and 
older  nipples  must  be  thoroughly  annealed,  drawn,  brass 
ibing,  of  standard  iron-pipe  gauge. 

30.  Connections  on  brass  pipe  and  between  brass  pipe 
id  traps  on  iron  pipe  must  not  be  made  with  slip  joints 
f  couplings.  Threaded  connections  on  brass  pipe  must 
ie  of  the  same  size  as  iron  pipe  thread  for  same  size  of 
ipe  and  be  tapered. 

31.  The  following  average  thicknesses  and  weights  per 
near  foot  will  be  required: 

'  ■ 


Weights  per 

iameters  Thicknesses  Linear  Foot 


\y2  inches . 14  inches  2.84  pounds 

2  inches . 15  inches  3.82  pounds 

iy2  inches . 20  inches  6.08  pounds 

}  inches . 21  inches  7.92  pounds 

inches . 22  inches  9.54  pounds 

4  inches . 23  inches  11.29  pounds 

i'A  inches . 24  inches  13.08  pounds 

'5  inches . 25  inches  15.37  pounds 

3  inches . 28  inches  19.88  pounds 


32.  Where  light  or  heavy  pipe  is  used  brass  ferrules 
iust  be  of  best  quality  cast  brass,  not  less  than  4  inches 
png  and  2  inches  and  3  inches  and  4  inches  in  inside  di¬ 
meter  and  not  less  than  the  following  weights : 


Hameters  Weights 


inches .  1  pound  0  ounces 

inches .  1  pound  12  ounces 

inches .  2  pounds  8  ounces 


33.  One  and  one-half  inch  ferrules  are  not  permitted. 

34.  Soldering  nipples  must  be  heavy  cast  brass  or  of 
brass  pipe,  iron  pipe-size.  When  cast  they  must  not  be 
less  than  the  following  weights : 


Diameters  Weights 


1/4  inches .  o  pound  8  ounces 

2  inches .  o  pound  14  ounces 

2  J4  inches .  l  pound  6  ounces 

3  inches .  2  pounds  0  ounces 

4  inches .  3  pounds  8  ounces 


35.  Brass  screw  caps  for  cleanouts  must  be  extra  heavy, 
not  less  than  one-eighth  of  an  inch  thick.  The  screw  cap 
must  have  a  solid  square  or  hexagonal  nut,  not  less  than 
one  inch  high,  with  a  least  diameter  of  one  and  one-half 
inches.  The  body  of  the  cleanout  ferrule  must  be  at  least 
equal  in  weight  and  thickness  to  the  caulking  ferrule  for 
the  same  size  of  pipe. 

36.  Where  cleanouts  are  required  by  rules  and  by  the 
approved  plans,  the  screw  cap  must  be  of  brass.  The 
engaging  part  must  have  not  less  than  six  threads  of  iron- 
pipe  size  and  be  tapered.  Cleanouts  must  be  of  full  size 
of  trap  up  to  four  inches  in  diameter,  and  not  less  than  four 
inches  for  larger  traps. 

37.  The  use  of  lead  pipes  is  restricted  to  the  short 
branches  of  the  soil  and  waste  pipes,  bends  and  traps,  roof 
connections  of  inside  leaders. 

“Short  branches”  of  lead  pipe  shall  be  construed  to  mean 
not  more  than : 


8  feet  of 

5  feet  of. 
2  feet  of. 
2  feet  of. 


ll * 3 * 5/2  inch  pipe 

2  inch  pipe 

3  inch  pipe 

4  inch  pipe 


38.  All  connections  between  lead  pipes  and  between  lead 
and  brass  or  copper  pipes  must  be  made  by  means  of  “wiped” 
solder  joint. 

39.  All  lead  waste,  soil,  vent  and  flush  pipes  must  be  of 
the  best  quality,  known  in  commerce  as  “D,”’  and  of  not 
less  than  the  following  weights  per  linear  foot: 


Weights  per 


Diameters  Linear  Foot 


1]4  inch  (for  flush  pipes  only) .  2l/2  pounds 

1  y2  inches .  3  pounds 

2  inches .  4  poutTds 

3  inches .  6  pounds 

4  and  4  inches .  8  pounds 


40.  All  lead  traps  and  bends  must  be  of  the  same  weights 
and  thicknesses  as  their  corresponding  pipe  branches.  Sheet 
lead  for  roof  flashings  must  be  six-pound  lead,  and  must 
extend  not  less  than  six  inches  from  the  pipe,  and  the  joint 
made  watertight. 

41.  Copper  tubing,  when  used  for  inside  leader  roof  con¬ 
nections,  must  be  seamless  drawn  tubing,  not  less  than  22 
gauge,  and  when  used  for  roof  flashings  must  be  not  less 
than  18  gauge. 


General  Regulations. 

42.  Each  building  must  be  separately  and  independently 
connected  with  a  public  or  private  sewer,  or  cesspool,  ex¬ 
cept  where  a  building  is  located  on  the  rear  of  the  same  lot 
with  another  building,  when  its  plumbing  and  drainage  sys¬ 
tem  may  be  connected  to  the  house-drain  of  the  front  build- 
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ing  behind  the  house  trap  and  fresh  air  inlet  which  shall 
be  used  for  both  buildings  if  sewer  connected;  or  may  be 
connected  to  an  existing  cesspool  of  front  house  and  be 
provided  with  a  separate  house  trap  and  fresh  air  inlet. 

43  Every  building  must  have  its  sewer  connections  di¬ 
rectly  in  front  of  the  building,  unless  permission  is  other¬ 
wise  granted  by  the  Superintendent  of  Buildings. 

44  Where  there  is  no  sewer  in  the  street  or  avenue,  and 
it  is  possible  to  construct  a  private  sewer  to  connect  in  an 
adjacent  street  or  avenue,  a  private  sewer  may  be  con¬ 
structed,  to  be  used  in  common  for  one  or  more  buildings. 

It  must  be  laid  outside  the  curb  under  the  roadway. 

45  Cesspool  and  privy  vaults  will  be  permitted  only  after 
it  has  been  shown  ,o  the  satisfaction  of  the  Superintendent 
of  Buildings  that  their  use  is  absolutely  necessary. 

46  When  allowed,  they  must  be  constructed  strictly  in 
accordance  with  the  terms  of  the  permit  issued  by  the  bu- 
perintendent  of  Buildings. 

47.  Cesspools  must  not  be  used  as  privy  vaults  nor  can 
privy  vaults  be  used  as  cesspools.  Cesspool  and  privy  vaults 
must  be  located  at  least  15  feet  from  any  building  and  on 
the  same  lot  as  building  for  which  their  use  is  intended 
Walls  of  cesspools  and  privy  vaults  when  constructed  of 
brick  must  be  8  inches  thick if  of  stone,  18  inches  thick. 
Bottoms  of  cesspools  and  privy  vaults .  must  be  of  stone 
concrete  6  inches  thick.  The  entire  interior  surface  of  cess¬ 
pools  and  privy  vaults  must  be  finished  with  a  coating  of 
Portland  cement  mortar  1  inch  thick. 

48.  As  soon  as  it  is  possible  to  connect  with  a  public 
sewer  the  owner  must  have  the  cesspool  and  privy  vault 
emptied,  cleaned  and  disinfected  and  filled  with  fresh  earth, 
and  have  a  sewer  connection  made  in  the  manner  here¬ 
with  prescribed. 

49  All  pipe  lines  must  be  supported  at^  the  base  on 
brick  piers,  or  by  heavy  iron  hangers  from  the  cellar  ceil- 
tag-beams,  and  along  the  line  by  heavy  iron  hangers  at 
intervals  of  not  more  than  ten  feet. 

50  All  pipes,  issuing  from  extensions  or  elsewhere, 
Which  would  otherwise  open  within  20  feet  °f  the  win¬ 
dow  of  any  building,  must  be  extended  above  the  top  of 
anv  window  located  within  such  distance..  ^lien 
building  exceeds  in  height  that  of  an  adjoining  build  iS 
aid  windows  or  openings  are  cut  m  the  wall  on  the  lot 
line  within  20  feet  of  the  roof  terminal  of  anv  soil,  waste 
or  vent  line  now  in  place  or  subsequently  installed  m  the 
lower  building,  the  owner  of  the  higher  building  \ines 
fray  the  expense  of  extending  said  soil,  waste  or  y«jt 
above  the  roof  of  the  higher  building,  or  shall  himself  mak 
such  alteration. 

51  The  arrangement  of  all  pipes  must  be  as  straight 
and  direct  as  possible.  Offsets  will  be  permitted  only  when 
unavoidable. 

52  All  pipes  and  traps  should,  where  possible,  be  ex¬ 
posed  to  view.  They  should  always  be  readily  accessible 
for  inspection  and  repairing. 

53.  In  everv  building  where  there  is  a  leader  connected 
to  the  drain,  if  there  are  any  plumbing  fixtures,  there  mus 
be  at  least  one  four  (4)  inch  pipe  extending  above  the  roof 
for  ventilation. 


Yard,  Area  and  Other  Drains. 


54.  All  vards,  areas  and  courts  exceeding  15  square  feet 
l  area  must  be  drained  into  the  sewer.  A  shaft  open  at 
ne  top  not  exceeding  25  square  feet  in  area,  and  which 
annot  be  connected  in  back  of  a  leader,  yard,  court  or  area 
rain  trap,  mav  be  drained  into  a  publicly-placed,  wa.er- 
upplied,  properly-trapped  and  vented  slop  sink. 


55. 


These  drains,  when  sewer-connected,  must  have  con- 


lections  not  less  than  three  inches  in  diameter.  They 
hould  be  controlled  by  one  trap — the  leader  trap,  if  possible. 

56.  Floor  drains  will  only  be  permitted  when  it  can  be 
shown  to  the  satisfaction  of  the  Superintendent  of  Buildings 
that  their  use  is  absolutely  necessary  and  arrangements  made 
to  maintain  a  permanent  water  seal  in  the  traps. 

57.  Cellar  drains  may  be  connected  in  back  of  and  con¬ 
trolled  by  a  leader,  yard,  court  or  area  drain  trap  which 
need  not  be  vented. 

58.  Subsoil  drains  should  discharge  into  a  sump  or  re¬ 
ceiving  tank,  the  contents  of  which  if  discharged  by  grav¬ 
ity  may  be  discharged  into  a  rain  leader,  yard,  court  or 
area  drain  behind  the  trap  controlling  same  or  may  be 
discharged  through  a  properly-trapped  and  vented,  .water- 
supplied  receptacle.  Where  mechanical  force  is  required  to 
discharge  the  contents  into  the  plumbing  and  drainage  sys- : 
tern,  a  proper  automatic  cut-off  or  check  valve  must  be  pro¬ 
vided  on  the  connection  between  house-drain  and  apparatus 
used  for  raising  the  contents  of  sump-pit. 

59.  The  contents  of  settling  chamber  or  dust  receptacle 
for  vacuum  cleaners  may  be  discharged  into  a  Plumbing 
and  Drainage  system,  the  same  as  sub-ioil  drain  sump-pit*. 

Leaders. 

60.  Every  building  shall  be  kept  provided  with  proper 
metallic  gutters  and  rain  leaders  for  conducting  water  from: 
all  roofs  in  such  manner  as  shall  protect  the  walls  and 
foundations  from  injury.  In  no  case  shall  the  water  from 
any  rain  leader  be  allowed  to  flow  upon  the  sidewalk  or 
adjoining  property,  but  the  same  shall  be  conducted  by 
proper  pipes  to  the  sewer.  If  there  be  no  sewer  in  the 
street  upon  which  the  building  fronts,  then  the  water  from 
said  leaders  may  be  conducted  by  proper  pipes  laid  below 
the  surface  of  sidewalk  to  the  street  gutter,  or  may  be  con¬ 
ducted  by  extra  heavy  cast-iron  pipe  to  a  leeching  cess-: 
pool  located  at  least  20  feet  from  any  building.  No  plumbing1 
fixtures  shall  discharge  into  a  leeching  cesspool. 

61.  Inside  leaders  must  be  made  of  cast-iron,  wrough 
iron  or  steel,  with  roof  connections  made  gas  and  watei 
tight  by  means  of  a  heavy  lead  or  copper-drawn  tubing 
wiped  to  a  brass  ferrule  or  nipple  caulked  or  screwed  int( 
the  pipe. 

62.  Outside  leaders  may  be  made  of  sheet  metal,  bu 

they  must  connect  with  the  house  drain  by  means  of  : 
cast-iron  pipe  extending  vertically  five  feet  above  the  gradi 
level.  <• 

63.  Leaders  must  be  trapped  with  cast-iron  running 
traps  so  placed  as  to  prevent  freezing. 

64.  Rain-water  leaders  must  not  be  used  as  soil,  was! 
or  vent  pipes,  nor  shall  any  such  pipe  be  used  as  a  leader 

The  House  Sewer,  House  Drain,  House  Trap  and 
Fresh  Air  Inlet. 

65.  Old  house  sewers  may  be  used  in  connection  with  ne\ 
buildings  or  new  plumbing  only  when  they  are  found,  on  ex 
amination  by  the  plumbing  inspector,  to  conform  in  all  re 
spects  to  the  requirements  governing  new  sewers. 

66.  When  a  proper  foundation  consisting  of  a  nature' 
bed  of  earth,  rock,  etc.,  can  be  obtained,  the  house  sewe 
can  be  of  earthenware  pipe. 

67.  Where  the  ground  is  made  or  filled  in,  or  wher 
the  pipes  are  less  than  three  feet  deep,  or  in  any  cas 
where  there  is  danger  of  settlement  by  frost  or  from  an 
cause,  and  when  cesspools  are  used,  the  house  sewer,  mu: 
be  of  extra  heavy  cast-iron  pipe,  with  lead-caulked  joint 

68.  No  earthenware  house-drain,  when  found  in  a  leak 
or  defective  condition,  shall  be  repaired  or  replaced  exce] 
with  heavy  cast-iron  pipe. 

69.  The  house-drain  and  its  branches  must  be  of  e: 
tra  heavy  cast  iron  when  under  ground,  and  of  exti 
heavy  cast  iron  or  galvanized  wrought  iron  or  ste 
when  above  ground,  except  as  provided  in  Rule  20  < 
these  rules. 
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70.  The  house  drain  must  properly  connect  with  the 
house  sewer  at  a  point  two  feet  outside  of  the  outer  front 
vault  or  area  wall  of  the  building.  An  arched  or  other 
proper  opening  must  be  provided  for  the  drain  in  the  wall 
to  prevent  damage  by  settlement. 

71.  The  house  drain  if  above  the  cellar  floor  must  be 
supported  at  intervals  of  ten  feet  by  eight-inch  brick  piers 
or  suspended  from  the  floor  beams,  or  be  otherwise  prop¬ 
erly  supported  by  proper  hangers  placed  not  more  than  10 
feet  apart. 

72.  No  steam-exhaust,  boiler  blow-off  or  drip-pipe  shall 

be  connected  with  the  house-drain.  Such  pipes  must  first 
discharge  into  a  proper  condensing  tank,  and  from  this  a 
proper  outlet  to  the  house  sewer  outside  of  the  building 
must  be  provided.  In  low  pressure  steam  systems  the  con¬ 
densing  tank  may  be  omitted,  but  the  waste  connections 
must  be  otherwise  as  above  required. 

73.  The  house-drain  and  house-sewer  must  be  run  as 
direct  as  possible,  with  a  fall  of  at  least  one-quarter  inch 
per  foot,  all  changes  in  direction  made  with  proper  fittings, 
and  all  connections  made  with  Y  branches  and  one-eighth 
and  one-sixteenth  bends. 

74.  The  house-sewer  and  house-drain  must  be  at  least 
four  inches  in  diameter  when  receiving  the  discharge  of  a 
water-closet.  Where  rain  leaders  are  connected  to  the 
plumbing  system,  the  sizes  of  house-sewer,  house-drain 
and  leader  connections  shall  be  computed  according  to  the 
square  feet  of  area  drained  into  them.  No  house-sewer  or 
house-drain  shall  be  of  less  diameter  than  the  largest  line 
of  pipe  connected  thereon.  The  following  table  is  the  maxi¬ 
mum  area  allowed  to  drain  into  pipes  of  given  diameter : 


Diameter 


of  Fall  Fall 

Pipe  54  Inch  Per  Foot  l/2  Inch  per  Foot 


3  .  1,200  square  feet  1,500  square  feet 

4  .  2,500  square  feet  3,200  square  feet 

5  .  4,500  square  ieet  6,000  square  feet 

6  .  8,000  square  feet  10,000  square  feet 

7  . 12,400  square  feet  15,600  square  feet 

8  . 18,000  square  feet  22,500  square  feet 

9  . 25,000  square  feet  31,500  square  feet 

10 . 41,000  square  feet  59,000  square  feet 

12 . 69,000  square  feet _ 98,000  square  feet 


75.  Full  size  Y  and  T  branch  fittings  for  handhole 
deanouts  must  be  provided  where  required  on  house-drain 

ind  its  branches.  No  cleanout  need  be  larger  than  6  inches 

n  diameter. . 

76.  An  iron  running  trap  must  be  placed  in  the  house- 
Irain  near  the  front  wall  of  the  house,  and  on  the  sewer 
side  of  all  connections,  except  a  Y  fitting  used  to  receive 
he  discharge  .  from  an  automatic  sewage  lift,  oil  sepa¬ 
rator,  or  a  drip-pipe  where  one  is  used.  If  placed  outside 
if  the  house  or  below  the  cellar  floor,  it  must  be  made 
iccessible  in  a  brick  manhole,  the  walls  of  which  must 
ie  eight  inches  thick,  with  an  iron  or  flagstone  cover. 
A  hen  outside  the  house  it  must  never  be  less  than  three 
feet  below  the  surface  of  the  ground. 

77.  When  the  plumbing  system  of  any  building  is  altered 
iy  the  addition  of  a  new  soil,  waste  or  vent  line  to  the 
;xtent  of  .50  per  cent,  or  more,  and  no  house  trap  and 
resh  air  inlet  or  leader  trap  exists  on  the  house-drain, 
■ame  shall  be  provided. 

78.  The  house  trap  must  have  two  cleanouts,  with  brass 
crew  cap  ferrules  caulked  in. 

79.  A  fresh-air  inlet  pipe  must  be  connected  with  the 
louse-drain,  just  inside  of  the  house  trap  and  extended  to 
ne  outer  air,  terminating  with  open  end  at  least  one  foot 
hove  the  grade  at  most  available  point  to  be  approved 
>y  the  Superintendent  of  Buildings  and  shown  on  plans. 


The  fresh-air  inlet  pipe  shall  be  one-half  the  diameter  of 
house-dram  but  not  less  than  4  inches  in  diameter. 

80  No  curb  box  or  similar  device  with  grating  placed 
in  sidewalk  will  be  permitted  for  fresh  air  inlets* 

Soil  and  Waste  Lines. 

81.  All  main,  soil,  waste  or  vent  pipes  must  be  of  iron 
steel  or  brass.  ’ 

82  When  they  receive  the  discharge  of  fixtures  on 

caHhrp°  at  the  ffirSt’  uhey  must  be  extended  in  full 

calibre  at  least  one  foot  above  the  roof  coping,  and  well 

away  from  all  shafts,  windows,  chimneys  or  other  ven- 

eteartinflL°PenmPk  WihCn  ]teSS  than  four  inches  in  diam' 
eter,  they  must  be  enlarged  to  four  inches  at  a  point  not 

less  than  one  foot  below,  the  roof  surface  by  an  increaser 

not  less  than  nine  (9)  inches  long. 

83.  No  caps,  cowls  or  bends  shall  be  affixed  to  the 
top  of  such  stack. 

84.  .  In  all  buildings,  wire  baskets  must  be  securely  fas- 
ened  into  the  opening  of  each  pipe  in  an  accessible  position. 
When  roofs  are  used  for  drying  purposes  or  roof  gardens, 
all  pipes  shall  be  extended  to  a  height  of  seven  feet. 

85  Necessary  offsets  above  the  highest  fixture  branch 
must  not  be  made  at  an  angle  of  less  than  forty-five 
degrees  to  the  horizontal. 3 4 5 6  7 8 9 10 

86.  Soil  and  waste  pipes  must  have  proper  Y  or  TY 
branches  for  all  fixture  connections. 

87  No  connection  to  lead  branches  for  water-closets 
vent  SmkS  W1  bC  permitted’  excePt  the  required  branch 

88.  Branch  soil  and  waste  pipe  must  have  a  fall  of  at 
least  one-quarter  inch  per  foot. 

89.  Short  TY  branches  will  be  permitted  on  vertical 
lines  ,  only.  Long  one-quarter  bends  and  long  TY’s  are 
permitted.  Short  one-quarter  bends  and  double  hubs,  short 
roof  mcreasers .  and  common  offsets,  and  bands  and  sad¬ 
dles  are  prohibited. 

90.  The  diameters  of  soil  and  waste  pipes  must  not  be 
less  than  those  given  in  the  following  table: 


Main  soil  stacks  in  buildings  serving  not  more 
than  two  sets  of  fixtures  in  four  or  less  stories 
Main  soil  stacks  in  residence  buildings  serving 
not  more  than  two  sets  of  fixtures  in  five 
or  six  stories . 

Main  soil  stacks  in  all  other  cases . 

Branch  soil  pipes  for  not  more  than  four  wa¬ 
ter  closets . 

Branch  soil  pipes  for  more  than  four  water- 
closets  . 

Main  waste  stacks . 

Main  waste  stacks  for  kitchen  sinks  on  six  or 
more  floors . 

Branch  waste  pipes  for  slop  sinks . 

Branch  waste  pipes  for  laundry  tubs . 

When  set  in  ranges  of  three . 

Branch  waste  for  kitchen  sinks  . 

Branch  waste  for  urinals . 

Branch  waste  for  other  fixtures . 


4  inches 

4  inches 

5  inches 

3  inches 

4  inches 

2  inches 

3  inches 
3  inches 

1  Vi  inches 

2  inches 
2  inches 
2  inches 
154  inches 


A  set  of  fixtures,  as  used  in  this  rule,  shall  include  not 
more  than  one  water-closet,  one  bath  tub,  one  wash  basin, 
one  sink  and  two  laundry  trays. 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps 
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*3432  £?s£& 
S&  wstfS 

■tt„j  for  such  fixtures  in  buildings  not  ovei  eight  (  _) 
stories  in  height,  ^ 

™es,  the  St  pipe  may  also  be  omitted,  for  such  fixtures 

in  buildings  over  eight  (8)  stones  in  height. 

«■  A",  T„‘r  Kss'inTSheaynmurbne  leased  ffS^ 
:er,r0andSeln0dredbrabove  ^  ^  jS.’SS 

six  floors. 


ter-closets  each  fixture  shall  be  so  located  that  its  trap  will 
be  not  more  than  two  (2)  feet  distant  from  the  horizontal 
branch  waste  line  into  which  it  discharges.  When  the  ordi¬ 
nary  tvpe  of  venting  is  installed  and  the  number  of  branch 
or  back  vents  from  the  traps  of  fixtures  connecting  to  any 
main  branch  vent  exceeds  the  number  and  size  given  in  the 
following  table,  a  3-inch  main  branch  vent  must  be  pro¬ 
vided  for  the  additional  vent  connections. 


2-llA  inch  branches  on  a  1J4  inch  main  branch. 

4-2  inch  branches  on  a  2  inch  main  branch. 

7_1  y2  inch  branches  on  a  2  inch  main  branch. 

2-2  1  inch  branches  on  a  2  inch  main  branch. 

4- 134  ) 

l  inch  branches  on  a  2  inch  main  branch. 

5- 1/4  j _ ' 


Traps. 


X  IlUUlS.  . 

93  All  offsets  must  be  made  at  .an  angle  of  "Ji  g 
cumulation  of  rust  scale. 

94.  Branch  vent  pipes  shall  be  kept  above  the  to^of.  all 
connecting  fixtures,  so  as  ,to  preIe  |  nt  p;pes  should 

, « Js 

rade„  Te  fixture  and^  L  “branch  vent%ip=  must  be  so 
have  no  vent  horns. 

of  fixtures  discharging  into  such  bianc  pip  • 

96.  No  sheet  metal,  brick  or  other  flue  shall  be  use 
as  a  vent  pipe. 


99.  No  form  of  trap  will  be  permitted  to  be  used  unless 
it  has  been  approved  by  the  Superintendent  of  Buildings 
or  the  Board  of  Standards  and  Appeals. 

No  anti-siphon  trap  or  deep-seal  siphon-jet  fixture  shall 
be  approved  until  it  has  successfully  passed  such  test  as 
may  be  prescribed  by  the  Board  of  Standards  and  Appeals. 


100.  No  masons’  cesspool,  bell,  pot,  bottle  or  D-trap 
will  be  permitted,  nor  any  form  of  trap  that  is  not  self¬ 
cleaning,  nor  that  has  interior  chamber  or  mechanism, 
nor  any  trap  except  earthenware  ones  that  depend  upon 
“terio/  partitions  for  a  seal.  Backwater  or  tide  valve* 
will  only  be  permitted  when  it  can  be  shown  to  the  sat¬ 
isfaction  of  the  Superintendent  of  Buildings  that  their 
use  is  absolutely  necessary  and  of  a  type  as  approved  by 
him. 


101.  Every  fixture  must  be  separately  trapped  by  a 
water-sealing  trap  placed  as  close  to  the  fixture  outlet  as 
possible,  and  no  trap  shall  be  placed  more  than  2  feet  C 
inches  from  any  fixture. 


97.  The  sizes  of  vent  pipes  throughout  must  not  be  less 
than  the  following: 


102  A  set  of  not  more  than  three  wash  trays  ma> 
connect  with  a  single  trap,  or  into  the  trap  of  an  ad- 
joining  sink,  provided  both  sink  and  tub  waste  outlets  an 
on  the  same  side  of  the  waste  line,  and  the  smk  ts  neares 
the  line.  When  so  connected,  the  waste  pipe  from  tni 
wash  trays  must  be  branched  in  below  the  water-seal. 


For  main  vents,  two  inches 

closets  on  three  or  mo  >  floors  two  inches 

for  other  fixtures  an  less  ti *ns evem  floe ^ 

in  diameter;  three-inch  ^  p.i  eight  and  less  than 

pipe*’ Superintendent  of  Buildings. 

smaller  in  diameter  than  above  state  . 

For  long  when  o«r 

35  Sin  length  but  not  exceeding  50  feet,  three  mches 

i^rr  caT  a^ain'M  of"  S  diameter  than 
the  largeset  branch  vent  connecting  to  same. 

98.  When  the  plumbing  fixtures  installed  m  any  bmld- 

HlStion  ma^b^^tall^d^^ro^ded  tlmt  for  hatteries^f  wa- 

ms 


103.  The  discharge  from  any  fixture  must n0!jj“ 
through  more  than  one  trap  before  reaching  the  house 

drain. 


104.  All  traps  must  be  well  supported  and  set  true  wit! 
respect  to  their  water  levels. 


105.  All  fixtures,  other  than  water-closets  and  urinal, 
must  have  strong  metallic  strainers  or  bars  over  the  outlet 
to  prevent  obstruction  of  the  waste  pipe. 

106.  All  exposed  or  accessible  traps,  except  water-closi 
traps  must  have  brass  trap  screws  for  cleaning  the  tra 
placed  on  the  inlet  side,  or  below  the  water  level. 


107  All  iron  trap*  tor  house-drain,  yard  and  other  draw 
and  leaders  must  bit  running  traps  with  handhole ^tatou 
of  full  size  of  the  traps,  when  same  are  Jjf1  aJcess  b 

inches.  All  traps  under  ground  must  be  made  access 
by  brick  manholes  with  proper  covers. 

108.  Overflow  pipes  from  fixtures  must  in  all  cases 
connected  on  the  inlet  side  of  traps. 

109.  All  earthenware  traps  mart  1 £ 
brass  floor  plates  properly  secured  to  the  branch  so  p 
and  bolted  to  the  trap  flange,  and  the  joint  made  g  * 

The  use  of  rubber  washers  for  'Tri'ace and'i 

hibited.  All  floor  flanges  must  be  set  m  place 
spected  before  any  water-closet  is  set  thereon. 
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110.  No  trap  shall  be  placed  at  the  foot  of  main  soil 
and  waste  pipe  lines. 

111.  Every  plunge  bath  shall  be  provided  with  a  trap 
at  least  four  inches  in  diameter,  the  waste  from  trap  to 
bath  to  be  reduced  to  two  inches  in  diameter  and  this 
waste  to  be  controlled  by  a  gate  valve.  Overflow  pipes, 
if  provided,  must  be  connected  on  inlet  side  of  trap.  Ex¬ 
cept  where  an  approved  anti-siphon  trap  is  installed  in 
the  manner  specified  in  Rule  91,  such  trap  must  be  ven¬ 
tilated  by  a  separate  vent  line  extended  above  the  roof, 
of  the  same  size  as  trap  and  water  connection. 

112.  The  sizes  for  traps  must  not  be  less  than  those 
given  in  the  following  table: 


Traps  for  water-closets 
Traps  for  slop  sinks.... 
Traps  for  kitchen  sinks. 
Traps  for  wash  trays... 

Traps  for  urinals . 

Traps  for  shower-baths. 
Traps  for  other  fixtures 


4  inches  in  diameter 

3  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

V/2  inches  in  diameter 


Traps  for  leaders,  area,  floor  and  other  drains  must 
be  at  least  3  inches  in  diameter. 

113.  Every  dental  cuspidor  must  be  separately  trapped 
by  a  trap  of  at  least  one  and  one-half  (1^4)  inches  in 
diameter,  which  shall  be  vented  except  where  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  and  placed  as  close  to  the  fixture  as  possible.  The  con¬ 
nection  between  trap  and  cuspidor  may  be  three-quarters 
(24)  of  an  inch  in  diameter. 

114.  No  plumbing  fixtures,  except  bar  sinks,  soda  foun¬ 
tains  or  drinking  fountains,  shall  be  installed  with  an  in¬ 
direct  waste  connection  to  the  plumbing  and  drainage  sys¬ 
tem.  The  waste  of  every  bar  sink,  soda  fountain  and  drink¬ 
ing  fountain,  if  not  directly  connected,  must  discharge  over 
a  properly  water-supplied,  trapped  sink,  with  trap  vented, 
unless  an  approved  anti-siphon  trap  is  installed  in  the  man¬ 
ner  specified  in  Rule  91.  The  main  waste  lines  shall  be 
two  (2)  inches  in  diameter,  and  the  branches  to  fixtures 
at  least  one  and  one-half  (1^4)  inches  in  diameter.  Drink¬ 
ing  fountains  must  be  trapped  and  the  waste  line  extended 
through  the  roof.  No  vent  connections  need  be  provided. 

Safe  and  Refrigerator  Waste  Pipes. 

115.  Safe  and  refrigerator  waste  pipes  must  be  of  gal¬ 
vanized  iron,  and  be  not  less  than  1*4  inches  in  diameter 
nor  larger  than  1J4  inches  in  diameter  with  pipe  branches 
at  least  1  inch  in  diameter  with  strainers  over  each  inlet. 

116.  Safe  and  refrigerator  waste  pipes  shall  not  be 
trapped.  They  must  discharge  over  a  properly  water-sup¬ 
plied,  trapped  sink,  with  trap  vented  unless  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  such  sink  to  be  publicly  placed,  and  not  more  than  4 
feet  above  the  floor.  In  no  case  shall  any  refrigerator  or 
safe  waste  pipe  discharge  over  a  sink  located  in  a  room 
used  for  living  purposes. 

117.  The  branches  on  vertical  lines  must  be  made  by 
Y  or  TY  fittings  and  carried  up  to  the  safe  with  as  much 
pitch  as  possible. 

118.  Lead  safes  must  be  graded  and  neatly  turned  over 
bevel  strips  at  their  edges. 

119.  Where  there  is  an  offset  on  a  refrigerator  waste 
pipe  in  the  cellar,  there  must  be  cleanouts  to  control  the 
horizontal  part  of  the  pipe. 

120.  In  all  lodgings  and  tenement  houses  the  safe  and 
refrigerator  waste  pipes  must  extend  above  the  roof. 


Watei  Closets.  Sinks  and  Washtubs. 


( Good  except  as  relating  to  tenement  houses  and  factories .) 

121.  In  all  buildings  occupied  as  stores,  dwellings,  lodg¬ 
ing  or  boarding  houses,  hotels,  offices,  lofts,  workshops,  fac¬ 
tories  or  storage  houses,  there  must  be  at  least  one  water- 
closet  in  each  building.  There  must  be  sufficient  water- 
closets  so  that  there  will  never  be  more  than  15  persons  to 
each  water-closet  In  places  of  public  assembly,  the  num¬ 
ber  of  toilets  and  the  most  available  location  are  to  be  de¬ 
termined  by  the  Superintendent  of  Buildings. 

122.  Separate  water-closets  and  toilet  rooms  must  be  pro¬ 
vided  for  each  sex  in  buildings  used  as  workshops,  lofts, 
office  buildings,  factories,  hotels,  and  all  places  of  public 
assembly. 

123.  In  lodging  houses,  there  must  be  one  water-closet 
on  each  floor,  and  where  there  are  more  than  15  persons 
on  any  floor  there  must  be  an  additional  water-closet  on 
that  floor  for  every  15  additional  persons  or  fraction 
thereof. 

124.  In  tenement  houses,  lodging  houses,  factories,  work¬ 
shops,  and  all  public  buildings,  the  entire  water-closet  apart¬ 
ment,  and  side  walls  to  a  height  of  six  inches  from  the 
floor,  except  at  the  door,  must  be  made  waterproof  with 
asphalt,  cement,  tile,  metal  or  other  waterproof  material 
as  approved  by  the  Superintendent  of  Buildings. 

125.  In  all  buildings,  the  water-closet  and  urinal  apart¬ 
ments  must  be  ventilated  to  the  outer  air  by  windows  open¬ 
ing  on  the  same  lot  upon  which  the  building  is  situated 
or  by  a  ventilating  skylight  placed  over  each  room  or  apart¬ 
ment  wherein  such  fixtures  are  located. 

126.  In  all  buildings,  the  outside  partition  of  any  water- 

closet  or  urinal  apartment  must  be  air-tight  and  extend 
to  the  ceiling  or  be  independently  ceiled  over.  When  neces¬ 
sary  to  properly  light  such  apartments,  the  upper  part  of 
the  partitions  must  be  provided  with  translucent  glass.  The 
interior  partitions  of  such  apartments  must  be  dwarfed  par¬ 
titions. 

127.  The  general  water-closet  accommodation  of  any 
building  cannot  be  placed  in  the  cellar,  nor  can  any  water- 

closet  be  placed  outside  of  a  building  except  to  replace  an 

existing  water-closet. 

128.  In  alteration  work  where  it  is  not  practicable  to 
ventilate  a  water-closet  or  urinal  apartment  by  windows  or 
a  skylight  directly  to  the  outer  air,  there  may  be  provided 
a  galvanized  wrought  iron  vent  duct  extended  to  the  outer 
air  which  must  be  equal  in  area  to  at  least  144  inches  for 
one  water-closet  or  urinal,  and  an  additional  72  square 
inches  for  each  water-closet  added  therein. 

129.  Where  water-closets  will  not  support  a  rim-seat,  the 
seat  must  be  supported  on  galvanized  iron  legs. 

130.  Every  earthenware  water-closet  with  connection 
through  the  floor  in  all  new  work,  and  in  all  alterations, 
must  be  set  on  an  approved  floor  slab  of  porcelain,  slate 
or  other  material  impervious  to  moisture,  same  to  be  not 
less  in  size  than  the  base  of  the  water-closet  set  thereon. 

131.  All  water-closets  must  have  earthenware  flushing 
rim  bowls.  They  must  be  set  entirely  free  and  open  from 
all  enclosing  woodwork. 

132.  Pan,  plunger,  offset-washout  and  washout,  or  other 
water-closets  having  an  unventilated  space,  or  the  walls 
of  which  are  not  thoroughly  washed  out  at  each  discharge, 
will  not  be  permitted. 

133.  Long  hopper  water-closets  will  not  be  permitted, 
except  earthenware  hoppers  where  there  is  an  exposure 
to  frost. 

134.  Drip  trays  on  water-closets  will  not  be  permitted. 

135.  Water-closets  and  urinals  must  never  be  connected 
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directly  with  or  flushed  from  the  water-supply  pipes,  ex¬ 
cept  when  flushometer  valves  are  used. 

136.  Each  water-closet  and  urinal  must  be  flushed  from 
a  separate  cistern,  the  water  from  which  is  used  for  no 
other  purpose,  or  may  be  flushed  through  flushometer  valves. 

137.  Where  “Flushometers”  are  used,  they  must  be  sup¬ 
plied  from  tank  pressure,  unless  otherwise  permitted  by 
the  Superintendent  of  Buildings ;  the  rising  lines  shall  be 
at  least  one  and  one-half  inches  in  diameter,  and  the  main 
branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  men 
in  diameter,  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall  not 
exceed  twelve  inches  in  length. 

138  The  overflow  of  cisterns  may  discharge  into  the 
bowl  of  the  closet,  but  in  no  case  connect  with  any  part 
of  the  drainage  system. 

139.  Iron  water-closet  and  urinal  cisterns  and  automatic 
water-closet  and  urinal  cisterns  are  prohibited,  unless  ap¬ 
proved  by  the  Superintendent  of  Buildings. 

140.  The  copper  lining  of  water-closet  and  urinal  cisterns 
must  not  be  lighter  than  ten  (10)  ounce  copper. 

141.  Water-closet  flush  pipes  must  not  be  less  than 
one  and  one-fourth  inches  and  urinal  flush  pipes  one  (1) 
inch  in  diameter,  and  if  of  lead  must  not  weigh  less  than 
two  and  one-half  pounds  and  two  pounds  per  linear  foot. 
Flush  couplings  must  be  of  full  size  of  the  pipe. 

142.  Rubber  connections  and  elbows  are  not  permitted 
on  flush  pipes. 

143.  Latrines,  trough  water-closets  and  similar  appliances 
may  be  used  only  on  written  permit  from  the  Superintend¬ 
ent  of  Buildings,  and  must  be  set  and  arranged  as  may  be 
required  by  the  terms  of  the  permit. 

144  All  urinals  must  be  constructed  of  materials  im¬ 
pervious  to  moisture,  and  that  will  not  corrode  under  the 
action  of  urine.  The  floor  and  wall  of  the  urinal  apart- 
ments  must  be  lined  with  similar  non-absorbent  and  non- 
corrosive  material. 

145.  The  platforms  of  treads  of  urinal  stalls  must  never 
be  connected  independently  to  the  plumbing  system,  nor 
car.  they  be  connected  to  any  safe  waste  pipe. 

146.  Iron  trough  water-closets  and  trough  urinals  must 
be  enameled  or  galvanized. 

147.  In  all  houses,  sinks  must  be  entirely  open,  on  iron 
legs  or  brackets  without  any  inclosing  woodwork. 

148.  Wooden  wash  tubs  are  prohibited,  except  when  used 
in  hotels,  restauiants  or  bottling  establishments  for  wash¬ 
ing  dishes  or  bottles.  Cement  or  artificial  stone  tubs  will 
not  be  permitted  unless  approved  by  the  Superintendent  of 
Buildings. 

Water  Supply  for  Fixtures. 

149.  All  water-closets  and  other  plumbing  fixtures  must 
be  provided  with  a  sufficient  supply  of  water  for  flushing 
to  keep  them  in  a  proper  and  cleanly  condition. 

Flush  tanks  must  have  a  capacity  of  eight  gallons  for 
water-closets  and  five  gallons  for  urinals. 

150.  House  service  pipes  must  be  connected  to  the  street 
mains  by  means  of  taps,  and  a  stop-cock  or  valve  placed  under 
the  sidewalk  at  the  curb,  in  compliance  with  the  rules  and 
under  the  supervision  of  the  Department  of  Water  Supply, 
Gas  and  Electricity. 

151.  A  separate  stop  or  valve  must  be  placed  upon  the 
service  pipe  inside  the  front  wall. 

152.  The  diameters  of  street  service  pipes  must  not  be 
less  than  three-quarter  inch  for  dwellings  and  tenements 
occupied  by  six  families  or  less;  one  inch  for  tenements 
and  one  and  one-half  inch  for  hotels,  factories  and  other 
miscellaneous  buildings,  provided  that  in  no  case  can  the 
diameter  of  the  service  pipes  be  less  than  the  diameter  of 
the  tap  installed  under  the  supervision  of  the  Department 
of  Water  Supply,  Gas  and  Electricity. 


Riser  Lines. 

153.  The  diameter  of  all  riser  lines  in  plumbing  sys¬ 
tems  shall  be  not  less  than  three-quarters  (&)  inches; 
except  that  when  lead  or  brass  pipe  is  used,  the  minimum 
diameter  may  be  one-half  (J4)  inch. 

Separate  stop-cocks  or  valves,  so  located  as  to  be  ac¬ 
cessible  at  all  times,  shall  be  placed  at  the  foot  of  each 
riser  line  and,  in  all  buildings  other  than  residence  build¬ 
ings  occupied  exclusively  by  one  or  two  families  or  hav¬ 
ing  not  more  than  fifteen  sleeping  rooms,  on  each  branch 
line  from  the  riser  for  each  isolated  fixture  or  each  group 
of  fixtures,  such  as  bathroom  fixtures,  kitchen  fixtures,  etc.; 
except  that  only  one  stop  cock  or  valve  shall  be  required 
for  tb:  fixtures  contained  in  any  one  apartment,  suite, 
store  or  loft  occupied  by  one  tenant  when  all  the  fixtures 
contain  id  in  each  such  apartment,  suite,  store  or  loft  are 
suppliel  from  one  branch  line. 

154.  Diameters  of  branches  to  any  fixtures  must  not 
be  less  than  one-half  inch,  except  when  used  to  supply  wa¬ 
ter-closets,  cisterns  or  lavatories.  When  the  material  used 
is  lead  or  brass  pipe,  the  minimum  diameter  may  be  three- 
eighths  inch.  Branches  for  flush  valves  for  water-closets 
must  not  be  less  than  one  and  one-quarter  inch  in  diameter 
and  for  urinals  not  less  than  three-quarters  of  an  inch  in 
diameter. 

155.  Where  a  hot  water  supply  system  is  installed,  the 
distance  between  the  hot  and  cold  water  risers  should  not 
be  less  than  six  inches.  Where  it  is  impossible,  to  place 
them  six  inches  or  more  apart,  the  hot  water  riser  must 
be  covered  with  an  approved  insulating  material  and  a 
method  of  circulation  provided  that  will  insure  a  prompt 
delivery  of  hot  water  at  the  faucet  when  required. 

All  hot  water  systems  in  buildings  of  more  than  four 
stories  in  height  shall  be  of  an  approved  circulating  type. 
In  buildings  of  four  stories  or  less  where  the  developed 
length  of  hot  water  piping  exceeds  100  feet  from  the  boiler 
to  "the  fixture,  an  approved  circulating  system  shall  be 
installed. 

156.  All  risers  and  branches  must  be  properly  fastened. 

157.  When  the  water  pressure  is  not  sufficient  to  sup¬ 
ply  freely  and  continuously  all  fixtures,  a  house  supply 
tank  must  be  provided  of  sufficient  size  to  afford  an  ample 
suoply  of  water  -to  all  fixtures  at  all  times.  Such  tanks 
must  be  supplied  from  the  pressure  or  by  power  pumps 
as  may  be  necessary;  when  from  the  pressure,  ball  cocks 
must  be  provided. 

158  House  supply  tanks  must  be  metal-covered  so  a: 
to  exclude  dust  and  so  located  as  to  prevent  water  con 
tamination  by  gas  and  odors  from  plumbing  fixtures. 

159.  House  supply  tanks  must  be  of  wood  or  iron,  o 
of  wood  lined  with  tinned  and  planished  copper. 

160.  House  tanks  must  be  supported  on  iron  beams. 

161.  The  overflow  pipe  should  discharge  upon  the  rool 
where  possible,  and  in  such  cases  should  be  brought  dow 
to  within  six  (6)  inches  of  the  roof,  or  it  must  be  trappe 
and  discharged  over  an  open  and  water-supplied  sink  nc 
m  the  same  room,  nor  over  three  and  one-half  feet  abov 
the  floor.  In  no  case  shall  the  overflow  be  connected  wit 
any  part  of  the  plumbing  system. 

162  Emptying  pipes  for  such  tanks  must  be  provide 
and  be  discharged  in  the  manner  required  for  overtio 
pipes,  and  may  be  branched  into  overflow  pipes.  Emptyin 
pipes  for  tanks  containing  more  than  five  hundred  (50U 
gallons  must  be  four  (4)  inches  in  diameter  and  provide 
with  a  valve  of  same  size  fitted  with  a  wheel  or  levi 
handle. 

163.  Acid  wastes  must  be  “B”  lead  pipe  or  earthen  pip* 
if  of  lead  pipe  they  must  be  at  least  two  inches  in  diaii 
eter,  and  if  of  earthen  pipe  at  least  three  inches^ 
and  continued  down  to  the  lower  story  of  building  &1 
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so  arranged  as  to  discharge  into  a  lime  box  and  diluting 
sink  properly  trapped  and  vented  and  connected  inside  of 
house  trap.  If  the  lime  box  and  diluting  sink  are  not  used 
the  acid  waste  must  be  extended  to  an  earthen  house  sewer 
or  separately  and  independently  connected  to  a  public  or  pri¬ 
vate  sewer  in  street  and  provided  with  an  accessible  run¬ 
ning  trap  located  just  inside  of  front  wall  of  building. 
All  branches  and  joints  on  lead  acid  wastes  must  be  made 
by  means  of  burnt  lead  joints.  If  earthenware  pipe  is  used, 
vertical  joints  must  be  made  with  a  mixture  of  asphaltum 
and  cement.  Each  length  of  pipe  on  vertical  runs  and  on 
horizontal  runs  when  above  the  cellar  floor  must  be  sup¬ 
ported  at  each  hub  by  proper  supports.  All  floor  drains 
and  fixture  connections  must  be  trapped  and  run  as  direct 
as  possible. 

! 

Sewage  Lifts. 

164.  When  it  is  necessary  to  use  a  sump  system  and 
sewage  lift  to  receive  the  discharge  from  the  waste  or  soil 
connection  to  fixtures,  same  shall  be  arranged  to  be  ac¬ 
cessible.  If  discharged  with  compressed  air  it  shall  be 
connected  to  the  house  drain  on  the  sewer  side  of  all  leader 
or  area  drain  traps  and  fixture  connections  n r  may  be  con¬ 
nected  to  house  drain  on  the  sewer  side  of  house  trap.  A 
separate  trap  and  fresh  air  inlet  must  be  provided  on  the 
inlet  side  of  sump  and  a  4-inch  pipe  line  continued  from 
drain  discharging  into  sump  up  to  and  above  roof,  for 
purposes  of  ventilation.  Relief  pipes  must  be  provided  on 
sewage  receptacles  of  sumps.  Traps  of  fixtures  connected 
to  sump  systems  must  not  be  vented  to  vent  lines  which 
are  used  to  ventilate  traps  of  fixtures  on  gravity  system. 
Sump  systems  should  be  entirely  separate  both  as  to  dis¬ 
charge  and  venting  from  rest  of  plumbing  system  in  build¬ 
ings. 

Oil  Separators. 

165.  Oil  separators  installed  in  any  building  where  vola¬ 
tile  fluids  are  used  must  be  arranged  to  be  readily  accessible. 
They  must  not  receive  the  discharge  of  any  water-closet 
rain  leader,  yard,  court  or  area  drain. 

166.  They  must,  if  discharged  by  gravity,  be  connected 
by  a  Y  branch  fitting  to  the  house  drain  behind  the  house 
trap  in  such  a  manner  that  they  will  not  interfere  with  the 
house  drain  and  the  rest  of  the  plumbing  and  drainage  sys¬ 
tem.  When  mechanical  force  is  used  to  discharge  the  con¬ 
tents,  the  connection  must  be  made  by  a  Y  branch  fitting 
on  the  sewer  side  of  house  trap. 

167.  No  separate  running  trap  need  be  provided  on  the 
drain  entering  oil  separators,  but  a  separate  fresh  air  inlet 
and  vent  line  must  be  provided  to  keep  the  system  of  drain¬ 
age  controlled  by  the  oil  separator  entirely  separate  from 
the  rest  of  plumbing  and  drainage  system. 

168.  The  size  of  fresh  air  inlet  shall  be  determined  by 
the  size  of  inlet  connection  to  oil  separator,  which  shall 
be  considered  the  same  as  the  term  house-drain  for  de¬ 
termining  the  size  of  all  fresh  air  inlets,  which  shall  con¬ 
form  to  tht  same  requirements  as  regards  size  and  arrange¬ 
ment  of  terminals  for  fresh  air  inlets  as  called  for  in  regu¬ 
lations. 

169.  Vent  lines  shall  conform  in  all  respects  to  vent  lines 
for  plumbing  fixtures  as  regards  size  and  arrangement. 

170.  Relief  pipes  must  be  provided  at  least  lYt  inches  in 
diameter.  They  may  be  connected  to  a  vent  line  when  in¬ 
stalled  as  a  separate  system  or  must  be  carried  independently 

above  the  roof. 

Testing  the  Plumbing  System. 

171.  The  entire  plumbing  and  drainage  system  within  the 

building  must  be  tested  by  the  plumber,  in  the  presence  of 


a  Plumbing  Inspector,  under  a  water  test.  All  pipes  muff 
remain  uncovered  in  every  part  until  they  have  successfully 
passed  the  test.  The  plumber  must  securely  close  all  open¬ 
ings,  as  directed  by  the  Inspector  of  Plumbing.  The  use 
of  wooden  plugs  for  this  purpose  is  prohibited. 

1 1 2.  The  water  test  will  be  applied  by  closing  the  lower 
end  of  the  main  house  drain  and  filling  the  pipes  to  the 
highest  opening  above  the  roof  with  water.  The  water  test 
shall  include  at  one  time  the  house  drain  and  branches,  all 
vertical  and  horizontal  soil,  waste  and  vent  and  leader  lines 
and  all  branches  therefrom  to  a  point  above  the  surface  of 
the  finished  floor  and  beyond  the  finished  face  of  walls  and 
partitions.  If  the  drain  or  any  part  of  the  system  is  to 
be  tested  separately,  there  must  be  a  head  of  water  at 
least  six  (6)  feet  above  all  parts  of  the  work  so  tested, 
and  special  provision  must  be  made  for  including  all  joints 
and  connections  in  at  least  one  test. 

173.  After  the  completion  of  the  plumbing  work  in  any 
new  or  altered  building  and  before  the  building  is  occu¬ 
pied,  a  final  smoke  test  must  be  applied  in  the  presence 
of  a  Plumbing  Inspector.  Except  that  for  a  building  not 
over  six  stories  in  height,  a  peppermint  test  may  be  applied. 

174.  The  material  and  labor  for  the  test  must  be  fur¬ 
nished  by  the  plumber.  When  the  peppermint  test  is  used, 
two  ounces  of  oil  of  peppermint  must  be  provided  for  each 
line  up  to  five  stories  and  cellar  in  height  and  an  additional 
ounce  of  oil  of  peppermint  must  be  provided  for  each  line 
when  lines  are  more  than  five  stories  in  height. 

Plumbing  in  Tenement  Houses. 

175.  All  sections  or  parts  of  sections  of  the  tenement 
house  law  relating  to  plumbing  and  drainage  of  tenement 
houses  are  to  be  observed,  and  are  hereby  made  a  part  of 
these  rules  and  regulations. 

Gas  Piping  and  Fixtures. 

176.  Hereafter  the  gas  piping  and  fixtures  in  all  new 
buddings  and  all  alterations  and  extensions  made  to  the 
gas  piping  or  fixtures  in  old  buildings  must  be  done  in  ac¬ 
cordance  with  the  following  rules,  which  are  made  in  ac¬ 
cordance  with  the  provisions  of  section  *89  of  the  Building 
Code. 

For  additional  requirements  of  public  buildings,  theatres 
and  places  of  assemblage,  see  Part  **XXI  of  the  Building 
Code. 

_  177.  _  Before  the  construction  or  alteration  of  any  gas 
piping  in  any  building  or  part  of  any  building,  a  permit  must 
be  obtained  from  the  Superintendent  of  Buildings.  This  per¬ 
mit  will  be  issued  only  to  a  registered  plumber.  Small 
alterations  may  be  made  by  notifying  the  Bureau  of  Build¬ 
ings,  using  the  same  blank  forms  provided  for  alterations 
and  repairs  to  plumbing. 

178.  All  gas  pipe  shall  be  of  the  best  quality  wrought 
iron  or  steel  and  of  the  kind  classed  as  standard  pipe,  and 
shall  weigh  according  to  the  following  scale: 


*Art.  29.  New  Building  Code 
**Art.  25.  New  Building  Code. 


Weights  pei 

Diameters  Linear  Foot 


H  inch .  0.56  pound 

Vi  inch .  0.85  pound 

34  inch .  1.12  pound 
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1.67  pound 

ti/  ;„~i,  .  2.24  pounds 

4. 74  lav... . 

2.68  pounds 

3.61  pounds 

5.75  pounds 

7.54  pounds 

,r/  ;nch  .  9.00  pounds 

7 2  inch .  10.66  pounds 

No  pipe  allowed  of  less  than  inch  in  diameter. 

179.  All  fittings  (except  stop-cocks  or  valves)  shall  be 

of  malleable  iron.  , 

180.  There  shall  be  a  heavy  brass  straightway  cock  or 

valve  on  the  service  pipe  immediately  inside  the  front  foun¬ 
dation  wall.  Iron  cocks  or  valves  are  not  Permitted 

181.  Where  it  is  not  impracticable  so  to  do,  all  risers 
shall  be  left  not  more  than  five  feet  from  front  wall.  . 

182.  No  pipe  shall  be  laid  so  as  to  support  any  weight 
(except  fixtures)  or  be  subjected  to  any  strain  whatsoever. 
All  pipe  shall  be  properly  laid  and  fastened  to  prevent  be¬ 
coming  trapped,  and  shall  be  laid,  when  practicable,  above 
timbers  or  beams  instead  of  beneath  them.  Where  running 
lines  or  branches  cross  beams,  they  must  do  so  within  thirty- 
six  inches  of  the  end  of  the  beams,  and  in  no  case,  shall 
the  said  pipes  be  let  into  the  beams  more  than  two  inches 
in  depth  Any  pipe  laid  in  a  cold  or  damp  place  shall  b 
properly  dripped,  protected  and  painted  with  two  coats  of 

red  lead  and  boiled  oil  or  tarred.  . 

183.  No  gas  pipe  shall  be  laid  m  cement  or  concrete  u  - 
less  the  pipe  or  channel  in  which  it  is  placed  is  well  covered 

184  All  drops  must  be  set  plumb  and  securely  fastened, 
each  one  having  at  least  one  solid  strap.  Drops  and  outlets 
less  than  of  an  inch  in  diameter  shall  not  be  left  more 
than  one  inch  below  plastering,  centrepieces  or  woodwork. 

185.  All  outlets  and  risers  shall  be  left  capped  until  cov¬ 
ered  by  fixtures.  ,  ,  ,  ,  ...  , 

186.  No  unions  or  running  threads  shall  be  permitted. 

Where  necessary  to  cut  out  to  repair  leaks  or  make  exten¬ 
sions,  pipe  shall  be  again  put  together  with  right  and  left 

I87'.  ^No  gasfitters’  cement  shall  be  used,  except  in  putting 

fixtures  together.  , 

188.  All  gas  brackets  and  fixtures  shall  be  placed  so 

that  the  burners  of  same  are  not  less  than  three  feet  below 
any  ceiling  or  woodwork,  unless  the  same  is  proper! v  pro¬ 
tected  by  a  shield,  in  which  case  the  distance  shall  not 

be  less  than  eighteen  inches.  „  .  .  , 

No  swinging  or  folding  gas  brackets  shall  be  placed 

against  any  stud  partition  or  woodwork.  .  . 

No  CTas  brackets  on  any  lath  and  plaster  partition  or  wood¬ 
work  shall  be  less  than  five  inches  in  length,  measured  from 
the  burner  to  the  plaster  surface  or  woodwork. 

Gas  lights  placed  near  window  curtains  or  any  other  com¬ 
bustible  material  shall  be  protected  by  a  proper  shield. 

189.  Gas  outlets  for  burners  shall  not  be  placed  under 
tanks,  back  of  doors  or  within,  four  feet  of  any  meter 

190.  All  buildings  shall  be  piped  according  to  the  follow¬ 
ing  scale : 


Diameter 

Length 

Burners 

.  26  feet 

3 

....  36  feet 

6 

.  60  feet 

20 

80  feet 

35 

.  110  feet 

60 

....  150  feet 

100 

.  200  feet 

200 

. .  300  feet 

300 

. .  450  feet 

450 

....  500  feet 

600 

. .  600  feet 

750 

- - - - - 

191.  Outlets  for  gas  ranges  shall  have  a  diameter  not 
less  than  required  for  six  burners,  and  all  gas  ranges  and 
heaters  shall  have  a  straightway  cock  on  service  pipe. 

192.  When  brass  piping  is  used  on  the  outside  of  plas¬ 
tering  or  woodwork,  it  shall  be  classed  as  fixtures. 

193.  All  brass  tubing  use<3  for  arms  and  stems  of  fix¬ 

tures  shall  be  at  least  No.  18  standard  gauge  and  full  size 
outside  so  as  to  cut  a  full  thread.  '•  ' 

All  threads  on  brass  pipe  shall  screw  in  at  least  5/16 
of  an  inch.  All  rope  or  square  tubing  shall  be  brazed  or 
soldered  into  fittings  and  distributors,  or  have  a  nipple 
brazed  into  the  tubing. 

194.  All  cast  fittings,  such  as  cocks,  swing  joints,  double 
centres,  nozzles,  etc.,  shall  be  extra  heavy  brass.  The  plugs 
of  all  cocks  must  be  ground  to  a  smooth  and  true  surface 
for  their  entire  length,  be  free  from  sandholes,  have  less 
than  of  an  inch  bearing  (except  in  cases  of  special  de¬ 
sign),  have  two  flat  sides  on  the  end  for  the  washer,  and 
have  two  nuts  instead  of  a  tail  screw.  All  stop  pins  to 
keys  or  cocks  shall  be  screwed  into  place. 

195.  After  all  piping  is  fitted  and  fastened  and  all  out¬ 
lets  capped  up,  there  must  be  aplied  by  the  plumber,  in  the 
presence  of  an  inspector  of  the  Bureau  of  Buildings,  a  test 
with  air  to  a  pressure  equal  to  a  column  of  mercury  6 
inches  in  height,  and  the  same  to  stand  for  five  minutes;, 
only  mercury  gauge  shall  be  used.  No  piping  shall  be  cov-  = 
ered  up,  nor  shall  any  fixture,  gas  heater  or  range  be  con¬ 
nected  thereto  until  a  card  showing  the  approval  of  this 
test  has  been  issued  by  the  Superintendent  of  Buildings. 

196.  No  meter  will  be  set  by  any  gas  company  until  a 
certificate  is  filed  with  them  from  the  Bureau  of  Buildings 
certifying  that  the  gas  pipes  and  fixtures  comply  with  the 
foregoing  rules. 

Modifications. 

197.  When  for  any  reason  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  Superintend-, 
ent  of  Buildings  shall  have  power  to  modify  their  provi¬ 
sions  so  that  the  spirit  and  substance  thereof  shall  be  com¬ 
plied  with.  Such  modifications  shall  be  indorsed  upon  the 
permit  over  the  signature  of  the  Superintendent  of  Build¬ 
ings. 


VALIDITY  OF  PLUMBING  RULE. 

The  validity  of  Rule  50  of  the  plumbing  rules,  of  the 
several  bureaus  of  buildings  is  established  in  a  decision  by 
the  Appellate  Division,  First  Department,  handed  down  in’ 
the  case  of  City  of  New  York  v.  Conrad  Alheidt.  The 
case  is  reported  in  the  New  York  Law  Journal  of  Janu¬ 
ary  10,  1918,  and  is  there  summarized  as  follows: 

“Section  50  of  the  Plumbing  Rules,  which  provide; 
‘that  all  pipes  issuing  from  extension  or  elsewhen 
which  would  otherwise  open  within  twenty  feet  of  the 
window  of  any  building  must  be  extended  above  the 
top  of  any  window  located  within  such  -distance,  is  < 
valid  provision,  and  should  be  liberally  construed  in  th< 
interest  of  the  public  health  in  order  that  noxious  gase: 
should  not  be  drawn  into  nearby  windows.” 

“The  use  of  the  word  ‘adjoining’  in  another  am 
distinct  part  of  the  ordinance,  providing,  where  build 
ings  are  of  different  height,  for  the  extension  of  ven 
lines  along  the  roofs  of  higher  buildings,  does  notre 
strict  the  application  of  such  provision  to  building 
actually  contiguous  to  buildings  containing  vent  lines. 

The  decision  would  seem  to  carry  with  it  also  a  recogni 
tion  of  the  plumbing  rules  in  general,  so  that  they  have  1 
effect  the  same  force  as  any  city  ordinance. 
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RULES 


METHOD  FOR  TESTS  FOR  ANTI-SIPHON 
TRAPS  OR  FIXTURES. 

Adopted  by  the  Board  of  Standards  and  Appeals, 
February  11,  1919. 


Resolved,  that  the  following  be  and  it  hereby  is  adopted 
by  the  board  of  standards  and  appeals  as  the  method  pre¬ 
scribed  for  tests  for  anti-siphon  traps  or  fixtures,  which 
must  be  successfully  passed  before  such  traps  or  fixtures 
shall  be  approved  under  Rule  88,  Rules  for  Plumbing  and 
Drainage : 

Instructions. 

1.  The  entire  cost  and  responsibility  for  the  installation 
of  the  necessary  equipment  for  such  test  shall  be  borne  by 
the  person  or  firm  submitting  the  appliance. 

2.  Such  person  or  firm  shall  also  furnish  the  board,  to¬ 
gether  with  the  application  for  test,  the  following  material 
and  information: 

(a)  A  stock  trap  of  the  size  and  design  to  be  tested, 
which  shall  be  of  the  P  and  S  type  and  shall  be  of  lead 
or  brass,  cast  in  one  piece,  and  without  interior  partitions 
or  mechanism. 

(b)  A  similar  trap  cut  in  half. 

(c)  A  similar  trap,  to  be  used  in  the  test,  provided  with 
glass  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  trap  during 
test,  and  such  observation  ports  shall  be  so  located  that  the 
amount  of  water  seal  remaining  after  each  test  can  be 
readily  observed. 

(d)  An  affidavit  that  the  three  traps  submitted  are  regu¬ 
lar  stock  traps. 

(e)  A  list  of  all  cities,  towns  or  municipalities  where 
such  trap  has  been  officially  approved  for  use  without  back 
venting. 

The  testing  apparatus  shall  be  located  within  the  City  of 
New  York,  and  in  a  place,  building  or  structure  to  meet 
the  approval  of  the  testing  authorities.  Such  apparatus  shall 
be  so  located  that  every  part  is  easily  accessible  for  inspec¬ 
tion. 

Apparatus. 


The  apparatus  shall  consist  of  the  following: 

A  tank  of  not  less  than  fifty  nor  more  than  one  hundred 
and  fifty  gallons  capacity,  with  adequate  water  supply  for 
refilling  the  same  during  the  test. 

A  vertical  wrought  iron  or  steel  pipe  line  fifty  feet  long, 
connected  to  the  underside  of  the  tank,  and  of  the  same 
internal  diameter  as  the  trap  to  be  tested. 

A  quick-opening  valve,  located  ten  feet  below  the  under¬ 
side  of  the  tank. 

A  TY  fitting  located  two  feet  below  the  quick-opening 
valve,  with  horizontal  branch  pipe  connected  thereto,  of 
the  same  diameter  as  the  vertical  line,  this  branch  line  not 
to  exceed  two  feet  in  length,  with  a  pitch  towards  the 
vertical  line  of  two  inches  to  the  foot,  and  the  trap  to 
be  tested  shall  be  connected  to  this  horizontal  branch  pipe. 

A  wash  basin,  or  fixture  answering  the  same  purpose, 
which  can  be  conveniently  connected  or  disconnected  from 
the  inlet  side  of  the  trap. 

The  test  shall  be  conducted  as  follows : 


For  Anti-Siphon  Qualities. 

For  the  purpose  of  determining  the  efficiency  of  the  trap, 
[he  tank  shal  be  completely  filled,  a  water  seal  established 

<n  the  trap;  and: — 

The  quick-opening  valve  shall  be  opened  for  five  seconds, 
'then  closed  for  five  seconds,  and  this  alternating  process 

.repeated  five  times. 

i  The  quick-opening  valve  shall  be  opened  and  the  entire 
ontents  of  the  tank  discharged  at  one  time. 

•  he  wash  basin  shall  be  connected  to  the  trap,  filled  with 


water,  and  both  wash  basin  and  tank  discharged  simul¬ 
taneously.  The  quick-opening  valve  shall  be  kept  open  until 
the  entire  contents  of  the  tank  has  been  discharged. 

The  trap  shall  be  disconnected  and  a  bridge  of  solid  soap 
formed  across  the  lower  half  of  the  discharge  end  of  the 
trap,  so  as  to  effectually  block  one-half  of  the  clear  water¬ 
way,  and  the  foregoing  tests  repeated. 

Each  operation  shall  be  repeated  several  times,  if  desired 
by  the  testing  authorities. 

For  Self -Cleansing  Qualities. 

For  the  purpose  of  determining  its  self-cleansing  quali¬ 
ties,  the  trap  shall  be  filled  with  sand  and  the  wash  basin 
filled  with  water  and  allowed  to  discharge.  A  similar  opera¬ 
tion  shall  be  repeated  with  tea  leaves,  coffee  grounds,  saw¬ 
dust  and  grated  soap. 

For  Service  Qualities. 

The  service  qualities  of  the  trap  may  be  tested  as  fol¬ 
lows  : 

A  trap  which  has  been  in  actual  constant  use  for  a 
period  of  not  less  than  one  year  shall  be  removed  under 
the  supervision  of  a  representative  of  the  testing  authori¬ 
ties,  split  into  two  halves,  and  submitted  for  inspection,  for 
the  purpose  of  determining  whether  sediment  or  coating 
of  grease  or  other  foreign  matter  has  accumulated  in  the 
trap  during  service  conditions. 

Approval. 

An  approval  shall  not  be  issued  for  any  anti-siphon  trap 
which  has  been  subjected  to  the  foregoing  tests  unless  the 
trap  has: 

1.  Maintained  its  water  seal  throughout  the  test. 

2.  Been  successfully  scoured  of  any  foreign  substance 
placed  in  the  trap,  when  water  has  been  discharged  through 
same. 

3.  Upon  inspection,  after  service,  shown  no  excessive  ac¬ 
cumulation  of  grease  or  other  foreign  substance. 

Deep  Seal  Siphon-Jet  Fixtures,  or  Anti-Siphon  Fixtures. 

Instructions :  Applicants  for  approval  of  deep  seal  siphon- 
jet  or  anti-siphon  fixtures  shall  submit  the  following  with 
their  application : — 

(a)  A  stock  fixture  of  the  size  and  design  to  be  tested. 

(b)  A  similar  fixture,  cut  in  half. 

(c)  A  similar  fixture,  to  be  used  in  the  test,  provided 
with  glass  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  fixture  dur¬ 
ing  test,  and  such  observation  ports  shall  be  so  located  that 
the  amount  of  water  seal  remaining  after  each  test  can 
be  readily  observed. 

(d)  An  affidavit  that  the  three  fixtures  submitted  are 
regular  stock  fixtures. 


Apparatus. 

The  apparatus  shall  be  similar  to  that  required  for  anti¬ 
siphon  traps,  except  that  vertical  and  horizontal  pipes  shall 
have  an  internal  diameter  of  three  inches  for  testing  slop 
sinks  and  four  inches  for  testing  water  closets ;  tank  shall 
have  a  capacity  of  not  less  than  one  hundred  gallons  and 
the  fixture  shall  be  provided  with  its  usual  water  supply 
so  that  same  may  be  flushed  when  required. 

Test. 

For  the  purpose  of  determining  the  efficiency  of  the  fix¬ 
ture  to  maintain  a  water  seal,  it  shall  be  tested  in  a  manner 
similar  to  that  prescribed  for  anti-siphon  traps,  except  that 
no  soap  bridge  need  be  provided  at  the  outlet. 

Henry  L.  Connell,  Temporary  Chairman. 
William  J.  O’Gorman,  Secretary. 


RULES 


RULES  FOR  THE  TESTING  OF  WOOD 

Pursuant  to  the  Provision  of  Section  356  of  Chapter  5  of  the  Code  of  Ordinances  (Building  Code). 


(639-27-SR'> 

Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 
One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  of  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  superin¬ 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST— A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  */£  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contact  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 

B.  TIMBER  TEST.  Two  samples  inch  by  V/2 
inches  in  cross  section  and  twelve  inches  long  shall  be 


laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  *o  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 

of  duration  of  flame  and  glow  observed.  The  sticks  shall 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  The  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  of 
hard  woods,  the  unburned  area  should  not  be  less  than  55 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  inch  square  and  6  inches  long.  These  shall  be 

built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 
inches  and  approximately  2l/2  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 
The  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible,  each  piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  tW  there  may  be  no  doubt  as  to  its  identity. 


APPROVED  APPLIANCES 

FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Ballard  Duplex  Electric  Driven  Pump  Set....  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  81 3-25- S A 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Kraissl  Fuel  Oil  Pump .  60-28-SA 


Name  of  Pump  Calendar  No. 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1030-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 


M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  . .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

Tate-jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  . 184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A— 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

I  726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1193-21-SA — Quimby  Screw  Pump,  approval  of. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

I  12i-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

,1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

(55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

1263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
1162-27-S A— Allen’s  Recessed  Fire  Department  Standpipe 

and  Sprinkler  Siamese  Connection,  ap¬ 
proval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of, 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


210-29-SA 

380-29-SA 

195-30-SA 

260-30-SA 

359-30-SA 

568-30-S A- 
730-30-SA- 

32-31-SA- 

125-31-SA- 

137-31-SA- 

250- 3] -SA- 

251- 31- SA- 


396-31-SA — 

470-31-SA- 
491-31-SA- 
513-31-SA- 

530-31-SA- 
534-31-SA- 

536- 31-SA- 

537- 31-SA- 

541-31-SA- 
548-31-SA- 

568-3  l  -SA- 
584-31-SA- 
592-31-SA- 

597- 31-S A 

598- 31-SA- 
600-31-SA- 


-A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of 

-Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

—Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

Scranton  Steam  Pumps,  approval  of. 

-Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

Tuth ill  Fuel  Oil  Pump,  Model  L,  approval  of. 

Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

Cant  Pull  Anti-Syphon  Trap,  approval  of 

-Lunkenheimer  2^-Inch,  Figure  No.  8610 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

—Lunkenheimer  2k2-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 

-Todd  Spiro  Burner,  approval  of. 

-Superfex  Oil  Burning  Heater,  approval  of. 

-Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

-Fano-Flame  Oil.  Burner,  approval  of. 

-Page  Fuel  Burner,  approval  of. 

-Standard  Automatic  Oil  Burner,  Type  14-G, 
approval  of. 

-Standard  Automatic  Oil  Burner,  Type  11-G, 
approval  of. 

-DeWalt  Oil  Burner,  approval  of. 

-National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

-Mayfield  Oil  Burner,  approval  of. 

-Fairfield  Oil  Burner,  approval  of. 

-Crescent  lype  M  Size  1  Oil  Burner,  approval 
of. 

N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 
AS  and  No.  134  DS,  approval  of. 

N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046 
1046  A  and  1046  AN,  approval  of. 

-Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED 

l-lJ^-3  Mix,  1  nounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix.  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2/4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water.  • 


HME  IN  CONCRETE. 

Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
A’ith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
given  Lung  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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DISPOSITION  OF  CASES. 


DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  February  10,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . • 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 


344  Withdrawn  . . 

Dismissed  . 

Denied  . 

64  Granted  . 

Granted  on  condition . 

Appliances  approved  . . . 

44  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . _ . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

42  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

3  Requests  to  amend  granted . 

Requests  to  amend  denied . 

13  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

7  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

1  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn . . 

3  Interpretations  . .  •  . 

Requests  withdrawn  or  dismissed . 

491  Total  . 

183 


23 

1 

21 

0 

59 

4 

3 

1 

2 


39 

2 

3 

0 

12 

1 

0 

0 

7 

0 

0 

0 

0 

0 

1 

0 

0 

0 

3 

1 
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Cases  pending  February  10,  1932 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers, .  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Fnclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


M  v  Subscription  is  to  begin  with  the  issue  for. 
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DIRECTORY 


PUBLIC  HEARING^%. 

Tuesdays,  at  10  a.  m.  and  2  p.  m.  /0> 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan, 


BOARD  OF  STANDARDS  AND  APPEALS 
HENRY  L.  CONNELL 
Temporary  Chairman 
James  P.  Holland 
John  Gijilfoyle 

Assistant  Chief  John  J.  McElligott 
William  J.  O'Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of  Regular 
10  A.  M. 

Meeting, 

February 

16, 

1932, 

Minutes  of  Regular 
2  P.  M. 

Meeting, 

February 

16, 

1932, 

Correction. 


Notice  of  Public  Hearing  on  Proposed  Amendment 
to  Fuel  Oil  Rules. 


Elevator  Rules. 


Approved  Burners  for  Domestic  and  Commercial 
Use. 


Approved  Burners  for  Industrial  Use. 

Reserve  Calendar. 

Notice  of  Public  Hearing — re  Plumbing  Rules. 
Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


Office— Municipal  Building,  Rooms  1001  to  1015. 

Telephone — WOrth  2-0184. 

Office  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

T,  ^  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  February  23,  1932, 

^  c^'oc^c-  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  1,  1932,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
pi  ogi  ess,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  bp 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET.  CALL  OF  CLERK’S  CALENDAR 

New  Cases  Filed  up  to  February  17,  1932.  TUESDAY,  FEBRUARY  23,  1932.  AT  2  P.  M. 

Building  Zone  Cases. 


Cal.  No.  Department.  Premises  Affected. 

81-32- A . F.D . 1941-1953  Broadway,  Man., 

_  F-92066 

80-32- A . F.D . 1-3  N.  Henry  st.,  L.  I.  C.,  Q., 

_  No.  1493-31  (Rev.  of  Permit) 

79-32- A . F.D . 29  E.  29th  st.,  Man., 

_  F-80916  &  F-80918 

78-32-BZ . B.B.M....106  W.  81st  st.,  Man., 

_  B.  Z.  Viol.  82-32 

77-32-BZ . B.B.Q _ 181-07  Nassau  blvd.,  Bayside, 

_  Q.,  N.  B.  83-1932 

76-32- A . F.D . 43-45  Waverly  ave.,  Bklyn., 

_  F-89868 

75-32-A . F.D . Erie  Basin  Breakwater  between 

Erie  Basin  &  Upper  New 
York  Bay,  Bklyn., 

_  F-92084 

74-32-S . F.D . 15-17  W.  46th  st.,  Man., 

_  Alt.  2702-31 

73-32-A . F.D . 34-34  to  34-54  36th  st.,  L.  I.  C., 

_  Q.,  F-90930 

72-32- A . B.B.B _ 779-787  Crescent  st.,  Bklyn., 

_ .  Applic.  1019-32 

71-32- A . F.D . West  side  of  New  st.,  119.15  ft. 

east  of  Driggs  ave.,  Bklyn., 

_  C-49522 

70-32-BZ . B.B.B.... 357-363  E.  29th  st.,  Bklyn., 

_  App.  12203-31 

69-32-BZ . B.B.Q _ Northeast  corner  of  Cross  Island 

blvd.  &  Murdock  ave.,  Hollis, 

_  Q.,  N.  B.  203-1932 

68-32-BZ . B.B.B _ 1641-49  Eastern  pkwy.,  Bklyn., 

_  Applic.  13634-31 

67-32-BZ . B.B.Q _ Southeast  corner  of  Foch  blvd. 

&  219th  st.,  St.  Albans,  Q., 

_  N.  B.  5182-31 

66-32- A . B.B.B _ 447-449  Fulton  st.,  Bklyn., 

-  Applic.  11385-31 

65-32-SA . F.D . Elkhart  2>^-lnch  Pressure  Re- 

-  ducing  Valve,  Appliance 

Restored  to  Calendar. 

535-31-S . F.D . 301-303  Third  ave.,  Bklyn., 

-  L.  D.  88690  &  Alt.  11818-31 

268-31-BZ . T.H.D . 234  E.  203rd  st.,  Bx., 

-  N.  B.  38-1931 

461-30-S . F.D . 521-531  W.  57th  st.,  Man., 

-  N.  B.  1078-30 

217-21-SR . F.D . Fuel  Oil  Rules, 

-  Amendment  to 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q .  . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


564-31-BZ. 

APPLICANT — William  A.  Lacerenza,  for  Sarah  Silbe 
stein,  owner. 

PREMISES- — 842-852  Ralph  avenue,  west  side,  2!80  ft.  lion 
of  Church  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station. 

609-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Estate  of  Edward  Bre 
nan,  owner. 

PREMISES — 3469-3471  Bronx  boulevard,  west  side,  150  K 
north  of  East  210th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

619-31-BZ. 

APPLICANT — James  Kearney,  for  Estate  of  Israel  Milk 
owner. 

PREMISES — 148-16  to  148-26  111th  avenue,  Jamaica,  Bo 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

2-32-BZ. 

APPLICANT— John  M.  Baker,  for  Simon  P.  Emoi 
owner. 

PREMISES — 1662-1668  Westchester  avenue  and  1685-16 
Metcalf  avenue,  southwest  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma: 
tenance  of  a  gasoline  service  station. 

12-32-BZ. 

APPLICANT — Herbert  Benon,  for  George  White,  owner 

PREMISES — 6513-6521  Fifth  avenue,  northeast  corner 
66th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupai 
O'f  a  portion  of  an  existing  building  to  a  gar; 
for  more  than  five  (5)  motor  vehicles. 

499-31-BZ. 

APPLICANT— Charles  D.  Cords,  for  Louis  Cherleck  ; 
Catherine  Cherleck,  owners. 

PREMISES- — 262-10  Hillside  avenue,  southwest  corner 
263rd  street,  Floral  Park  Gardens,  Borough 
Queens. 

APPLICATION,  under  section  21  of  the  building  z< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  gasoline  service  station  (previou 
denied;  reopened  February  2,  1932). 

485-20-BZ. 

APPLICANT — Raymond  Irrera,  for  2521  Broadway  Co 
owner. 

PREMISES — 2521-2523  Broadway,  northwest  corner 
West  94th  street,  Manhattan. 

APPLICATION,  under  section  7b  of  the  building  z 
resolution, 
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TO  PERMIT  a  modification  of  a  resolution  adopted  by  the 
board  for  the  use  of  the  two  (2)  upper  stories  of 
a  building  for  factory  purposes  (originally  limited 
to  office  use);  (previously  denied;  reopened  under 
new  facts  February  2,  1932). 


7- 32-A — 305  Broadway,  northwest  corner  of  Duane  street, 

Manhattan. 

11-32- A — 260-264  West  36th  street,  Manhattan. 

Petition  for  Variation. 

8- 32- S — 47  West  47th  street,  Manhattan. 


FEBRUARY  23,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
23,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  521-31-BZ — Application,  October  22,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Pantrejay  Realty  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district,  extending  from  an  unrestricted 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
south  side  of  Eastern  boulevard,  Bolton 
avenue  to  White  Plains  avenue,  The 
Bronx. 

cal.  no.  547-31-BZ — Application,  November  12,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  J.  Feitelberg,  appli¬ 
cant,  on  behalf  of  Frederick  Snell, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  Northern  boulevard  and  244th 
street,  Douglaston,  Borough  of  Queens. 

cal.  no.  590-31-BZ — Application,  December  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Hattie  Ciesiel  and  Joe  Ciesiel, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  73-13  to 
73-15  Grand  avenue,  Maspeth,  Borough 
of  Queens. 

cal.  no.  17-32-BZ — Application,  January  11,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  applicant, 
on  behalf  of  Gerosa  Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles ;  premises  east  side  of  Webster 
avenue,  170.37  ft.  south  of  East  182nd 
street,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FEBRUARY  23,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

585-31-A — 328-336  Wythe  avenue  and  50-58  South  1st  street, 
southwest  corner,  Brooklyn. 

620-31-A — 40  Corlears  street  and  730-738  Water  street, 
northeast  corner,  Manhattan. 

1)23-31- A — 701-709  Madison  avenue  and  24  East  63rd  street, 
southeast  corner,  Manhattan. 

1-32-A — 202-208  Sullivan  street  and  249-255  King  street, 
Brooklyn. 

3-32- A — 1908-1910  Bathgate  avenue,  The  Bronx. 


Appliance  Submitted  for  Approval. 
44-32- S A — Vaporoil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  1,  1932,  AT  2  P  M. 

Building  Zone  Cases. 

604-31-BZ. 

APPLICANT- — Michaelson  &  Bernknopf,  for  Hudson 
Realty  Co.,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 

606- 31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner. 

PREMISES — Southwest  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

607- 31-BZ. 

APPLICANT— Michaelson  &  Bernknopf,  for  Ben  S. 
Michaelson,  owner. 

PREMISES — Northeast  corner  of  239th  street  and  Rocky 
Hill  road,  Bellerose,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

617-31-BZ. 

APPLICANT — Klein,  Kingsley  &  Klein,  for  Domenico 
Sabatino,  owner. 

PREMISES — East  side  of  Sedgwick  avenue,  153.11  ft. 
south  of  West  169th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station. 

23-32-BZ. 

APPLICANT — Murray  Klein,  for  Sarah  Bogin,  ownet. 

PREMISES — 2316  Atlantic  avenue,  south  side,  50  ft.  west 
of  Eastern  parkway,  Brooklyn  . 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 


602-31-BZ. 

APPLICANT — Samuel  A.  Potter,  for  Roosevelt- Stone  Land 
Corp.  and  Sapotter  Realty  Corp.,  owners. 
PREMISES — Northwest  corner  of  Queens  boulevard  and 
51st  street,  Woodside,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


CALENDAR 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

.->1)7-3 1-BZ. 

APPLICANT— Joseph  D.  Tarlowe,  for  Sarah  Chassen, 
owner. 

PREMISES — 438-448  Glenmore  avenue  and  259  Vermont 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 


MARCH  1,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  March 
1,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  572-31-BZ — Application,  November  30,  1931,  under 
sections  7c  and  21  of  the  building .  zone 
resolution,  of  Alartin  C.  Ort,  applicant, 
on  behalf  of  Augusta  Gahrman,  owner, 
to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  112-05  to 
112-07  Sutphin  boulevard,  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  478-31-BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  P.  Powers,  applicant,  on 
behalf  of  Frank  Coiro,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  71-08 
Amstel  boulevard,  north  side,  80  ft.  east 
of  Beach  72nd  street,  Arverne,  Borough 
of  Queens. 

cal.  no.  492-3 1-BZ — Application,  October  7,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Mamie  L.  Anderson  Pratt,  ap¬ 
plicant  and  owner,  to  permit  in  a  resi¬ 
dence  district  the  change  of  occupancy 
of  an  existing  dwelling  to  a  business 
use  (funeral  parlor)  ;  premises  32-49 
101st  street,  Corona,  Borough  of  Queens. 

cal.  no.  503-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  applicant, 
on  behalf  of  Florindo  Baranello,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use ;  prem¬ 
ises  1632  Benson  avenue,  Brooklyn. 

cal.  no.  587-3 1-BZ — Application,  December  10,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  Sustick,  applicant,  on 
behalf  of  Andrew  De  Riso,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1157-1167  East 


New  York  avenue,  north  side,  45  ft.  5^ 
in.  east  of  Portal  street,  Brooklyn. 

HENRY  L.  CONNELL, 

T  eniporary  C  hair  man. 


MARCH  1,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

370-31-A— Pier  No.  22,  foot  of  Pacific  street,  East  Rive 
Brooklyn. 

622-31-A — 810  Broadway,  Manhattan. 

527-31- A — 400  Concord  avenue,  The  Bronx. 

577-31-A — 569-579  Broadway,  Manhattan. 

4-32- A — 119  Harris  avenue  and  Sherman  place  (11- 
43rd  avenue),  Long  Island  City,  Borouj 
of  Queens. 

18-32- A — 252-262  West  40th  street,  Manhattan. 

24-32-A —  Southerly  side  of  Steinway  Creek,  638  ft.  frc 
the  corner  of  Riker  avenue,  Astoria,  Bo 
ough  of  Queens. 

22-32- A — 1062-1070  St.  John’s  place,  Brooklyn. 

Petitions  for  Variations. 

424-31-S— 37-28  30th  street,  Long  Island  City,  Borough 
Queens. 

621-31-S- — 429-431  Kent  avenue,  Brooklyn. 


MARCH  4,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Friday  morning,  Mar 
4,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Buildir 
on  the  following  matters : 

cal.  no.  410-31-BZ — Application,  August  21,  1931,  unc 
section  21  of  the  building  zone  reso! 
tion,  of  Edward  L.  Kelly,  applicant, 
behalf  of  Louise  De  Vito,  owner, 
permit,  partly  in  a  business  district  a 
partly  in  a  residence  district,  the  er< 
tion  and  maintenance  of  a  gasoline  si 
vice  station ;  premises  175-14  Hor; 
Harding  boulevard,  south  side,  117.71 
west  of  Utopia  parkway,  Flushing,  B< 
ough  of  Queens. 

cal.  no.  500-3 1-BZ — Application,  October  9,  1931,  un< 
sections  7a  and  21  of  the  building  zc 
resolution,  of  Maurice  Z.  Bungard,  i 
plicant,  on  behalf  of  2762  West  1' 
Street  Corp.,  owner,  to  permit  in  a  bu 
ness  district  the  erection  and  main 
nance  of  a  building  to  be  used  as 
poultry  slaughter  house;  premises  27i 
2764  Cropsey  avenue,  west  side,  80 
north  of  Neptune  avenue,  Brooklyn. 

cal.  no.  523-31-BZ — Application,  October  26,  1931,  urn 
section  21  of  the  building  zone  reso 
tion,  of  Albert  Martin  Cohen,  applica 
on  behalf  of  Antonia  Panasci,  own 
to  permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  garage 
more  than  five  (5)  motor  vehicl 
premises  1726-1738  Gravesend  aven 
west  side,  180  ft.  south  of  Avenue 
Brooklyn. 

cal.  no.  508-31-BZ— Application,  October  14,  1931,  uni 
section  21  of  the  building  zone  reso 


) 
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tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Frederick  Wellman,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  130-23  Spring- 
field  boulevard,  Springfield,  Borough  of 
Queens. 

al.  no.  544-31-BZ — Application,  November  10,  1931,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  Croker  National  Fire  Prevention 
Engineering  Co.,  applicant,  on  behalf 
of  John  Centrone,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  784-786 
Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

al.  no.  588-31-BZ — Application,  December  10,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Shalex  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  4355-4363 
Broadway,  northwest  corner  of  West 
186th  street,  Manhattan. 

al.  no.  589-31-BZ — Application,  December  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Siegel,  applicant,  on  be¬ 
half  of  Arthur  H.  Beil,  owner,  to  per¬ 
mit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  159-01  to  159-03  114th 
avenue  (Linden  boulevard),  northeast 
corner  of  159th  street,  and  159-02  to 
159-04  Meyer  avenue,  Jamaica,  Borough 
of  Queens. 

u.  no.  128-31-BZ — Application,  March  17,  1931;  granted 
on  condition  for  a  garage  July  7,  1931  ; 
reopened  and  time  extended  to  obtain 
permits  and  complete  work  January  5, 
1932;  also  reopened  under  sections  7e 
and  21  of  the  building  zone  resolution, 
of  Leon  Levy,  applicant,  on  behalf  of 
Birdie  Levy,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  of  a  garage 
(permission  to  erect  which  was  granted 
by  the  board)  by  constructing  openings 
on  the  first  and  second  stories  in  the 
division  wall  between  this  building  and 
the  building  adjoining  to  the  east ;  prem¬ 
ises  248  West  69th  street,  Manhattan. 

I-.  no.  334-31-BZ— Application,  July  1,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931 ;  reopened  and  restored  to  Calen¬ 
dar  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of 
Shirley  Kahn,  applicant,  on  behalf  of 
American  Seal  Kap  Corp.,  owner,  to 
permit  >n  a  business  district  the  change 
of  the  occupancy  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop;  premises  11-11  to  11-27 
44th  drive  (Nott  avenue),  Long  Island 
City,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  4,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

608-31 -A  318-330  Grand  street,  southeast  corner  of  Haver- 
meyer  street,  Brooklyn. 

Petitions  for  Variations. 

580-31-S— 311-313  East  116th  street,  Manhattan. 

436-31-S — 18  East  49th  street,  Manhattan. 

595-3 1  -S  160  Madison  avenue  (fifth  floor),  Manhattan. 

612-31-S  3 1 -41  East  58th  street,  36-54  East  59th  street 
and  617-627  Madison  avenue,  Manhattan. 

395-30- S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  8,  1932,  AT  2  P  M. 

Building  Zone  Cases. 

573-31-BZ. 

APPLICANT — Frank  J.  Fennimore,  for  Rose  Fennimore 
and  Maria  Marchisiello,  owners. 

PREMISES  564-566  East  New  York  avenue,  south  side, 
329  ft.  i  in.  east  of  Brooklyn  avenue,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

IO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

599-31-BZ. 

APPLICANT  -Henry  J.  Nurick,  for  Ideal  Cleaners  and 
Dyers,  Inc.,  owner. 

PREMISES — 237-239  Nostrand  avenue,  east  side,  25  ft. 
north  of  Kosciusko  street,  Brooklyn. 

APPLICATION,  under  sections  7a,  7b  and  21  of  the  build¬ 
ing  zone  resolution, 

1 0  PERMIT  in  a  business  district  the  extension  of  an 
existing  dyeing  establishment. 

10-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Marmion  Avenue  Corp., 
owner. 

PREMISES — West  side  of  Southern  boulevard,  184.27  ft. 
south  of  East  180th  street,  The  Bronx. 

APPLICATION,  under  sections  7a  and  7e  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 

25-32-BZ. 

APPLICANT  John  M.  Baker,  for  Cypress  Homes  Corp., 
owner. 

PREMISES — North  side  of  Rockaway  boulevard,  121  ft. 
west  of  75th  street,  Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

27-32-BZ. 

APPLICANT— Joel  D.  Marder,  for  Columbus  O’D.  Iselin, 
owner. 

PREMISES' — 127  West  52nd  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  the 
occupancy  of  a  building  used  as  a  garage  for  five  (5) 
motor  vehicles  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 
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489-29-BZ. 

APPLICANT — Bennett  &  Koeppel,  for  Mary  C.  Leggett, 

owner.  .  , 

PREMISES— 1989-1995  Ocean  avenue,  east  side,  21  it.  soutn 

of  Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  and  residence  building  (stores 
and  dwellings)  ;  (previously  withdrawn;  reopened 


representing  Elsie  Realty  Co.,  objector — 
re  Application,  under  section  21  of  the 
building  zone  resolution,  of  Nicholas 
Madonna,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  use  and  “D”  area 
district  the  erection  and  maintenance  of 
an  apartment  building  not  conforming 
with  the  building  zone  requirements; 
premises  231  East  203rd  street,  south: 
side,  12.10  ft.  west  of  Valentine  avenue, 
The  Bronx. 


February  9,  1932). 

55-32-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Realty  Asso¬ 
ciates,  Inc.,  owner. 

PREMISES— 128-138  Brighton  Beach  avenue,  south  side, 
110.8  ft.  west  of  Calm  street,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  an  existing  building  to  a  garage  loi 
more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

427-31-BZ. 

APPLICANT — Harry  Urquhart,  for  Superior  Welding  & 
Cutting  Corp.,  owner. 

PREMISES— 289-291  Palmetto  street  and  577  Knicker¬ 
bocker  avenue,  Brooklyn. 

APPLICATION,  under  sections  6,  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  occupancy  for  an 
open  air  parking  space  for  more  than  five  (5) 
motor  vehicles  and,  also,  minor  repairs  to  motor 
vehicles  of  a  plot  now  occupied  by  two  (2)  four- 
car  garages,  a  dwelling  and,  also,  a  motor  vehicle 
repair  shop. 


HENRY  L.  CONNELL, 

T emporary  Chairman. 


MARCH  8,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

018-31- A — 58  West  15th  street,  Manhattan. 

28-32- A— 208-210  West  56th  street,  Manhattan. 

Petitions  for  Variations. 

535-31-S — 301-303  Third  avenue,  Brooklyn. 

461-30-S — 521-531  West  57th  street  and  518-528  West  58th 
street,  Manhattan. 

594-31-S— 300-308  East  149th  street,  The  Bronx. 

20-32-S — 25-33  Marcy  avenue,  Brooklyn. 


MARCH  11,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Friday  morning,  Marc) 
11,  1932,  at  10  o'clock,  in  Room  1013,  Municipal  Building 


on  the  following  matters : 


MARCH  8,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
8,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  558-31-BZ — Application,  November  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jackson  Avenue  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  Queens  boulevard,  between  64th 
street  and  65th  street,  Winfield,  Bor¬ 
ough  of  Queens. 

cal.  no.  570-31-BZ — Application,  November  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Bausch,  applicant,  on 
behalf  of  Gross  &  Lemmerman,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  231st  place  and  Merrick  road, 
Laurelton,  Borough  of  Queens. 

cal.  no.  268-31-BZ — Application,  May  28,  1931 ;  laid  over 
for  full  vote  of  the  board  July  28,  1931; 
previous  vote  reconsidered  and  applica¬ 
tion  granted  on  certain  conditions  No¬ 
vember  24,  1931 ;  reopened  February  10, 
1932,  on  request  of  Philip  J.  Sinnott, 


cal.  no.  416-31-BZ — Application,  August  24,  1931,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  S.  Walter  Katz,  applicant,  o 
behalf  of  A.  M.  Beck  Realty  Corp 
owner,  to  permit  in  a  residence  distric 
the  change  of  occupancy  of  the  base 
ment  story  of  an  existing  dwelling  t 
business  use  (restaurant)  ;  premises  15 
West  73rd  street,  north  side,  219  f 
east  of  Amsterdam  avenue,  Manhattai 

cal.  no.  422-31 -BZ — Application,  August  27,  1931,  unde 
section  21  of  the  building  zone  resoh 
tion,  of  Queens  Operators,  Inc.,  appl 
cant  and  owner,  to  permit  in  a  busine: 
district  the  erection  and  maintenance  < 
a  gasoline  service  station,  motor  vehic 
laundry  and  greasing  pits ;  premisi 
northwest  corner  of  Springfield  boul 
vard  and  Merrick  road,  Jamaica,  Bo 
ough  of  Queens. 

cal.  no.  501-31-BZ — Application,  October  13,  1931,  und 
section  21  of  the  building  zone  resol 
tion,  of  A.  *S.  Mongiello,  applicant,  < 
behalf  of  M.  Rigat,  owner,  to  pern 
in  a  business  district  the  erection  ai 
maintenance  of  a  gasoline  service  st 
tion ;  premises  108-53  to  108-55  Roos 
velt  avenue,  north  side,  500  ft.  east 
108th  street,  Corona,  Borough 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  16,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
i olland  and  Gnilfoyle  and  Assistant  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
iebruary  5,  1932,  at  10  a.  m. ;  the  minutes  of  the  special 
eeting  of  the  board  held  on  February  5,  1932,  at  2  p.  m. ; 
e  minutes  of  tbe  regular  meeting  of  the  board  held  on 
iebruary  9,  1932,  at  10  a.  m.,  and  the  minutes  of  the  regular 
eeting  of  the  board  held  on  February  9,  1932,  at  2  p.  m., 
ere  approved  as  printed  in  Bulletin  No.  7,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

(5-31-BZ. 

PPIJCANT — S.  Walter  Katz,  for  A.  M.  Beck  Realty 
Corp.,  owner. 

[JBJECT — Application  (re  order  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  the  basement  story  of  an 
existing  dwelling  to  business  use  (restaurant). 

REMISES  AFFECTED — 159  West  73rd  street,  north 
side,  219  ft.  east  of  Amsterdam  avenue,  Manhattan. 

PPEARANCES — 

For  Applicant:  Ludwig  Hanauer. 

For  Opposition :  Alfred  C.  Bennett  and  Dr.  Charles 
Ct  Pea.se 

CTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 

'2-31-BZ. 

PPLICANT — Queens  Operators,  Inc.,  owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station, 
motor  vehicle  laundry  and  greasing  pits. 

REMISES  AFFECTED — Northwest  corner  of  Springfield 
boulevard  and  Merrick  road,  Jamaica,  Borough  of 
Queens. 

PPEARANCES— 

For  Applicant :  Paul  Wicksman. 

For  Opposition :  L.  Eugene  Decker. 

LIT  ON  OF  BOARD — Laid  over  to  March  11,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


1-31-BZ. 

PPLICANT — A.  S.  Mongiello,  for  M.  Rigat,  owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

REMISES  AFFECTED— 108-53  to  108-55  Roosevelt  ave¬ 
nue,  west  side,  500  ft.  east  of  108th  street,  Corona, 
Borough  of  Queens. 

PPEARANCES— 

For  Applicant :  A.  S.  Mongiello. 

For  Opposition:  Samuel  Lopreski,  Charles  Marino, 

L  Vito  Septe  and  Mary  Pollicino. 

■CTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


8-31 -BZ. 

PPLICANT — Joseph  D.  Nunan,  for  Clara  Carnes  and 
Margaret  Wolf,  owners. 

R  J  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  tbe  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


I  REMISES  AFFECi  ED — 80-01  to  80-07  164th  place  and 
164-26  to  164-34  Union  turnpike,  southeast  corner, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bertram  F.  Bongard. 

For  Opposition:  Peter  Klippel. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1932,  at  10 
a.  m.,  on  request  of  applicant's  representative.  Final 
disposition. 


588-31-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Shalex  Realty  Co., 
Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
r  V,on,  an^  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 4355-4363  Broadway,  northwest 
corner  of  West  186th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan  and  Samuel 
Alexander. 

For  Opposition:  Dudley  Harde,  Moe  Arbeitel,  Mrs. 
Berkowitz  and  Sol  Strauss. 

AC  1TON  OF  BOARD — Laid  over  to  March  4,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


589-31-BZ. 


Siege1,  for.  Arthur  H.  Beil,  owner. 
oUbJhCl  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
T.T^T^rT^on  an<^  maintenance  of  a  gasoline  service  station. 
I  REMISES  AFFECTED— 159-01  to  159-03  114th  avenue 
(Linden  boulevard),  northeast  corner  of  159th  street, 
and  159-02  to  159-04  Meyer  avenue,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 


For  Applicant :  Max  Siegel. 

For  Opposition:  Joseph  Reilly. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


55-32-BZ. 

APPLICANT— Benjamin  Driesler,  Jr.,  for  Realty  Asso¬ 
ciates,  Inc.,  owner. 

SUBJECT— Request  for  preferential  hearing— re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7g  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  district  the  alteration  and 
conversion  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 128-138  Brighton  Beach  avenue, 
south  side,  110.8  ft.  west  of  Calm  street,  and  26-48 
Calm  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Driesler,  Jr. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  March  8,  1932 
at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . . . 4 

Negative  .  0 

Absent  .  n 
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268-31-BZ. 

APPLICANT— Nicholas  Madonna,  owner.  _ 

SUBJECT — Request  for  reopening  and  reconsideration  made 
bv  Philip  J.  Sinnott,  representing  Elsie  Realty  Co., 
objector — re  Application  against  decision  of  the  tene¬ 
ment  house  commissioner,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  and  “D”  area  district  the  erection  and  main¬ 
tenance  of  an  apartment  building  not  conforming 
with  the  building  zone  requirements  (previously 
granted  on  certain  conditions). 

PREMISES  AFFECTED— 234  East  203rd  street,  south 
"side,  42.16  ft.  west  of  Valentine  avenue,  The  Bronx. 

APPEARANCES— 

For  Reopening:  Philip  J.  Sinnott. 

Against  Reopening :  Nicholas  Madonna. 

ACTION  &OF  BOARD— Application  reopened  for  recon¬ 
sideration  and  set  for  hearing  March  8,  1932,  at 
10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Lom- 
missioners  Holland  and  tiuilfoyle  and  As¬ 
sistant  Chief  McElhgott .  J 

Negative  .  „ 

Absent  . A  WAV  A . 

THE  VOTE  TO  SET  FOR  REHEARING — 

Affirmative :  Temporary  Chairman  Connell,  Com 
mis  si-oners  Holland  and  Guilfoyle  and  As- 

sistant  Chief  McElhgott .  4 

Negative  . 

Absent  . 


2i2_28"BZ 

APPLICANT _ Conroy  &  Hardy,  substituted  for  McCooey 

&  Conroy,  for  Cordova  Holding  Corp.,  present 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  alteration  and 
conversion  of  a  portion  of  a  garage  to  an  automobile 
repair  shop ;  permission  to  erect  the  garage  having 
been  granted  by  the  board  (reopened  January  5, 

PREMISES  AFFECTED— 445  Empire  boulevard,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy.  . 

For  Opposition:  Benjamin  Finkel,  Hattie  Hartman 
and  Samuel  A.  Retzkin. 

ACTION  OF  BOARD — Raid  over  for  full  vote  of  the 
board:  no  date  set. 

THE  VOTE  TO  GRANT—  ,  ,  .  „ 

Affirmative :  Commissioners  Holland  and  Duil- 

foyle  and  Assistant  Chief  McElhgott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  ® 


missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElhgott .  4 

Negative  .  0 

Absent  .  0 


280-31-BZ.  ,  ^  „ 

APPLICANT— Edward  L.  Kelly,  for  Jasper  Mulle,  owner. 

SUBJECT — Application  to  reopen — correction — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 162-02  to  162-06  Cross  Bay 
boulevard,  southwest  corner  of  162nd  street,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abram  Raff. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
corrected  as  printed  on  page  240. 

THE  VOTE  TO  REOPEN  AND  CORRECT  RESOLU¬ 
TION — 

Affirmative :  Temporary  Chairman  Connell,  Com- 


552-31-BZ. 

APPLICANT — Buelah  Holding  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  from  a  residence  use  to  a  busi¬ 
ness  use  (funeral  parlor  on  the  first  story). 
PREMISES  AFFECTED — 7504  Sixth  avenue  and  588  75th 
street,  southwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  Goodstein  and  Mr.  Thor- 
gesen. 

For  Opposition :  Max  Arens,  Matthew  W.  Woods, 
Louis  H.  Naftalson,  Richard  J.  Delehanty  and 
Richard  C.  Addy. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElhgott .  4 

Absent  .  0 

THE  RESOLUTION— 

(552-31-BZ) 

Whereas,  Buelah  Holding  Corp.,  owner,  filed,  November 
16,  1931,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  conversion  of  occupancy 
from  a  residence  use  to  a  business  use  (funeral  parlor  on 
the  first  story)  ;  premises  7504  Sixth  avenue  and  588  75th1 
street,  southwest  corner,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  February  16,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sixth  avenue,  75th  street,  76th 
street  and  74th  street  are  in  residence  districts,  and  Fifth 
avenue  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  26,  1931  (re  Applic.  No.  13548-1931) 
reads : 

“Proposed  occupancy,  funeral  parlor,  in  violation  o 
Art.  II,  Sec.  3  of  Zone  resolution. 

“Above  application  is  therefore  denied.’- ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  25  ft 
and  a  depth  of  65  ft. ;  at  present  occupied  by  one  family  oi 
each  of  the  first  and  second  stories  and  a  two-car  privah 
garage  in  basement  at  rear ;  it  is  proposed  to  use  the  firs 
story  for  the  purpose  of  a  funeral  parlor  and  conduct  th< 
business  of  a  mortuary  within  a  residence  use  district;  am 
Whereas,  the  board  deemed  that  applicant  was  not  en 
titled  to  relief  under  section  21  on  the  grounds  of  practica 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  b 
and  it  hereby  is  denied. 


1051-27-BZ. 

APPLICANT— Conroy  &  Hardy,  substituted  for  McCooe; 
&  Conroy,  for  Rutland  Parkway,  Inc.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap 
plication  (decision  of  the  superintendent  of  build 
ings),  under  section  21  of  the  building  zone  resolu 
tion,  to  permit  in  a  business  district  the  erection  an- 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 724-740  Ralph  avenue,  Brook 
lyn. 
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APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  t 

Negative  .  0 

Absent  .  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1051-27-BZ) 

Whereas,  William  F.  Doyle,  for  Rutland  Parkway,  Inc., 
owner,  filed,  September  26,  1927,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ; 
premises  724-740  Ralph  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  pubilc  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  6,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ralph  avenue,  East  98th  street 
and  Sutter  avenue  are  in  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  6,  1927  (re  App.  No.  16043-1927)’ 
reads :  ’ 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  2, 
Sec.  4-a,  subdivision  46. 

The  installation  of  a  gasoline  service  station  in  a 
business  district.” ; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  bury  eight 
550-gallon  tanks  and  erect  eight  pumps  for  the  purpose  of 
conducting  a  gasoline  service  station  within  a  business  dis¬ 
trict;  and 

Whereas,  the  plot  forms  a  triangular  block  at  the  inter¬ 
section  of  five  streets;  and 

Whereas,  the  board  is  of  the  opinion  that  this  will  serve 
as  a  public  requirement  for  motor  vehicles’  fuel  service* 

and  ’ 

Whereas,  the  board  believes  this  variation  a  proper  ad¬ 
justment  of  the  zoning  resolution  within  the  provision  of 
section  21;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  March  6,  1928,  on  certain  conditions,  and  owner 
through  his  attorneys,  Conroy  &  Hardy,  requested  a  modifica¬ 
tion  of  the  conditions. 

Resolved  that  the  board  of  standards  and  appeals  does 
nereby  make .  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
ie  application  be  and  it  hereby  is  granted  on  condition  that 
L  , e  °neJ  buildmg-  not  exceeding  an  area  of  15  ft. 
„y  "*-  Seated  substantially  in  the  center  of  the  plot 
used  for  the  accommodation  of  the  patrons  and  office  of  the 

KTl’  tHf  the  extf|°r  of  building  shall  be  finished 
vG  h  C°  6narm?  br'ck:  that  tbe  roof  shall  be  finished 

fing  *1®  Spanish  type  or  variegated  slate;  that 
v,- srea.se  racks  and  crankcase  service  or  auto  laundry  ser- 

snbstat  t*  it  b®*J housed  in  one-storv  masonry  structures  of 
nenrftfilf  7  Same  ?rch’tecture  and  design  as  the  office 
tte„prlfm,se®:  tbat  the  structure  housing  the 
avennp  H  ^  JLha  bave  but  tw0  entrances,  one  on  Ralph 

onor^nn  1Cf  herrentranc-e  °n  tbe  ProPerty  itself;  that  the 
operat  °n  of  gasoline  service  supply  shall  he  conducted  from 

curbinl  nnfrrf  t  u  Pl0t  'mly :  that  tbere  shall  be  a  concrete 
line  on  thar  18  ,n  he*ght  installed  at  the  building 

on  both  street  fronts,  other  than  the  space  required  for 


vehicular  entrance  and  exit;  that  any  advertising  displayed 
shall  be  confined  to  the  glass  globes  of  the  gasoline  oil 
pumps,  and  that  any  permits  required  shall  be  obtained  within 
six  months  and  any  work  involved  thereby  shall  be  completed 
within  one  year  from  the  date  of  this  action. 

528-28-BZ. 

APPLICANT — Albert  M.  Yuzzolino,  substituted  for  Bly  & 

qttp TC'rT'amAnnVkr.  Sarah  A.  Sweedler,  owner. 
c  JHL1  Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 442-452  89th  street  and  8902 
APPEARANCES1-’  S°Uthwest  COrner>  Brooklyn* 

.  b'or  Applicant:  Albert  M.  Yuzzolino. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  . 0 

Absent  .  q 

THE  RESOLUTION— 

(528-28-BZ) 

Whereas,  Bly  &  Hamann,  for  Sarah  A.  Sweedler,  owner, 
hied  June  9,  1928,  an  application,  under  the  building  zone 
resolution,  to  permit  ,  in  a  business  district,  extending  from 
an  unrestricted  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles  * 
premises  442-452  89th  street  and  8902  Fifth  avenue,  south¬ 
west  corner,  Borough  of  Brooklyn;  and 
Whereas  a  public  hearing  was  held  on  this  application  by 
ie  board  of  standards  and  appeals,  at  its  special  meeting, 
December  14,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas.,  the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  89th  street  is  in  an  unrestricted 
district ;  Fifth  avenue  is  in  a  business  district,  and  90th  street 
is  in  an  unrestricted  and  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  4,  1928  (re  App.  No.  8870-28),  reads: 

‘Public  garage  for  more  than  5  cars  in  a  business 
district  is  prohibited  use,  as  per  B.  Z.  Resolution,  Art. 
2,  Sec.  15  and  is  hereby  denied.”; 
and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  106  ft.  11  in. ;  to  be  occupied  as  a  garage 
tor  the  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  the  property  is  cut  by  two  use  districts  there¬ 
fore  coming  under  purview  of  section  7c;  the  unrestricted 
area  on  89th  street  lying  between  Fourth  and  Fifth  avenues 
with  garages  directly  opposite :  and 
Whereas,  the.  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  on  the  grounds  of  unnecessary  hard- 
shin  and  practical  difficulties;  and 
Whereas,  this  application  was  granted  hv  the  board  at  its 
meeting,  December  14,  1928,  on  certain  conditions  and 
owner,  through  her  attorney  requested  a  modification  of  these 
conditions  as  to  time  limit,  the  matter  having  been  before  the 
court  on  a  writ  of  certiorari,  and  extensions  of  time  were 

granted,  and  owner  now  requests  a  further  extension  of 
time. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  ,nakc_  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  two  stories  above 
grade;  that  the  Fifth  avenue  frontage,  street  grade,  shall 
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AREA  FIXED. 
(55-32-BZ) 


he  restricted  to  store  use  and  occupancy  for  a  depth  not  less 
than  20  ft.  from  Fifth  avenue  and  shall  be  separated  from 
the  garage  area  of  the  first  story  by  walls  of  approved 
masonry;  that  the  westerly  and  southerly  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length ;  that 
anv  openings  for  vehicular  use  shall  be  restricted  to  the 
89th  street  front  and  shall  be  located  not  less  than  7o  it. 
westerly  from  the  corner  formed  by  the  intersection  ot 
Fifth  avenue  and  89th  street ;  that  any  gasoline  storage 
equipment  installed  shall  be  located  not  less  than  75  it. 
from  the  Fifth  avenue  corner  and  shall  be  restricted  in 
operation,  use  and  maintenance  to  the  interior  of  tne 
premises ;  that  the  front  elevation  shall  be  finished  with 
light  color  face  brick,  with  two-tone  colored  brick  for  trim 
if  of  panel  design,  with  architectural  terra  cotta  or  natura 
stone  trim ;  that  no  roof  sign  shall  be  erected  or  main¬ 
tained;  that  any  advertising  sign  displayed  shall  be  re¬ 
stricted  to  the  plate  glass  show  windows  of  the  store  fronts 
on  Fifth  avenue  and  that  not  more  than  one  projecting 
electric  sign  shall  be  erected  on  89th  street,  indicating  the 
name  and  title  of  business  conducted  on  the  premises;  that 
the  architect  shall  make  a  return  of  the  drawings,  for  ap- 
proval  to  this  board  before  submission  to  the.  superintendent 
of  buildings  in  accordance  with  the  foregoing  conditions, 
and  that  all  permits  required  shall  be  obtained  within  six 
months  from  February  26,  1930,  and  any  work  involved 
shall  be  completed  within  one  year  from  February  26,  1932. 


The  temporary  chairman  presented  and  read  a  communica¬ 
tion  from  Benjamin  Driesler,  Jr.,  requesting  the  board  to  fix 
an  area  deemed  affected  within  which  to  obtain  consents 
under  section  7g  of  the  building  zone  resolution  to  permit  in 
a  business  district  the  alteration  and  conversion  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  motor  vehicles 
and,  also,  the  installation  of  a  gasoline  service  station ;  prem¬ 
ises  128-138  Brighton  Beach  avenue,  south  side,  110.8  ft. 
west  of  Calm  street,  and  26-48  Calm  street,  Borough  of 

Brooklyn.  j 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Brighton  Beach  avenue  from  Ocear 
parkway  to  East  2nd  street  (Ada  court)  ;  both  sides  ol 
the  railroad  right-of-way  from  Sea  Breeze  avenue  tc 
Brighton  Beach  avenue ;  both  sides  of  Calm  street  frorr 
the  Boardwalk  to  Brighton  Beach  avenue;  both  side: 
of  Brightwater  court  to  East  2nd  street  (Ada  court) 
both  sides  of  East  2nd  street  and,  also,  both  sides  o 
Ocean  place  from  Brighton  Beach  avenue  to  a  poin 
100  ft.  northerly  therefrom. 


Adjourned  2.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  16,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElhgott. 


BOARD  OF  STANDARDS  AND  APPEALS 

THE  RESOLUTION—  I  . 

(417-31-A) 

Whereas,  The  Long  Island  Railroad  Co.,  owner,,  filed 


'  »  » - o  - - -  ’  /, 

August  25,  1931,  an  appeal  from  an  order  and  a  decision  c 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

608-31-A.  _  .  ~ 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Louis  Shulsky,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 318-330  Grand  street,  southeast 
corner  of  Havermeyer  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  file  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
2  p.  m.,  on  request  of  appellant  to  obtain  further 
information. 


417-31-A. 

APPELLANT— The  Long  Island  Railroad  Co.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 129th  avenue,  between  172nd 
street  and  174th  place,  South  Jamaica,  Borough  of 
Queens  (Long  Island  Railroad  Barns). 

APPEARANCES— 

For  Appellant:  William  J.  O’Brien. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElhgott .  4 

Negative  .  n 

Absent  .  0 


- ~ 1^1 - .  .  - . 

the  fire  commissioner,  affecting  premises  northeast  corner  c 
Bedell  street  and  south  of  129th  avenue,  east  of  Montau 
Division  of  Long  Island  Railroad,  about  thirty  acrt 
(also  known  as  129th  avenue,  between  172nd  street  and  174t 
place),  South  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Ju! 
20,  1929  (Order  No.  60126-F),  reads: 

“1.  Install  an  approved  4"  standpipe  in  accordant 
with  the  Rules  of  the  Board  of  Standards  &  Appeal 
Section  581,  Article  28,  Chapter  5,  Code  of  Ordinances.’ 

and 

Whereas,  the  decision  of  the  fire  commissioner,  renden 
August  25,  1931,  reads : 

“In  reply  to  your  letter  of  June  16th,  relative 
order  60126-F  pending  against  the  above  premises  r 
quiring  the  installation  of  a  4"  standpipe  I  beg  to  advi 
you  that  these  requirements  are  mandatory  for  t! 
reason  that  the  building  exceeds  15,000  sq.  ft.  in  ar 
and  your  request  for  a  rescindment  of  this  order 
denied. 

“However,  if  in  your  opinion  the  conditions  in  tl 
building  warrant  granting  any  further  consideration  y 
are  advised  to  take  this  matter  up  with  the  Bd.  of  Stan 
ards  and  Appeals,  Room  1001,  Municipal  Bldg.,  Ma 
hattan,  for  further  consideration.” ; 


and 


Whereas,  the  premises  consist  of  an  irregular-shaped  p 
of  ground  lying  along  the  Long  Island  Railroad  right-' 
way  and  extending  from  129th  avenue  to  136th  avenue, 
total  area  of  approximately  thirty  acres,  and  occupied  as 
railroad  yard ;  upon  this  plot  are  located  four  galvanh 
iron  on  wood  frames  railroad  car  sheds  erected  in  19( 
each  shed  is  one  story  in  height  and  approximately  650 
by  78  ft.  (approximately  50,000  sq.  ft.)  in  area;  not  OCC 
PIED  at  present;  and 

Whereas,  appellant  contends  that  the  sheds  have  not  b< 
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used  since  1915  and  contends,  further,  that  there  is  a  fire 
plug  located  at  the  corner  of  each  building. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified ,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the 
present  four  sheds,  shown  on  the  plan  submitted  with  this 
appeal,  on  condition  that  they  be  maintained  vacant  and  un¬ 
occupied;  that  the  surrounding  conditions  remain  substantially 
unchanged;  that  such  additional  fire-fighting  appliances  as 
shall  be  required  by  the  fire  department  shall  be  installed, 
and  that  the  sheds  shall  be  not  increased  in  height  or  area. 


610-31-A. 

APPELLANT — -Alex.  J.  MacManus,  for  Emesco  Amuse¬ 
ments,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 80-82  Clinton  street  and  97-103 
Attorney  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Alex.  J.  MacManus. 

*  For  Administration :  Captain  Foster  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott . .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(610-31-A) 


Whereas,  Alex.  J.  MacManus,  for  Emesco  Amusements, 
Inc.,  owner,  filed,  December  23,  1931,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  80-82  Clinton 
street  and  97-103  Attorney  street,  Borough  of  Manhattan; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember^  21,  1931  (Order  No.  19-A),  reads: 

“1.  Provide  an  automatic  fire  pump.  Chapt.  5,  Art. 
25,  Sec.  524,  Code  of  Ordinances.  Installation  to  con¬ 
form  with  Rule  86,  Bd.  of  Standards  &  Appeals  Rules  of 
1930. 

“2.  Provide  suction  tank  of  not  less  than  5000  gallon 
capacity.  Rule  86,  Bd.  of  Standards  &  Appeals  Rules  of 
1930.” ; 

and 

.  Whereas,  the  building  is  fireproof,  one  story  (56  ft.) 
in  height,  50  ft.  frontage  on  Attorney  street,  extending  200 
ff.  through  the  block,  with  25  ft.  frontage  on  Clinton  street ; 

1  OCCUPIED :  theatre— orchestra,  807  seats ;  balcony,  413 
seats;  EQUIPPED  with  a  sprinkler  system  and  a  standpipe 
system;  and 

Whereas,  the  appellant  claims  that  under  Cal.  No.  351- 
^ "  ^  ^le  board  Perrn^ed  the  supply  for  the  standpipe  system 
through  a  direct  connection  with  the  city  water  main  on 
condition  that  there  shall  be  a  riser  on  each  side  of  the 
auditorium  and  on  each  side  of  the  stage  with  outlets  at  the 
orchestra,  balcony  and  stage  levels,  properly  cross-connected 
fin  i-  *rom  tw0  5’000~£all°n  gravity  tanks  having  separate 
.  *1'les  and  not  less  than  thirtv-five  pounds  pressure  main¬ 
tained  at  the  street  main ;  furthermore,  that  a  single  scene 
backdrop  be  used  for  monologues  and  singing  and  no  fly 
gallery  or  rigging  loft  be  installed ;  as  to  the  latter  condition, 
it  is  now  proposed  to  use  the  stage  for  vaudeville  and  motion 
Pictures,  which  require  the  use  of  a  rigging  loft  and  the 
necessary  scene  drops  for  the  proper  presentation  of  such 
periormances ;  furthermore,  the  appellant  contends  that  all 
"tner  conditions  are  rigidly  complied  with. 

••  that  the  order  of  the  fire  commissioner  be  and 

't  hereby  is  modified,  and  .that  the  appeal  be  and  it  hereby  is 
nr<rw  c  ,  as  to  Order  No.  19-A.  Ttems  1  and  2,  permitting 
e  use  of  the  stage  for  vaudeville  performances  and  addi- 
iona  scenery  necessary  for  the  proper  presentation  of  such 
Periormances,  on  condition  that  the  seating  capacity  shall  be 
IT1  e  1  -220  seats  ^nd  that  the  resolution  of  February 
• .  .18,  otherwise  shall  be  complied  with;  that  the  standpipe 


tanks  shall  be  filled  from  city  water  main  with  a  pressure 
at  the  street  of  not  less  than  thirty-six  pounds;  that  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects,  and  that  the  building  shall  be  not  increased  in 
height  or  area. 


496-31-A. 

APPELLANT — David  Kaufman,  for  Baerenklau  &  Co., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 740  Jamaica  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Albert  Baerenklau  and  David  Kauf¬ 
man. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  q 

Absent  .  n 

THE  RESOLUTION— 

(496-31-A) 

Whereas,  David  Kaufman,  for  Baerenklau  &  Co.,  owner, 
filed,  October  8,  1931,  an  appeal  from  a  decision  of  the  fire 
commissioner,  affecting  premises  740  Jamaica  avenue,  Bor¬ 
ough  of  Brooklyn ;  and 

\\  hereas,  the  decision  of  the  fire  commissioner,  rendered 
October  8,  1931  (re  Plan  No.  810-31),  reads: 

“1.  Heating  apparatus  room  shall  conform  to  the  re¬ 
quirements  of  fuel  oil  Rule  20. 

“2.  The  requirements  of  section  159,  Ch.  10,  C.  of  O. 
N.Y.  shall  be  complied  with.” ; 

and 

Whereas,  the  building,  erected  in  1925,  is  frame,  two 
stones  in  height,  30.4  ft.  by  102.10  ft.  in  area;  OCCUPIED: 
1st  story,  shop,  6  persons;  2nd  story,  office,  6  persons;  and 

\\  ttereas,  there  is  installed  in  the  premises  an  oil-burning 
equipment  consisting  of  a  550-gallon  storage  tank  connected 
to  a  Teesdale  Pump  and  A.  B.  C.  Oil  Burner;  and 

Whereas,  appellant  contends  that  the  oil  burner  is  used 
principally  for  demonstration  purposes  and  is  in  operation 
only  when  an  attendant  is  present;  that  the  room  in  which 
the  oil  burner  is  in  operation  is  protected  on  the  east  wall 
by  12-inch  brick,  on  the  north  wall  by  12-inch  brick,  with  a 
glass  window;  on  the  west  wall  by  a  non-fireproof  parti¬ 
tion  and  three  non-fireproof  doors;  on  the  south  wall  by  a 
non-fireproof  partition  and  door,  on  the  floor  by  a  layer  of 
concrete  and  finish,  and  on  the  ceiling  by  wood  construction 
covered  with  pressed  metal,  thereby  varying  from  rule  20 
of  the  fuel  oil  rules  in  regards  to  the  ceiling  and  non-fireproof 
partitions  and  doors,  and  requests  the  acceptance  of  existing 
conditions. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  obejection  to  Plan  No.  810-31,  Item  1,  permit¬ 
ting  the  use  of  one  fuel  oil  burner,  to  be  used  for  demonstra¬ 
tion  purposes  only,  located  substantially  as  shown  on  the  plans 
submitted  with  this  appeal,  and  in  charge  at  all  times  when  in 
use  of  a  person  having  a  certificate  of  fitness,  on  condition 
that  within  a  distance  of  15  ft.  from  the  oil  burner  the  ceiling, 
floor  and  enclosure  wall  or  partition  walls  where  not  fire¬ 
proof  shall  be  fire-resisted  with  plaster  boards  and  metal  of 
not  more  than  30  gauge ;  that  any  openings  in  such  parti¬ 
tions  shall  be  equipped  with  tin-clad  doors  with  metal  not 
more  than  30  gauge,  and  that  the  building  shall  be  not 
increased  in  height  or  area ;  as  to  Item  2,  the  appeal  be  and 
it  hereby  is  withdrawn. 


490-31 -A. 

APPELLANT— One  Hundred  Fifth  Avenue,  Inc.,  owner. 
SUBJECT— Anneal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 98-100  Fifth  avenue  and  1-3 
West  15th  street,  northwest  corner,  Manhattan. 


MINUTES 


APPEARANCES— 

For  Appellant:  Philip  J.  Smnott. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .... 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

VO T E _ 

Affirmative :  Temporary  Chairman  Connell,  Com- 
missioners  Holland  and  Quil  foylc  and  As- 

sistant  Chief  McEUigott .  J 

Negative  .  Q 

Absent  . * 

THE  RESOLUTION— 

(490-31-A) 


elevation  of  the  bottom  of  the  tank  above  the  present  top 
story  hose  outlet,  which  in  this  instance  is  the  pent  house, 
on  condition  that  the  elevation  shall  not  be  less  than  6  ft. 
above  the  hose  outlet  in  the  pent  house  story ;  that  the  hose 
in  the  pent  house  story  shall  be  equipped  with  J4-inch 
nozzles,  and  that  such  additional  fire-fighting  appliances  as 
shall  be  required  by  the  fire  department  shall  be  installed 
in  the  pent  house  story ;  as  to  Order  No.  85839-F,  Item  1, 
granted  on  condition  that  a  reserve  of  not  less  than  3,000 
Gallons  shall  be  maintained  for  the  standpipe  system  at  all 
times;  as  to  Order  No.  85840-F,  Items  3  and  8,  the  appeal 
be  and  it  hereby  is  withdrawn. 


Whereas,  One  Hundred  Fifth  Avenue,  Inc.,  owner,  filed, 
October  6,  1931,  an  appeal  from  orders  and  a  decision  of  the 
fire  commissioner,  affecting  premises  98-100  Fifth  avenue  and 
1-3  West  15th  street,  northwest  corner,  Borough  of  Man- 

haWHEREAS,  the  orders  of  the  fire  commissioner,  dated  June 
3,  1931,  read: 

“Order  No.  85838-F:  .  ,  . 

“1  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  ‘of  said  tank  is  less  than  20'  above  the  hose  outlet 
in  the  highest  story.  Sec.  581,  Ch.  5,  Code  of  Or¬ 
dinances  and  rule  91,  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

“Order  No.  85839-F:  . 

“1  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof  above 
the  3500  gallon  mark  only.  Sec.  581,  Ch.  5,  Code  of 
Ordinances  and  rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

“Order  No.  85840-F :  ,  , 

“3.  Protect  all  standpipe  lines  that  are  not  located 
within  a  fire  resisting  enclosed  stairway,  with  either 
a  covering  of  1”  asbestos ;  expanded  metal  lath  with 
yA"  of  Portland  cement  plaster,  or  by  a  tight  well  pointed 
enclosure  of  2"  terra  cotta  blocks. 

“8.  Remove  gate  valve  from  line  in  basement  after 

lower  check  valve.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  29,  1931,  reads: 

“This  will  reply  to  your  letter  of  September  3rd,  1931, 
in  which  you  request  reconsideration  of  Orders  85838-F, 
85839-F  and  85840-F. 

“Your  request  for  reconsideration  of  these  orders 
must  be  denied.” ; 


PETITIONS  FOR  VARIATIONS. 


395-30- S. 

PETITIONER — Philip  J.  Sinnott,  substituted  for  Croker 
National  Fire  Prevention  Engineering  Co.,  for  303- 
31f  Fourth  Avenue  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 303-311  Fourth  avenue  and  107- 
113  East  23rd  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Philip  J.  Sinnott. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
2  p.  m.,  pending  opinion  of  corporation  counsel. 


461-30-S.  1 

PETITIONER— William  A.  Grey,  for  57th  Street  Luce 
Corp.,  owner.  . 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  previously  withdrawn — re  Variation  of  the 
labor  law,  as  cited  in  a  decision  of  the  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 521-531  West  57th  street  and 
518-528  West  58th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  William  A.  Grey. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  March  8,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McEUigott . 

Negative  . . .  1 

Absent  .  1 


Whereas,  the  building,  erected  in  1906,  is  nreproof,  fif¬ 
teen  stories  and  pent  house  in  height,  61  ft.  by  140  ft.  in 
area;  OCCUPIED  for  offices,  showrooms  and  manufactur¬ 
ing,  approximately  thirty  persons  per  story ;  the  pent  house 
being  occupied  by  a  commercial  photographer,  twenty  per¬ 
sons  ;  and  ,  . 

Whereas,  appellant  contends  that  the  building  is  pro¬ 
vided  with  a  sprinkler  system ;  that  the  5,500-gallon  tank 
contains  the  house  supply  and  3,500  gallons  reserved  for 
the  standpipe  supply  and  that  the  tank  is  located  6  ft.  above 
the  outlet  in  the  pent  house  story;  that  the  only  places 
where  the  standpipe  lines  are  unprotected  are  along  the 
ceiling  of  the  pent  house  story  and  also  in  a  trench  along 
the  basement  story;  appellant  requests  the  acceptance  of 
existing  conditions  as  to  the  standpipe  system;  and 

Whereas,  the  building  was  erected  in  1906,  at  which 
time  the  present  standpipe  system  was  installed  and  ap¬ 
parently  accepted  bv  the  departments  having  jurisdiction 
thereof. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner,  Nos.  85838-F  and  85839-F,  be  and  they  hereby  arc 
modified,  and  that  the  appeal  be  and  it  hereby  is  granted ,  as 
to  Order  No.  85838-F,  Item  1,  only  so  far  as  it  affects  the 


535-31-S. 

PETITIONER— Croker  Fire  Prevention  Corp.,  former!: 
known  as  the  Croker  National  Fire  Prevention  Engl 
neering  Co.,  for  Lorenzo  Apruzzo,  owner. 

SUBJECT— Application  for  reopening— reconsideration  unde 

new  facts,  previously  denied — re  Variation  of  th 
labor  law,  as  cited  in  an  order  of  the  fire  comtnis 
sioner  and  a  decision  of  the  superintendent  of  build 

ings.  , 

PREMISES  AFFECTED— 301-303  Third  avenue,  Brook 

lyn. 

APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss.  1 

For  Administration:  Inspector  Maher  of  fire  d< 
partment. 

ACTION  OF  BOARD— Petition  reopened  and  set  for  heai 
ing  March  8,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McEUigott . 

Negative  . 

}  Absent  . 
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62-31-S. 

PETITIONER — John  H.  Knubel,  for  National  Tower  Corp., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

'REMISES  AFFECTED— 1372-1382  Broadway,  107-121 
West  37th  street  and  106-114  West  38th  street, 
Manhattan. 

Appearances— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

iCTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


139-31- S. 

PETITIONER — Sheder  Realty  Corp.,  owner. 

fUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  tire  commissioner. 

REMISES  AFFECTED — 141-145  West  36th  street,  Man¬ 
hattan. 

PPEARANCES — 

For  Petitioner:  Jack  Schuller. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Petition  withdrawn  to  comply. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


(39-30-S. 

ETITIONER — Henry  I.  Oser,  for  Central  Zone  Building, 
Inc.,  owner. 

UBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  (reopened;  previously 
withdrawn). 

:REMISIES  AFFECTED — 305-313  East  45th  street  and 
306-312  East  46th  street,  Manhattan. 

PPEARANCES— 

For  Petitioner:  Julius  Lewis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Petition  dismissed  on  condition. 
HE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 

(639-30-S) 


Whereas,  Henry  I.  Oser,  for  Central  Zone  Building,  Inc., 
/Vner,  filed,  October  18,  1930,  a  petition  for  a  variation 
om  the  requirements  of  the  labor  law,  as  cited  in  an  order 
the  fire  commissioner,  affecting  premises  305-313  East 
‘th  street  and  306-312  East  46th  street,  Borough  of  Man- 
ittan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep- 
mber  29,  1930  (Order  No.  78928-LD),  reads: 

“1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure  or  from  landings,  platforms  or  passageways 
connected  therewith  including  cigar  stand  in  main  hall 
at  first  story  as  per  rules  of  the  Board  of  Standards 
and  Appeals. 

“3.  Arrange  doors  from  Evening  Telegram  press 


room  first  story  to  street  to  open  outwardly,  Sec.  270, 
of  the  Labor  Law.”; 
and 

W  hereas,  the  building  is  fireproof,  twenty-four  stories  in 
height,  with  a  frontage  of  125  ft.  on  East  45th  street  and 
100  ft.  on  East  46th  street  and  a  depth  of  200  ft.  10  in.; 
the  building  having  been  erected  in  1929;  OCCUPIED: 
basement,  stores  and  manufacturing,  50  persons ;  1st  story, 
stores  and  manufacturing,  145  persons ;  2nd  to  18th  stories, 
manufacturing,  160  persons  each  floor;  19th  to  24th  stories, 
manufacturing,  135  persons  each  floor;  EQUIPPED  with 
a  sprinkler  system  and  a  fire  alarm  signal  system;  there 
being  located  in  the  first  story  entrance  hall  a  cigar  stand; 
the  outer  doors  of  vestibule  of  store  No.  2  open  inwardly; 
and 

Whereas,  the  petitioner  contends  that  the  passenger  ele¬ 
vator  hall  leading  out  to  45th  street  in  which  the  cigar  stand 
is  located  can  be  considered  as  a  store  with  an  additional  exit 
to  the  stair  fi-  the  rear;  this  stair  continues  down  to  the 
basement  which  is  level  with  the  46th  street  sidewalk,  there 
being  a  difference  in  the  two  streets  equal  to  one  story; 
that  was  the  purpose  in  carrying  the  stairs  down  to  the 
basement  level  and  out  to  46th  street ;  in  addition  the  passen¬ 
ger  elevator  hall  is  very  wide,  being  8  ft.  in  the  clear,  and 
the  cigar  stand  is  small,  and  contends,  further,  that  the  entire 
building  is  100  per  cent  sprinklered,  including  the  entrance 
hall ;  there  are  two  standpipe  risers  and  a  fire  alarm  system 
and  there  is  no  hazard;  as  to  the  doors  to  the  store  opening 
outwardly,  contends  there  are  two  entrances  to  this  store, 
the  one  on  the  easterly  side  has  these  doors  opening  out¬ 
wardly  and  the  one  on  the  westerly  side  has  a  vestibule,  the 
inner  doors  of  which  open  outwardly  to  the  outer  doors ;  they 
are  open  most  of  the  time  opening  inwardly  and  that  to 
open  these  doors  outwardly  they  would  project  beyond  the 
building  line;  and 

Whereas,  this  case  was  reopened  for  consideration  of 
Item  1  only— the  cigar  stand— Item  2  having  been  complied 
with. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed , 
as  to  Order  No.  78928-LD,  Item  1,  on  condition  that  the 
amended  rule  10  of  the  factory  exit  rule  be  complied  with, 
and  as  to  Item  3,  the  petition  is  withdrawn. 


434-3 1-S. 

PETITIONER. — Croker  National  Fire  Prevention  Engi- 
neering  Co.,  for  Tabriz  Renovating  Co.,  owner. 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 876-878  Broadway,  Manhattan 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  q 

Absent  .  g 

THE  RESOLUTION— 

(434-31-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Tabriz  Renovating  Co.,  owner,  filed,  September  5, 
1931,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  876-878  Broadway,  Bor¬ 

ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
23,  1931  (Order  No.  85518-LD),  reads: 

“1.  Provide  an  enclosure  of  fire  retarding  material 
extending  from  floor  to  ceiling  at  first  story  leading 
from  termination  of  interior  stairway  to  street;  all  open- 
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ings  to  be  protected  with  approved  fire  doors  as  per  Sec¬ 
tion  271  of  the  Labor  Law.”; 


U1\Vhereas,  the  decision  of  the  fire  commissioner,  rendered 
August  17,  1931,  reads: 

“This  will  reply  to  your  letters  of  August  6th,  1931, 
in  which  you  state  you  have  been  retained  by  the 
owners  of  the  premises  to  file  an  appeal  with  the  Board 
of  Standards  and  Appeals  in  connection  with  violation 
orders  No.  85518-LD  and  No.  85520-F,  but  owing  to 
the  fact  that  the  orders  are  more  than  20  days  old  the 
Board  has  declined  to  accept  this  case,  requesting  that 
we  rescind  these  orders  of  a  later  date. 

“You  are  advised  that  your  request  to  rescind  these 
orders  are  denied.” ; 


Whereas,  the  building,  erected  in  1883,  is  non-fireproof, 
six  stories  in  height,  41  ft.  5J^  in.  by  87  ft.  6  in.  in  area, 
OCCUPIED:  cellar,  boiler  room  and  stock  of  rugs,  1  per¬ 
son;  1st  story,  office  and  receiving  and  shipping  of  rugs,  9 
persons;  2nd  story,  stock  and  repairing  rugs,  2  persons; 
3rd  story,  stock  of  rugs,  no  persons ;  4th  story,  storage  of 
rugs,  no"  persons;  5th  story,  stretching  rugs,  no  persons; 
6th  story,  manufacture  of  umbrellas,  16  persons ;  EXITS :  an 
interior  wood  stairway,  extending  from  the  first  story  to  top 
story,  enclosed  in  wood  stud  plaster  board  and  plaster  parti¬ 
tions,  with  fireproof,  self-closing  doors  at  openings;  a  fire 
escape  on  the  front  of  the  building,  having  fireproof  openings 
along  the  course  thereof,  extending  from  the  top  Gory  to  the 
second  story  balcony,  with  egress  from  the  termination  of 
the  fire  escape  by  means  of  counterbalanced  stair  to  street; 
ROOFS  of  adjoining  building:  to  south,  four  stories  higher; 
and 

Whereas,  petitioner  contends  that  the  order  in  question 
is  based  on  the  fact  that  in  the  first  story  entrance  vestibule 
one  side  of  the  partition  is  clear  wire  glass  panels,  and  con¬ 
tends,  further,  that  according  to  the  records  we  find  that 
this  matter  was  acted  upon  by  the  board  under  Cal.  No. 
1410-22-S,  which  covers  the  situation  as  now  existing,  and 
the  work  was  done  at  that  time  and  the  order  dismissed  as 
complied  with;  and 

Whereas,  this  violation  was  apparently  acted  on  by  the 
board  under  Cal.  No.  1410-22-S,  at  which  time  the  petition 
was  from  the  decision  of  the  superintendent  of  buildings  and 
the  motion  was  to  grant  only  so  far  as  it  affected  the  open¬ 
ings  in  the  southerly  wall  of  the  northerly  stairway  in  the 
entrance  corridor  to  the  northerly  stairs. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted  on  condition 
that  the  resolution  of  Cal.  No.  1410-22-S,  adopted  March 
20,  1923,  be  complied  with  and  the  building  shall  be  not  in¬ 
creased  in  height  or  area  and  the  use  and  occupancy  remain 
substantially  unchanged  and  the  labor  law  shall  be  complied 
with  in  all  other  respects. 


561-31-S. 

PETITIONER— Joel  D.  Marder,  for  The  Centrun  Corp., 
owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 335-337  Greenwich  street  and 
20-24  Jay  street,  southeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner :  John  Kenlon. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  ° 

Absent  .  0 


THE  RESOLUTION— 

(561-31-S) 

Whereas,  Joel  D.  Marder,  for  The  Centrun  Corp.,  owner, 
filed,  November  25,  1931,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  335-337 
Greenwich  street,  southeast  corner  of  Jaystreet,  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
4,  1931  (Order  No.  83889-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270 
of  the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  16,  1931,  reads: 

“This  will  reply  to  your  letter  of  June  9th,  1931,  in 
which  you  refer  to  Order  No.  83889-LD,  and  state  that 
the  building  is  only  recently  completed  and  Certificate 
of  Occupancy  has  been  issued  by  the  Bureau  of  Build¬ 
ings  for  its  use  as  a  factory  building,  and  desiring  in¬ 
formation  specifically  as  to  the  objections  of  this  bureau, 
which  resulted  in  the  above  order. 

“An  inspection  which  resulted  in  the  orders  indicated 
that  the  interior  stairway  leading  from  cellar  to  1st  . 
story  in  the  bank  portion  of  the  building  has  not  been 
enclosed  in  fireproof  material ;  doors  in  partition  which 
divide  the  front  from  the  rear  part  of  cellar  is  not  44" 
wide  and  these  doors  serve  as  a  second  means  of  egress 
from  the  front  (bank)  section  of  cellar  and  door  in 
partition  which  divides  the  floor  area  on  the  7th  story 
is  not  44"  wide  and  must  be  made  double  swinging.”; 

and 

Whereas,  the  building  is  fireproof,  thirteen  stories  in 
height,  50  ft.  by  100  ft.  in  area;  OCCUPIED  for  storage 
and  offices,  except  the  eighth  story,  for  printing,  twenty 
persons  per  story;  EQUIPPED  with  a  sprinkler  system  and 
a  fire  alarm  signal  system;  EXITS:  two  interior  fireproof 
stairways,  extending  from  the  first  story  to  roof,  enclosesd 
in  fireproof  partitions,  with  fireproof  doors  at  openings;  and 

Whereas,  the  petitioner  claims  there  are  three  exits  from 
the  basement  to  first  story  consisting  of  a  fireproof  enclosed 
stairway  4  ft.  wide  at  east ;  a  fireproof  open  stairway  4  ft. 
wide  at  west;  an  auxiliary  fireproof  enclosed  stairway  3  ft. 
wide  at  center  and  having  a  2  ft.  4  in.  door  opening  at  first 
story  and  a  3  ft.  1  in.  door  opening  to  basement ;  there  is  no 
factory  occupancy  on  the  floors  noted  in  the  decision  of  the 
fire  commissioner;  the  building  is  equipped  with  a  standpipe 
system,  and  has  a  small  occupancy;  furthermore,  the  peti¬ 
tioner  contends  the  building  was  erected  under  approved 
plans  in  January  of  1931  and  is  occupied  in  accordance  with 
Certificate  of  Occupancy  No.  17251-1931  permitting  factory 
use  on  the  eighth  story,  a  copy  of  which  is  filed  with  this 
petition ;  and 

Whereas,  the  building  is  thirteen  stories  in  height,  fire¬ 
proof  throughout ;  equipped  with  a  standpipe  system. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  per¬ 
mitting  one  accommodation  stairway  from  the  first  floor  to 
the  basement,  both  floors  being  in  the  use  of  the  bank,  and 
permitting  an  entrance  to  the  safe  deposit  room  in  the  base¬ 
ment  with  a  door  3  ft.  1  in.  wide  instead  of  44  in.,  on  con¬ 
dition  that  the  stairway  shall  be  built  of  incombustible  mate¬ 
rial  ;  that  this  accommodation  stairway  is  exclusive  of  the 
legal  required  means  of  exit  for  the  building ;  that  the  fac¬ 
tory  occupancy  shall  be  confined  to  the  eighth  story  and 
shall  be  limited  to  not  more  than  twelve  persons ;  that  the 
factory  shall  be  that  of  printing  in  connection  with  and  as 
an  accessory  use  to  the  bank  business  conducted  on  the  first 
story  and  basement;  that  the  building  shall  be  not  increased 
in  height  or  area,  and  that  the  labor  law  shall  be  complied 
with  in  all  other  respects. 


43-32-S. 

PETITIONER— H.  H.  Murdock,  for  F.  W.  Woolworth 
Co.,  owner. 
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SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 161-469  Fifth  avenue  and  1  East 
40th  street,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner :  H.  H.  Murdock. 

ACTION  OF  BOARD — Petition  granted  on  condition 
THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(43-32-S) 


Whereas,  H.  H.  Murdock,  for  F.  W.  Woolworth  Co., 
owner,  filed,  January  27,  1932,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  461-469 
Fifth  avenue  and  1  East  40th  street,  northeast  corner,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  19,  1932,  reads : 

“In  reference  to  your  application  for  a  revised  Cer¬ 
tificate  of  Occupancy  for  the  above  mentioned  premises, 
I  wish  to  advise  you  that,  before  this  certificate  can  be 
issued  granting  permission  to  use  5  per  cent,  of  the  floor 
area  for  manufacturing  purposes,  it  will  be  necessary  to 
comply  with  the  State  Labor  Law,  as  follows : 

“All  partitions,  floor  surfaces,  trim  and  interior  finish 
must  be  of  incombustible  material,  unless  entirely  sep¬ 
arated  from  the  manufacturing  spaces  by  fireproof  parti¬ 
tions. 

“Plate  glass  of  windows  in  front  walls  exceeds  720  sq. 
in.  See  Section  264,  270,  par.  6. 

“The  vestibule  leading  to  the  enclosed  fire  stairs  should 
be  open  on  one  side  from  the  4th  to  the  10th  floor;  also 
an  outside  vestibule  should  be  provided  on  the  2nd  and 
3rd  floors  leading  to  the  enclosed  fire  stairs.  Section  266. 

“Vertical  openings  (open  stairway)  between  basement 
and  2nd  floor  should  be  enclosed. 

“Dressing  rooms  must  be  provided.  Sec.  294. 

“I  trust  this  will  give  you  the  desired  information.’” ; 
and 

Whereas,  the  building  is  fireproof,  ten  stories  (124  ft.  11 
in.)  in  height,  92  ft.  7  in.  by  122  ft.  6  in.  in  area;  OCCU¬ 
PIED  for  stores,  offices  and  showrooms,  ninety  persons  per 
story;  located  within  a  retail  use  district;  EQUIPPED  with 
a  sprinkler  system;  EXITS:  a  fire  tower;  an  interior  fire- 
1  proof  stairway,  extending  from  the  first  story  to  roof,  en¬ 
closed  in  fireproof  partitions,  with  fireproof  doors  at  open¬ 
ings;  and 

Whereas,  the  petitioner  claims  that  this  petition  affects 
only  the  third,  fourth  and  fifth  paragraphs  of  the  decision  of 
the  superintendent  of  buildings ;  as  to  paragraph  3,  that 
portion  of  the  floor  area  which  is  provided  with  V^-inch 
plate  glass  windows  in  excess  of  720  sq.  in.  will  be  com- 
pletely  separated  from  the  floor  area,  where  factory  work  is 
done,  by  fireproof  partitions;  there  will  be  fireproof  cor¬ 
ridors  leading  direct  to  each  required  means  of  exit  with 
fireproof,  self-closing  doors,  swinging  outward,  from  each 
such  floor  area  at  each  story,  and  not  more  than  5  per  cent 
of  the  total  floor  area  of  the  building  will  be  used  for  manu¬ 
facturing  purposes  at  any  time;  as  to  paragraph  4,  it  is 
proposed  to  construct  a  fireproof  vestibule  with  fireproof, 
self-closing  doors  swinging  outward  at  each  story,  leading- 
direct  to  the  fire  tower,  each  such  vestibule  will  be  open  on 
one  side  to  a  space  in  excess  of  100  sq.  ft.  in  area;  as  to 
paragraph  5,  there  are  two  accommodation  open  stairways 
trom  first  story,  one  leading  to  basement,  the  other  to  second 
story ;  the  latter  stairway  is  separated  from  the  second  story 
by  fireproof  walls  and  a  fire  shutter  with  fusible  links  in¬ 
stalled  under  the  supervision  and  approval  of  the  superin¬ 


tendent  of  buildings ;  furthermore,  the  petitioner  contends 
these  stairways  are  similar  to  stairways  permitted  by  the 
board  under  Cal.  No.  237-30-S;  and 

W  iiereas,  the  building  was  erected  in  1917  and  is  fire¬ 
proof,  ten  stories  in  height,  equipped  with  a  standpipe  system 
and  a  two-source  approved  sprinkler  system. 

Resolved,  that  the  board  of  standards  and  appeals  does 
herevy  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  only  so 
far  as  it  affects  the  size  of  the  plate  glass  windows,  on  con¬ 
dition  that  the  factory  occupancy  shall  be  confined  to  the 
northerly  side  of  the  building  on  each  story  and  only  so  far 
as  it  affects  the  windows  not  on  the  enclosures  of  the  pro¬ 
posed  location  of  the  factory  occupancy  on  each  floor,  on 
condition  that  the  space  occupied  for  factory  occupancy  on 
each  floor  shall  be  enclosed  in  fireproof  partitions  with  self¬ 
closing,  fireproof  doors  at  all  openings,  one  enclosure  wall 
of  factory  spaces  to  be  part  of  outside  wall  of  building;  that 
there  shall  be  provided  two  corridors,  not  less  than  44  in. 
wide,  enclosesd  in  fireproof  partitions  with  self-closing,  fire¬ 
proof  doors  at  the  openings  leading  direct  from  the  factory 
enclosures  to  each  means  of  exit;  that  the  windows  on  the 
outside  enclosure  walls  of  these  factory  spaces  shall  meet 
the  requirements  of  the  labor  law;  as  to  the  condition  of 
the  vestibules  and  the  enclosed  fire  stairs,  granted,  only  so 
far  as  it  affects  the  second  and  third  floors,  on  condition •„ 
that  the  vestibule  landing  be  not  less  than  the  required 
width  of  the  stairs,  enclosed  by  masonry  partitions  of  at 
least  6  in.  terra  cotta  and  shall  be  provided  at  the  second 
and  third  floors,  front  of  the  40th  street  side  of  the  build¬ 
ing,  with  an  opening  not  less  than  3  ft.  by  5  ft.  in  area, 
opening  direct  to  40th  street;  as  to  the  vertical  openings, 
granted,  only  so  far  as  they  affect  the  accommodation  stairs, 
two  of  which  run  from  the  first  story  to  the  basement  and 
one  from  the  first  story  to  the  second  story,  built  of  in¬ 
combustible  material,  the  required  legal  means  of  exit  from 
the  building  otherwise  being  provided;  these  accommodation 
stairways  not  to  be  continuous  from  the  second  story  to  the 
basement,  and  granted,  further,  on  condition  that  the  factory 
occupancy  shall  be  restricted  to  light  needle  work,  such  as 
repairs  to  goods  purchased  on  the  premises  or  similar  work 
prohibiting  any  heavy  machines  or  open  flames;  that  there 
shall  be  no  factory  work  below  the  third  story;  that  the 
factory  occupancy  shall  be  limited  to  not  more  than  ninety 
persons  in  the  entire  building;  that  the  factory  occupancy 
shall  be  restricted  to  the  requirements  of  the  5  per  cent 
retail  zone  of  the  building  zone  resolution,  and  the  building 
shall  be  not  increased  in  height  or  area  and  the  labor  law 
shall  be  complied  with  in  all  other  respects. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
9-32-SA. 

PETITIONER — R.  Meyer,  for  Autopulse  Corp.,  owner. 
SUBJECT — Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 

1000,  approval  of. 

APPEARANCES— 

For  Petitioner:  R.  Meyer. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


RULES. 

21 7-21-SR. 

SUBJECT— Fuel  Oil  Rules,  Amendments  to  Rule  22,  Sub¬ 
divisions  C  and  D. 

APPEARANCES— 

For  Petitioner :  Nahum  Bernstein. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  reopened  and  set  for  public 
hearing  March  11,  1932,  at  3  p.  m. 
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MINUTES 


THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . 


APPROVAL  OF  PLANS. 

308-31-A.  .  _  . 

APPELLANT— Benjamin  N.  Brody,  for  Wlntestone  Swim¬ 
ming  Pool,  Inc.,  lessee. 

SUBJECT— Application  for  approval  of  plans  in  accordance 
with  stipulations  of  resolution  adopted  by  the  board 
on  October  27,  1931. 


PREMISES  AFFECTED — 150-41  Third  avenue,  White- 
stone,  Borough  of  Queens. 

APPEARANCES — None. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
report  of  engineer  of  the  board. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


Adjourned  5.40  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Thursday,  November  12,  1931,  as  they  appeared 
in  Bulletin  No.  47,  Vol.  XVI,  are  hereby  corrected  to  read 
as  follows : 

THE  RESOLUTION— 

(280-31-BZ) 

Whereas,  Edward  L.  Kelly,  for  Jasper  Mulle,  owner, 
filed,  June  4,  1931,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  162-02 
to  162-06  Cross  Bay  boulevard,  southwest  corner  of  162tid 
avenue,  Howard  Beach,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  November  12,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cross  Bay  boulevard  is  in  a  busi¬ 
ness  district;  162nd  avenue  is  in  an  undetermined  district, 
and  92nd  street  is  in  an  undetermined  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  28,  1931  (re  Plan  No.  N.  B.  2817-31),  reads: 

“The  erection  of  a  gasoline  service  station  is  contrary 
to  article  2,  section  4,  subdivision  46,  Building  Zone 
Resolution.” ; 

and 


♦  Correction — W ord  “street”  changed  to  “avenue”  in  line 
6  and  “northwest”  changed  to  “sout Invest”  in  line  27. 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  60  ft.  on  Cross  Bay  boulevard  and  95  ft.  on 
162nd  avenue,  upon  which  it  is  proposed  to  erect  an  office 
and  accessory  store,  14  ft.  y  22  ft.  in  area,  crank  service 
pits  and  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  the  premises  in  question  lie  on  the  southwest 
corner  of  162nd  avenue  and  Cross  Bay  boulevard  and  the 
property  in  the  vicinity  for  several  blocks  around  in  each 
direction  is  practically  vacant  and  unimproved;  and 

Whereas,  the  applicant  at  this  hearing  has  amended  his 
basis  of  appeal  to  section  7f  of  the  building  zone  resolution 
thereby  requesting  a  temporary  permit  for  a  period  of  two  i 
years.  ■ : 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years,  on  condition  that  all  pumps  shall  be 
set  back  not  less  than  10  ft.  from  the  building  line;  that 
there  shall  be  but  one  opening  on  162nd  avenue  and  one  on 
Cross  Bay  boulevard,  each  not  more  than  12  ft.  wide,  with 
curb  cuts  in  front  of  each  not  more  than  14  ft.  wide;  any 
buildings  for  accessory  use  erected  on  the  premises  shall  be 
limited  to  one  story  in  height ;  all  advertising  signs  shall  be 
confined  to  those  on  the  illuminated  globes  of  the  gasoline 
pumps ;  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  completed  within  one  year 
from  the  date  of  this  action. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  THE  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  he  held  by  the  board  of  standards  and  appeals  on 
Friday,  March  11,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 
Matter  in  italics  is  new. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 


to  absorb  such  oil  in  its  combustion  or  the  use  of  portable  oil 
heaters  not  employing  a  wick  when  the  tanks  of  heaters  have 
a  maximum  capacity  of  ten  gallons  which  on  examination  and 
inspection  are  found  to  insure  the  safety  of  zvick  burners  shall 
not  be  prohibited ;  or  shall  the  use  of  such  oil  be  prohibited 
when  used  in  a  plumber’s  torch  or  similar  apparatus. 

(c)  Modification:  When  for  any  reason  it  may  be  im¬ 
practicable  to  comply  strictly  with  the  foregoing  rules  the 
fire  commissioner  shall  have  power  to  modify  their  provisions 
so  that  the  spirit  and  substance  thereof  shall  be  complied 
with.  Such  modification  shall  be  endorsed  upon  the  permit 
over  the  signature  of  the  fire  commissioner  or  designated 
representative  of  the  fire  commissioner. 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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RULES 


REVISED  ELEVATOR  RULES 

(ULES  FOR  THE  CONSTRUCTION,  MAINTENANCE  AND  OPERATION  OF  ELEVA¬ 
TORS  (ADOPTED  JULY  30,  1918,  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS," 
EFFECTIVE  AUGUST  26,  1918;  REVISED  MAY  13,  1919)  AND  REVISED  JUNE 

12,  1931,  EFFECTIVE  DECEMBER  12,  1931. 

[240-19-SR]  12.  Car  Enclosure. 


ELEVATOR  RULES 

Definitions 

1.  Alteration. 

An  “Alteration”  of  an  elevator,  dumbwaiter,  or  escalator, 
a  change  in  the  use,  classification,  operation,  control, 
fiaracter  of  power  supply,  capacity  or  speed  of  the  elevator, 
■xalator  or  dumbwaiter,  application  for  which  is  filed 
i  the  Bureau  after  the  Rules  become  effective. 

2.  Auxiliary  Power  Elevator. 

An  “auxiliary  power  elevator”  is  one  having  a  source  of 
lechanacal  power,  such  as  shafting,  in  common  with  other 
lachinery. 

3.  Bi-Parting  Door  or  Gate. 

A  “bi-parting  door  or  gate”  is  a  vertical-slide,  horizontal- 
ide,  or  swing  door  or  gate  consisting  of  two  or  more 
actions  so  arranged  that  the  sections,  or  pairs  of  sections, 
pen  away  from  each  other,  and  so  interconnected  that  both 
actions  operate  simultaneously. 

4.  Board. 

Wherever  the  word  “Board”  is  used  in  these  Rules,  unless 
becifical'ly  stated  otherwise,  it  shall  mean  the  Board  of 
tandards  and  Appeals. 

5.  Bottom  Clearance. 

Bottom  clearance  ’  of  the  elevator  car  is  the  vertical  dis- 
nce  between  any  obstruction  in  the  pit,  exclusive  of  the  com- 
•ensating  device,  buffers,  and  buffer  supports,  and  the  lowest 
bint  on  the  understructure  of  the  elevator  car  exclusive  of 
le  safeties,  car-frame  channels,  and  guide  shoes,  when  the 
ir  floor  is  level  with  the  lower  terminal  landing. 

6.  Bottom  Overtravel. 

“Bottom  overtravel”  of  the  elevator  car  is  the  distance 
ie  car  floor  can  travel  below  the  level  of  the  lower 
rminal  landing,  until  the  fully  loaded  car  rests  on  the 
infers,  and  includes  the  resulting  buffer  compression. 

Bottom  overtravel  of  the  counterweight  is  the  distance 
ie  counterweight  can  travel  below  its  position  when  the  car 
atform  is  level  with  the  upper  terminal  landing,  until  the 
>unterweight  rests  on  the  buffers,  and  includes  the  resulting 
iffer  compression. 

7.  Buffer. 

A  “buffer”  is  a  device  designed  to  absorb  the  impact  of 
ie  car  or  counterweight  at  the  lower  limits  of  travel. 

8.  Bureau. 

Wherever  the  word  “Bureau”  is  used  in  these  Rules,  un- 
ss  specifically  .  designated  otherwise,  it  shall  mean  the 
ureau  of  Buildings. 

9.  ^  Car  or  Counterweight  Safety. 

H  u  °r,  counterwe>ffht  safety”  is  a  mechanical  device 
tacnea  to  the  car  or  counterweight  frame  to  stop  and  hold 
ie  car  or  counterweight  in  case  of  predetermined  overspeed, 
ee  'aT  or  through  slackening  of  the  cables. 

10.  Car  Door  or  Gate. 

A  car  door  or  gate”  is  the  door  or  gate  in  or  on  the  ele- 
ii  caL,ordinarily  US€6  for  entrance  and  exit. 

11.  Car  Door  or  Gate  Electric  Contact. 

e  f°°^  °r-  gate  electric  .contact”  is  a  device  to  open 

_  ro  ?rcuit>  or  an  auxiliary  circuit,  when  the  car 
gate  15  °Pen  than  two  inches  from  full  closure, 
™  prevent  operation  of  the  elevator  in  a  direction  to 
e  the  car  away  from  the  landing. 


Ihe  “car  enclosure  or  cab”  of  an  elevator  is  the  enclosure 
consisting  of  railings,  doors  or  gates,  walls,  and  the  top  or 
cover  built  upon  the  platform. 

13.  Car  Frame. 

A  “car  frame”  (sling)  is  the  supporting  frame  to  which 
the  car  platform,  upper  and  lower  sets  of  guide  shoes,  and 
'the  hoisting  cables  are  usually  attached. 

14.  Car-Leveling  Device. 

A  “car-leveling  device”  is  any  mechanism  or  control  which 
will  move  the  car  within  a  limited  zone  toward  and  stop 
the  car  at  the  landing.  A  car-leveling  device  may  also  be 
used  for  emergency  operation  of  the  car  throughout  its  entire 
travel  and  for  safe-lifting  purposes. 

15.  Car  Platform. 

The  “car  platform”  is  the  structure  which  forms  the  floor 
of  the  car  and  directly  supports  the  load. 

16.  Chain-Driven  Elevator. 

A  “chain-driven  elevator”  is  an  elevator  machine  con¬ 
nected  to  a  reversible  motor,  engine  or  turbine  by  a  chain. 

17.  Contract  Load. 

The  contract  load”  is  the  load  specified  in  the  contract 
for  the  purchase  of  the  elevator,  or  in  the  application  for 
the  building  permit. 

18.  Contract  Speed. 

“Contract  speed”  is  the  speed  specified  to  be  attained  by 
the  elevator  in  the  up  direction  with  contract  load  in  the  car 
in  the  purchase  contract  or  in  the  application  for  the  building 
permit. 

19.  Control. 

The  “control”  of  an  elevator  is  the  system  of  regulation 
by  which  the  starting,  stopping,  direction  of  motion,  accelera¬ 
tion,  speed,  and  retardation  of  the  elevator  are  governed. 

19.1.  Generator-Field  Control. 

“Generator-field  control”  is  a  system  in  which  con¬ 
trol  is  primarily  accomplished  by  the  use  of  an  in¬ 
dividual  generator  for  each  elevator,  in  which  the 
voltage  applied  to  the  hoisting  motor  is  adjusted  by 
varying  the  strength  and  direction  of  the  generator 
field. 

19.2.  Multi- Voltage  Control. 

“Multi-voltage  control”  is  a  system  in  which  con¬ 
trol  _  is  accomplished  primarily  by  impressing  suc¬ 
cessively  on  the  armature  of  the  hoisting  motor  a 
number,  of  substantially  fixed  voltages  such  as  may 
be  obtained  from  multi-commutator  generators  com¬ 
mon  to  a  group  of  elevators. 

19.3.  Rheostatic  Control. 

“Rheostatic  control”  is  a  system  in  which  control 
is  accomplished  primarily  by  varying  resistance  and 
reactance  in  the  armature  and  field  circuit  of  the 
hoisting  motor. 

20.  Conveyor. 

A  “conveyor”  is  a  device  intended  for  the  continuous 
movement  of  materials  only  and  operating  without  the  ser¬ 
vices  of  an  operator  thereon. 

21.  Door  Closer, 

A  “door,  closer”  is  a  device,  operated  by  gravity  or  other 
means,  which  will  automatically  close  a  door  when  released 
by  the  operator  or  by  suitable  automatic  means. 

22.  Double-Belted  Elevator. 

A  “double-belted  elevator”  is  an  auxiliary  power  elevator 
in  which  the  direction-  of  motion  is  changed  without  reversal 
of  the  prime  mover. 
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23.  Dumbwaiter.  . 

A  “dumbwaiter”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  car,  the  maximum  horizontal  sectional  area 
of  which  is  9  square  feet,  whose  maximum  compartment 
height,  if  provided  with  a  fixed  or  removable  bottom,  is  4 
feet,  the  maximum  capacity  of  which  is  500  pounds,  and 
which  is  used  exclusively  for  carrying  freight  or  materials. 

24.  Electric  Elevator. 

An  ‘‘electric  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  through  an  electric  motor  directly 
applied  to  the  elevator  machinery. 

25.  Elevator. 

An  “elevator”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  car  or  platform  which  moves  in  guides  in  a 
substantially  vertical  direction. 

Dumbwaiters,  hoists,  endless  belts,  conveyors,  chains, 
buckets,  and  similar  machines  used  for  the  purpose  of  ele¬ 
vating  materials,  and  tiering  or  piling  machines  are  not 
included  in  the  term  “Elevator.” 

26.  Elevator  Car. 

An  “elevator  car”  is  the  load-carrying  unit,  including  its 
platform,  car  frame  and  enclosure,  if  any. 

27.  Elevator  Landing. 

An  “elevator  landing”  is  that  portion  of  a  floor,  balcony 
or  platform  immediately  adjacent  to  the  hoistway  opening 
used  to  receive  and  discharge  passengers,  freight  or  materials. 

28.  Elevator  Machine. 

An  “elevator  machine”  is  the  machinery  and  its  equipment 
used  in  raising  and  lowering  the  elevator  car. 

28.1.  Traction  Machine. 

A  “traction  machine”  is  an  elevator  machine  in 
which  the  motion  of  the  car  and  counterweight  is  ob¬ 
tained  by  means  of  traction  between  the  driving 
drum,  sheave,  or  sheaves  and  the  connecting  hoisting 

cables. 

28.2.  Winding-Drum  Machine. 

A  “winding-drum  machine”  is  an  elevator  machine 
in  which  the  cables  are  fastened  to  and  wind  on  a 

drum. 

28.3.  Direct-Drive  Machine. 

A  “direct-drive  machine”  is  one  in  which  the  power 
is  transmitted  directly  to  the  driving  sheave  or  sheaves 
without  intermediate  mechanism  or  gears. 

28-4.  Worm-Geared  Machine. 

A  “worm-geared  machine”  is  one  in  which  the 
power  is  transmitted  to  the  driving  sheaves  or  drum 
through  worm  gearing. 

28.5.  Spur-Geared  Machine. 

A  “spur-geared  machine”  is  one  in  which  the  power 
is  transmitted  to  the  driving  sheaves  or  drum  through 
spur  gearing. 

29.  Emergency  Release. 

An  “emergency  release”  is  a  device  to  make  inoperative 
door  or  gate  electric  contacts  or  door  interlocks  in  case  of 
emergency. 

30.  Emergency  Stop  Switch. 

An  “emergency  stop  switch”  (safety  switch)  is  a  device 

in  the  car  used  to  cut  off  the  power  from  the  elevator 
machine  independently  of  the  operating  devices. 

31.  Escalator. 

An  “escalator”  is  a  moving  inclined  continuous  stairway  or 
runway  used  for  raising  or  lowering  passengers. 

32.  Final  Terminal  Stopping  Device. 

A  “final  terminal  stopping  device”  is  an  automatic  device 
for  stopping  the  car  and  counterweight  from  contract  speed, 
within  the  top  clearance  and  bottom  overtravel,  independently 
of  the  operation  of  the  normal  terminal  stopping  device,  and 
the  operating  device. 

33.  Freight  Elevator. 

A  “freight  elevator”  is  an  elevator  used  for  carrying 
freight  or  materials  and  on  which  only  the  operator  and  the 


persons  necessary  for  handling  the  freight  or  materials  a 
permitted  to  ride. 

34.  Gravity  Elevator. 

A  “gravity  elevator”  is  an  elevator  in  which  gravity 
the  source  of  power. 

35.  Hand  Power  Elevator. 

A  “hand  power  elevator”  is  an  elevator  driven  by  mani 
power. 

36.  Hoist. 

A  “hoist”  is  all  the  machinery,  apparatus  and  equipme, 
(except  cranes)  for  raising  or  lowering  freight  by  means 
a  sling  or  hook. 

37.  Hoistway. 

A  “hoistway”  is  any  shaftway,  hatchway,  well  hole,  1 
other  vertical  opening  or  space  in  which  an  elevator  1 
dumbwaiter  is  designed  to  operate. 

38.  Hoistway  Door  or  Gate. 

A  “hoistway  door  or  gate”  is  the  hinged  or  sliding  portii 
of  the  hoistway  enclosure  giving  access  to  the  elevator 
any  landing. 

39.  Hoistway-Door  or  Gate  Electric  Contae 

A  “hoistway-door  or  gate  electric  contact”  is  a  device' 
open  the  control  circuit,  or  an  auxiliary  circuit,  when  ■: 
hoistway  door  or  gate  at  which  the  car  is  standing  is  oj 
more  than  2  inches  from  full  closure,  and  thus  prevent  ope, 
tion  of  the  elevator  car  away  from  the  landing.  I 

39.1.  Door  Unit  Contact  System. 

A  “door  unit  contact  system”  is  a  contact  syst 
which  meets  the  requirements  of  the  contact  definit 
above,  but  does  not  require  all  the  hoistway  doors; 
be  closed. 

39.2.  Hoistway  Unit  Contact  System. 

A  “hoistway  unit  contact  system”  is  a  cont 
system  which  meets  the  requirements  of  the  cont 
definition  above,  and  also  requires  all  hoistway  do 
to  be  closed. 

40.  Hoistway-Door  Interlock. 

A  “hoistway-door  interlock”  is  a  device,  the  purpose 
which  is : 

First :  To  prevent  the  operation  of  the  eleva 
machine  to  move  the  car  away  from  a  landing  uni 
the  hoistway  door  at  that  landing  is  locked  in 
closed  position. 

Second:  To  prevent  the  opening  of  the  hoist\ 
door  from  the  landing  side  (except  by  special  ke 
unless  the  car  is  at  rest  within  the  landing  zone, 
is  coasting  through  the  landing  zone  with  its  operal 
device  in  the  stop  position. 

40.1.  Door  Unit  Interlock  System. 

“Door  unit  interlock  system”  is  an  interlock 

tern  which  meets  the  requirements  of  the  interl 
definition  above,  but  does  not  require  all  the  hoist' 
doors  to  be  locked  in  the  closed  position. 

40.2.  Hoistway  Unit  Interlock  Syster 

“Hoistw'v  unit  interlock  system”  is  an  interl 

system  which,  in  addition  to  fulfilling  the  requ 
ments  given  under  the  definition  of  interlock, 
also  prevent  the  operation  of  the  car  unless  all  he 
way  doors  are  locked  in  the  closed  position. 

41.  Hoistway  Enclosure. 

A  “hoistway  enclosure”  is  any  structure  which  separ 
the  hoistway,  either  wholly  or  in  part,  from  the  floor.1 
landings  through  which  the  hoistway  extends. 

42.  Hydraulic  Elevator. 

A  “hydraulic  elevator”  is  an  elevator  in  which  the  mo 
of  the  car  is  obtained  from  liquid  under  pressure. 

42.1.  Plunger  Elevator. 

A  “plunger  elevator”  is  a  hydraulic  elevator  ha- 
a  ram  or  plunger  directly  attached  to  the  under 
of  the  car  platform, 

42.2.  Rope-Geared  Hydraulic  Elevate 

A  “rope-geared  hydraulic  elevator”  is  an  elev 
in  which  the  motion  of  the  car  is  obtained 
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multiplying  the  travel  of  a  piston  or  ram  by  a  system 
of  sheaves  over  which  the  hoisting  ropes  operate. 

43.  Installations. 

43.1.  Existing  Installation. 

An  “existing  installation”  of  an  elevator,  dumb¬ 
waiter  or  escalator  is  an  installation  the  application 
for  which  was  filed  with  the  Bureau  before  these 

Rules  become  effective  in  accordance  with  1.1, 
Applications. 

43.2.  New  Installation. 

A  new  installation”  of  an  elevator,  dumbwaiter 
or  escalator  is  a  complete  elevator,  dumbwaiter  or 
escalator  installation  the  application  for  which  is 
filed  with  the  Bureau  after  these  Rules  become 
effective  in  accordance  with  1.1,  Applications. 

44.  Landing  Zone. 

The  “landing  zone”  is  the  space  within  18  inches  above 
or  below  the  landing. 

45.  Manually  Operated  Door  or  Gate. 

A  “manually  operated  door  or  gate”  is  a  door  or  gate 
which  is  opened  and  closed  by  hand. 

46.  Normal  Terminal  Stopping  Device. 

A  normal  terminal  stopping  device”  is  an  automatic 

device  for  stopping  the  elevator  car  within  the  overtravel 
independently  of  the  operating  device. 

47.  Operating  Device. 

The  “operating  device”  is  the  car  switch,  push  button, 
rope,  wheel,  lever,  treadles,  or  similar  devices  used  by  the 
operator  to  actuate  the  control. 

48.  Operation. 

“Operation”  is  the  method  of  actuating  the  control. 

48.1.  Automatic  Operation. 

“Automatic  operation”  is  operation  by  means  of 
buttons  or  switches  both  in  the  car  and  at  the  landings, 
the  momentary  pressing  of  which  will  cause  the  car 
to  start  and  stop  automatically  at  the  floor  cor¬ 
responding  to  the  button  pressed. 

48.1.1.  Single  Automatic  Opera¬ 
tion. 

“Single  automatic  operation”  is  automatic 
operation  by  means  of  one  button  at  each 
landing,  so  arranged  that  if  any  car  or 
landing  button  has  been  pressed  the  pressure 
of  any  other  such  button  will  be  without 
effect  on  the  operation  of  the  car  until  the 
response  to  the  first  button  has  been  com¬ 
pleted. 

48.1.2.  Non-  Selective  Collective 
Automatic  Operation. 

“Non-selective  collective  automatic  opera¬ 
tion  is  automatic  operation  by  means  of  one 
button  in  the  car  for  each  landing  level  served 
and  one  button  at  each  landing.  All  stops 
registered  by  the  momentary  pressure  of 
landing  or  car  buttons  are  made  in  the  order 
in  which  the  landings  are  reached  after  the 
buttons  have  been  pressed,  but  irrespective  of 
its  direction  of  travel,  of  the  number  of  but¬ 
tons  pressed  or  of  the  sequence  in  which  they 
are  pressed. 

48.1.3.  Selective  Collective  Auto¬ 
matic  Operation. 

.  “Selective  collective  automatic  operation” 
is  automatic  operation  by  means  of  one  but¬ 
ton  in  the  car  for  each  landing  level  served 
and  by  Up  ’  and  “Down”  buttons  at  the 
landings.  All  stops  registered  by  the  mo¬ 
mentary  pressure  of  the  car  buttons  are 
made  as  defined  under  non-selective  col¬ 
lective  automatic  operation,  but  the  stops 
registered  by  the  momentary  pressure  of  the 
buttons  arc  made  in  the  order  in 
which  the  landings  are  reached  in  each  direc¬ 


tion  oi  travel  after  the  buttons  have  been 
pressed.  With  this  type  of  control,  all  “Up” 
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landing  calls  are  answered  when  the  car  is 
traveling  in  the  “Up”  direction  and  all 
Uown  landing  calls  are  answered  when  the 
car  is  traveling  in  the  “Down”  direction 
(except  in  the  case  of  the  uppermost  or 
lowermost  calls,  which  are  answered  as  soon 
as  they  are  reached,  irrespective  of  the  direc- 
tion  of  travel  of  the  car). 

Car-Switch  Automatic  Floor-Stop 
Operation. 

Car-swl'tch  automatic  floor-stop  operation”  is 
operation  in  which  the  stop  is  initiated  by  the  oper- 
ator  from  within  the  car  with  a  definite  reference 
to,  Jfnd,m£.at  which  it  is  desired  to  stop,  after 
which  the  slowing  down  and  stopping  of  the  elevator 
is  automatically  effected. 

48.3.  Car-Switch  Operation. 

“Car-switch  operation”  is  operation  in  which  the 
movement  of  the  car  is  directly  and  solely  under  the 

control  of  the  operator  by  means  of  a  switch  in  the 
car. 

48.4  Continuous-Pressure  Operation. 

Continuous-pressure  operation”  is  operation  with 

JP  d°T  buttoas  ?r  an  UP  and  down  switch  in 
the  car  and  at  each  landing  (except  the  terminal 
landings  where  one  button  or  switch  may  suffice) 
any  one  of  which  may  be  used  to  control  the  ZVe- 

1  caJ  m  th?  direction  for  which  the  button 

is  pushed  or  the  switch  actuated,  but  only  so  long 
as  the  button  or  switch  is  manually  held  in  the 
operating  position.  Landing  stops  are  not  automatic 

48-5.  Dual  Operation. 

operation”  is  a  system  of  operation  in  which 
ffie  elevator  ,s  arranged  to  be  operated  as  an  auto? 
matic-operation  elevator  through  landing  and  car 

^ SW,tcheS’  ?r  as  a  manual-operation  e?e? 
vator  by  an  operator  in  the  car  who  may  either  use 

wSn  T1*!  A  tHe  bUtt0nS  Provid€d  «  the  «r 
When  operated _  by  an  operator,  upon  the  throwing 

be  starS  hvTh?U  the  ^  can  no  longef 

u  tiovi  +  b^  tb^  landing  buttons;  these  buttons  may 
be  used  to  signal  the  operator  that  the  car  is  desired 
at  a  certain  landing.  ea 

4(?-6-  P.re-Register  Operation. 

re-register  operation”  is  operation  in  which  sig¬ 
nals  to  stop  are  registered  in  advance  by  butSis  ?n 
he  car  and  at  the  landings.  At  the  proper  pS  IS 

-avei  the,°,rfrator  in  the  car  is  notified  by  a 
signal,  visual,  audible,  or  otherwise,  to  initiate  the 

t/tftVaftec-WhlCih/?e  landing  st°P  is  automatic. 

48.7.  Signal  Operation. 

Signal  operation”  is  operation  by  means  of  sine-le 
buttons  or  switches  (or  both)  in  the  car  and  up  or 

down  direction  buttons  or  switches  (or  both)  at?the 
landings  by  which  predetermined  landing  stops  may 

o?  elevUaPto°rs  Ah^f  f°r  a"  €,€vator  for  a  g"u£ 

pressure  of  ih,V  *  u  T  SCt  Up  by  the  momentary 
p  essure  of  the  car  buttons  are  made  automatically  in 

succession  as  the  car  reaches  those  landings,  ffire- 
spective  of  its  direction  of  travel  or  the  sequence  in 
Wh,ch  the  buttons  are  pressed.  The  stops  set  up  by 
he  momentary  pressure  of  the  up  and  down  buttons 
at  the  landing  are  made  automatically  by  the  next 
car  in  the  group  approaching  the  landing  in  the 
corresponding ^irect^n,  irrespective  of  the  sequence 
in  which  the  buttons  are  pressed.  4 

With  this  type  of  operation  the  car  can  be  started 

only  by  means  of  a  starting  switch  or  button  in  the 
csr, 

49.  Overhead  Structure. 

The  “overhead  structure”  is  all  of  the  elevator 
support, ng  structure  and  platforms  at  the  top  of  LTSb 
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50.  Passenger  Elevator. 

A  “passenger  elevator”  is  an  elevator  designed  to  carry 
persons. 

51.  Platform  Elevator.  ,  . 

A  “platform  elevator”  is  an  elevator  the  platform  o 

which  is  supported  by  ropes  at  two  or  more  points  at  or  below 
the  platform  level,  and  which  is  not  provided  with  an  unde  - 
slung  frame  or  sling  having  guide  shoes  so  arranged  as  to 
prevent  the  tipping  of  the  platform. 

52.  Pit. 

A  “nit”  is  that  portion  of  an  elevator  hoistway  extending 
below  the  level  of  the  bottom  landing  saddle  to  Provide  for 
bottom  overtravel  and  clearance,  and  for  parts  which  require 
space  below  the  bottom  limit  of  car  travel. 

53.  Power  Elevator. 

A  “power  elevator”  is  an  elevator  in  which  the  motive 
power  is  obtained  otherwise  than  manually  or  from  gravity. 

54  Power-Operated  Door  or  Gate. 

A  “power-operated  door  or  gate”  is  a  door  or  gate  opened 
and  closed  by  power  otherwise  than  by  hand,  gravity,  springs, 
or  the  movement  of  the  car. 

54.1.  Power-Operated  Door  or  Gate, 

Manually  Controlled. 

A  “power-operated  door  or  gate,  manually  con- 
trolled,”  is  a  door  or  gate  which  is  opened  and  closed 
by  power  other  than  by  hand,  gravity,  springs,  or 
the  movement  of  the  car,  the  door  movement  in  each 
direction  being  controlled  by  the  elevator  operator. 

54.2.  Power-Operated  Door  or  Gate, 

Automatically  Opened. 

A  “power -operated  door  or  gate,  automatically 

opened”  is  a  door  or  gate  which  is  opened  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car,  the  opening  of  the  door  'being 
initiated  by  the  arrival  of  the  car  at  or  near  the 
landing.  The  closing  of  such  door  or  gate  may  be 
under  the  control  of  the  elevator  operator  or  may  be 
automatic.  . 

54.3.  Power-Opened,  Self-Closing  Door 

or  Gate. 

A  “power -opened,  self-closing  door  or  gate  is  a 
door  or  gate  whidi  is  opened  by  power  other  than 
by  hand,  gravity,  springs,  or  the  movement  of  the 
car,  and  when  released  by  the  operator  is  closed  by 
energy  stored  during  the  operation  of  opening. 

54.4.  Power-Closed  Door  or  Gate. 

A  “power-closed  door  or  gate”  is  a  door  or  gate 
which  is  manually  opened  and  is  closed  'by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car. 

55.  Power-Operated  Door  or  Gate  Device. 

A  “power-operated  door  or  gate  device”  is  a  device  or 
assemblage  of  devices  to  open  and  close  the  hoistway  door 
and  car  door  or  gate  by  power  other  than  by  hand,  gravity, 
springs,  or  the  movement  of  the  car. 

56.  Self-Closing  Door  or  Gate. 

A  “self-closing  door  or  gate”  is  a  door  or  gate  which  is 
opened  manually  and  closes  when  released. 

57.  Sidewalk  Elevator. 

A  “sidewalk  elevator”  is  a  sidewalk  type  freight  elevator 
which  serves  no  floors  above  the  sidewalk  or  ground  level, 
and  which  has  no  opening  into  the  structure  at  its  top  limit 
of  travel. 

58.  Sidewalk  Type  Elevator. 

A  “sidewalk  type  elevator”  is  an  elevator  the  platform  of 
which  is  supported  at  two  or  more  points  at  or  below  the 
platform  level  and  which  is  provided  with  an  underslung 
frame  or  sling  and  guide  shoes  so  arranged  as  to  prevent 
the  tipping  of  the  platform. 

59.  Single-Belted  Elevator. 

A  “single-belted  elevator”  is  an  elevator  machine  connected 
by  a  belt  to  a  reversible  motor,  engine  or  turbine. 


60.  Steam  Elevator. 

A  “steam  elevator”  is  an  elevator  in  which  the  motion  of 
the  car  is  obtained  f  rom  a  steam  engine  directly  applied  to 
the  elevator  machinery. 

61.  Structure. 

“Structure”  shall  mean,  for  the  purposes  of  these  Rules, 
a  building  or  construction  of  any  kind. 

62.  Superintendent. 

Wherever  the  word  “Superintendent”  is  used  in  these 
Rules,  unless  specifically  stated  otherwise,  it  shall  mean  the 
Superintendent  of  the  Bureau  of  Buildings. 

63.  Top  Clearance. 

The  “top  clearance”  of  the  elevator  car  is  the  distance 
the  car  floor  can  travel  above  the  level  of  the  upper  terminal 
landing  without  any  part  of  the  car  or  devices  attached 
thereto  coming  in  contact  with  the  overhead  structure.  _ 

The  top  clearance  of  the  elevator  counterweight  is  the 
shortest  vertical  distance  between  any  part  of  the  counter¬ 
weight  structure  and  the  nearest  part  of  the  overhead  struc¬ 
ture  or  any  other  obstruction  when  the  car  floor  is  level 
with  the  lower  terminal  landing. 

64.  Top  Overtravel. 

The  “top  overtravel”  of  the  elevator  car  is  the  distance 
provided  for  the  car  floor  to  travel  above  the  level  of  the 
upper  terminal  landing  until  the  car  is  stopped  by  the  normal 
terminal  stopping  device. 

65.  Travel  (Rise). 

The  “travel"  (rise)  of  an  elevator  or  dumbwaiter  is  the 
vertical  distance  between  the  bottom  terminal  landing  and 
the  top  terminal  landing. 


RULE  1.  SCOPE  AND  PURPOSE 

1.1.  Application. 

These  Rules  shall  apply  only  to  elevator,  dumbwaiter  and 
escalator  installations  when  application  for  any  of  the  fol¬ 
lowing  permits  is  filed  with  the  Bureau  after  these  Rules 
become  effective: 

1.  For  construction  of  a  new  structure; 

2.  For  changes  in  an  existing  structure  involving  altera¬ 
tions  of  the  existing  elevator,  dumbwaiter  or  escalator 
installation ; 

3.  For  the  construction  of  a  new  elevator,  dumbwaiter 
or  escalator  installation. 

1.2.  Scope. 

These  Rules  cover  the  construction,  inspection,  maintenance 
and  operation  of  elevators,  dumbwaiters,  escalators  and  their 
hoistways  (except  devices  inclined  at  an  angle  of  forty-five 
degrees  or  less  for  carrying  one  or  two  persons,  beU,  bucket, 
scoop,  roller  or  similarly  inclined  or  vertical  freight  con¬ 
veyors,  telescopic  ash  hoists,  tiering  or  piling  machines,  skip 
hoists,  wharf  ramps,  or  apparatus  in  kindred  classes,  lift 
bridges  and  elevators  used  only  for  handling  building  mate¬ 
rials  and  workmen  during  construction).  The  use  of  such 
excepted  types  of  apparatus  may  be  permitted  at  the  dis¬ 
cretion  of  the  Superintendent. 

Amusement  devices,  stage  and  orchestra  lifts,  and  elevators 
of  capacity  exceeding  30,000  pounds  and  platform  area  ex¬ 
ceeding  300  square  feet  when  suspended  by  cables  near  each 
corner  of  the  hoistway  and  at  additional  positions  may  be 
used  subject  to  the  discretion  of  the  Superintendent. 

1.3.  Purpose,  Interpretation  and  Excep¬ 
tions. 

The  purpose  of  these  Rules  is  to  provide  reasonable  safety 
for  life  and  limb.  In  case  of  practical  difficulty  or  unneces¬ 
sary  hardship  the  Board  may  grant  exceptions  from  the 
literal  requirements  or  permit  the  use  of  other  devices  or 
methods,  but  only  when  it  is  clearly  evident  that  reasonable 
safety  is  secured. 

1.4.  Old  Installations. 

Existing  elevators  moved  to  new  hoistways,  shall  comply 
with  these  Rules. 
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Equipment  legally  installed  prior  to  the  adoption  of  these 
Rules  may  be  used  without  being  reconstructed  to  comply 
with  these  Rules  and  shall  be  maintained  by  the  owner  in 
safe  operating  condition. 

Existing  installations  may  be  altered  to  receive  the  benefit 
of  any  provisions  of  these  Rules  provided  the  safety  requiie- 
ments  covering  such  provisions  are  met.  When  the  alteration 
consists  solely  of  a  change  in  the  character  of  electric  power 
supply,  only  such  parts,  the  operation  of  which  is  thereby 
affected,  need  be  changed  (except  that  in  all  such  cases 
electrically  released  brakes  shall  be  installed  and  the  use  of 
single  speed  induction  motors  for  contract  speeds  exceeding 
110  feet  per  minute  is  forbidden). 

Ordinary  repairs  or  replacements  on  existing  installations 
may  be  made  with  parts  of  equivalent  material  and  at  least 
the  equivalent  in  strength  and  design  to  those  replaced,  with¬ 
out  complying  with  these  Rules.  Damaged  or  defective  parts 
shall  be  wholly  or  partly  replaced  at  the  discretion  of  the 
Superintendent  (except  that  broken  parts  subject  to  bending, 
tension  or  torsional  stresses  and  parts  upon  which  the  sup¬ 
port  of  the  car  depends  shall  not  be  welded) . 

RULE  2.  HOISTWAY  CONSTRUC¬ 
TION  FOR  POWER  PASSENGER. 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

2.1.  Hoistway  Construction. 

2.1.1.  Fire  Resistive  Hoistway  Enclosures. 

2.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter 
5  of  the  Code  of  Ordinances,  and,  in  factory 
buildings,  with  Title  3',  Sections  261  and  270  of 
the  Tabor  Law  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  one  story). 

2.1. 1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that  they  must  first  comply  with  2.3. 1.1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2,000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

2.1. 1.3.  Design  and  Construction  of  Projec¬ 
tions. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
...  .  or  shall  be  guarded  with  metal  plates,  by  fire¬ 

proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11,  United  States 
Gage).  The  angle  of  such  bevels  or  guard 

i  plates  shall  be  at  least  60  degrees  from  the  hori¬ 

zontal.  If  plates  or  guards  are  used  they  shall 
be  smooth  and  firmly  and  permanently  fastened 
l/.  ...  -  to  the  hoistway  enclosure. 

2.1. 1.4.  Recesses. 

Recesses  other  than  landing  openings  in  the  gen¬ 
eral  surface  of  the  hoistway  enclosure  which  are 
_  opposite  a  car  opening  shall  be  filled  in  flush  with 
the  general  surface  of  the  hoistway  to  comply 
IT  with  2.1. 2.3,  Materials  for  Enclosures  (except 

where  the  corresponding  opening  in  the  car  en¬ 
closure  is  provided  with  solid  panel  car  doors). 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for  pro¬ 
jections  in  2. 1.1.3,  Design  and  Construction  of 
Projections. 


2.1. 1.5.  Strength  of  Hoistway  Enclosures. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism  and  interlocks. 

2.1.2.  Non-Fire  Resistive  Hoistway  Enclo¬ 
sures. 

2.1. 2.1.  Use  and  Enclosure  of  Non-Fire  Re¬ 
sistive  hoistway  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 

permitted  only  for  sidewalk  elevators  the  travel 
of  which  does  not  exceed  one  story.  Where 
non-fire  resistive  construction  is  permitted,  hoist¬ 
ways  shall  be  enclosed  to  the  full  height  of  the 
hoistway  (except  on  sides  used  for  loading  or 
unloading). 

2.1. 2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  sidewalk  elevators  shall  be 
enclosed  from  door  lintel  to  ceiling  on  the  sides 
used  for  loading  or  unloading.  The  enclosure  on 
such  sides  shall  be  at  most  5  inches  from  the 
edge  of  the  car  platform. 

2.1. 2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 

latticed  partitions,  of  incombustible  material,  grill 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grill  work  is  used, 
the  wire  shall  be  at  least  0.0915  inches  in 
diameter  (Number  13  Steel  Wire  Gage),  and 
the  maximum  size  of  mesh  shall  be  2  inches. 
Where  expanded  metal  is  used  its  minimum  thick¬ 
ness  shall  be  0.094  inches  (Number  13  United 
States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  'be  1  inch  (except  where  used  as  furring 
material  in  order  to  comply  with  2.1.2.2,  En¬ 
closures  of  Hoistway  Sides  Used  for  Loading  and 
Unloading) .  In  this  case  the  maximum  spacing 
between  vertical  bars  shall  be  4  inches. 

2.1. 2.4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 

openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  y2  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

(1)  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

(a)  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  Uj-inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

2.1. 2.5.  Protection  of  Inward  Projections. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11  United  States 
Gage).  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees,  and  preferably 
75  degrees,  from  the  horizontal.  If  plates  or 
guards  are  used  they  shall  be  smooth  and  firmly 
and  permanently  fastened  to  the  hoistway  en¬ 
closure. 

2.1. 2.6.  Recesses  to  Be  Filled. 

Recesses,  other  than  landing  openings,  in  the 
general  surface  of  the  hoistway  enclosure  of  a 
freight  elevator,  which  are  opposite  a  car  open¬ 
ing  shall  be  filled  in  flush  with  the  general 
surface  of  the  hoistway  to  comply  with  2.1.2.3, 
Materials  for  Enclosures. 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for 
projections  in  2.1.2.5,  Protection  of  Inward  Pro¬ 
jections. 
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2.I.2.7.  Strength  of  Hoistway  Enclosure. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  he  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  and  gates 
with  their  operating  mechanism  and  interlocks. 

2.1.3.  Clearance  Between  Cars,  Counter¬ 
weights,  and  Hoistway  Enclosures  of 
Elevators. 

21.3.1.  Clearance  Between  Cars,  Enclosures 
and  Counterweights. 

The  hoistway  of  an  elevator  shall  have  a 
clearance  of  at  least  54  inch  between  the  sides 
of  the  car  and  the  hoistway  enclosure  and  of  at 
least  1  inch  'between  the  car  and  its  counter¬ 
weights. 

21.3.2.  Clearance  Between  Platforms  and 
Landing  Thresholds. 

The  minimum  clearance  between  the  car  plat¬ 
forms  and  the  landing  saddles  shall  be  at  least 
l/2  inch  for  elevators  using  side-post  construction 
and  54  inch  for  elevators  using  corner-post  con¬ 
struction.  The  maximum  permissible  clearance 
in  each  case  shall  be  1J4  inches. 

21.3.3.  Clearance  Between  Hoistway  En¬ 
closure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly 
within  the  hoistway  in  which  case  the  maximum 
permissible  clearance  shall  be  inches). 

21.3.4.  Furring. 

If  furring  out  be  necessary  to  comply  with  the 
foregoing  requirements,  the  furring  shall  conform 
to  2.12.3,  Materials  for  Enclosures. 

21.3.5.  Clearance  of  Cars  in  Adjoining  Hoist¬ 
ways. 

The  clearance  'between  cars  operated  in  adjoin¬ 
ing  hoistways  shall  be  at  least  2  inches. 

2.1.4.  Pits,  Overtravel  and  Clearances. 

21.4.1.  Pits. 

Pits  shall  be  provided  at  the  bottom  of  ele¬ 
vator  hoistways. 

21.4.2.  Pit  Dimensions. 

A  pit  for  sidewalk  type  elevators  shall  be  at 
least  2  feet  deep  measured  from  the  saddle  of 
the  lowest  landing. 

Pits  for  elevators  having  a  contract  speed  of 
100  feet  per  minute  or  less  (except  sidewalk 
type  elevators),  shall  have  a  depth  such  that  the 
vertical  clearance  between  the  lowest  projection 
under  the  car  platform  and  any  obstruction  in 
the  pit  shall  'be  at  least  24  inches  when  the  buffers 
are  fully  compressed. 

The  pit  for  elevators  having  a  contract  speed 
exceeding  100  feet,  but  not  exceeding  250  fee* 
per  minute  where  spring  buffers  are  permit¬ 
ted  and  used  shall  be  at  least  3 y2  feet  deep  meas¬ 
ured  from  the  saddle  of  the  lowest  landing. 

The  pit  depth  for  elevators  having  a  contract 
speed  exceeding  250  feet  per  minute  where  oil  or 
equivalent  bqffers  are  required,  shall  be  at  least 
the  sum  of  the  following  two  distances  measured 
from  the  saddle  of  the  lowest  landing : 

(1)  The  length  of  the  fully  extended  buffer, 
having  a  buffer  stroke  as  determined  by 
3.22.1,  Required  Types  of  Buffers. 

(2)  The  distance  between  the  upper  surface 
of  the  car  platform  and  the  under  surface 
of  the  buffer  strike  plate,  plus  3  inches. 

The  above  gives  minimum  requirements,  but 
additional  pit  depth  shall  be  provided  as  necessary 
to  allow  clearance  for  compensating  rope  sheaves 
and  any  vertical  movement  thereof,  and  to  com¬ 


ply  with  3.4.3,  Ternmval  Stopping  and  Safety 
Devices. 

When  the  car  rests  on  the  fully  compressed 
buffer  there  shall  'be  at  least  2  feet  clearance 
vertically  between  the  lowest  projection  of  the 
under  side  of  the  car  platform  (except  guide  shoes 
and  aprons  attached  to  the  sill)  and  any  obstruc¬ 
tion  in  the  pit,  exclusive  of  compensating  device, 
buffers  and  buffer  supports  (except  for  sidewalk 
type  elevators). 

When  practical  difficulties  make  it  essential,  the 
pit  depth  required  above  may  be  reduced  subject 
to  the  approval  of  the  Superintendent.  If  such 
reduction  in  pit  depth  involves  precompression  of 
either  car  or  counterweight  buffer  or  both,  the 
amount  of  precompression  so  allowed  shall  not  re¬ 
duce  the  extension  of  the  buffer  plunger  to  less 
than  50  per  cent  of  the  buffer  stroke  as  determined 
by  3.22.1,  Required  Types  of  Buffers,  or  to  less 
than  18  inches,  whichever  is  greater,  and  shall  not 
permit  precompression  of  buffers  having  a  stroke 
of  18  inches  or  less. 

In  no  case  shall  the  depth  of  any  depression 
or  trench  in  the  pit  be  included  in  die  pit  depth 
or  clearance. 

The  walls  of  the  pit  shall  be  substantially 
vertical.  The  horizontal  sectional  area  of  the  pit 
shall  include  the  continuation  of  the  horizontal 
clearance  about  the  car  platform,  required  to 
permit  the  passage  of  the  counterweight  and  its 
guide  rails,  the  car  guide  rails  and  any  cables, 
ropes  or  tapes  extending  below  the  lower  terminal 
landing  saddle. 

The  floor  of  the  pit  shall  be  approximately  level 
(except  that  this  requirement  may  be  waived  if 
old  foundation  footings  are  encountered  in  a  new 
installation  and  it  is  inadvisable  to  remove  the 
footing,  but  the  maximum  permissible  encroach¬ 
ment  shall  be  15  per  cent  of  the  cubical  contents 
of  the  pit).  The  hazard  due  to  an  uneven  pit 
should  be  recognized  and  precautions  taken  to 
minimize  this  hazard. 

2.I.4.3.  Top  Clearances. 

The  top  clearances  for  passenger  and  freight 
elevators  (except  sidewalk  type  elevators)  shall 
be  as  given  in  2. 1.4.3. 1,  Car  Clearance,  and 
2.1.4.32,  Counterweight  Clearance. 

2.1.4.3.1.  Car  Clearance. 

When  the  car  is  at  its  top  landing,  the  cleai 
distance  between  the  top  of  the  crosshead  of  the 
car  and  the  corresponding  point  of  any  obstruc¬ 
tion  in  the  upper  limit  of  the  hoistway  vertically 
above  it,  shall  be  at  least  the  sum  of  the  fol¬ 
lowing  four  items: 

1.  The  clearance  between  the  bottom  of  the 
counterweight  buffer  and  its  striking  block, 
which  shall  be  at  least  6  inches. 

2.  The  stroke  of  the  counterweight  buffer  used. 

3.  Two  feet. 

4.  One-half  the  counterweight  buffer  stroke 
corresponding  to  the  required  governor  trip¬ 
ping  speed  of  the  car  as  determined  by 
3.22.1,  Required  Types  of  Buffers. 

Item  4  may  be  omitted  if  provision  is  made 

to  eliminate  the  jump  of  the  car  at  counter¬ 
weight  buffer  engagement. 

When  the  car  crosshead  is  2  feet  from  the 
nearest  obstruction  above  it,  no  projection  on  the 
car  shall  strike  any  part  of  the  overhead  structure. 

2.1.4.3.2.  Counterweight  Clearance. 

When  the  car  is  level  with  the  bottom  landing, 
the  clear  distance  between  the  top  of  the  counter¬ 
weight  and  the  corresponding  point  of  any  ob¬ 
struction  in  the  upper  limit  of  the  hoistway  ver¬ 
tically  above  it,  shall  be  at  least  the  sum  of  the 
following  four  items: 
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1.  The  clearance  between  the  top  of  the  car 
buffer  and  its  striking  block,  which  shall  be 
at  least  3  inches. 

2.  The  stroke  of  the  car  buffer  used. 

3.  Six  inches. 

4.  One-half  the  car  buffer  stroke  correspond¬ 
ing  to  governor  tripping  speed  of  the  car 

as  determined  by  32.2.1,  Required  Types  of 

Buffers. 

Item  4  may  be  omitted  if  provision  is  made 
to  eliminate  the  jump  of  the  counterweight  at 
car  buffer  engagement. 

When  the  pit  depth  has  been  reduced  as  pro¬ 
vided  for  in  2. 1.4. 2,  Pit  Dimensions,  the  top  clear¬ 
ances  may  be  modified  to  conform  therewith  sub¬ 
ject  to  the  approval  of  the  Superintendent. 

2.I.4.4.  Overtravel  for  Sidewalk  Type  Ele¬ 
vators. 

An  overtravel  of  at  least  6  inches  at  the  top 
and  at  least  3  inches  at  the  bottom  shall  be  pro¬ 
vided  for  sidewalk  ^type  elevators  (except  as  re¬ 
quired  by  3.3.3. 1,  Enclosures  Required). 

5.  Hoistway  Windows,  Bulkheads  and 
Machine  Rooms. 

2.1. 5.1.  Window  Entrances  to  Freight  Eleva¬ 
tors. 

Windows  in  the  hoistway  enclosure  walls  toward 
which  the  car  of  a  freight  elevator  has  an 
entrance,  shall  (except  in  the  case  of  elevators 
having  car  gates  equipped  with  electric  contacts) 
be  provided  with  vertical  bars  or  grating  having 
clearances  as  specified  in  2.1.3,  Clearance  Betzveen 
Cars,  Counterweights  and  Hoistway  Enclosures 
of  Elevators.  The  soffit  of  the  recess  formed  by 
or  between  the  vertical  bars  shall  be  beveled  as 
specified  for  projections  in  2. 1.2. 5,  Protection  of 
Inward  Projections. 

2.1. 5.2.  Protection  of  Hoistway  Windows. 

Windows  in  the  hoistway  enclosure  less  than 
seven  floors  above  the  sidewalk  level  and  less 
than  three  floors  above  the  roof  of  an  adjacent 
structure  shall  be  fitted  with  vertical  metal  bars 
at  least  54  inch  in  diameter  with  maximum  spac¬ 
ing  of  10  inches. 

2. 1.5. 3.  Access  to  Machine  Rooms,  Pits  and 
Overhead  Machinery  Spaces. 

Safe  and  convenient  access  to  the  machine 
rooms,  pits  and  overhead  machinery  spaces  shall 
be  provided.  Where  the  entrance  to  machine 
rooms  and  overhead  machinery  spaces  is  more 
than  5  feet  above  the  adjacent  floor  or  roof  sur¬ 
face,  access  shall  be  provided  by  means  of  a  metal 
ladder  or  stairs  having  a  maximum  angle  of  in¬ 
cline  pf  60  degrees  from  the  horizontal.  Where 
the  difference  in  level  is  5  feet  or  less,  vertical 
ladders  may  be  used.  The  ladder  or  stairs 
shall  be  fitted  with  a  metal  hand-rail  above 
the  outside  stringers.  When  the  entrance  door 
opens  outward  a  platform  shall  be  provided 
within  8  inches  below  the  door  sill.  The  platform 
shall  be  at  least  2  feet  wide  and  shall  project  at 
least  2  feet  beyond  the  lock  jamb  of  the  door. 

A  guard  rail  shall  be  provided  at  the  edge  of 
this  platform  (except  where  the  ladder  or  stairs 
join  the  platform). 

Access  to  pits  over  5  feet  deep  may  be  provided 
by  means  of  fixed  vertical  metal  ladders.  Where 
the  buffer  cylinder  is  over  5  feet  high  a  fixed 
inclined  metal  ladder  shall  be  provided. 

The  use  of  elevator  machine  rooms  and  over¬ 
head  machinery  spaces  as  public  thoroughfares  is 
forbidden.  Doors  to  elevator  m«  chine  rooms  and 
overhead  _  machinery  spaces  shall  be  fitted  with 
locks  which  permit  the  door  to  be  opened  from 
the  inside  without  a  key. 

Where  it  is  impractical  to  prowl";  access  to 


overhead  sheaves  and  governors  from  outside  the 
hoistway,  access  may  be  provided  from  within  the 
hoistway,  pf  an  emergency  switch  suitably  marked 
is  placed  inside  the  hoistway  which,  when  opened, 
will  prevent  operation  of  the  elevator  during  the 
inspection  of  the  overhead  machinery. 

2. 1.5.4.  Lighting. 

Permanent  provision  for  adequate  artificial 
light  shall  be  made  in  machine  rooms,  pits  and 
spaces  for  overhead  machinery  of  elevators. 
Where  electric  light  is  available  the  illumination 
shall  be  based  on  at  least  *4  watt  per  square  foot 
of  floor  area. 

.  The  machine  room  lighting  switch,  if  electric, 
light  is  used,  or  the  lamp,  if  electricity  is  un¬ 
available,  shall  be  within  easy  reach  of  the 
entrance  to  the  machine  room. 

Where  practical  the  elevator  service  switch  and 
the  lighting  switch  shall  be  located  on  the  lock 
jamb  side  of  the  machine  room  entrance  door. 
Both  these  switches  shall  be  of  the  enclosed  type. 

2.1. 5. 5.  Head  Room  in  Bulkheads. 

Bulkheads  of  elevators  shall  be  constructed  with 

a  minimum  head  room  of  6  feet  above  the  plat¬ 
form  required  in  2.1.6,  Machine  Supports,  Loads 
on  Supports  and  Factors  of  Safety. 

2. 1.5.6.  Enclosure  of  and  Access  to  Elevator 
Machines. 

Elevator  machines  shall  be  surrounded  by 
substantial  grill  work  or  other  enclosure  unless 
located  in  machine,  engine  or  pump  rooms  in 
charge  of  an  attendant,  or  unless  otherwise  se¬ 
cured  against  unauthorized  access. 

All  machine  enclosures  shall  provide  12  inches 
horizontal  or  vertical  clearance  as  necessary  to 
give  access  to  such  parts  of  the  machinery  as 
require  maintenance. 

2.1.5.7.  Guarding  of  Exposed  Moving 
Machine  Parts. 

Exposed  gears,  sprockets,  tape  sheaves,  and 
ropes  and  tapes  passing  through  the  secondary 
levels  shall  be  guarded  in  accordance  with  the 
standards  referred  to  in  2.2.1,  Standard  Guards. 
2.1.6.  Machine  bupports,  Loads  on  Supports 
and  Factors  of  Safety. 

2.1. 6.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

2.1. 6. 2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be  as- 
sum.ea  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include  the 
complete  weights  of  machine,  sheaves,  controller 
and  similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 

21.6.3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

2.1. 6.4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams,  based  on  the 
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ultimate  strength  of  the  material,  which,  if.  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  2. 1.6.2,  Loads  on  Supports,  shall  be  at  least  the 
following : 

For  steel  . 

For  reinforced  concrete .  7 

2.I.6.5.  Allowable  Deflections, 

The  allowable  deflections  of  overhead  beams 
and  their  immediate  supports  shall  be  as  follows: 

(1)  For  overhead  machine  beams  of  all  alter¬ 
nating  current  installations  and  for  direct 
current  installations  where  the  car  speed  is 
over  150  feet  per  minute,  the  deflection 
under  static  load  shall  be  1/2000  of  the 
span  or  less. 

(2)  For  overhead  machine  beams  of  direct  cur¬ 
rent  installations  where  the  car  speed,  is 
150  feet  per  minute  or  less,  the  deflection 
under  static  load  shall  be  1/1666  of  the 
span  or  less. 

(3)  For  overhead  sheave  beams  the  deflection 
under  static  load  shall  be  1/1333  of  the 
span  or  less. 

(4)  For  overhead  -beams  immediately  support¬ 
ing  the  machine  beams  the  deflection  under 
static  load  shall  be  1/1666  of  the  span  or 
less. 

2.1.7.  Platforms  Under  Machinery. 

2.1.7.1.  Materials  and  Strength  of  Platforms. 
A  flooring  of  iron,  steel,  or  reinforced  concrete 

capable  of  sustaining  a  concentrated  load  of  300 
pounds  on  any  4  square  inches  of  the  structure, 
shall  be  provided  at  the  top  of  the  hoistway, 
either  immediately  below  the  sheaves  or  at  the 
level  of  the  top  of  the  machine  beams  (except  in 
the  case  of  sidewalk  type  elevators).  It  is  not 
required  that  the  platform  or  its  supports  shall 
be  capable  of  supporting  300  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

If  the  floor  consists  of  a  metal  grating,  the 
mesh  or  opening  between  the  bars  shall  reject  a 
ball  V/2  inches  in  diameter. 

2. 1.7.2.  Extent  of  Grating  or  Flooring. 

The  grating  or  flooring  shall  fill  the  entire 
hoistway  when  the  cross  sectional  area  is  50  square 
feet  or  less;  otherwise  the  platform  shall  extend 
at  least  2  feet  beyond  the  general  contour  of 
the  sheaves  or  machines,  and  to  the  entrance  to 
(the  hoistway  at  or  above  the  level  of  the  plat¬ 
form. 

2.1. 7. 3.  Handrails  and  Toeboards  Required. 
If  the  platform  does  not  entirely  cover  the 

hoistway  the  open  or  exposed  sides  shall  be  pro¬ 
vided  either  with  a  standard  handrail  and  -toeboard 
or  with  a  screen  and  railing  at  least  42  inches 
high. 

21.7.4.  Deflecting  Sheave  Cradles. 

Where  no  slab  or  grating  complying  with 

2.1.7. 1,  Materials  and  Strength  of  Platforms,  is 

provided  over  the  entire  area  of  the  hoistway 
(below  the  deflecting  or  secondary  sheaves  ex¬ 
tending  below  the  machine  level,  they  shall  be 
provided  with  cradles  which  comply  with  the  re¬ 
quirements  for  guards  referred  to  in  2.2.1,  Stand¬ 
ard  Guards  (except  in  the  case  of  sidewalk  type 
elevators). 

2.1.8.  Stops  for  Counterweights. 

Where  winding  drum  machines  are  used  a  permanent 
beam  or  bar  shall  be  provided  at  the  top  of  the  counter¬ 
weight  guides  and  beneath  the  counterweight  sheaves  to 
prevent  the  counterweights  from  being  drawn  into  the 
sheaves.  It  shall  be  of  such  strength  that  the  cables  will 
be  pulled  out  of  the  sockets  before  there  is  any  undue 
deflection  of  the  beam. 


The  bars  or  beams  shall  be  so  located  that  the  center 
resistance  is  in  line  with  the  center  of  gravity  of  t 
counterweight  or,  if  more  than  one  stop  is  used,  tl 
shall  be  located  symmetrically  with  respect  to  the  count 
weight. 

2.1.9.  Pipes  and  Wiring. 

2.1. 9.1.  Electrical  Conductors. 

The  electrical  conductors  installed  in  or  un< 

an  elevator  or  counterweight  hoistway  (except  t 
flexible  cables  connecting  the  car  with  the  fix 
wiring)  shall  be  encased  in  metal  conduits. 

2. 1.9. 2.  Electrical  Conduits  or  Cables  to  ! 
Continuous. 

Electrical  conduits  or  cables  shall  be  continue 
between  outlets  or  terminals  situated  entirely  o 
side  the  hoistway;  and  openings,  terminals,  o 
lets  or  junctions  within  the  hoistway  are  forb 

den  (except  in  those  used  to  furnish  or  cont 
power,  light,  heat  or  signals  for  the  eleva 
hoistway  and  hoistway  doors).  The  interrupt: 
of  long  runs  to  support  or  pull  in  conductors 
authorized  and  pull  boxes  may  be  installed  i 
this  purpose. 

Pipes,  conduits  and  armored  cables  shall 
securely  fastened  to  the  hoistway  construction 

2.1.9.3.  Pipe  Installations. 

The  installation  of  soil,  waste  or  vent  pi| 
and  pipes  conveying  gases  or  liquids  which 
discharged  into  the  hoistway  would  endanger  li 
in  or  under  any  elevator  or  counterweight  hoi 
way  is  forbidden.  Low  pressure  steam  or  1 
water  pipes  used  only  for  heating  the  eleva 
hoistways  may  be  installed  in  the  hoistways. 

2.1. 9. 4.  Voltage  of  Car  Control  Systems. 
No  part  of  any  electric  circuit  having  a  ra 

system  or  circuit  voltage  in  excess  of  750  vc 
direct  current,  or  550  volts  alternating  curn 
shall  be  used  for  any  control  or  operating  circt 
Circuits  of  higher  rated  -system  or  circuit  volt 
may  be  used  in  machine  rooms  or  bulkheads  , 
the  operation  of  motors,  provided  all  operating  i 
signal  wiring  is  thoroughly  insulated  from  si 
power  circuits  and  all  machine  frames  and  hai 
ropes  are  permanently  grounded. 

2. 1.9.5.  Electric  Wiring. 

Live  parts  of  electrical  apparatus  in  eleva 
hoistways  shall  be  suitably  enclosed  to  prot 
against  accidental  contact.  Metal  coverings  si 
-be  permanently  grounded.  Wiring  shall  com 
with  the  requirements  of  the  Department 
Water  Supply,  Gas  and  Electricity. 

2.1.10.  Thoroughfare. 

2.1.10.1.  Thoroughfares  Under  Elevat 
Hoistways  or  Counterweights. 
Thoroughfares  under  elevator  hoistways 
counterweights  are  forbidden  unless : 

(1)  Buffers  are  provided  conforming  to  the 
quirements  of  3.2.2,  Car  and  Counterwei 
Buffers  for  Elevators;  and 

(2)  The  car  and  counterweights  are  provi 
with  safety  devices  conforming  to  the 
quirements  of  3.3.5,  Car  and  Counterwei , 
Safeties  and  Speed  Governors ;  and 

(3)  A  structure  is  provided  under  the  hoistv 
sufficiently  strong  to  withstand  without 
jury  the  impact  of  the  car  with  contr 
load  or  the  impact  of  the  counterwei 
when  either  is  descending  at  contract  sp< 
or  at  governor  -tripping  speed  where  a  g 
ernor-operated  safety  is  used. 

2.2.  Hoistway  Guards  and  Screens. 

2.2.1.  Standard  Guards. 

The  standard  railings  mentioned  in  these  Rules  shall 
of  metal  and  shall  be  between  40  and  46  inches  high  w 


248 


RULES 


>■  ■— .  .  - . 

an  intermediate  rail  midway  between  the  top  rail  and  floor. 
The  uprights  and  handrail  shall  be  made  of  angles  measur¬ 
ing  at  least  2  by  2  inches  or  the  equivalent  and  the  mid¬ 
rail  of  angles  measuring  at  least  1  by  2  inches. 

The  toeboards  mentioned  in  these  Rules  shall  be  of  metal 
at  least  as  thick  as  Number  16  United  States  Gage,  at  least 
6  inches  high  or  of  fireproofed  wood  at  least  1  by  6  inches. 

Guards  for  cables  and  machinery  mentioned  in  these 
Rules  shall  conform  to  the  Safety  Code  for  Mechanical 
Power-Transmission  Apparatus  of  the  American  Stand¬ 
ards  Association,  1927. 

2.2.2.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of 
300  pounds  per  square  foot.  The  maximum  permissible 
dimensions  of  sidewalk  openings  shall  be  5  feet  at  right 
angles  to  and  6  feet  parallel  to  the  building  line  (except 
by  permission  of  the  Borough  President).  The  side  of 
the  opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions 
make  this  impractical  this  distance  may  be  increased 
subject  to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used  the  line  of  the 
hinges  shall  be  at  right  angles  to  the  building  line.  Where 
l  the  covers  open  toward  any  obstruction  the  space  between 
the  fully  opened  cover  and  such  obstruction  shall  be  at 
least  18  inches.  Where  vertically  lifting  covers  are  used 
there  shall  be  a  clearance  of  at  least  2  feet  between  the 
cover  and  any  obstruction  above  it  when  the  elevator  is 
at  the  top  of  its  over  travel. 

Hatch  covers  shall  be  self-closing  and  the  fastening,  or 
holding,  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch 
opening  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lifting- 
type  covers  may  be  used,  or  doors  may  be  provided  com¬ 
plying  with  2.3.5,  Hoistway  Doors  for  Freight  Elevators, 
and  shall  be  provided  with  interlocks  complying  with 

2.3.2.  Door  Interlocks. 

2.2.3.  Counterweight  Runway  Enclosures. 

2.2.3.1.  Counterweight  Runways  Outside  of 
the  Hoistway. 

Runways  for  counterweights  located  outside  of 
the  elevator  hoistway  shall  be  solidly  enclosed 
throughout  their  height  (except  that  when  the 
runway  is  located  outside  of  the  structure  it  shall 
be  enclosed  to  a  height  of  at  least  7  feet  from  the 
ground) . 

2.2.3. 2.  Coimterweight  Runways  Inside  of  the 
Hoistway. 

Each  counterweight  runway  of  elevators  lo¬ 
cated  in  the  elevator  hoistway  shall  be  enclosed 

from  a  point  12  inches  above  the  floor  of  the  pit 
to  a  point  at  least  7  feet  above  the  floor  of  its 
own  pit  and  any  other  pit  adjacent  to  such 
counterweight  runway  (except  where  compensating 
chains  or  cables  which  practically  compensate  for 
the  weight  of  the  hoisting  cables  are  attached  to 
the  counterweight).  In  this  case  counterweight 
enclosures  may  be  omitted  on  the  side  facing  the 
elevator.  Such  enclosures  shall  be  made  of  metal 
I  at  least  as  thick  as  Number  16  United  States 

Gage. 

2.2.3.3.  Access  to  Counterweight  Runways. 

Access  shall  be  provided  for  inspection,  main¬ 
tenance  and  repair  of  all  counterweights  and 
cables.  Doors  to  counterweight  runway  enclosures 
shall  be  self-closing.  If  the  counterweight  is 
located  in  the  same  hoistway  as  the  car  and  can 
be  inspected  at  mid-travel  from  the  car,  hinged 
sections  are  unnecessary  in  the  counterweight 
screen. 

2.2.4.  Cable  Enclosures. 

Where  cables  pass  through  floors  outside  the  hoistway 
enclosures,  such  cables  shall  be  guarded  to  a  height  of  at 


least  6  feet  from  each  floor  with  a  standard  power  trans¬ 
mission  guard.  The  floor  openings  shall  be  not  greater 
than  necessary  for  the  free  passage  of  the  cables. 

2.3.  Landings. 

2.3.1.  Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

2.3.1. 1.  Automatic  Fire  Doors  Functioning  ny 
Heat. 

No  automatic  fire  door,  the  functioning  oi 
which  is  dependent  on  the  action  of  heat,  shall 
lock  any  landing  opening  in  the  hoistway  enclosure 
of  any  passenger  elevator  or  any  exit  leading 
from  any  hoistway  landing  door  to  the  outside  of 
the  structure. 

2.3. 1.2.  Protection  of  Landing  Openings. 

Landing  openings  in  passenger  elevator  hoist¬ 
way  enclosures  shall  be  protected  by  doors  sliding 
horizontally  or  vertically,  combination  sliding  and 
swinging  doors,  swinging  doors,  or  by  counter¬ 
balanced  doors. 

Where  vertically  sliding  or  counterbalanced 
doors  are  used  the  car  gate  or  door  and  the  hoist¬ 
way  doors  shall  be  so  interlocked  that  the  car  gate 
or  door  cannot  start  to  open  until  the  landing  door 
is  locked  in  its  fully  opened  position  and  so  that 
the  landing  door  cannot  start  to  close  until  the 
car  gate  or  door  is  fully  closed.  (See  2. 1.1.2, 
Landing  Openings  to  Be  Protected) . 

2.3.1.3.  Clearances  of  Hoistway  Doors. 

The  maximum  distance  between  the  hoistway 
side  of  the  hoistway  door  opposite  the  car  open¬ 
ing  and  the  hoistway  edge  of  the  landing  saddle 
shall  be  4  inches. 

For  automatic-operation  elevators  the  maximum 
distance  between  the  hoistway  side  of  the  hoist¬ 
way  door  opposite  the  car  opening  and  the  hoist¬ 
way  edge  of  the  landing  shall  be  1  inch  for 
swinging  doors  and  2  inches  for  sliding  doors. 

For  existing  installations  of  automatic-operation 
elevators  accessible  to  the  general  public,  where 
the  clearance  exceeds  ll/2  inches  for  swinging 
doors  or  2l/2  inches  for  sliding  doors,  the  space 
between  the  hoistway  side  of  the  hoistway  door 
and  the  hoistway  edge  of  the  landing  saddle  shall 
be  filled  in  immediately  by  suitable  means. 

If  the  door  slides  in  two  or  more  sections  the 
specified  dimension  applies  to  that  section  which 
closes  against  the  lock  jamb. 

No  hardware  (except  that  required  for  inter¬ 
locking,  indicator  and  signal  devices)  shall  project 
into  the  hoistway  beyond  the  line  of  the  landing 
saddle. 

2.3. 1.4.  Hoistway  Door  Interlocks. 

Hoistway  door  interlocks  which  conform  to 
2.3.2,  Door  Interlocks,  shall  be  used  on  the  hoist¬ 
way  doors  of  passenger  elevators.  The  hoistway 
doors  of  hydraulic  passenger  elevators  shall  also 
be  provided  with  a  door  closer  or  with  a  device 
which  will  compensate  for  the  creeping  of  the 
car  away  from  the  landing  caused  by  leakage  in 
the  valve  or  in  the  cylinder. 

2.3.1. 5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

Provision  shall  'be  made  to  render  the  car  opera¬ 
tive  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic,  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative). 
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2.3. 1.6.  Hand  Opening  of  Hoistway  Doors. 

Hoistway  doors  shall  be  arranged  to  be  opened 
by  hand  from  the  hoistway  side  (except  when 
locked  “out  of  service’’).  Neither  the  main 
exit  doors  nor  the  doors  at  the  lower  terminal 
landing  shall  be  locked  “out  of  service”  while  the 
elevator  is  in  operation. 

Hoistway  doors  for  passenger  elevators  shall 
be  so  arranged  that  it  is  unnecessary  to  reach 
back  of  any  panel,  jamb,  or  sash  to  operate 
them. 

2.3. 1.7.  Opening  of  Hoistway  Doors. 

If  the  entire  control  of  a  passenger  elevator 
is  located  on  the  car,  the  hoistway  doors  shall 
be  so  arranged  that  they  cannot  be  opened 
from  the  landing  side  (except  as  provided  in 

2.3. 1.8.  Emergency  Landing  Openings  and  Keys). 

If  the  control  is  not  located  entirely  on  the  car, 
the  hoistway  doors  shall  be  so  arranged  that, 
unless  the  car  is  at  the  landing,  the  doors  cannot 
be  opened  from  the  landing  side  (except  as  pro¬ 
vided  in  2.3.1.8,  Emergency  Landing  Openings 
and  Keys). 

2.3. 1.8.  Emergency  Landing  Openings  and 
Keys. 

A  service  key  shall  be  provided  to  open  the 
hoistway  door  from  the  landing  side  at  the  land¬ 
ing  where  the  car  is  normally  parked  out  of  ser¬ 
vice.  This  key  shall  open  this  door  only  when 
the  car  is  at  the  landing  and  shall  open  no  other 
hoistway  door.  _ 

An  emergency  key  shall  be  provided  which 
will,  irrespective  of  the  position  of  the  car, 
open  from  the  landing  side  the  hoistway  door 
at  the  landing  where  the  car  is  normally 
parked,  the  lowest  landing,  and  such  other  hoist¬ 
way  doors  and  emergency  doors  as  are  specified 
below.  It  shall  open  no  other  hoistway  door. 
Such  an  emergency  key  shall  be  placed  in  a 
break  glass  receptacle  dearly  marked  “FOR 
FIRE  DEPARTMENT  AND  EMERGENCY 
USE  ONLY,”  at  the  landing  of  each  elevator 
or  group  of  elevators  that  is  nearest  the  main 
;ntrance  to  the  structure. 

For  an  elevator  operating  in  a  blind  hoistway, 
the  first  hoistway  door  above  the  blind  portion 
of  the  hoistway  shall  be  so  arranged  that  it  can 
be  opened  from  the  landing  side  by  the  emergency 
key  specified  above,  irrespective  of  the  position 
of  the  elevator  car. 

If  an  elevator  is  installed  in  a  single  hoist¬ 
way,  the  emergency  key  shall  open  all  hoistway 
doors  and  where  the  elevator  is  installed  in  a 
single  blind  hoistway,  then  provision  shall  be 
made  for  emergency  hoistway  doors  at  every 
third  floor,  but  not  more  than  36  feet  apart, 
to  permit  access  to  the  elevator  in  the  blind 
portion  of  the  hoistway. 

Emergency  doors  shall  be  at  least  30  inches 
wide  and  6  feet  6  inches  high  (clear  opening), 
and  shall  be  easily  accessible  and  free  from  fixed 
obstructions.  Such  doors  shall  be  self-closing 
and  shall  not  be  openable  from  the  hoistway  side, 
but  need  not  be  provided  with  interlocks  or  elec¬ 
tric  contacts.  The  emergency  key  required  above 
shall  open  all  such  emergency  hoistway  doors. 

2.3. 1.9.  Hangers  for  Power  Operated  Hoist¬ 
way  Doors. 

Hangers  for  power  operated  hoistway  doors 
shall  be  designed  to  withstand  a  downward  thrust 
of  five  times  and  an  upward  thrust  of  four  times 
the  weight  of  the  door. 

2.3.1.10.  Hanger  Stops  and  Guards. 

Means  shall  be  provided  to  prevent  hangers  for 
all  sliding  hoistway  doors  from  jumping  the 


tracks.  Stops  shall  also  be  provided  to  prevent 
the  hanger  carriage  from  leaving  the  ends  of  the 
track,  or  suitable  stops  may  be  provided  on  the 
door  only. 

2.3.1.11.  Vision  Panels. 

For  elevators  which  can  be  operated  from  out¬ 
side  of  the  hoistway,  hoistway  doors  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wire  glass  with  a  maximum  area  of  80 
square  inches. 

2.3.2.  Door  Interlocks. 

2.3. 2.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Door  Interlocks. 

These  Rules  recognize  two  systems  of  door 
interlocks:  (1)  THE  DOOR  UNIT  SYSTEM, 
in  which  the  interlock  prevents  the  operation  of 
the  elevator  machine  to  move  the  car  away  from 
the  landing  unless  the  hoistway  door  at  that 
landing  at  which  the  car  is  stopping,  or  is  at  rest, 
is  locked  in  the  closed  position. 

(2)  THE  HOISTWAY  UNIT  SYSTEM,  in 
which  the  interlocks  prevent  the  operation  of  the 
elevator  machine  to  move  the  car  away  from  the 
landing  unless  all  its  hoistway  doors  are  locked  in 
the  closed  position. 

The  interlock  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car 
leveling  device. 

In  both  of  these  interlock  systems  the  inter¬ 
lock  shall  prevent  the  opening  of  the  hoistway 

door  from  the  landing  side  (except  by  a  special 
key)  (See  Rules  2.3. 1.7,  Opening  of  Hoistway 
Doors,  and  2.3.1.8 ,  Emergency  Landing  Open-  : 
ings  and  Keys),  unless  the  car  is  at  rest  within 
the  landing  zone;  or  is  coasting  through  the 
landing  zone  with  its  operating  device  in  the 
“STOP”  position. 

2.3. 2.2.  Use  of  the  Door  Unit  System. 

The  door  unit  interlock  system  may  be  used 
only  where  there  is  a  regular  operator  in  the 
car  and  where  the  elevator  can  be  operated  only 
from  inside  the  car. 

2.3. 2.3.  Closed  Position  of  Hoistway  Doors. 

For  elevators  employing  a  type  of  operation 
that  does  not  require  the  presence  of  an  oper¬ 
ator  in  the  car,  the  hoistway  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  inch  of  contact  with  the  door 
jamb,  or,  in  the  case  of  bi-parting  doors,  when  the 
doors  are  within  Y  inch  of  contact  with  each 
other.  (See  also  Multiple  Dwelling  Law,  Sec¬ 
tion  51.) 

For  elevators  where  the  hoistway  door  is  not 
equipped  with  a  door  closer,  the  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  Y  inch  of  contact  with  the  door 
jamb,  or  in  the  case  of  bi-parting  doors,  only 
when  the  doors  are  within  Y  inch  of  contact  with 
each  other.  (See  also  Multiple  Dwelling  Law, 
Section  51.) 

Where  the  hoistway  door  of  an  elevator  re¬ 
quiring  the  presence  of  an  operator  in  the  car  is 
equipped  with  a  door  closer  the  door  shall  b< 
considered  to  be  in  the  closed  position  (and.  the 
car  may  be  started)  when  the  door  is  within  4 
inches  of  being  fully  closed  against  the  jaml 
(or  in  the  case  of  a  bi-parting  door  when  th< 
sections  are  within  4  inches  of  contact  with  eacl 
other),  if  at  this  position  and  any  other  up  t< 
full  closure  as  defined  in  this  section,  the  doo 
cannot  be  opened  from  the  landing  side  mon 
than  4  inches  from  the  jamb  (or  the  section 
more  than  4  inches  from  each  other  in  the  cas 
of  a  bi-parting  door),  provided  the  door  close 
is  of  a  type  which  will  eventually  close  the  doo 
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to  the  fully  closed  position  as  defined  in  this 
section,  and  lock  it  in  this  position.  (See  also 
Multiple  Dwelling  Law,  Section  51.) 

2.3. 2.4.  Design  of  Interlocks. 

The  interlocks  for  all  hoistway  doors  shall  be 
so  designed  that  the  door  is  locked  in  the  closed 
position  as  defined  in  2.32.3,  Closed  Position  of 
Hoistzvay  Doors,  before  the  car  can  be  operated. 

2.3. 2.5.  Use  of  Springs  and  Electric  Circuits 
in  Interlocks. 

The  functioning  of  door  interlocks-  to  prevent 
the  movement  of  the  car  shall  be  independent  of 
the  action  of  a  spring  in  tension,  or  of  the  closing 
of  an  electric  circuit.  If  springs  are  used  they 
shall  be  in  compression.  If  an  electric  circuit  is 
used  its  interruption  shall  prevent  the  movement 
of  the  car. 

2.3. 2.6.  Tests  and  Approvals  of  Interlocks. 
Each  type  and  make  of  door  interlock  shall  be 

approved  by  the  Superintendent  on  the  basis  of 
the  engineering  tests  listed  in  8.1,  Tests  of  Inter¬ 
locks,  made  by  or  under  the  supervision  of  a 
competent  designated  laboratory.  Approved  inter¬ 
locks  shall  be  suitably  marked  for  identification 
as  provided  in  2.32.7,  Identification  of  Interlocks. 

2.3. 2.7.  Identification  of  Interlocks. 

Approved  interlocks  shall  be  suitably  and 

plainly  marked  for  identification.  The  marking 
shall  be  permanent  and  so  placed  as  to  be  readily 
visible  when  the  interlocks  are  mounted  in  posi¬ 
tion.  Auxiliary  appliances  forming  a  part  of, 
or  used  in  conjunction  with,  an  interlock,  shall 
be  similarly  marked.  Marking  shall  include  the 
following:  Manufacturer’s  name  or  trade-mark, 
type  or  style  letter  or  number,  and  rated  voltage. 

2.3.3.  Hoistway  Door  Electric  Contacts. 

23.3.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Contacts. 

These  Rules  recognize  two  systems  of  hoist¬ 
way-door  electric  contacts : 

1.  The  Door  Unit  System  in  which  the  con¬ 
tact  prevents  the  normal  operation  of  the 
car  unless  the  hoistway  door  at  which  the 
car  is  standing  is  in  the  closed  position. 

2.  The  Hoistway  Unit  System  in  which  the 
contact  prevents  the  normal  operation  of 
the  car  unless  all  its  hoistway  doors  are 
in  the  closed  position. 

The  contact  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car¬ 
leveling  device. 

2.3.3. 2.  Use  of  Door  Unit  System. 

The  Door  Unit  System  may  be  used  only  on 
elevators  where  there  is  a  regular  operator  in  the 
car,  and  where  the  elevators  can  be  operated  only 
from  inside  the  car. 

2.3. 3. 3.  Closed  Position  of  Electric  Contacts. 
Where  the  hoistway-door  contacts  are  not  a 

part  of  an  interlock  system,  the  door  shall  be 
considered  in  the  closed  position  when  within  2 
inches  of  full  closure  against  the  jamb.  (See 
2.3.5A,  Interlocks  and  Electric  Contacts,  third 
paragraph.) 

2. 3. 3.4.  Design  of  Electric  Contacts. 

Hoistway-door  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or 
other  device  attached  to  and  operated  by  the  door. 

2.3.3. 5.  Use  of  Springs  or  Electric  Circuits  in 
Contacts. 

The  functioning  of  a  hoistway-door  electric 
contact  to  prevent  the  movement  of  the  car  shall 
be  independent  of  the  action  of  a  spring  or  springs 
in  tension,  and  of  the  closing  of  an  electric  cir¬ 
cuit.  If  springs  are  used,  they  shall  be  in  com¬ 
pression.  The  interruption  of  electric  circuit 
shall  prevent  the  movement  of  the  car. 


2.3.3.6.  Tests  and  Approvals  of  Electric 
Contacts. 

Each  type  and  make  of  hoistway-door  electric 
contact  shall  be  approved  by  the  Superintendent 
on  the  basis  of  the  engineering  tests  listed  below 
made  by,  or  under  the  supervision  of,  a  com¬ 
petent  designated  laboratory. 

1.  Endurance  Test. 

2.  Current-Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Insulation  Test. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  7'ests  of  Interlocks. 

2.3. 3. 7.  Identification  of  Approved  Contacts. 
Approved  contacts  shall  be  suitably  marked  for 

identification  as  called  for  in  2.32.7,  Identification 
of  Interlocks. 

2.3.4.  Emergency  Releases. 

2.3.4.1.  Location  and  Covering  of  Emergency 
Releases. 

The  emergency  release  shall  be  in  the  car, 
plainly  visible  to  the  occupants  of  the  car,  shall 
be  easily  accessible  to  the  operator,  and  shall  be 
provided  with  a  breakglass  cover  and  with  means 
for  breaking  the  glass. 

2. 3.4.2.  Operative  Position  of  Emergency  Re¬ 
leases. 

To  operate  the  car  under  emergency  conditions, 
it  shall  be  necessary  for  the  operator  to  hold  the 
emergency  release  in  the  operative  position. 

2.3. 4.3.  Design  and  Construction  of  Emer¬ 
gency  Releases. 

Emergency  releases  shall  be  constructed  so  that 
they  cannot  be  readily  tampered  with,  or 
“plugged”  in  the  release  position.  Rods,  con¬ 
nections,  and  wiring  used  in  the  operation  of  the 
emergency  release,  which  are  accessible  from  the 
car,  shall  be  enclosed  and  protected  from  injury. 

2.3. 4.4.  Tests  and  Approvals  of  Emergency 
Releases. 

Each  make  and  type  of  emergency  release  shab 
be  tested  and  approved  by  the  Superintendent  as 
to  compliance  with  2.3.4. 1,  Location  and  Covering 
of  Emergency  Releases;  2.3.42,  Operative  Posi¬ 
tion  of  Emergency  Releases;  and  23.4.3,  Design 
and  Construction  of  Emergency  Releases,  and  as 
to  meeting  the  requirements  of  8.1.6,  Insulation 
Test. 

2.3.5.  Hoistway  Doors  for  Freight  Elevators. 

2.3. 5.1.  Doors  Required. 

Each  landing  opening  in  a  freight  elevator 
hoistway  enclosure  shall  be  equipped  with  a  door 
which,  if  not  within  the  hoistway,  shall  be  set 
within  4  inches  of  the  face  of  the  landing  saddle 
(except  at  the  upper  landing  of  one  story  sidewalk 
elevators  and  such  other  openings  as  are  covered 
in  2.3.53,  Side  of  Hoistzvay  Doors). 

Doors  shall  comply  with  the  fire  resistive  re¬ 
quirements  for  doors  in  such  enclosures. 

2.3. 5. 2.  Strength  of  Hoistway  Doors. 
Hoistway,  doors  shall  withstand  a  force  of  75 

pounds  applied  perpendicularly  to  the  door  at  any 
point  without  being  sprung  from  their  guides. 

2.3. 5. 3.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  tine 

full  width  of  the  landing  openings  and  shall  ex¬ 
tend  the  full  height  from  the  landing  saddle  to 
the  top  of  the  landing  opening  (See  2.1.12,  Land¬ 
ing  Openings  to  Be  Protected) . 

2.3. 5.4.  Interlocks  and  Electric  Contacts. 

Hoistway  doors  for  freight  elevators  (except 
hatch  covers  for  sidewalk  elevators)  shall  be 
provided  with  interlocks  or  electric  contacts  and 
locks.  Interlocks  and  electric  contacts  shall  con¬ 
form  to  the  requirements  of  23.2,  Door  Inter- 
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locks,  and  2.3.3,  Hoistway  Door  Electric  Contacts, 
respectively. 

Wihere  electric  contacts  are  provided  on  a 
hoistway  door  and  are  not  a  part  of  an  interlocked 
system  the  lock  or  latch  and  contact  shall  be  so 
arranged  as  to  insure  the  door  being  in  a  position 
to  be  locked  or  latched  when  or  before  the  con¬ 
tact  is  closed.  ,  .  . 

Door  electric  contacts  and  door  locks  or  latches 
shall  be  so  located  as  normally  to  be  inaccessible 
from  the  landing  side. 

2.3.5. 5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Freight  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 

2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative).  No  emergency  releases  shall  be  re¬ 
quired  on  sidewalk  elevators. 

2.3. 5. 6.  Vision  Panels. 

Hoistway  doors  for  elevators  which  can  be 

operated  from  outside  the  hoistway  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wired  glass,  with  a  maximum  area  of  80 
square  inches. 

2.3.6.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
whidi  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

2.3.7.  Landings  for  Passenger  and  Freight 
Elevators. 

2.3.7. 1.  Landing  Saddle. 

The  landing  saddle  shall  be  constructed  and 

maintained  so  that  persons  will  not  readily  slip 
thereon. 

2.3. 7.2.  Railroad  Tracks. 

Where  there  is  a  railroad  track  upon  any  ele¬ 
vator  landing,  the  tops  of  the  rails  shall  be  flush 
with  the  floor  for  a  distance  of  6  feet  from  the 
threshold. 

2.3.8.  Lighting  at  Landings. 

When  the  car  of  an  elevator  is  in  service  at  the 
landing,  the  landing  edges  of  the  saddle  and  car  platform 
shall  be  plainly  visible.  The  illumination  on  the  landing 
saddle  shall  be  at  least  1  foot  candle. 

RULE  3.  POWER  PASSENGER, 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

3.1.  Limitations  for  Platform  and  Side¬ 
walk  Type  Elevators. 

3.1.1.  Platform  Elevators  Forbidden. 

The  use  of  platform  elevators  is  forbidden. 

3.1.2.  Sidewalk  Type  Elevators. 

Sidewalk  type  elevators  shall  comply  with  the  require¬ 
ments  of  3.  Power  Passenger,  Freight  and  Sidewalk  Type 
Elevators,  unless  specifically  exempted. 

The  maximum  contract  speed  of  sidewalk  type  elevators 
shall  be  35  feet  per  minute  and  the  maximum  platform 
area  shall  be  50  square  feet. 


3.2.  Guides,  Buffers  and  Counterweights 
for  Passenger,  Freight  and  Side¬ 
walk  Type  Elevators. 

3.2.1.  Guide  Rails. 

3.2.1. 1.  Material. 

Car  and  counterweight  guide  rails  for  elevators 
shall  be  of  steel. 

3.2. 1.2.  Fastenings  and  Joints. 

Guide  rails  shall  be  securely  fastened  with  iron 
or  steel  brackets  (or  their  equivalent)  of  such 
strength,  design  and  spacing  that  the  deflection 
of  the  guide  rails  and  their  fastenings  shall  be 

inch  or  less  under  normal  operation. 

When  rail  brackets  used  in  connection  with 
freight  elevators  or  sidewalk  type  elevators  are  so 
located  that  they  receive  the  full  thrust  of  the 
guide  shoes  when  the  car  platform  is  level  with 
the  landing,  the  thrust  due  to  concentrated  loads 
on  the  car  may  be  of  high  magnitude.  Special  at¬ 
tention  shall  therefore  be  given  to  the  attachment 
of  the  brackets  in  such  cases.  Where  the  dis¬ 
tance  between  rail  supports  is  greater  than  14  feet 
the  rails  shall  be  suitably  backed  or  bracketed 
to  secure  sufficient  rigidity  for  satisfactory  opera¬ 
tion. 

Joints  of  guide  rails  (except  for  sidewalk  ele¬ 
vators  the  travel  of  which  is  15  feet  or  less)  shall 
be  accurately  machined  with  tongue  and  groove 
through  the  webs  at  right  angles  to  the  base  and 
through  the  flanges  parallel  to  the  base,  and  fitted 
with  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail ;  or  accurately 
machined  with  tongue  and  groove  through  the 
webs  and  with  the  backs  of  the  flanges,  where 
the  fishplates  bear,  accurately  machined  at  right 
angles  to  the  tongue  and  groove  and  fitted  with 
finished  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail. 

Guide  rails  shall  withstand  the  application  of 
the  “safety”  when  stopping  a  fully  loaded  car 
or  the  counterweight. 

3. 2.1.3.  Size  of  Guide  Rail  Fastenings  and 
Bottoming  of  Guide  Rails. 

Guide  rails  and  their  fastenings  shall  be  se¬ 
cured  in  position  by  clips  or  through  bolts  of  at 
least  the  sizes  given  in  the  following  table : 

SIZE  OF  GUIDE  RAIL  FASTENINGS 

Weight  of  Rails  in  Diameter  of  Bolts 

Pounds  per  Foot  in  Inches 


6^-754  T/4 

14  % 

22J4  Va 

30  54 

Bolt  holes  in  steel  beams  for  bracket  bolts 
shall  not  exceed  the  diameter  of  the  bolt  by  more 
than  1/16  of  an  inch.  Such  holes  for  bolts  shall 
be  either  drilled,  punched  or  cut  with  a  torch. 
If  cut  with  a  torch,  bolt  holes  shall  be  cut  of 
smaller  diameter  and  drifted  to  the  required 
diameter. 

The  guide  rails  shall  be  extended  at  the  top  and 
bottom  to  prevent  guide  shoes  running  off  within 
the  limits  of  the  bottom  overtravel  and  the  top 
clearance. 


3. 2.1.4.  Cast  Iron  Guide  Rails  Forbidden. 

The  use  of  cast  iron  guide  rails  is  forbidden. 

3. 2.1. 5.  Weight  of  Steel  Guide  Rails. 

The  weights  of  steel  guide  rails  (except  for 
sidewalk  elevators  the  travel  of  which  is  15  feet 
or  less)  shall  be  at  least  those  given  in  the  fol¬ 
lowing  table :  __ 


RU1 


Maximum 

Permissible 

Total  Minimum 

Weight  of  Weight  of 
Car  and  Load,  or  Each  Car 
Total  Weight  of  Guide  Rail 
Counterweights 
Per  Pair  of 

Rails  (Pounds  per 

(Pounds)  Foot) 


Minimum  Weight  of  Each 
Counterweight  Guide  Rail 
(  Pounds  per  foot) 


With  Without  Guide 

Guide  Rail  Safeties 
Rail  1  to  1  2  to  1 

Safeties  Roping  Roping 


4,000 

7  ^ 

7  54 

6)4 

15,000 

14 

14 

7/4 

7)4 

27,500 

22)4 

22  )4 

7)4 

14 

40,000 

•30 

30 

7)4 

14 

Where  7)4 -pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  6  feet  or  less,  the  load  per¬ 
mitted  under  the  preceding  table  may  be  doubled 
for  counterweights  with  guide  rail  safeties. 
Where  7)4 -pound  rails  are  effectively  .bracketed1 
or  tied  at  intervals  of  7)4  feet  or  less,  the  load 
permitted  under  the  preceding  table  may  be  in¬ 
creased  to  5,000  pounds  for  cars  with  guide  rail 
safeties. 

The  maximum  weights  of  car  and  load  as  given 
in  the  preceding  table  for  each  pair  of  guide 
rails  are  intended  to  apply  when  only  one  safety 
device  gripping  both  rails  in  a  horizontal  plane  is 
used.  When  two  such  safety  devices  are  used  on 
the  same  guide  rail  and  arranged  so  that  both 
will  be  applied  at  practically  the  same  time  and 
with  substantially  equal  retarding  force  the  total 
weight  may  exceed  that  shown  in  the  table  but 
shall  in  any  case  be  within  the  maximum  weight 
given  in  the  table  multiplied  by  the  following 
factors  based  on  distance  between  safeties : 


Distance  between 
safeties  in  feet 


Car  Duplex  Safeties 

Multiply  maximum  load 
given  in  the 


il8  (or  over) 

2.0 

15 

1.83 

12 

1.67 

9 

1.50 

6 

1.33 

Counterweight  Duplex 

Safeties 

15  (or  over) 

2.0 

10 

1.67 

5 

1.33 

3.21.6.  Use  of  Single  Pair  of  Car  Guide 
Rails. 

Whenever  practicable  a  single  pair  of  car  guide 
rails  shall  be  used  for  passenger  elevators. 


Such  speed  retarding  devices  shall  be  so  designed 
that  the  retarding  force  is  quickly,  but  gradually 
applied,  substantially  constant,  and  the  retarding 
distance  is  at  least  the  sliding  distance  specified 
in  3.3.6 ,  Car  Safety  Test,  for  Undercar  Safeties. 
For  contract  car  speeds  in  excess  of  500  feet 
per  minute  the  corresponding  reduced  buffer  stroke 
shall  be  at  least  18  inches. 

3. 2.2.2.  Oil  Gages  Required. 

Oil  buffers  shall  be  provided  with  means  for 
gaging  the  amount  of  oil  in  them. 

3. 2.2.3.  Location  of  Car  Buffers. 

Buffers  shall  preferably  be  located  symmet¬ 
rically  with  reference  to  the  center  of  the  car. 
3.2.24.  Location  of  Counterweight  Buffers. 

Counterweight  buffers  similar  to  those  re¬ 
quired  for  cars  shall  be  installed  symmetrically 
under  the  counterweights  of  passenger  and  freight 
elevators. 

3. 2.2.5.  Form  of  Buffer  Test. 

Buffers  shall  be  tested  by  running  on  to  them 
with  contract  load  at  contract  speed  with  final 
limit  switches  operative  (except  as  follows: 

If  the  buffer  stroke  has  been  reduced  due  to 
the  use  of  a  speed  retarding  device  as  permitted  in 

3. 2.2.1.  Required  Types  of  Buffers,  the  car  or 
counterweight  shall  be  run  on  the  buffer  at  the 
speed  corresponding  to  the  buffer  stroke  used). 

3. 2.2.6.  Buffer  Compression  Switch. 

Where  the  car  or  counterweight  oil  buffer  is 

compressed  more  than  25  per  cent  of  its  stroke 
when  the  car  is  level  with  the  lower  or  upper 
terminal  landing,  respectively,  buffers  shall  be 
provided  with  a  switch  which  shall  prevent  move¬ 
ment  of  the  car,  in  a  direction  to  compress  the 
buffers  at  a  speed  greater  than  one-half  the 
contract  speed  until  the  buffers  are  restored  to 
their  normal  position. 

3. 2.2. 7.  Tests  and  Approvals  of  Buffers. 

Each  type  and  size  of  oil  buffer  used  shall  be 
approved  by  the  Superintendent  on  the  basis  of 
the  engineering  tests  listed  in  8.2,  Tests  of 
Buffers,  made  by  or  under  the  supervision  of  a 
competent  designated  testing  laboratory.  Ap¬ 
proved  buffers  shall  be  marked  by  the  manu¬ 
facturer  with  the  range  of  speed  and  load  for 
which  they  have  been  approved. 

3.2.3.  Counterweights. 

3.2.3. 1.  Counterweight  Guides  Required. 
Counterweights  shall  run  in  guides. 

3. 2. 3. 2.  Clearance  Between  Counterweights 
and  Protection  of  Counterweight 
Cables. 


3.2.2.  Car  and  Counterweight  Buffers. 

3. 2.2.1.  Required  Types  of  Buffers. 

Buffers  of  the  spring,  oil  or  equivalent  type 

shall  be  installed  under  the  cars  of  elevators 
(except  sidewalk  elevators  having  a  travel  of  15 
feet  or  less). 

Spring  buffers  or  their  equivalent  may  be  used 

with  elevators  having  a  contract  speed  of  250  feet 
per  minute  or  less. 

Oil  buffers  or  their  equivalent  shall  be  used 
with  elevators  having  a  contract  speed  greater 
than  250  feet  per  minute.  The  minimum  total 
stroke  of  oil  buffer  shall  be  based  on  an  average 
retardation  of  32.2  feet  per  second  per  second, 
based  on  governor  tripping  speed. 

Where  speed  retarding  devices  independent  of 
normal  and  final  stop  switches  arc  provided  for 
retarding  car  or  counterweight  or  both  to  a 
definite  limiting  speed  before  the  buffer  is  en¬ 
gaged,  the  required  corresponding  buffer  stroke 
need  be  based  only  on  retardation  from  such 
speed  rather  than  from  governor  tripping  speed. 


If  two  counterweights  run  in  the  same  guides 
the  car  counterweight  shall  be  above  the  machine 
counterweight  and  there  shall  be  a  clearance  of 
at  least  8  inches  between  the  counterweights.  The 
cables  of  the  machine  counterweight  shall  be 
covered  or  protected  by  metal  or  fibre  sleeves 
firmly  attached  to  the  cable.  These  sleeves  shall 
be  at  least  6  inches  longer  than  the  car  counter¬ 
weight.  The  ends  of  the  sleeves  shall  be  care¬ 
fully  reamed  before  being  placed  on  the  cables. 

3. 2.3. 3.  Independent  Car  Counterweights. 

If  an  independent  car  counterweight  is  used  it 
shall  not  be  of  sufficient  weight  to  cause  undue 
slackening  in  any  of  the  cables  during  accelera¬ 
tion  or  retardation  of  the  car. 

3.2.3.4.  Counterweight  Tie-rods  and  Suspen¬ 
sion  Members. 

Counterweight  sections,  however  carried,  shall 
be  secured  by  at  least  two  tierods  passing  through 
holes  in  all  the  sections,  or  by  other  approved 
means..  The  tierods  and  suspension  rods  shall 
have  lock  nuts  and  cotter  pins  at  each  end  St  s- 
pension  rods  shall  be  free  from  welds 
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3.3.  Car  Construction  and  Safeties  for 
Passenger,  Freight  and  Sidewalk 
Type  Elevators. 

3.3.1.  Car  Construction. 

3.3. 1.1.  Materials  for  Car  Frames  and  Plat¬ 
forms. 

Elevator  cars  shall  have  metal  car  frames  and 
metal  outside  frames  of  platforms.  Where  wood 
platform  flooring  is  used,  the  under  side  of  car 
platforms  shall  be  covered  with  metal  at  least  as 
thick  as  Number  27  United  States  Gage  (except 
where  fireproofed  wood  is  used,  and  except  for 
sidewalk  elevators  the  travel  of  which  does  not 
exceed  one  story). 

3. 3. 1.2.  Allowable  Working  Stresses  for  Car 
Frame  Members. 

The  stresses  of  rolled  steel  sections  or  annealed 
cast  steel  in  the  construction  of  car  frames  and 
platforms,  based  on  the  static  load  imposed  on 
them,  shall  be  within  the  values  given  in  the  fol¬ 
lowing  table  for  steels  meeting  the  standard  speci¬ 
fications  of  the  American  Society  for  Testing 
Materials,  Designation,  A  7-29,  for  steel  having  an 
ultimate  strength  of  from  55,000  to  65,000  pounds 
per  square  inch  for  rolled  sections  or  cast  steel, 
and  46,000  to  56,000  pounds  per  square  inch  for 
rivets.  Elevators  of  the  plunger  type  which  are 
without  counterweights  are  exempted  from  these 
requirements. 

Allowable  Working  Stresses  for  Car  Frame 
Members 

(For  steels  meeting  the  standard  specifications  of 
the  American  Society  for  Testing  Materials, 

Designation,  A  7-29) 

Passenger  Elevators 


Maximum 

Allowable 


Stress 

(  Pounds  per 

Loading  square  inch)  Basis 


Tension  . 

Bending . 

Shear  on  shop  rivets . 

Bearing  of  shop  rivets . 

Shear  on  bolts  in  clearance 

holes . . . 

Bearing  on  bolts  in  clearance 

holes . _ . 

Bolts  or  threaded  portions  of 

rods  in  tension . 

Compression  . 

10,000 

10,000 

8,000 

16,000 

7,000 

14,000 

6,000 

11,700-49 

Net  area 

Gross  section 
Net  area 

Net  area 

Gross  section 

Gross  section 

Gross  section 

L/R  Gross  area 

Freight  Elevators 

Tension . 

12,000 

Net  area 

Bending  of  car  frame  mem¬ 
ber  and  platform  framing 

at  entrance . 

12,000 

Gross  section 

Bending  of  platform 

stringers  . 

15,000 

Gross  section 

Shear  on  shop  rivets . 

9,500 

Net  area 

Bearing  of  shop  rivets . 

19,000 

Net  area 

Shear  on  bolts  in  clearance 

holes . 

8,000 

Gross  section 

Bearing  on  bolts  in  clearance 

holes . 

16,000 

Gross  section 

Bolts  or  threaded  portions  of 

rods  in  tension . 

8,000 

Gross  section 

Compression  . 

14,000-69 

L/R  Gross  area 

Ineffective  free  length  of  member  in  inches. 
R=least  radius  of  gyration  in  inches. 


3. 3. 1.3.  Special  Steels. 

For  steels  of  greater  strength  the  allowable 
working  stresses  may  be  increased  proportion¬ 
ately,  based  on  ultimate  strength. 

3.3. 1.4.  Use  of  Cast  Iron  and  Cast  Steel. 

The  use  of  cast  iron  in  the  construction  of  any 

member  of  car  frames  or  platforms  subject  to 
tension,  torsion  or  bending  is  forbidden  (except 
for  compensating  cable  anchorages,  releasing  car¬ 
riers  and  guide  shoe  stands).  Plunger  heads  in 
tension  shall  be  cast  steel. 

3.3. 1.5.  Use  of  Other  Materials  Than  Steel. 
When  material  other  than  steel  is  used  in  the 

construction  of  car  frames  or  platforms,  the 
maximum  allowable  working  stress  shall  be  13 
per  cent  of  the  ultimate  strength  of  the  material 
for  passenger  and  15.6  per  cent  for  freight  ele¬ 
vators. 

3.3. 1.6.  Reductions  in  Section  and  Reinforce¬ 
ment  of  Holes. 

Local  reductions  in  section  of  a  member  in 
bending  through  bolt  holes  for  the  fastening  of 
hoist-rope  or  compensating  rope  hitches,  auxiliary 

apparatus  on  the  cross  head  or  safety  plank, 
sheave  boxes,  and  the  fastening  of  platform  to 
safety  plank,  may  be  disregarded.  Holes  in  webs 
of  cross  heads  for  sheave  pins  shall  be  reinforced 
by  means  of  a  plate  at  least  50  per  cent  thicker 
than  the  web  and  riveted  to  it. 

3.3. 1.7.  Deflection  of  Cross-head  and  Safety 
Planks. 

The  deflection  of  cross-head  and  safety  planks 
shall  be  */&  inch  or  less  for  each  10  feet  of  span 
under  static  conditions  with  the  contract  load 
substantially  uniformly  distributed  over  the  car 
platform  (except  for  sidewalk  elevators  the  travel 
of  which  is  15  feet  or  less). 

3. 3. 1.8.  Slenderness  Ratio. 

The  slenderness  ratio  L/R  for  members  not 
normally  subject  to  compression  shall  be  within 
200;  for  members  normally  subject  to  compres¬ 
sion  this  ratio  shall  be  within  120  (except  for 
sidewalk  elevators  the  travel  of  which  is  15 
feet  or  less).  Loadings  resulting  from  buffer  or 
safety  operation  are  abnormal  loadings. 

3.3.1.9.  Treatment  of  Occasional  Stresses. 

The  stresses  which  occur  when  the  load  is 
moved  from  the  hoistway  landing  to  its  proper 
position  on  the  car  of  freight  elevators,  especially 
heavy  duty  freight  elevators,  may  be  dealt  with  as 
stresses  which  occur  only  occasionally  in  conjunc 
tion  with  the  maximum  live  load,  and  may  exceed 
the  stresses  given  in  3. 3. 1.2,  Allozvable  Working 
Stresses  for  Car  Frame  Members,  for  freight  ele¬ 
vators  so  long  as  the  deflection  of  car  frame  oi 
platform  members  is  considered. 

3.3.1.10.  Car  Platform  Aprons. 

When  car  leveling  devices  are  used,  the  cai 
platform  shall  be  provided  with  a  substantial  ver¬ 
tical  apron  flush  with  its  outer  edge,  extending 
a  sufficient  distance  below  the  car  floor  so  tha 
there  shall  be  no  horizontal  opening  into  th< 
hoistway  while  the  car  is  within  the  landing  zon< 
and  the  hoistway  door  is  fully  or  partially  open 

3.3.1.11.  Bow  Irons  and  Stanchions  for  Side 
walk  Elevator  Hatch  Covers. 

Sidewalk  elevators  using  hinged  hatch  cover 
shall  be  provided  with  bow  irons  at  least  V/ 
feet  high  (except  that,  where  necessary  to  permi 
closing  the  covers,  the  Superintendent  may  perm: 
lower  bow  irons). 

Sidewalk  elevators  using  vertically  liftin 
covers  shall  be  provided  with  stanchions  frame 
together  at  the  upper  ends  of  sufficient  strengt 
to  lift  and  support  the  hatch  cover.  Stanchior 
shall  be  provided  with  suitable  buffer  springs,  ar 
shall  be  of  such  height  as  to  permit  the  sidewal 
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hatch  cover  to  be  completely  closed  when  the 
car  platform  is  level  with  the  first  landing  below 
the  sidewalk. 

3.3.1.12.  Guide  Shoes  for  Sidewalk  Type  Ele¬ 
vators. 

Guide  shoes  for  sidewalk  type  elevators  shall 
be  at  least  24  inches  long  unless  two  sets  of  shoes 
are  used  spaced  18  inches  on  centers. 

Where  vertical  lift  covers  are  used  on  sidewalk 
elevators  the  vertical  distance  between  the  centers 
of  the  guide  shoes  remaining  on  the  guide  rails 
when  the  car  platform  is  level  with  the  sidewalk 
shall  be  at  least  one-third  of  the  height  of  the 
hatch  cover  stanchions. 

Where  single  guide  shoes  24  inches  long  are 
used,  6  inches  of  the  shoe  may  be  off  the  rails 
when  the  platform  is  level  with  the  top  landing. 

3.3. 1.13.  Railroad  Track. 

If  there  is  a  railroad  track  on  the  elevator  car, 
the  tops  of  the  rails  shall  be  flush  with  the  car 
floor. 

3.3.1.14.  Lighting. 

Elevator  cars  shall  be  lighted  at  all  times  when 
in  use  (except  sidewalk  elevators).  Electric 
light  shall  be  used  if  available.  The  minimum 
illumination  shall  be  1  foot  candle  at  the  landing 
edge  of  the  car  platform.  A  light  socket  or 
receptacle  shall  be  provided  under  the  car  plat¬ 
form  and  on  top  of  the  car  for  inspection  pur¬ 
poses  (except  sidewalk  elevators). 

3.3.1.15.  Use  of  Glass. 

The  use  of  glass  in  elevator  cars  is  forbidden 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  operation 
of  the  car  and  as  a  vision  panel  in  the  car  door). 
The  use  of  any  piece  of  glass  exceeding  1  square 
foot  in  area  is  forbidden  unless  laminated  or 
otherwise  shatter-proof,  but  the  total  area  of  such 
glass  used  in  the  car  in  connection  with  lighting 
fixtures  whether  in  one  or  more  pieces,  shall  be 
at  most  4  square  feet. 

3.3.1.16.  Design  of  Lighting  Fixtures  for 
Passenger  Elevators. 

Lighting  devices,  or  luminaires,  for  passenger 
elevators  provided  with  glass  or  metal  shades,  or 
reflectors,  shall  be  of  the  railroad-train-lighting 
type  with  integral  base,  husk  and  spring-clamp 
holder.  If  suspended  glass  bowls  or  glass  plates 
are  used  such  bowls  or  plates  shall  rest  in,  and 
be  fastened  to,  a  metal  supporting  ring  provided 
with  at  least  three-point  suspension.  Such  glass 
bowls  or  plates  shall  not  be  drilled  for  attach¬ 
ment  to  ring  suspensions. 

Glass  bowls  larger  than  10  inches  in  diameter 
shall  be  of  laminated  or  otherwise  shatter-proof 
glass  or  surrounded  by  a  guard  made  of  wire 
at  least  0.0286  inches  in  diameter  (Number  22, 
Steel  Wire  Gage)  and  of  a  mesh  which  will  reject 
a  one-half  inch  diameter  ball.  Guards  shall  be 
securely  fastened  to  the  holder  or  suspension. 

3.3.2.  Car  Compartments. 

If  an  elevator  car  has  more  than  one  compartment, 
each  compartment  shall  be  equipped  with  an  operating 
device there  shall,  be  an  operator  in  each  compartment 
which  is  in  use  with  exclusive  control  of  that  car  door 
or  gate  and  hoistway  door;  and  it  shall  be  impossible 
to  start  the  car  unless  both  operating  devices  are  in  the 
starting  position. 

When  any  compartment  is  out  of  use  its  car  door  or 
gate  shall  be  locked  in  the  closed  position,  and  when  so 
locked  the  car  may  be  started  with  the  operating  device 
in  that  compartment  in  the  “off”  position. 

Each  compartment  shall  be  equipped  w'th  an  emergency 
stop  switch  and  with  an  emergency  rele.^e  effective  for 
the  door  or  gate  of  that  compartment  and  v\e  correspond¬ 
ing  hoistway  door. 


Each  compartment  shall  be  provided  with  the  emergency 
exits  required  by  3.3.3,  Car  Enclosures,  and  the  upper 
compartment  shall  have  a  trap  door  in  the  floor  connecting 
with  the  top  exit  of  the  compartment  below.  Special 
freight  elevators  upon  which  no  persons  are  permitted  to 
ride  are  exempted  from  this  requirement. 

Two  single  elevators  may  be  used  in  a  single  hoist¬ 
way  provided  both  elevators  are  equipped  with  all  the 
safeguards  required  by  these  Rules  for  a  single  ele¬ 
vator  both  with  relation  to  each  other  and  to  top  and 
bottom  terminals  and  after  an  installation  of  the  same 
type  has  satisfactorily  met  such  tests  as  may  be  required 
by  the  Superintendent. 

3.3.3.  Car  Enclosures. 

3.3.3. 1.  Enclosures  Required. 

Cars  for  passenger  elevators  shall  be  enclosed 
at  the  sides  and  top  (except  the  opening  necessary 
for  entrance  or  exit).  An  emergency  exit  shall 
not  be  considered  a  car  opening. 

Cars  for  freight  elevators  shall  be  enclosed  at 
the  sides  (except  at  the  opening  necessary  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  or  to  the  cross-head  if  the  cross-head  is 
lower.  The  section  of  such  car  enclosures  oppo¬ 
site  the  counterweight  shall  extend  to  the  cross¬ 
head  or  car  top. 

Cars  for  sidewalk  elevators  shall  be  enclosed 

at  the  sides  (except  at  the  openings  used  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  above  the  platform  (except  that  where  the 
travel  is  less  than  7 y2  feet,  the  height  of  the  en 
closure  may  be  reduced  subject  to  the  approval 
of  the  Superintendent). 

Tops  are  not  required  on  sidewalk  elevators 
and  shall  not  be  used  unless  the  clearance 
between  the  top  and  any  obstruction  above  it 
when  the  car  is  at  the  limit  of  its  top  overtravel 
is  at  least  2  feet. 

3. 3. 3. 2.  Deflection  and  Securing  of  En¬ 
closures. 

The  deflection  of  elevator  car  enclosures  shall 
be  yA  inch  or  less  if  subjected  to  a  force  of  seventy- 

five  pounds  applied  perpendicularly  to  the  car  en¬ 
closure  at  any  point.  The  car  enclosure  shall  be 
secured  to  the  car  floor  and  sling  or  frame  in  such 
a  manner  that  it  cannot  work  loose  or  become  dis¬ 
placed  in  ordinary  service. 

3. 3. 3. 3.  Materials  and  Design. 

The  enclosures,  including  the  top,  sides  and 
car  doors  for  passenger  and  freight  elevators 
(except  sidewalk  elevators  the  travel  of  which 
does  not  exceed  one  story)  if  of  non-fireproof 
wood  or  other  combustible  material,  shall  be 
covered  on  the  exterior,  including  the  top,  with 
sheet  metal  at  least  Number  27  United  States 
Gage.  Openings  other  than  as  required  for 
entrance  and  for  ventilation  in  the  sides  or  top 
of  passenger  elevator  car  enclosures  (except 
emergency  exits)  are  forbidden.  Vent  openings 
less  than  7  feet  above  the  car  platform  shall 
reject  a  ball  2  inches  in  diameter. 

The  enclosures  of  freight  elevators,  if  of  open 
work,  shall  reject  a  ball  2  inches  in  diameter.  The 
enclosure  of  sidewalk  elevators,  if  of  open  work, 
shall  reject  a  ball  4  inches  in  diameter. 

For  freight  elevators  where  the  clearance  from 
any  part  of  the  hoistway  structure  or  the  counter¬ 
weight  is  less  than  5  inches,  openings  which  will 
pass  a  ball  y2  inch  or  larger  in  diameter  shall  be 
covered  with  wire  netting  with  a  mesh  y2  inch 
square  or  less  made  of  wire  at  least  0.0348  inches 
in  diameter  (Number  20  Steel  Wire  Gage)  to 
a  height  of  at  least  &  feet  from  the  car  floor. 

The  use  of  cast  iron  for  car  tops  is  forbidden. 

3. 3.3. 4.  Number  of  Entrances  to  Elevator 
Cars. 

More  than  two  entrances  to  an  elevator  car 
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are  forbidden  (except  that  where  conditions  make 
additional  openings  essential,  such  additional  open¬ 
ings  may  be  provided  at  the  discretion  of  the 
Superintendent).  . 

3. 3. 3. 5.  Access  to  Hand-Ropes  on  Freight 
Elevators. 

If  the  car  enclosure  on  a  freight  elevator  is 
cut  away  to  provide  access  to  the  hand-rope,  the 
enclosure  shall  be  cut  low  enough  to  prevent 
injury  to  the  operators’  hand. 

3. 3. 3.6.  Tops  or  Covers  for  Freight  Elevator 
Cars. 

Freight  elevator  cars  (except  for  sidewalk 
elevators  as  provided  in  3.3.3. 1,  Enclosures  Re¬ 
quired,  and  except  on  the  ends  of  freight  ele¬ 
vator  platforms  12  feet  or  more  long  where  there 
are  no  openings  above  the  lowest  landing)  shall 
be  equipped  with  solid  top  covers,  or  wire  grill 
work  having  a  mesh  which  will  reject  a  ball  1)4 
inches  in  diameter  and  made  of  wire  at  least 
0.135  inches  in  diameter  (Number  10  Steel 
Wire  Gage)  or  its  equivalent.  The.  top  or 
cover  shall  be  sufficiently  strong  to  sustain  a  load 
of  150  pounds  applied  on  any  4  square  inches.  It 
is  not  required  that  the  top  and  its  supports  he 
capable  of  supporting  150  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

Where  no  car  gate  is  provided  the.  front  sec¬ 
tion  of  the  elevator  car  top  shall  be  hinged  along 
'a  line  approximately  18  inches  from  the  front  of 
the  car.  Additional  hinged  panels  may  be  pro¬ 
vided  if  desired. 

Where  a  freight  elevator  car  is  entirely  en¬ 
closed  (except  the  sides  used  for  loading  and  un¬ 
loading)  and  the  top  is  unprovided  with  a  hinged 
section,  an  emergency  exit  shall  be  provided  in  the 
top  as  required  by  33.3.7,  Emergency  Exits  from 
Passenger  Elevator  Cars. 

3.3. 3. 7.  Emergency  Exits  from  Passenger 
Elevator  Cars. 

Passenger  elevator  cars  shall  be  provided 
with  an  emergency  exit  located  in  the  top 
of  the  car.  When  the  space  between  the  car  en¬ 
closure  and  the  nearest  wall  surface  exceeds  8 
inches,  a  guard  rail  to  the  level  of  the  top  of  the 
cross-head  shall  be  provided  on  that  side  of  the 
enclosure  roof  where  the  emergency  exit  is  lo¬ 
cated. 

Where  there  is  an  elevator  in  an  adjacent  hoist¬ 
way  without  intervening  enclosures,  . an  emergency 
exit  or  exits  shall  also  be  located  in  the  side  of 
the  car  adjacent  to  each  such  adjoining  car. 

Top  emergency  exits  shall  be  at  least  16  inches 
wide  and  at  least  400  square  inches  in  area  (ex¬ 
cept  that  where  the  reduced  size  of  the  car.  plat¬ 
form  area  makes  it  impossible  to  install  exits  of 
the  size  specified,  the  Superintendent  may  permit 
smaller  exits,  but  in  any  case  at  least  14  by  22 
inches). 

Top  exit  panels  shall  be  held  in  place  by 
thumb  screws  arranged  so  that  the  exit  covers 
can  be  readily  opened  from  both  the  inside  and 
outside  of  the  car.  If  not  hinged,  the  cover 
shall  be  secured  to  the  car  by  a  length  of  chain. 

Top  exit  covers  shall  open  outward.  Any 
equipment  and  working  platform  mounted  above 
the  top  of  the  car  shall  be  so  located  as  not  to 
obstruct  access  to  or  from  the  top  emergency 
exit.  If  a  working  platform  is  placed  so  as  to 
cover  any  of  the  required  area  of  the  top  emer¬ 
gency  exit  it  shall  be  provided  with  a  trap  door, 
without  a  catch,  opening  upward. 

Side  emergency  exits  shall  comply  with  the  fol¬ 
lowing  requirements : 

1.  Exit  panels  shall  be  either  of  the  hinged  or 
removable  type. 

2.  Exit  panels  shall  open  inward. 

3.  The  removable  type  of  exit  panel  shall  be 
held  securely  in  place  by  at  least  four 


fastenings  arranged  so  that  they  can  be 
operated  by  hand  from  both  the  inside  and 
outside  of  the  car,  and  so  designed  that  they 
cannot  readily  be  removed  from  the  panel. 

4.  The  hinged  type  of  panel  shall  be  provided 
with  a  lock  arranged  so  that  it  may  be  oper¬ 
ated  from  the  inside  of  the  car  by  means 
of  a  removable  key  and  from  the  outside  of 
the  car  by  means  of  a  non-removable  handle. 

A  key  shall  be  kept  in  each  car  mounted 
under  a  break  glass  cover. 

5.  Where  the  size  of  the  car  permits,  side 
exits  shall  have  a  clear  width  of  at  least  16 
inches  and  shall  extend  from  the  floor  or 
kick  plate  to  the  soffit  moulding  frame,  but 
in  any  case  shall  be  at  least  5  feet  in  clear 
height. 

6.  Side  exits  shall  be  located  so  that  they  are 
unobstructed  by  car  frame  members  and, 
wherever  possible,  traveling  cables  and  other 
hoistway  equipment  shall  not  be  located  in 
line  with  or  so  arranged  as  to  obstruct  the 
exit.  Exits  from  adjacent  cars  shall  be 
directly  opposite  each  other  to  allow  easy 
transfer  of  passengers. 

7.  Exit  panels  shall  conform  to  3.3.32,  De¬ 
flection  and  Securing  of  Enclosures,  as  re¬ 
gards  deflection. 

8.  On  automatic  operation  elevators  side  exits 
shall  'be  provided  with  electric  contacts  to 
prevent  the  operation  of  the  car  when  the 
panel  is  opened  or  removed. 

3.3.3. 8  Car  Doors  or  Gates  Required. 

A  car  door  or  gate  shall  be  provided  at  each 
entrance  on  both  passenger  and  freight  elevator 
cars  (excepting  freight  elevators  handling  motor 
vehicles,  or  hand  trucks  of  over  2,000  pounds 
capacity).  Sidewalk  elevator  cars  shall  have  a 
gate  on  the  sides  used  for  loading  or  unloading 
at  the  sidewalk  level,  which  gate  shall  extend 
from  the  car  platform  to  the  top  of  the  enclosure. 
Each  car  door  or  gate  shall  be  provided  with,  a 
car  door  or  gate  electric  contact  complying  with 

3.3.3.10,  Requirements  for  Electric  Contacts; 

3.3.3.11,  Design  of  Contacts;  3.3.3.12,  Use  of 
Springs  or  Electric  Circuits  in  Contacts;  and 
3.3.3.13,  Tests  and  Approvals  of  Contacts. 

For  passenger  and  freight  elevators  employing 
a  type  of  operation  not  requiring  the  presence  of 
an  operator  in  the  car,  power  car  doors  or  gates, 
other  than  those  closed  by  hand,  shall  be  driven 
by  a  mechanism  so  designed  and  set  that  tne 
force  necessary  to  prevent  the  closing  of  the  gate 
shall  be  less  than  30  pounds,  and  further  that 
the  kinetic  energy  of  the  gate  plus  all  parts  con¬ 
nected  rigidly  thereto,  computed  for  the  average 
closing  speed  shall  be  less  than  5  foot-pounds 
provided  that  if  the  same  mechanism  also  closes 
the  hoistway  door,  the  total  kinetic  energy  shall 
be  less  than  7  foot-pounds. 

For  automatic  operation  passenger  elevators 
having  power  closed,  power  operated,  automati 
cally  released  self-closing  car  doors  or  gates,  an< 
manually  closed  or  self-closing  hoistway  doors 
the  closing  of  the  car  gate  or  car  door  shall  bt 
prevented  unless  the  hoistway  door  is  in  the  closec 
position.  .  i 

Car  gates  or  doors  for  freight  elevators  whei 
closed  shall  guard  the  full  opening  to  a  heigh 
of  6  feet,  or  to  the  top  of  the  enclosure. 

A  weight  used  to  dose  a  car  door  or  gate  auto 
matically  shall  run  in  metal  guides  from  whid 
it  cannot  become  dislodged,  or  it  shall  be  boxe 
in.  The  bottoms  of  the  guides  or  boxes  shall  b 
so  constructed  as  to  retain  the  weight  if  the  rop 
breaks. 

Car  gates  or  doors  for  passenger  elevators  whe 
closed  shall  guard  the  full  height  and  width  of  th 
opening. 
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For  automatic  operation  elevators  the  car  gate 
or  door  shall  be  so  located  with  respect  to  the 
car  platform  sill  that  the  total  distance  from  the 
face  of  the  hoistway  door  to  the  face  of  the  car 
door  or  gate  shall  be  5J4  inches  or  less.  (See 
also  2.3.13,  Clearances  of  Hoistway  Doors). 

Where  the  car  door  consists  of  two  or  more 
sections  the  5'54-inch  dimension  shall  apply  to  the 
section  nearest  to  the  edge  of  the  car  platform 
sill. 

Where  the  hoistway  door  consists  of  two  or 
more  sections  the  554-inch  dimension  shall  apply 
to  that  section  which  closes  against  the  lock 
jamb. 

Car  gates  of  the  scissors  or  pantograph  type 
used  for  passenger  elevators  shall  be  of  such  de¬ 
sign  that  when  fully  expanded  they  will  reject 

a  ball  3  inches  in  diameter.  For  freight  elevators 
(except  sidewalk  elevators)  such  gates  when  fully 
expanded  shall  reject  a  ball  454  inches  in 
diameter. 

For  sidewalk  elevators  the  openings  between 
vertical  bars  in  the  gate  shall  not  exceed  1 8  inches 
when  the  gate  is  fully  expanded. 

3. 3. 3.9.  Sliding  Car  Doors  and  Hangers  for 
Power  Operated  Car  Doors. 

Sliding  car  doors  may  be  solid,  may  be  provided 
with  open  grill  or  bars  which  shall  reject  a  ball 

3  inches  in  diameter  or  may  be  provided  with 
glass  vision  panels  in  accordance  with  3.3.1.15, 
Use  of  Glass.  Open  grills,  bars  or  glass  may  ex¬ 
tend  the  full  height  of  the  door  panel. 

Sliding  car  doors  shall  be  guided  top  and 
bottom. 

Hangers  for  power  operated  car  doors  shall  be 
designed  to  withstand  a  downward  thrust  of  five 
times  and  an  upward  thrust  of  four  times  the 
weight  of  the  door. 

3.3.3.10.  Requirements  for  Electric  Contacts. 

An  electric  contact  on  the  car  door  or  gate 

shall  prevent  the  operation  of  the  car  unless  the 
door  or  gate  is  within  2  inches  of  full  closure 
against  the  jamb  (except  that  for  elevators  em¬ 
ploying  a  type  of  operation  requiring  the  pres¬ 
ence  of  an  operator  in  the  car  where  the  car  door 
or  gate  is  provided  with  a  door  closer  and  the 
requirements  specified  in  2.3.23,  Closed  Position 
of  Hoistway  Doors,  are  fully  met,  the  electric 
contact  on  the  car  door  or  gate  may  permit  the 
starting  of  the  car  when  the  door  or  gate  is  within 

4  inches  of  full  closure  against  the  jamb). 

The  car  door  or  gate  electric  contact  shall  per¬ 
mit  the  operation  of  the  car  when  the  emergency 
release  is  in  temporary  use  or  when  the  car  is 
being  moved  by  a  leveling  device. 

Automatic  operation  elevators  may  be  operated 
with  an  open  gate  if  there  is  no  person  in  the  car. 

3.3.3.11.  Design  of  Contacts. 

Car  door  or  gate  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or  other 
device  attached  to  and  operated  by  the  door  or 
gate. 

3.3.3.12.  Use  of  Springs  or  Electric  Circuits 
in  Contacts. 

The  functioning  of  a  car  door  or  gate  contact 
to  prevent  the  movement  of  the  car  shall  be  inde¬ 
pendent  of  the  action  of  a  spring  or  springs  in 
tension,  and  of  the  closing  of  an  electric  circuit. 
If  springs  are  used  they  shall  be  in  compression. 
The  interruption  of  the  electric  circuit  shall  pre¬ 
vent  the  movement  of  the  car. 

3.3.3.13.  Tests  and  Approvals  of  Contacts. 

Each  type  and  make  of  car  door  and  gate  con¬ 
tact  shall  be  tested  and  approved  by  the  Superin¬ 
tendent  on  the  basis  of  the  following  engineering 
tests,  made  by  or  under  the  supervision  of  a  com¬ 
petent  designated  testing  laboratory.  Annroved 


contacts  shall  be  suitably  marked  for  identification. 

1.  Endurance  Test. 

2.  Current  Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Test  of  Insulation. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

3.3.3.14.  Emergency  Releases  Required  on 
Car  Doors  or  Gates. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  car  gate 
or  door  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation,  in  which  case,  an 
emergency  release  shall  be  installed  which  shall 
be  so  arranged  that  when  operating  without  an 
operator  in  the  car,  the  emergency  release  shall  be 
inoperative).  This  emergency  release  shall  be  sep¬ 
arate  and  independent  from  the  emergency  re¬ 
lease  required  by  23.1.5,  Emergency  Releases  Re¬ 
quired  on  Hoistway  Doors  for  Passenger  Ele¬ 
vators,  and  23.5.5,  Emergency  Releases  Required 
on  Hoistway  Doors  for  Freight  Elevators,  and 
shall  be  placed  within  5  inches  of  such  other 
emergency  release.  Emergency  releases  are  not 
required  on  sidewalk  elevators. 

3.3.3.15.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  the  Structure. 

Freight  elevator  cars  operating  in  hoistways 
outside  the  structure,  which  are  enclosed  only  at 
the  ground  landing  shall  be  protected  on  the  ex¬ 
posed  side  or  sides  by  independently  operated 
gates  equipped  with  electric  contacts. 

3.3.4.  Cars  Counterbalancing  One  Another. 

Arrangement  of  elevator  cars  to  counterbalance  one 
another  is  forbidden. 

3.3.5.  Car  and  Counterweight  Safeties  and 

Speed  Governors. 

3.3.5. 1.  Requirements  for  and  Application  of 
Car  Safeties. 

Elevator  cars  suspended  by  cables  shall  be  pro¬ 
vided  with  a  car  safety  or  safeties  attached  to 

the  car  frame  (except  sidewalk  elevators  the 
travel  of  which  does -not  exceed  15  feet  which 
are  not  required  to  have  car  safeties).  When 
one  safety  is  used  it  shall  be  located  beneath 
the  car  frame.  When  duplex  safeties  are  used 
at  least  one  shall  be  located  beneath  the  car 
frame.  The  safety  or  safeties  shall  be  capable 
of  stopping  and  sustaining  the  car  with  contract 
load. 

The  application  of  the  safety  or  safeties  shall 
not  cause  the  car  platform  to  become  out  of  level 
in  excess  of  54  inch  per  foot  measured  in  any 
direction. 

When  the  car  safety  or  safeties  apply,  no  de¬ 
crease  in  the  tension  of  the  governor  cable  or 
motion  of  the  car  in  the  descending  direction  shall 
release  the  car  safety  or  safeties. 

Car  safeties  shall  be  operated  by  speed  gover¬ 
nors  (except  that  broken  rope  type  car  safeties 
may  be  used  for : 

1.  Sidewalk  elevators  having  a  travel  between 
15  and  35  feet; 

2.  Freight  elevators  inside  the  building  having 
a  travel  of  15  feet  or  less,  a  maximum 
contract  speed  of  35  feet  per  minute,  and 
a  maximum  platform  area  of  50  square 
feet) . 

3. 3. 5. 2.  Requirements  for  and  Application  of 
Counterweight  Safeties. 

Counterweight  safeties,  where  provided,  shall 
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be  capable  of  stopping  and  sustaining  the  weight 
of  the  counterweight. 

The  application  of  counterweight  safeties  where 
provided,  shall  not  cause  the  counterweight  frame 
to  become  out  of  level  in  excess  of  inch  per 
foot  in  any  direction. 

When  the  counterweight  safety,  where  pro¬ 
vided,  is  applied,  no  decrease  in  the  tension  of 
the  governor  cable  or  motion  of  the  counterweight 
in  the  descending  direction  shall  release  the 
counterweight  safety. 

Counterweight  safeties  shall,  where  provided, 
be  operated  by  speed  governors  (except  as  pro¬ 
vided  in  33.5.4,  Application  of  the  Safeties). 

3. 3. 5. 3.  Design  of  Car  and  Counterweight 
Safeties. 

Sleeve  bearings  for  car  and  counterweight 
safety  drums  and  screw  shafts  shall  be  of  non- 
ferrous  material. 

Jaws  and  other  parts  of  car  and  counterweight 
safeties  of  the  sliding  type,  if  made  of  forged 
steel  of  an  ultimate  strength  of  at  least  55,000 
pounds  per  square  inch  and  cast  steel  of  an  ultimate 
strength  of  at  least  65,000  pounds  per  square  inch, 
may  in  action,  be  stressed  to  17,000  pounds  per 
square  inch.  For  steels  of  greater  strength,  the 
allowable  stress  may  be  increased  proportionately 
based  on  ultimate  strength. 

Car  and  counterweight  safeties  may  be  released 
by  reversing  the  direction  of  motion  of  the 
machine. 

3  3.5.4.  Application  of  Governor  Controlled 
Safeties. 


The  car  speed  governor  shall  be  set  to  cause  the 
application  of  the  safety  at  a  speed  between  40 
per  cent  and  15  per  cent  above  the  contract  speed, 
provided  that  no  governor  shall  be  required  to  trip 
at  less  than  175  feet  per  minute.  For  contract 
speed  between  500  and  700  feet  per  minute  the 
maximum  governor  tripping  speed  shall  be  33  1/3 
per  cent  above  the  contract  speed,  and  for  con¬ 
tract  speed  exceeding  700  feet  per  minute,  25  per 
cent  above  contract  speed. 

The  counterweight  safety,  if  provided,  may  be 
operated  by  the  same  governor  and  governor  rope 
used  to  operate  the  car  safety  provided  it  com¬ 
plies  with  the  requirements  for  and  application 
of  counterweight  safeties.  Provision  shall  be 
made  to  cause  the  application  of  the  counterweight 
safety  at  a  speed  greater  than  the  car  safety,  but 
at  HO  per  cent  or  less  above  that  at  which  the  car 
safety  applies.  Broken  rope  safeties  of  the  in¬ 
stantaneous  type  may  be  used  on  counterweights 
within  the  limits  of  the  following : 

Total  Weight  of 


Contract  Speed  in 
Feet  Per  Minute 
250 
200 
160 
125 


Counterweight 
in  Pounds 
2,000 
3,000 
4,000 
5,000 


3.3. 5. 5.  Recognized  Types  of  Safeties. 

The  following  four  types  of  safeties  are  recog¬ 
nized  : 

1.  Type  I,  Instantaneous. 

2.  Type  W.C.,  Wedge  Clamp,  with  constant 
retarding  force. 

3.  Type  G.W.C.,  Gradual  Wedge  Clamp,  with 
gradually  increasing  retarding  force. 

4.  Type  F.G.C.,  Flexible  Guide  Clamp,  with 
constant  retarding  force. 

Each  safety  shall  be  marked  for  identification, 
preferably  with  letters  cast  on  the  safety  jaws. 

The  distance  between  the  safety  jaws  shall  be 
at  least  the  thickness  of  the  guide  rail  plus  3/32 
inches,  and  the  jaws  shall  not  drag  against  the 
rail. 


3. 3. 5. 6.  Marking  of  Safeties. 

Safeties  shall  be  marked  by  the  manufacturer 
with  the  range  of  weight  and  speed  for  which 
they  are  designed ;  such  weight  to  include  the 
complete  car  structure,  the  safety,  the  contract 
load  in  the  car,  and  all  moving  equipment,  the 
weight  of  which  is  borne  by  the  safety. 

3. 3. 5. 7.  Instantaneous  Safeties. 

Instantaneous  safeties  of  the  broken  rope  type 

shall  only  be  used  in  accordance  with  3. 3. 5.1,  Re¬ 
quirements  for  and  Application  of  Car  Safeties. 

Governor  controlled  safeties  of  the  instantane¬ 
ous  type  may  be  used  on  elevators  having  a  con¬ 
tract  speed  of  100  feet  per  minute  or  less  pro¬ 
vided  that  the  elevator  speed  is  110  feet  per 
minute  or  less  on  uptravel  with  the  contract  load 
in  the  car.  On  overspeed  such  safeties  shall  be 
applied  by  the  governor.  On  the  parting  of  the 
hoisting  cables  such  safeties  shall  apply  instantly 
and  independently  of  the  speed  action  of  the 
governors. 

3J3.5.8.  Safeties  for  Ascending  Cars. 

Car  safeties  for  stopping  ascending  cars  are 
forbidden.  If  an  ascending  car  is  to  be  stopped 
on  account  of  over-speed,  a  safety  shall  be  ap¬ 
plied  to  the  counterweight  for  this  purpose.  The 
car  safety  may  be  permitted  to  stop  the  ascending 
car  above  the  upper  terminal  landing,  provided 
the  retardation  of  the  ascending  car  under  such 
conditions  is  within  32.2  feet  per  second  per 
second.  The  governor  may  open  the  motor  circuit 
and  apply  the  brake  in  case  of  over-speed  in  the 
up  direction. 

3. 3. 5. 9.  Location  of  Governor. 

The  governor  shall  be  located  where  it  cannot 
be  struck  by  the  car  in  case  of  over-travel  and 
where  there  is  sufficient  space  for  full  movement 
of  governor  parts. 

3.3.5.10.  Opening  of  Motor  Control  and 
Brake  Control  Circuits. 

Where  governor  controlled  safeties  are  used, 
the  motor  control  circuit  and  the  brake  control 
circuit  shall  be  opened  before  or  at  the  time  the 
governor  trips  by  a  switch  located  on  the  gover¬ 
nor  or  car  safety  device. 

3.3  5.11.  Materials,  Design  and  Replacement 
of  Governor  Cables. 

Governor  cables  shall  be  of  iron,  steel,  monel 
metal,  or  phosphor  bronze.  The  cable  shall  be  at 
least  inch  in  diameter.  The  use  of  tiller  rope 
construction  for  governor  cables  is  forbidden 
(except  that  tiller  rope  may  be  used  for  the  por¬ 
tion  of  the  cable  wound  on  the  safety  drum). 
Such  rope  shall  be  of  corrosion  resisting  metal. 

Replacements  for  existing  governor  cables  shall 
be  of  the  same  size,  material  and  construction 
as  the  cable  originally  furnished  by  the  manu¬ 
facturer  (except  that  where  a  cable  of  either 
different  material  or  construction  is  employed,  a 
test  of  the  car  or  counterweight  safety  shall  be 
made  with  the  new  cable  to  demonstrate  that  it 
will  successfully  operate  the  safety). 

Governor  ropes  shall  run  clear  of  governor  jaws 
during  the  normal  operation  of  the  elevator. 

The  size,  material  and  construction  of  the  gov¬ 
ernor  rope,  together  with  the  proper  tripping 
speed  of  the  governor,  shall  be  stamped  on  the 
governor  stand  or  given  on  a  brass  plate  attached 
to  it  in  letters  at  least  inch  in  height. 

3.3.5.12.  Operation  of  the  Governor. 

The  arc  of  contact  between  the  governor  rope 
and  its  driving  sheave  shall,  in  conjunction  with 
a  tension  device,  provide  sufficient  traction  to 
cause  proper  operation  of  the  governor. 

The  design  and  length  of  governor  jaws  shall 
be  such  that  no  serious  cutting,  tearing,  or  de¬ 
formation  of  the  rope  shall  result  from  the  opera¬ 
tion  of  the  safety. 


258 


RULES 


3.3.6. 


The  governor  shall  so  function  that  the  safety 
rope  will  pull  through  the  governor  jaws  on  the 
application  of  a  stress  exceeding  that  required  to 

operate  the  safety  so  as  to  stop  the  car  (except 
in  the  case  of  instantaneous  type  safeties). 

Governors  shall  have  a  protective  covering  over 
sheave,  jaws  and  exposed  gears. 

3.3.5.13.  Slack  Cable  Devices. 

Winding-drum  machines  shall  be  provided  with 
a  slack-cable  device  which  will  cut  off  the  power 

and  stop  the  elevator  machine  if  the  car  is  ob¬ 
structed  in  its  descent. 

Slack-cable  switches  shall  be  so  constructed  that 
they  will  not  automatically  reset  when  the  slack 
in  the  cable  is  removed. 

3.3.5.14.  Application  of  Car  Safeties. 

The  use  of  car  safeties  which  depend  for 
application  upon  the  completion  or  maintenance  of 
an  electric  circuit  is  forbidden.  Car  safeties 
shall  be  applied  mechanically. 

3.3.5.15.  Use  of  Gripping  Surfaces  of  Safeties. 
The  use  of  the  gripping  surfaces  of  car  or 

counterweight  safeties  to  guide  the  car  or 
counterweights  is  forbidden. 

3.3.5.16.  Pawls  and  Ratchets. 

Pawls  and  ratchets  shall  be  considered  insuf¬ 
ficient  as  a  safety  device. 

Car  Safety  Test. 

3.3.6. 1.  Car  Safety  Test  Required. 

An  over  speed  test  with  contract  load  in  the 
car  shall  be  made  of  the  safeties  of  each  new 
elevator  before  the  elevator  is  placed  in  regular 
service  (except  that  governor  controlled  instant¬ 
aneous  type  safeties  shall  be  tested  at  contract 
speed,  the  governor  being  tripped  by  hand  and 
broken  rope  instantaneous  type  safeties  shall  be 
tested  by  obtaining  the  necessary  slack  rope  to 
cause  them  to  function).  For  wedge  clamp, 
gradual  wedge  clamp  and  flexible  guide  clamp 
safeties,  this  test  shall  be  made  to  determine 
whether  the  safety  will  operate  within  the  al¬ 
lowable  limits  of  the  maximum  and  minimum 
stopping  distances.  Over-speed  tests  shall  be 
made  with  all  electric  apparatus  intact  (except 
for  the  over-speed  contact  on  the  governor). 

For  alternating  current  elevators,  where  the 
contract  load  is  unable  to  bring  about  over-speed, 
the  safety  governor  shall  be  tripped  by  hand  at 
maximum  obtainable  speed. 

No  test  of  the  safeties  with  safe  lifting  load 
in  the  car  shall  be  made. 

3. 3.6.2.  Maximum  and  Minimum  Stopping 
Distances  of  Wedge  Clamp  Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  wedge  clamp  type 
with  constant  retarding  force  shall  be  within  that 
shown  by  Figure  1,  Curve  III,  for  cars  with 
contract  load  and  for  the  counterweight,  and  the 
minimum  stopping  distance  shall  be  at  least  that 
shown  by  Curve  I  for  cars  with  150  pound  load, 
and  Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3.63.  Maximum  and  Minimum  Stopping 
Distances  of  Gradual  Wedge  Clamp 
Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  Gradual  Wedge 
Clamp  type,  G.W.C.,  with  increasing  retarding 
force  shall  be  within  that  shown  by  Figure  2, 
Curve  III,  for  cars  with  contract  load  and  for 
the  counterweight,  and  the  minimum  stopping 
distance  shall  be  at  least  that  shown  by  Figure 


2,  Curve  I,  for  cars  with  130  pound  load,  and 
Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3. 6. 4.  Maximum  and  Minimum  Stopping 
Distances  of  Flexible-Guide  Clamp 
Safeties. 

1  he  maximum  stopping  distance  of  tire  car  and 
counterweight  safeties  of  the  Flexible- Guide 
Clamp  lype,  F.G.C.,  shall  be  within  that  shown 
by  Figure  3,  Curve  III,  for  the  car  with  contract 
load  and  for  the  counterweight,  and  the  minimum 
stopping  distance  shall  be  at  least  that  shown  by 
Figure  3,  Curve  I,  for  cars  with  150  pound  load 
and  Curve  II  for  cars  with  contract  load  and 
for  counterweights. 


-GOVERNOR  TRIPPING  speed  in  fee  t  per  MIN. 


FIG.  1.  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 


CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
W.C.  (WEDGE  CLAMP) 
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DISTANCES 


CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
G.W.C.  (GRADUAL  WEDGE  CLAMP) 


3. 3. 6. 5.  Pull-Out  of  the  Governor  Cable. 

For  elevators  having  a  contract  speed  of  475 

feet  per  minute  or  more,  the  pull-out  of  the 
governor  cable  from  its  normal  running  position 
until  the  safety  jaws  begin  to  apply  pressure  to 
the  guide  rails  shall  be  30  inches  or  less. 

3. 3. 6. 6.  Stopping  Distance. 

Stopping  distance  is  actual  slide  as  indicated  by 
the  marks  on  the  rails. 

3.3.7.  Capacity  and  Loading. 

3. 3. 7.1.  Contract  Load  of  Elevators. 

The  contract  load  of  a  passenger  elevator  in 
pounds  shall  be  at  least  the  amount  given  by 
Curve  A  in  Figure  4  corresponding  to  the 
effective  platform  area  of  the  car. 

The  minimum  contract  load  of  freight  elevators 
in  business  buildings,  public  buildings,  residence 
buildings  and  mixed  occupancy  buildings  shall  be 
determined  on  the  basis  of  the  curve  for  passenger 
elevators  (except  elevators  used  for  lifting  auto¬ 
mobiles  and  carriages  and  elevators  not  traveling 
above  the  street  level).  The  minimum  contract 
load  of  freight  elevators  in  warehouses  and  all 
elevators  not  traveling  above  the  street  level 
(except  automobile  and  carriage  elevators)  shall 
be  determined  on  the  basis  of  50  pounds  per 
square  foot  for  the  first  100  square  feet  of  plat¬ 
form  area  and  25  pounds  for  each  additional 


FIG.  3.  MINIMUM  AND  MAXIMUM  STOPPINC 

DISTANCES 

CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPI 
F.G.C.  (FLEXIBLE  GUIDE  CLAMP) 


square  foot.  The  minimum  contract  load  of  ele 
vators  lifting  automobiles  and  carriages  shall  b 
determined  on  the  basis  of  50  pounds  per  squar 
foot  for  the  first  80  square  feet  of  platform  are 
and  20  pounds  for  each  additional  square  foot. 

For  passenger  and  freight  elevators  havin 
effective  platform  areas  above  120  square  fe< 
(except  elevators  used  for  lifting  automobil* 
and  carriages,  elevators  not  traveling  above  tl 
street  level  and  freight  elevators  in  warehouse 
the  contract  load  shall  be  at  least  100  pounds  p< 
square  foot. 

3. 3. 7. 2.  Posting  of  Information. 

A  metal  plate  shall  'be  fastened  in  a  conspicuoi 
place  in  passenger  elevator  cars,  bearing  the  fo 
lowing  information  in  at  least  %  inch  letters  i 
figures  stamped,  etched  or  raised  on  the  surfa- 
of  the  plate: 

The  Contract  load  of  the  elevator  in  poum 
(See  also  3.37.4,  One  Piece  Loads  on  Eleiwtoi 
Paragraph  5). 
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EFFECTIVE  PL  ATFORtf  AREA  CAPAC ITY(LB.  PEP BQ.FT) 

IG.  4.  PLOT  SHOWING  PASSENGER-ELEVA¬ 
TOR  CARRYING  CAPACITY  CORRESPOND¬ 
ING  TO  EFFECTIVE  PLATFORM  AREA 


^  The  inspection  certificate  posted  in  passenger 

elevator  cars  shall  state  the  allowable  number  of 
passengers  permitted  to  be  carried  by  the  elevator 
■  equal  to  its  rated  load  in  pounds  divided  by  150. 

A  similar  metal  plate  shall  be  placed  upon  the 
cross-head  of  passenger  and  freight  elevators 
and  on  the  bow  iron  or  frame  of  sidewalk  type 
elevators,  bearing  the  following  information : 

1.  The  weight  of  the  complete  car,  including 
the  safeties. 

.  2.  The  contract  car  speed  in  feet  per  minute 

at  which  the  elevator  is  designed  to  travel 
(except  sidewalk  type  elevators). 

3.  The  cable  data  required  by  3.5. 1.2,  Informa¬ 
tion  on  Capacity  Plates. 

The  capacity  of  freight  elevators  shall  be 
indicated  in  a  conspicuous  place  in  the  car  in 
letters  and  figures  at  least  1  inch  high  by  the 
word  “CAPACITY,”  followed  by  figures  giving 
the  contract  load  in  pounds. 

3.3. 7. 3.  Carrying  of  Passengers  on  Freight 
Elevators. 

The  use  of  new  freight  elevator  installations  to 
carry  passengers  is  forbidden  unless  they  con¬ 
form  to  all  the  requirements  of  these  Rules  cover¬ 
ing  passenger  elevators. 

The  carrying  of  passengers  on  existing  freight 
elevators  shall  be  permissible  provided  the  ele¬ 
vator  conforms  in  all  respects  to  the  requirements 
of  the  rules  for  existing  passenger  elevators. 

3.3  7.4.  One  Piece  Loads  on  Elevators. 

Passenger  and  freight  elevators  may  be  used 
for  carrying  safes  or  other  one  piece  loads  greater 
than  the  contract  load  of  the  elevator  when  the 
following  requirements  are  met : 

1.  A  “locking  device”  is  provided  which  will 
hold  the  car  at  any  landing  independently 
of  the  hoisting  cables  while  the  safe  or  other 
object  is  being  loaded  or  unloaded. 


2.  The  “locking  device”  shall  be  so  designed 
that  it  cannot  be  unlocked  unless  the  entire 
weight  of  the  car  and  load  is  suspended  on 
the  cables. 

3.  The  wrench  or  other  device  for  operating 
the  “locking  device”  shall  be  removable. 

4.  The  “locking  device”  shall  be  designed  to 
withdraw  the  bars  should  it  come  in  contact 
with  the  landing  locks  if  the  car  is  operated 
on  the  up  motion. 

5.  A  metal  plate  shall  be  provided  in  the  ele¬ 
vator  car  which  shall  bear  the  words 
“Capacity  Lifting  Safes”  in  letters  followed 
by  figures  giving  the  capacity  in  pounds  for 
lifting  safes  for  which  the  machine  is  de¬ 
signed,  the  letters  and  figures  to  be  at  least 
%  inch  high,  stamped,  etched,  or  raised  on 
the  surface  of  the  plate. 

6.  The  car  platform,  car  frame,  sheaves,  shafts, 
cables  and  locking  device  shall  be  designed 
for  the  specified  “Capacity  Lifting  Safes” 
with  a  factor  of  safety  of  at  least  five. 

7.  The  car  safeties  shall  be  designed  to  stop 
and  hold  the  specified  “Capacity  Lifting 
Safes”  with  the  cables  intact. 

8.  Where  there  is  a  passageway  under  the 
hoistway  the  machine  shall  be  designed  to 
operate  with  the  “Capacity  Lifting  Safes” 
at  slow  speed  and  the  car  safety  shall  be 
designed  to  stop  and  hold  the  car  and 
“Capacity  Lifting  Safes”  independently  of 
the  cables. 

9.  For  traction  machines  additional  counter¬ 
weights  shall  be  added  so  that  the  total 
overbalance  is  at  least  equal  to  45  per  cent 
of  the  “Capacity  Lifting  Safes.” 

3. 3. 7. 5.  Locking  Device  Required. 

The  locking  device  specified  in  3.37.4,  One 
Piece  Loads  on  Elevators,  paragraph  1,  shall  be 
provided  for  any  passenger  elevator  installed  for 
carrying  safes  or  other  one  piece  loads  where 
the  weight  of  such  safes  or  one  piece  loads  equals 
or  exceeds  75  per  cent  of  the  contract  load. 

3.3. 7. 6.  Maximum  “Capacity  Lifting  Safes.” 

The  maximum  “Capacity  Lifting  Safes”  of 

any  traction  elevator  shall  be  1-1/3  times  the 
contract  load  of  the  elevator. 

3  3.7.7.  Special  Switches. 

Elevator  machines  equipped  for  carrying  safes 
or  other  concentrated  loads  greater  than  the  con¬ 
tract  load  of  the  elevator  shall  be  provided  with 
special  switches  near  the  machine  for  operating 
under  such  conditions. 

3.3.8.  Contract  Load  Test. 

A  test  of  every  new  elevator  shall  be  made  with  con¬ 
tract  load  in  the  car  under  the  supervision  of  the  Super¬ 
intendent  before  the  elevator  is  placed  in  regular  service. 

The  brakes,  limit  switches,  buffers,  car  safety  and  speed 
governor  shall  be  caused  to  function  in  each  test,  and 
approval  of  any  elevator  shall  be  granted  only  upon  satis¬ 
factory  completion  of  such  test. 

3.4.  Machines,  Stopping  Devices,  Con¬ 
trol  and  Operation. 

3.4.1.  Machines  and  Machinery. 

3. 4.1.1.  Design  of  Drums  and  Sheaves. 

Drums  and  leading  sheaves  shall  be  of  cast  iron 
or  steel,  and  shall  have  finished  grooves  which 
may  be  faced  with  materials  other  than  iron  and 
steel,  having  sufficient  traction.  U  grooves  shall 
be  at  most  1  / 1 6  inch  larger  than  the  cables. 

Hoisting  rope  sheaves  for  traction  machines 
shall  have  sheave  grooves  designed  so  that  the 
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traction  will  not  be  materially  decreased  by  the 
wear  of  the  grooves. 

The  diameters  of  sheaves  or  drums  for  hoist¬ 
ing  or  counterweight  cables  shall  be  at  least  forty 
times  the  diameter  of  the  cable  (except  for  side¬ 
walk  elevators  and  except  where  conditions,  make 
impractical  the  use  of  sheaves  of  such  size,  in 
which  case  the  Superintendent  may  permit  the 
use  of  smaller  diameter  sheaves).  Openings  in 
drums  shall  be  drilled  at  an  angle  of  less  than 
45  degrees  with  the  run  of  the  rope  and  be  pro¬ 
vided  with  a  rounded  corner  with  a  radius  at 
least  equal  to  that  of  the  rope. 

3.4.1. 2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
(the  contract  load  plus  the  weight  of  the  car, 
cables,  counterweights,  and  so  forth)  to  be  used 
in  the  design  of  elevator  hoisting  machines  shall 
be  at  least : 

For  wrought  iron  or  wrought  steel . . .  8 

For  cast  iron,  cast  steel  or  other  materials..  10 

3. 4.1.3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

3. 4. 1.4.  Friction  Gearing  or  Clutch  Mech¬ 
anisms  for  Passenger  Elevators. 

The  use  of  friction  gearing  or  clutch  mech¬ 
anisms  for  connecting  the  drums  or  sheaves  to  the 
main  driving  gear  is  forbidden. 

3.4.1. 5.  Use  of  Belt  or  Chain-driven  Ma¬ 
chines. 

The  use  of  belt  or  chain-driven  machines  is 
forbidden. 

3. 4.1. 6.  Cast  Iron  Toothed  Worm  Gears. 

The  use  of  worm  gearing  with  cast  iron  teeth 

is  forbidden. 

3.4.1. 7.  Brakes  Required. 

Winding  drum  and  traction  machines  shall  be 
equipped  with  brakes  applied  automatically  by 
springs  or  gravity  when  the  operative  device  is 
at  the  “stop”  position.  Electric  elevator  machines 
shall  be  equipped  with  electrically  released  brakes. 

The  release  of  brakes  before  power  has  been 
applied  to  the  motor  is  forbidden. 

3. 4.1. 8.  Action  of  the  Brake  Magnet. 

No  single  ground,  short-circuit  or  counter¬ 
voltage  shall  prevent  the  action  of  the  brake  mag¬ 
net  from  allowing  the  brake  to  set  in  the  intended 
manner  during  normal  operation. 

No  motor-field  discharge,  counter-voltage,  single 
ground  or  accidental  short-circuit  shall  retard  the 
action  of  the  brake  magnet  in  allowing  the  brake 
to  set  during  emergency  stops. 

3.4.2.  Hydraulic  Elevator  Machines. 

3. 4.2.1.  Construction  of  Hydraulic  Elevator 

Machines. 

Hydraulic  elevator  machines,  whether  of  the 
vertical  or  horizontal  type,  shall  be  so  constructed 
and  so  roped  that  the  piston  will  be  stopped  before 
the  car  can  be  drawn  into  the  overhead  work. 
Stops  of  ample  strength  shall  be  provided  to  bring 
the  piston  to  rest  when  under  full  pressure  with¬ 
out  causing  damage  to  the  cylinder  or  cylinder 
head. 

3. 4. 2.2.  Metal  Guide  Rails  and  Shoes  Re¬ 
quired  for  Traveling  Sheaves. 

Traveling  sheaves  for  vertical  hydraulic  ele¬ 
vators  shall  be  guided.  Guide  rails  and  guide 
shoes  shall  be  of  metal. 

3. 4. 2. 3.  Side  Frames  and  U-Strap  Connec¬ 
tions. 

Side  frames  of  traveling  sheaves  for  vertical 
hydraulic  elevators  shall  be  either  structural  or 
forged  steel. 

The  use  of  the  construction  commonly  known 
as  the  “U-strap  connection”  between  the  piston 
rods  and  the  traveling  sheaves  is  forbidden. 


3. 4.2.4.  Equalizing  Cross-Heads  and  Washers, 
Where  more  than  one  piston  rod  is  used  on  the 
vertical  pulling  type,  an  equalizing  cross-head  shali 
be  provided  for  attaching  the  rods  to  the  traveling 
sheave  frame  to  insure  an  equal  distribution  ol 
load  on  each  rod. 

Equalizing  or  cup  washers  shall  be  used  undei 
the  piston  rod  nuts  to  insure  a  true  bearing. 

3.4  2.5.  Gas  Releases. 

Cylinders  of  hydraulic  elevator  machines  shall 
be  provided  with  means  for  releasing  air  or  othei 
gas. 

3.4.2.6.  Factor  of  Safety  and  True  Bearing  ol 
Piston  Rods  of  Hydraulic  Elevators. 

Piston  rods  of  tension  type  hydraulic  elevatori 
shall  have  a  factor  of  safety  of  at  least  eight 
based  on  the  cross  sectional  area  at  the  root  ol 
the  thread.  A  true  bearing  shall  be  maintain 
under  the  nuts  at  both  ends  of  the  piston  rod  t< 
prevent  eccentric  loading  on  the  rods. 

3.4.2.7.  Outlets  of  Pressure  Tanks. 

Outlets  of  pressure  tanks  shall  be  located  t( 

prevent  the  probability  of  the  entrance  of  air  oi 
other  gas  into  the  elevator  cylinder. 

3. 4.2. 8.  Packing  of  Automatic  Stop  Valves. 
Automatic  stop  valves  for  elevators  shall  b 

packed  with  cup  leathers,  or  other  means  shall  b 
used  to  prevent  sticking  of  the  valve  stems. 

3. 4.2.9.  Relief  Valves. 

Each  pump  connected  to  the  pressure  tank  of  i 
hydraulic  elevator  shall  be  equipped  with  ; 
relief  valve,  so  installed  that  it  cannot  be  shu 
off.  The  relief  valve  shall  be  of  sufficient  siz< 
and  so  set  as  to  pass  the  full  capacity  of  the  pum| 
at  full  speed  without  exceeding  the  safe  workinj 
pressure  of  the  pump  or  tank.  The  relief  valv< 
shall  be  piped  to  discharge  into  the  discharg 
tank  or  the  pump  suction.  Two  or  more  relie 
valves  may  be  used  to  obtain  the  capacity. 

3.4.2.10.  Automatic  By-Passes. 

Elevator  pumps,  unless  equipped  with  pressur 
regulations  which  control  the  motive  power,  shal 
be  equipped  with  automatic  by-passes. 

3.4.2.11.  Pressure  Tanks. 

Pressure  tanks  shall  be  made  and  tested  in  ac 
cordance  with  the  requirements  of  the  Americai 
Society  of  Mechanical  Engineers’  Boiler  Code  fo 
unfired  pressure  vessels,  1930. 

3.4.2.12.  Gages 

Each  pressure  tank  shall  be  provided  with 
water  gage  glass  having  brass  fittings  and  valve; 
attached  directly  to  the  tank  and  so  located  a 
to  show  the  level  of  the  water  when  the  tank  i 
more  than  half  filled. 

Each  pressure  tank  shall  have  a  pressure  gag 
which  correctly  indicates  pressure  to  at  least  on 
and  one-half  times  the  normal  working  pressur 
allowed  in  the  tank.  This  gage  shall  be  con 
nected  to  the  tank  by  a  brass  or  other  corrosio 
resisting  pipe  in  such  a  manner  that  the  gag 
cannot  be  shut  off  from  the  tank  (except  by 
cock  with  a  “T”  or  lever  handle,  the  T  or  leve 
being  set  in  line  with  the  direction  of  the  flow) 
The  cock  shall  be  in  the  pipe  near  the  gage. 

Pressure  tanks  shall  be  provided  with  a  *4  'nc 
pipe  size  valved  connection  for  attaching  an  in 
spectors’  gage  while  the  tank  is  in  service. 

3.4.2.13.  Vacuum  Relief  Valves. 

Pressure  tanks  that  may  be  subject  to  vacuur 

shall  be  provided  with  one  or  more  vacuum  relie 
valves. 

Vacuum  relief  valves  shall  have  openings  o 
sufficient  size  to  prevent  the  collapse  of  the  tan 
if  a  vacuum  occurs.  If  necessary  more  than  on 
vacuum  relief  valve  may  be  used  to  obtain  sul 
ficient  capacity. 
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3.4.2.14.  Inspection  of  Pressure  Tanks. 

Pressure  tanks  shall  be  so  located  and  supported 
that  inspection  may  be  made  of  the  entire  ex¬ 
terior. 

3.4.2.15.  Discharge  Tanks. 

Discharge  tanks  open  to  the  atmosphere  shall  be 
so  designed  that  when  completely  filled  the  factor 
of  safety  shall  be  at  least  four  based  on  the 
ultimate  strength  of  the  materia1.  Discharge 
tanks  shall  be  covered  to  prevent  the  entrance 
of  foreign  material  and  provided  with  a  suitable 
vent  to  the  atmosphere. 

3.4.2.16.  Hydraulic  Elevators  Operated  by 
Steam  or  Gas. 

Hydraulic  elevators  operated  from  a  pressure 
tank  where  the  fluid  pressure  is  obtained  by 
directly  admitting  steam,  air  or  other  gas  to  the 
tank,  shall  comply  with  all  the  rules  governing 
hydraulic  elevators. 

3.4.2.17.  Design  of  Plunger  Elevators. 

In  the  design  of  plunger  elevators  adequate 
provision  shall  be  made  to  stop  the  plunger  as 
well  as  the  car. 

3.4.3.  Terminal  Stopping  and  Safety  Devices. 

3. 4.3.1.  Normal  Terminal  Stopping  Devices 
Required. 

Elevators  shall  be  provided  with  upper  and 
lower  normal  terminal  stopping  devices,  arranged 
to  stop  the  car  automatically  from  any  speed  at¬ 
tained  in  normal  operation  within  the  top  and 
bottom  overtravel  independent  of  the  operating 
devices,  the  final  terminal  stopping  device  and 
the  buffers  (except  that  in  the  case  of  hand-rope 
or  rod  operating  devices  the  normal  terminal 
stopping  device  may  operate  in  conjunction  with 
the  operating  devices). 

3.4.3. 2.  Installation  of  Normal  Terminal 
Stopping  Devices. 

Normal  terminal  stopping  devices  shall  be  in¬ 
stalled  as  follows : 

1.  Electric  elevators  having  winding  drum 
machines  (except  sidewalk  type  elevators 
and  except  those  operated  by  hand-rope, 
wheel  or  lever  devices)  shall  have  stopping 
switches  on  the  car  or  in  the  hoistway 
operated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
(except  those  operated  by  hand-rope  devices) 
shall  have  stopping  switches  on  the  car,  or 
in  the  machine  room,  or  in  the  hoistway, 
operated  by  the  movement  of  the  car. 
Where  such  stopping  devices  are  located  in 
the  machine  room,  a  safety  switch  shall  be 
provided  which  will  stop  the  machine  should 
the  driving  member  fail. 

3.  All  electric  elevators  with  hand-rope  or  rod 
operating  devices  shall  have  stop  balls  se¬ 
curely  fastened  to  the  rope  or  rod  arranged 
to  center  the  operating  device,  and  (except 
for  sidewalk  type  elevators)  if  wind¬ 
ing  drum  machines  are  used  they  shall  also 
have  an  additional  device  to  center  the 
operating  device  automatically. 

4.  Hydraulic  elevators  having  a  contract  speed 
in  excess  of  100  feet  per  minute  shall  have 
an  automatic  stop  valve  independent  of  the 
normal  control  valve  or  valves  operated 
either  by  the  car  or  the  machine. 

5.  Hydraulic  elevators  having  a  contract  speed 
of  100  feet  per  minute  or  less  with  hand- 
rope  or  rod  operating  devices  shall  have 
stop  balls  on  the  operating  device. 

6.  Electric  elevators  having  winding  drum 
machines  with  lever  or  wheel  operating  de¬ 
vices  shall  have  a  device  to  center  the  oper¬ 
ating  device  automatically. 

7.  Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  hand-rope  or 
pull  chain  operating  devices  shall  have  a 


stopping  device  on  the  machine  and  on  the 
operating  device. 

Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  either  auto¬ 
matic  or  continuous  pressure  operation  shall 
have  a  stopping  device  on  the  machine  and 
in  the  hoistway.  These  stopping  devices 
shall  not  control  the  same  switches  unless 
two  or  more  separate  and  independent 
switches  are  provided,  two  of  which  shall  be 
closed  to  complete  the  motor  and  brake 
circuit  in  each  direction  of  travel. 

3. 4. 3. 3.  Final  Terminal  Stopping  Devices  Re¬ 
quired. 

Electric  elevators  (except  sidewalk  type  ele¬ 
vators)  shall  be  provided  with  upper  and  lower 
final  terminal  stopping  devices  arranged  to  stop 
the  car  and  counterweight  automatically  from  con¬ 
tract  speed  within  the  top  clearance  and  bottom 
overtravel  independently  of  the  operation  of  the 
normal  terminal  stopping  devices  and  the  oper¬ 
ating  device,  but  with  buffers  operative.  This 
requirement  may  necessitate  the  use  of  auxiliary 
stopping  devices  for  the  car  and  counterweight. 

Final  limit  switches  and  oil  buffers  shall  be 
located  so  that  the  engagement  of  the  buffer  and 
the  opening  of  the  limit  switch  will  occur  as 
nearly  simultaneously  as  possible.  When  spring 
buffers  are  provided,  the  final  limit  switches  shall 
be  opened  before  the  buffer  is  engaged. 

Where  means  are  provided  to  prevent  jumping 
of  the  car  or  counterweight  it  shall  only  be  neces¬ 
sary  that  the  limit  switch  open  'before  the  buffer 
is  fully  compressed. 

3. 4. 3. 4.  Installation  of  Final  Terminal  Stop¬ 
ping  Devices. 

Final  terminal  stopping  devices  shall  be  in¬ 
stalled  in  connection  with  electric  elevators  (ex¬ 
cept  sidewalk  type  elevators)  as  follows: 

1.  Electric  elevators  having  winding  drum 
machines,  shall  have  stopping  switches  on 
the  machines  and  also  in  the  hoistway  oper¬ 
ated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
shall  have  stopping  switches  in  the  hoistway 
operated  by  the  movement  of  the  car. 

3. 4.3. 5.  Action  and  Switches  of  Final  Ter¬ 
minal  Stopping  Devices. 

The  final  terminal  stopping  device  shall  act  to 
prevent  movement  of  the  car  in  both  directions. 
The  normal  and  final  terminal  stopping  devices 
shall  not  control  the  same  switches  on  the  con¬ 
troller  unless  two  or  more  separate  and  inde¬ 
pendent  switches  are  provided,  two  of  which  shall 
be  closed  to  complete  the  motor  and  brake  circuit 
in  each  direction  of  travel.  When  2-phase  or  3- 
phase  alternating  current  is  used  to  operate  the 
elevator  the  above  switches  shall  be  of  the  multi¬ 
pole  type.  In  the  case  of  hand-rope,  rod,  wheel 
or  lever  operating  devices  the  normal  and  final 
terminal  stopping  devices  may  control  the  same 
switch  on  the  controller. 

When  the  final  terminal  stopping  device  con¬ 
trols  the  same  controller  switch  or  switches  as 
the  operating  device  or  the  normal  terminal  stop¬ 
ping  device,  it  shall  be  connected  into  the  control 
circuit  on  the  oppsite  side  of  the  line. 

3. 4.3. 6.  Prohibited  Types  of  Terminal  Stop¬ 
ping  Devices. 

The  use  of  chain,  rope  or  belt  driven  machine 
terminal  stopping  devices  is  forbidden  for  ele¬ 
vators  having  winding  drum  machines. 

3. 4. 3. 7.  Automatic  Terminal  Stopping  De¬ 
vices  Required. 

Electric  elevators  having  winding  drum  ma¬ 
chines  (except  sidewalk  type  elevators)  driven  by 
2-phase  or  3-phase  alternating  current  shall  have 
an  automatic  terminal  stopping  device  arranged 
to  open  the  main  line  circuit  to  the  motor  and 
brake  directly.  This  device  shall  prevent  move- 


263 


RULES 


ment  of  the  machine  in  either  direction  before  or 
coincident  with  the  operation  of  the  final  ter¬ 
minal  stopping  device.  5. 

3.4.3. 8.  Enclosure  of  Terminal  Stopping 
Switches.  .  .  . 

Normal  and  final  terminal  stopping  switches, 
whether  on  the  car,  in  the  machine  room,  or  in 
the  hoistway,  shall  be  of  the  enclosed  type. 

3  4.3.9.  Mounting  of  Terminal  Stopping  De- 
vices 

Normal  and  final  terminal  stopping  devices, 
where  on  the  car  or  in  the  hoistway,  shall  be 
securely  mounted  in  such  a  manner  that  the 
movement  of  the  switch  lever  or  roller  to  open 
the  contacts  shall  be  as  nearly  as  possible  »  a 
direction  at  right  angles  to  a  line  drawn  betwee 
the  faces  of  the  car  guide  rails. 

3  4  3  10.  Location  of  Operating  Cams. 

'The  cams  for  operating  the  terminal  stopping 
switches  shall  be  of  metal  and  shall  be  so  located 
and  of  sufficient  length  to  maintain  the  switch  in 
the  open  position  when  the  car  is  in  contact  with 
the  overhead  structure  or  resting  on  the  fully 
compressed  buffer  with  the  overhead  structure 
and  the  buffer  in  their  normal  position. 

.4.4.  Operation  and  Control. 

3.4. 4.1.  Maximum  Speed  for  Direct  Hand 
Operated  Elevators.  , 

The  operation  of  elevators  having  axontract 
speed  in  excess  of  100  feet  per  minute  by  direct 
'  hand  operated  ropes,  cables  or  rods  is  forbidden. 

3  4  4  2.  Maximum  Speed  of  Elevators  Oper¬ 
ated  by  Wheels  or  Levers;  Marking 
of  Hydraulic  Elevator  Operating 

Devices.  ,  .  . 

The  operation  of  elevators  having  a  contract 
speed  in  excess  of  150  feet  per  minute  by  wheel 
or  lever  mechanisms  is  forbidden  (except  hydrau¬ 
lic  elevators).  ,  t  ,  .  _ 

Hydraulic  elevators  operated  by  a  wheel  op¬ 
erating  device  shall  be  provided  with  an  indicat¬ 
ing  device  in  the  car  to  show  the  position  of  the 
control  valve.  Such  device  shall  be  marked  and 
shall  indicate  “up,”  “down  and  off. 
wheel  operating  device  shall  be  marked  to  mdi- 
dicate  the  direction  of  motion. 

3  4  4  3  Access  to  Operating  Ropes  cur  Cables 
from  Outside  of  the  Hoistway. 

The  operation  of  elevators  by  a  rope  oi  cable, 
access  to  which  is  obtained  from  the  outside  of 
the  hoistway,  is  forbidden. 

3  4.4.4.  Overhead  Tension  Weights. 

Overhead  tension  weights  for  hand  ropes  shall 
be  secured  by  chains  or  cables  attached  to  the 
weights  and  to  a  suitable  anchorage. 

3. 4. 4.5.  Hand-rope  Guards. 

Guards  which  will  keep  the  hand-ropes  on  the 
sheaves  shall  be  installed. 

3. 4.4. 6.  Centering  Devices  Required. 

Freight  elevators  (except  sidewalk  type  eleva¬ 
tors)  operated  by  means  of  a  direct  operated  hand- 

rope,  shall  be  provided  with  a  centering  device 
which  will  insure  the  operating  mechanism  being 
placed  in  the  stop  position  when  it  is  desired  to 
stop  the  car. 

3.4.4.7.  Arrangement  and  Number  of  Oper¬ 
ating  Devices. 

The  handle  of  car  switch  operating  devices 
shall  be  arranged  to  return  to  the  “stop”  position 
and  lock  there  automatically  when  the  hand  of 
the  operator  is  removed. 

Where  more  than  one  operating  device  is  used 
in  a  car  (except  in  automatic  operation  eleva¬ 
tors'!  the  operating  devices  shall  be  so  interlocked 
that  only  one  can  be  used  at  a  time.  If  a  single 
operating  device  is  used,  it  shall  be  so  located 
as  to  be  near  the  car  opening  serving  the  greatest 
number  of  landing  openings. 


3. 4.4.8.  Emergency  Stop  Switches. 

An  emergency  stop  switch,  which  will  cut  off 
the  source  of  power,  shall  be  provided  in  the  car 
adjacent  to  the  operating  device  for  electric  eleva¬ 
tors.  If  the  stop  button  of  an  automatic  opera¬ 
tion  or  continuous  pressure  operation  elevator  is 
a  red  button  marked  “stop,”  it  may  be  used  as 
the  emergency  stop  switch. 

One  lead  to  the  emergency  stop  switch  shall 
be  run  to  the  car  through  a  separate  and  inde¬ 
pendent  traveling  cable  where  electric  elevators 
have  winding  drum  machines. 

3.4.4.9.  Disconnecting  Switch  Required. 

A  manually  operated  multi-pole  disconnecting 
(service)  switch  shall  be  installed  in  the  mam 
line  of  electric  elevator  machinery. 

This  switch  shall  be  located  adjacent  to  and 
visible  from  the  elevator  machine  or  motor  gen¬ 
erator  set.  Provision  for  closing  the  disconnect¬ 
ing  switch  from  any  other  part  of  the  building 
is  forbidden.  When  practicable  this  switch  shall 
be  located  in  the  machine  room  at  the  lock-jamb 
side  of  the  entrance  door. 

3.4.4.10.  Independent  Breaks  Required  with 

Metal-to-Metal  Contacts. 

Where  metal-to-metal  contacts,  gravity  or 
spring  opened,  or  a  combination  of  the  two,  are 
used  on  controller  switches  for  stopping  elevator 
machines  at  least  two  independednt  breaks  shall 

be  provided.  . 

3.4.4.11.  Use  of  Springs  or  Electric  Curcuits 

as  Circuit  Breakers. 

Breaking  the  circuit  to  stop  an  automatic-con¬ 
trol  elevator  at  the  terminals  shall  be  independent 
of  the  operation  of  springs  in  tension  or  the  com¬ 
pletion  of  another  electric  circuit.  If  springs  are 
used  they  shall  be  in  compression.  1  he  interrup¬ 
tion  of  the  electric  circuit  shall  prevent  the 
movement  of  the  car. 

3.4.4.12.  Grounding  of  Frames. 

The  frame  of  the  electric  elevator  machine,  the 
frame  of  the  controller,  the  operating  rope  if  used, 
and  the  frames  of  electric  appliances  in  or  on  the 
elevator  car  shall  be  effectively  grounded. 

3.4.4.13.  Enclosure  of  “Slack  Cable”  Switches. 
The  electric  “slack  cable”  switches  shall  be 

enclosed. 

3.4.4.14.  Forbidden  Types  of  Control  Sys¬ 
tems. 

The  use  of  control  systems  which  depend  on  the 
completion  or  maintenance  of  an  electric  circuit 
for  the  interruption  of  the  power  and  for  the  ap¬ 
plication  of  electro-mechanical  brakes  at  the  ter¬ 
minals,  for  the  operation  of  safeties  or  the 
closing  of  a  contactor  by  an  emergency  stop 
button,  is  forbidden  (except  that  dynamic-braking 
and  speed  control  devices  are  exempt  from  these 
requirements). 

3.4.4.15.  Arrangement  of  Operating  Levers. 

“Car-switch”  and  hand-operating  levers  shall 
be  so  arranged  that  the  movement  of  the  lever 
toward  the  opening  which  the  operator  usually 
faces  will  cause  the  car  to  descend  and  the  move¬ 
ment  of  the  lever  away  from  the  opening  will 
cause  the  car  to  ascend. 

3.4.4.16.  Rope  Locks  Required. 

Freight  elevators  operated  by  hand-ropes  shall 
be  equipped  with  rope  locks  for  holding  the  car 
at  any  landing  (except 

1.  Sidewalk  type  elevators; 

2.  Elevators  equipped  with  an  emergency 
switch;  and 

3.  Elevators  equipped  with  interlocks  or  elec¬ 
tric  contacts). 

3.4.4.17.  Operation  of  Directional  Switches 
or  Operating  Valves  on  Passenger 
Elevators. 

On  mechanically  operated  passenger  elevator* 
the  operation  of  directional  switches  or  operating 
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valves  shall  not  depend  solely  upon  belts  or  upon 
cast  or  malleable  iron  chains.  If  a  hand-rope  is 
used  the  cable  shall  be  securely  anchored  to  the 
operating  sheave  or  drum. 

3.4.4.18.  Automatic  Fire  Alarm  Circuit 
Breakers. 

The  use  of  a  circuit  breaker  operated  auto¬ 
matically  by  a  fire  alarm  system  to  cut  off  the 
power,  or  interrupting  the  operating  circuit  of  a 
passenger  elevator  is  forbidden. 

3.4.4.19.  Automatic  Operation  Elevators. 

Automatic  operation  elevators  (except  sidewalk 

elevators  the  travel  of  which  does  not  exceed  one 
story)  shall  comply  with  the  following  require¬ 
ments  : 

1.  If  the  car  has  started  for  a  given  landing 
it  shall  be  impossible  for  an  impulse  to  be 
given  from  any  landing  to  send  the  car  in 
the  reverse  direction  until  it  has  reached 
the  destination  corresponding  to  the  first 
impulse.  It  shall  be  permissible  to  stop  the 
car  at  any  intermediate  landing  to  take  on 
or  discharge  passengers  or  attendants  going 
in  the  original  direction. 

2.  If  the  car  has  been  stopped  to  take  on 
or  discharge  passengers  or  freight  and  is 
to  continue  in  the  direction  determined  by 
the  first  impulse,  it  is  permissible  to  start 
the  car  by  the  closing  of  the  car  gate. 

3.  It  shall  be  impossible  to  start  the  car  under 
normal  operation  unless  every  hoistway  door 
is  closed  and  locked  in  the  closed  position. 
The  use  of  devices  employing  locks  and 
contacts  of  a  type  where  the  contact  is 
made  when  the  door  is  closed  and  the  lock¬ 
ing  of  the  door  takes  place  subsequently 
is  forbidden. 

4.  Where  the  elevator  is  used  by  the  general 
public  no  buttons  shall  be  provided  at  any 
landing  to  send  the  car  to  any  other  land¬ 
ing. 

5.  The  floating  platform  construction  may  be 
used  to  permit  operation  of  the  car  from 
the  landing  buttons  with  the  car  gate  open 
when  there  is  no  passenger  in  the  car 
under  the  following  conditions : 

Each  landing  door  shall  be  flush  with 
the  hoistway  edge  of  its  landing  saddle  and 
lintel  within  a  tolerance  of  one-quarter  of 
an  inch,  plus  or  minus. 

The  platform  shall  prevent  the  operation 
of  the  car  from  the  car  push  buttons  unless 
the  platform  is  depressed. 

It  shall  be  impossible  to  operate  the 
elevator  from  the  car  push  buttons  unless 
the  car  gate  is  closed. 

The  platform  shall  operate  when  a 
weight  of  30  pounds  is  placed  on  it  at  any 
point. 

The  platform  shall  be  so  constructed  that 
there  is  no  pocket  or  recess  capable  oj 
holding  refuse  or  dirt  beneath  the  platform. 

The  entire  platform  within  the  enclosure 
and  the  platform  threshold  sill  shall  float. 

The  installation  of  handrails  in  the  eleva¬ 
tor  car  is  forbidden. 

6.  An  inspector’s  switch  shall  be  installed  on 
the  controller  to  render  all  landing  buttons 
inoperative,  and  when  the  opening  of  the 
emergency  stop  switch  or  button  does  not 
cancel  all  registered  car  and  hall  calls,  the 
inspector’s  switch  on  the  controller  shall 
also  render  all  car  buttons  inoperative  and 
there  shall  be  furnished  in  the  car  an  Up 
and  Down  inspection  switch  or  button 
which  will  enable  the  inspector  to  operate 
the  elevator  in  either  direction  as  long  as 
the  switch  or  button  is  held  in  contact. 


3.4.4.20.  Continuous  Pressure  Operation. 

1  he  use  of  continuous  pressure  operation  for 
passenger  elevators  is  forbidden  (except  when  they 
are  provided  with  all  of  the  safety  devices  re¬ 
quired  for  automatic  operation  elevators). 

3.4.4.21.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  electric  elevator  driven  by  a  polyphase 
alternating  current  motor  shall  be  provided  with 
a  device  which  will  (except  in  the  case  of  alter¬ 
nating  current  motors  used  in  motor  generator 
sets)  prevent  starting  the  motor  if 

1.  The  phase  rotation  is  in  the  wrong  direc¬ 
tion;  or 

2.  There  is  failure  in  any  phase. 

3.4.4.22.  Starting  of  Electric  Elevators  After 
Failure  of  Power. 

Electric  elevators  operated  by  hand  cables,  lever 
or  wheel  operating  devices,  shall  be  so  arranged 
that,  in  case  of  failure  of  power,  or  the  opening 
of  car  gate,  landing  door  or  limit  switches,  it 
will  be  necessary  to  return  the  operating  device 
to  the  “OFF”  position  before  the  elevator  can 
again  be  started. 

3.4.4.23.  Use  of  Overload  Circuit-Breakers. 

If  an  overload  circuit-breaker  is  used  for  a 

direct  current  rheostatic  control  electric  elevator, 
the  wiring  shall  be  arranged  so  that  the  circuit  of 
the  brake-magnet  coil  is  opened  at  the  same  time 
that  the  line  circuit  is  opened. 

3.4.4.24.  Sidewalk  Elevator  Key  Switch. 

Sidewalk  elevators  the  hatch  opening  of  which 
is  located  in  the  sidewalk  or  other  area  accessible 
to  the  public  shall  be  provided  with  a  device 
which  shall  normally  prevent  the  car  from  open¬ 
ing  or  closing  the  sidewalk  hatch  cover.  A 
switch  which  can  be  operated  only  by  a  special 
key  and  which  when  closed  will  permit  the 
car  to  open  and  close  the  sidewalk  hatch  cover 
shall  be  installed  on  the  building  wall  above  the 
sidewalk  at  the  right  hand  side  of  the  hoistway 
when  facing  the  building  wall  and  not  over  18 
inches  horizontally  distant  from  the  hoistway.  A 
detachable  flexible  cord  5  feet  or  less  in  length 
with  a  continuous  pressure  button  on  the  free 
end.  may  be  used  in  lieu  of  the  key  switch  when 
desired. 

It  shall  be  necessary  that  the  key  or  button 
be  held  manually  in  position  to  keep  the  circuit 
closed.  The  elevator  may  also  be  operated  from 
the  sidewalk  or  exterior  area  level  by  means  of 
the  key  switch  or  button. 

3.4.4.25.  Installation  of  Condensers. 

Ihe  installation  of  condensers  the  operation  of 
which  will  hold  in  any  magnet  or  keep  alive  any 
circuit  so  as  to  interfere  with  the  proper  opera¬ 
tion  of  any  new  or  existing  elevator  apparatus  is 
forbidden. 

3.4.5.  Limits  of  Speed. 

3.4.5. 1.  Maximum  Speed  of  Freight  and 
Passenger  Elevators. 

fhe  maximum  contract  speed  of  passenger  and 
freight  elevators  (except  as  otherwise  specified  in 
3.4.52,  Maximum  Speed  of  Sidewalk  Type  Ele¬ 
vators;  3. 4. 5. 3,  Maximum  Speed  of  Freight  Ele¬ 
vators  Without  Regular  Operators,  and  3. 4.5. 4, 
Maximum  Speed  of  Continuous  Pressure  Opera¬ 
tion  Freight  Elevators )  shall  be  limited  only  by 
the  top  and  bottom  clearances  as  determined  by 
2.1.4,  Pits,  Overtravel  and  Clearances. 

3.4.5. 2.  Maximum  Speed  of  Sidewalk  Type 
Elevators. 

The  maximum  contract  speed  of  sidewalk  type 
elevators  shall  'be  35  feet  per  minute. 
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3.5. 


3.45.3.  Maximum  Speed  of  Freight  Eleva¬ 
tors  Without  Regular  Operators. 

The  maximum  contract  speed  of  freight  ele¬ 
vators  without  a  regular  operator  (except  side¬ 
walk  type  elevators)  unless  provided  with  auto¬ 
matic  operation  or  continuous  pressure  operation, 
shall  be  100  feet  per  minute. 

3.4. 5. 4.  Maximum  Speed  of  Continuous  Pres¬ 
sure  Operation  Freight  Elevators. 

The  maximum  contract  speed  of  electric  freight 
elevators  with  continuous  pressure  operation  (ex¬ 
cept  sidewalk  type  elevators)  shall  be  150  feet  per 

minute. 

Cables  and  Signal  Systems  for 
Elevators. 


3.5.1.  Cables. 

3  5.1.1.  Materials  for  Cables. 

Car  and  counterweight  cables  shall  be  iron 
or  steel  without  covering  (except  that  where  lia¬ 
bility  to  excessive  corrosion  or  other  hazard  ex¬ 
ists  marline-covered  cables  are  permitted  tor 
freight  elevators).  The  use  of  marline-covered 
cables  for  passenger  elevators  is  forbidden,  lhe 
use  of  chains  for  hoisting  is  forbidden  (except 
for  sidewalk  elevators  the  travel  of  which  does 

not  exceed  15  feet).  , 

3. 5. 1.2.  Information  on  Capacity  Plates. 

Where  winding  drum  machines  are  used,  the 
capacity  plate  required  in  3.3.72,  Posting  of  In¬ 
formation,  shall  bear  the  following  information: 

CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting 

Car  Counter¬ 
weight 

_ _ — - 

Machine 

Counterweight 

Where  traction  iiwumics  ui  - . 

without  counterweights  are  used,  the  capacity 
plate  required  in  3.3.72,  Posting  of  Information, 
dial!  bear  the  following  information: 


CABLE  SPECIFICATIONS 


Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting  Cables 

Where  hydraulic  machines  are  used  the  ca¬ 
pacity  plate  required  is  3.3.72,  Posting  of  infor¬ 
mation,  shall  bear  the  following  information : 


CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting 

Car  Counter- 

weight 

In  addition  a  metal  tag  shall  be  attached  to  the 
cable  fastenings.  On  this  tag  shall  be  given  the 
diameter,  rated  ultimate  strength,  and  material  o 
the  cable,  and  the  date  of  the  cable  installation. 


3.5. 1.3.  Load  Limit  for  Cables  of  Unknown 
Strength. 

Where  the  rated  ultimate  strength  and  material 
are  not  known,  the  loads  shall  be  limited  to  the 
loads  allowed  for  iron  cable  of  the  same  diameter. 

3. 5. 1.4.  Factors  of  Safety. 

The  factor  of  safety  based  on  static  loads  for 
car  and  counterweight  cables  for  elevators 
shall  be  at  least  the  values  given  in  the  follow¬ 
ing  figures  corresponding  to  the  contract  speed 


3. 5. 1.5.  Number  and  Diameter  of  Cables  an 
Computed  Load. 

The  number  and  diameter  of  the  cables  shall  1 
determined  by  using  the  factor  of  safety  found 
3. 5. 1.4,  Factors  of  Safety,  together  with  the  rate 
ultimate  strength  of  the  cable.  The  compute 
load  on  the  cables  shall  be  the  weight  of  the  ca 
plus  its  contract  load,  plus  the  weight  of  hoistir 
cables  and  the  compensation. 

The  minimum  number  of  cables  used  with  tra 
tion  elevators  shall  be  3.  The  minimum  numb 
of  cables  used  with  winding  drum  elevators  six 
be  2. 
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factor  of  safety 


AND  COUNTERWEIGHT  CABLES  FOR 
FREIGHT  ELEVATORS 

The  use  of  hoisting  ropes  less  than  24-inch  in 
diameter  for  elevators  is  forbidden  (except  that 
where  conditions  make  impractical  the  use  of 
rope  of  the  size  specified,  the  Superintendent  may 
permit  the  use  of  rope  7/16  of  an  inch  in 
diameter) . 

3. 5. 1.6.  Anchoring  of  Cables  to  Winding 
Drums. 

Cables  anchored  to  winding  drums  shall  have 
at  least  one  turn  of  cable  on  the  winding  drum 
when  the  car  or  counterweight  has  reached  the 
extreme  limit  of  its  overtravel. 

3.5.1. 7.  Lengthening  or  Repairing  Cables  by 
Splicing  Fctrbidden. 

The  repair  or  lengthening  of  car  or  counter¬ 
weight  cables  by  splicing  is  forbidden. 

3.51.8.  Securing  Winding  Drum  Ends  of 
Cables. 

The  winding  drum  ends  of  car  or  counter¬ 
weight  cables  shall  be  secured  by  clamps  on  the 
inside  of  the  drums  or  by  one  of  the  methods 
specified  in  the  following  paragraphs  for  fasten¬ 
ing  cables  to  cars  or  counterweights. 

3. 5. 1.9.  Fastening  Car  and  Counterweight 
Ends  of  Cables. 

The  car  and  counterweight  ends  of  cables  shall 
be  fastened  by  individual  tapered  babbitted  sockets, 
or  by  other  methods  approved  by  the  Superin¬ 
tendent  (except  that  spliced  eyes  and  return  loops 
are  forbidden).  Other  fastenings  may  be  used  for 
compensating  counterweight  cables  and  for 
plunger  elevators. 


Adjustable  shackle  rods  shall  be  used  to  attach 
cables  to  cars  and  counterweights  in  such  a  man- 
ner  that  all  portions  of  the  cable  (except  the  por¬ 
tion  in  the  socket)  shall  be  readily  visible. 

3.5.1.10.  Method  of  Socketing  Cables. 

If  a  babbitted  socket  is  used,  the  length  of  the 
socket  shall  be  at  least  4.75  times  the  diameter 
of  the  cable.  The  hole  at  the  small  end  shall  be 
as  given  in  the  following  table : 


Nominal  Diameter  of 
Cable  in  Inches 

Inside  Diameter  of  Small  End  of 
of  Cable  Socket 

24  to  7/16  inclusive 

shall  not  be  more  than  1/16  inch 
larger  than  actual  cable  diameter. 

24  to  24  inclusive 

shall  not  be  more  than  3/32  inch 
larger  than  actual  cable  diameter. 

24  to  1J4  inclusive 

shall  not  be  more  than  24  inch 
larger  than  actual  cable  diameter. 

shall  not  be  more  than  3/16  inch 
larger  than  actual  cable  diameter. 

124  to  1J4  inclusive 

The  small  end  of  the  socket  shall  be  free  from 
cutting  edges.  The  hole  at  the  large  end  of  the 
socket  shall  be  at  least  224  times  the  diameter 
of  the  cable.  A  socket  shall  be  drop-forged  steel, 
steel  casting,  or  formed  in  a  substantial  block  of 
cast  iron.  The  socket  shall  be  of  such  strength 
that  the  cable  will  break  before  the  socket  is 
perceptibly  deformed. 

The  ends  of  wire  rope  shall  be  served  with  three 
seizings  at  each  side  of  any  point  at  which  the 
rope  is  to  be  cut. 

Only  annealed  iron  wire  shall  be  used  as  seiz¬ 
ing  wire.  The  wires  should  be  wound  tight  and 
even.  The  twisted  ends  of  the  seizings  shall  be 
so  placed  that  they  fall  into  the  valleys  between 
strands  and  away  from  the  end  of  the  rope. 

The  first  two  seizings  shall  be  at  least  24-inch 
long,  and  the  third  seizing  at  least  24-inch  long. 
The  first  seizing  shall  be  close  to  the  cut  and 
the  second  seizing  shall  be  spaced  within  224 
inches  from  the  first  seizing.  The  third  seizing 
shall  be  at  a  distance  from  the  second  seizing 
equal  to  the  length  of  the  socket. 

The  use  of  tape  as  a  substitute  for  annealed- 
iron-wire  seizing  is  forbidden. 

The  ropes  thus  served  shall  be  slipped  into 
the  socket  a  sufficient  distance  for  manipulating 
and  after  removing  the  first  two  seizings  the 
strands  shall  be  opened  up  and  the  hemp  center 
cut  out  as  close  as  possible  to  the  remaining 
seizing. 

Then  all  grease  shall  be  wiped  off  the  extended 
strands  and  the  lubricant  carefully  removed  by 
washing  with  gasoline.  The  ends  of  the  strands 
shall  then  be  bent  in  and  bunched  close  together, 
and  the  rope  pulled  back  as  far  as  possible  so 
that  the  strands  rest  in  the  basket  with  the  third 
seizing  slightly  projecting  outside  the  mouth  of 
the  socket. 

The  socket,  now  being  ready  for  pouring  the 
babbitt,  shall  be  warmed  and  shall  be  held  vertical 
and  truly  axial  with  the  rope  to  be  socketed. 
Tape  or  waste  may  be  wound  around  the  rope  at 
the  base  of  the  socket  to  prevent  the  metal  from 
seeping  through,  but  must  be  removed  after  the 
babbitt  has  cooled  off.  Pure  babbitt  only,  free  of 
dross,  shall  be  used,  heated  to  a  temperature  just 
sufficient  to  produce  fluidity. 

If  the  seizing  and  socketing  has  been  done 
properly,  the  original  and  uniform  relation  of 
tension  obtained  by  correct  manufacture  will  be 
undisturbed ;  any  loss  of  rope  lay  is  a  clear  in¬ 
dication  of  careless  seizing  and  socketing. 
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3.5.1.11.  Reroping  and  Shortening  of  Cables. 

Whenever  an  elevator  is  reroped  or  its  ropes 
shortened,  the  top  car  and  counterweight  clear¬ 
ances  shall  be  at  least  those  specified  in  2.1 .4.3, 
Top  Clearances. 

3.5.2.  Emergency  Signals. 

3. 5. 2.1.  Emergency  Signals  or  Telephones 
Required. 

Automatic  operation  passenger  or  freight  eleva¬ 
tors  (except  sidewalk  elevators  the  travel  of 
which  does  not  exceed  15  feet)  shall  be  provided 
with  an  audible  emergency  signal  operative  from 
the  car  and  located  outside  of  the  hoistway,  or 
shall  be  provided  with  a  telephone.  _  The  emer¬ 
gency  alarm  shall  be  dearly  audible  in  the  office, 
power  house,  or  room  in  which  an  employee  is 
ordinarily  located. 

3. 5. 2.2.  Telephone  Connection  Required. 

Passenger  elevators  in  private  residences  shall 
be  provided  with  a  telephone  permanently  con¬ 
nected  to  a  central  exchange. 

3. 5. 2.3.  Signal  Systems  on  Freight  Elevator 
Hoistways. 

The  hoistway  of  every  freight  elevator  (ex¬ 
cept  automatic-operation  and  continuous  pressure 
operation  and  sidewalk  elevators)  shall  be  pro¬ 
vided  with  a  signal  system  by  means  of  which 
signals  can  be  given  from  any  landing  whenever 
the  elevator  is  desired  at  that  landing. 

RULE  4.  HAND  POWER 
ELEVATORS 

4.1.  Hoistway  Construction. 

4.1.1.  Fire  Resistive  Hoistway  Enclosures. 

4.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter  5 
of  the  Code  of  Ordinances,  and,  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  sidewalk  elevators,  the  travel 
of  which  does  not  exceed  one  story). 

4.1. 1.2.  Landing  Openings  to  Be  Protected. 
Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18,  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that  they  must  first  comply  with  2.3. 1.1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2,000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

4.1. 1.3.  Strength  of  Hoistway  Enclosures. 
The  hoistway  enclosure  adjacent  to  a  landing 

opening  shall  be  of  sufficient  strength  to.  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism. 

4.1.2.  Non-fire  Resistive  Hoistway  Enclo¬ 
sures. 

Non-fire  resistive  hoistway  enclosures  shall  be  permit¬ 
ted  only  for  sidewalk  elevators,  the  travel  of  which  does 
not  exceed  one  story.  Where  non-fire  resistive  construc¬ 
tion  is  permitted,  hoistways  shall  be  enclosed  to  a  height 
of  6  feet  (except  on  the  sides  used  for  loading  or  un¬ 
loading)  . 

4.1. 2.1.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 
latticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  gnllwork  is  used, 


the  wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage),  and  the  max¬ 
imum  size  of  mesh  shall  be  2  inches.  Where 
expanded  metal  is  used,  its  minimum  thickness 
shall  be  0.094  inches  (Number  13  United  States 

Gage).  .  ..  .  , 

The  maximum  spacing  between  vertical  bars 

shall  be  1  inch. 

4.1.3.  Clearance  Between  Cars  and  Hoistway 
Enclosures. 

4.1.3. 1.  Clearance  Between  Car  Platforms 


and  Landing  Saddle. 

i 

The  maximum  clearance  between  the  car  plat¬ 
form  and  the  landing  saddle  shall  be  3  inches  for  i 
freight  elevators  and  2  inches  for  passenger  ele- 
'  vators  (except  that  where  the  operating  rope  is 
located  at  the  side  of  the  platform,  this  clearance 
shall  not  exceed  1  inch). 

4.I.3.2.  Clearance  Between  Hoistway  Enclo¬ 
sure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly  with¬ 
in  the  hoistway  in  which  case  the  maximum  per¬ 
missible  clearance  shall  be  7)4  inches). 

4.1.4.  Overtravel  for  Hand  Elevators. 

An  overtravel  of  at  least  18  inches  shall  be  provided 
at  the  top  for  hand  elevators  (except  for  sidewalk  ele¬ 
vators).  No  overtravel  is  required  at  the  bottom. 

4.1.5.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

41.5.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
'  and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete.  Beams,  are 
not  required  under  machinery  supported  on  inde¬ 
pendent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

4.1. 5. 2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves  and 
similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 

4.1. 5.3.  Hanging  of  Machinery  Underneath 

Supporting  Beams.  S 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories)  . 

4.1. 5. 4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams  based  on  the 
ultimate  strength  of  the  material  which,  ff  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  4. 1.5.2,  Loads  on  Supports,  shall  be  at  least  the' 
following: 

For  steel .  * 

For  reinforced  concrete . 


4.1.6.  Gratings  Under  Machinery. 

A  metal  grating  capable  of  supporting  50  pounds  pei 
square  foot  shall  be  installed  under  the  overheac 
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machinery.  Openings  in  such  gratings  shall  reject  a  ball 
V/2  inches  in  diameter. 

4.1.7.  Thoroughfares  Under  Elevator  Hoist¬ 
ways  or  Counterweights. 

Thoroughfares  under  hoistways  or  counterweights  are 
!  forbidden  unless  there  is  a  structure  under  the  hoistway 
or  counterweight  sufficiently  strong  to  withstand  the  im¬ 
pact  of  the  car  with  contract  load,  or  the  impact  of  the 
counterweight,  when  either  is  dropped  freely  in  its  guides 
from  the  upper  limit  of  overtravel,  provided  that  for  cars 
'  or  counterweights  equipped  with  broken  rope  safeties 
and  speed  retarders,  the  impact  shall  be  computed  for  the 
maximum  attainable  speed. 

4.2.  Hoistway  Guards  and  Screens. 

4.2.1.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of  300 
pounds  per  square  foot.  The  maximum  permissible  dimen¬ 
sions  of  sidewalk  openings  shall  be  5  feet  at  right  angles 
to  and  6  feet  parallel  to  the  building  line  (except  by 
permission  of  the  Borough  President).  The  side  of  the 
opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions  make 
this  impractical  this  distance  may  be  increased  subject 
i  to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used,  the  line  of  the  hinges 
shall  be  at  right  angles  to  the  building  line.  Where  the 
1  covers  open  toward  any  obstruction  the  space  between  the 
fully  opened  cover  and  such  obstruction  shall  be  at  least 
18  inches.  Where  vertical  lifting  covers  are  used,  there 
shall  be  a  clearance  of  at  least  2  feet  between  the  cover  and 
any  obstruction  above  it  when  the  elevator  is  at  the  top 
i  of  its  overtravel. 

Hatch  covers  shall  be  self-closing  and  the  fastening  or 
holding  open  of  the  covers  when  the  car  is  away  from 
i  the  top  landing  is  forbidden  (except  where  the  hatch  open¬ 
ing  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lift¬ 
ing  type  covers  may  be  used,  or  doors  may  be  provided 
complying  with  4.3,  Hoistivay  Doors.  Such  doors  shall 
be  so  arranged  that  they  can  only  be  opened  or  unlocked 
from  the  outside  of  the  hoistway  when  the  car  is  at  the 
landing. 

4.2.2.  Counterweight  Runways  Outside  of  the 
Hoistway. 

Runways  for  counterweights  located  outside  of  the  ele¬ 
vator  hoistway  shall  be  solidly  enclosed  throughout  their 
height  (except  that  when  the  runway  is  located  outside 
of  the  building  it  shall  be  enclosed  to  a  height  of  at  least 
7  feet  from  the  ground). 

4.3.  Hoistway  Doors. 

4.3.1.  Automatic  Fire  Doors  Functioning  by 
Heat. 

r  No  automatic  fire  door,  the  functioning  of  which  is 
dependent  on  the  action  of  heat,  shall  lock  any  landing 
opening  in  the  Jioistway  enclosure  of  any  passenger  ele¬ 
vator  or  any  exit  leading  from  any  hoistway  landing  door 
to  the  outside  of  the  structure. 

4.3.2.  Protection  of  Landing  Openings. 

Landing  openings  in  hoistway  enclosures  shall  be  pro¬ 
tected  by  sliding  or  swing  doors  complying  with  the  fire 
resistive  requirements  for  doors  in  such  enclosures. 

In  addition  to  such  doors  landing  openings  in  hoistway 
enclosures  shall  be  furnished  with  gates  at  least  30  inches 
nigh  which  close  when  the  car  leaves  the  landing  unless 
the  landing  doors  are  made  in  two  parts,  one  above  the 
other,  the  lower  part  extending  at  least  30  inches  above 
the  floor,  and  arranged  to  open  only  after  the  upper  part 
has  been  opened  and  which  must  be  closed  before  the  top 
part  is  closed. 


4.3.3.  Opening  of  Hoistway  Doors. 

Hoistway  doors  of  elevators  serving  more  than  two 
floors  shall  not  be  openable  from  the  landing  side  unless : 

1.  The  word  “ELEVATOR”  is  conspicuously  dis¬ 
played  on  the  landing  side  of  the  doors,  and, 

2.  Unless  the  hoistway  door  is  equipped  with  two 
spring  locks  or  latches,  one  of  which  is  at  least  6 
feet  above  the  floor. 

4.3.4.  Hanger  Guards  and  Stops. 

Means  shall  be  provided  to  prevent  hangers  for  all 
sliding  hoistway  doors  from  jumping  the  tracks.  Stops 
shall  also  be  provided  to  prevent  the  hanger  carriage 
from  leaving  the  ends  of  the  track,  or  suitable  stops  may 
be  provided  on  the  door  only. 

4.3.5.  Vision  Panels. 

For  elevators  which  can  be  operated  from  outside  of 
the  hoistway,  hoistway  doors  may  be  provided  with  a 
vision  panel.  Such  panels  shall  be  of  clear  wired  glass 
with  a  maximum  area  of  80  square  inches. 

4.3.6.  Strength  of  Hoistway  Doors. 

Hoistway  doors  shall  withstand  a  force  of  75  pounds 
applied  perpendicularly  to  the  door  at  any  point  without 
being  sprung  from  their  guides. 

4.3.7.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  the  full  width 
of  the  landing  openings  and  shall  extend  the  full  height 
from  the  landing  saddle  to  the  top  of  the  landing  opening. 

4.3.8.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

4.4.  Car  Construction  and  Safeties. 

4.4.1.  Car  Construction. 

4.4.1. 1.  Car  Enclosures. 

Cars  (except  for  sidewalk  elevators)  shall  be 
enclosed  on  the  top  and  sides  not  used  for 
entrance.  Enclosures  shall  be  of  solid  or  open¬ 
work  rigidly  braced  with  steel.  Where  slats,  bars 
or  wire  mesh  are  used,  the  openings  shall  reject  a 
ball  2  inches  in  diameter.  Where  sheet  metal  is 
used,  it  shall  be  at  least  as  thick  as  Number  16 
United  States  Gage.  Where  wire  mesh  is  used, 
the  wire  shall  be  at  least  0.135  inches  in  diameter 
(Number  10  Steel  Wire  Gage).  Enclosures 
shall  not  deflect  more  than  inch  when  a  force 
of  75  pounds  is  applied  perpendicularly  to  the 
enclosure  at  any  point.  The  car  enclosure  shall 
be  securely  fastened  to  the  car  platform  or  frame 
so  that  it  cannot  work  loose  or  become  displaced 
in  ordinary  service. 

Cars  for  sidewalk  elevators  shall  be  enclosed 
on  the  sides  not  used  for  entrance  to  the  spring 
of  the  bow  iron  but  at  least  4  feet  above  the 
platform.  If  the  enclosure  is  openwork  of  bars, 
slats  or  wire  mesh  the  openings  shall  reject  a 
ball  4  inches  in  diameter.  Wire  mesh  enclosures 
shall  be  of  wire  at  least  0.0015  inches  in  diameter 
(Number  13  Steel  Wire  Gage). 

4-4. 1.2.  Materials  and  Factors  of  Safety. 

Car  frames  and  platforms  shall  be  of  metal  or 
sound  seasoned  wood  designed  with  a  factor  of 
safety  of  at  least  four  for  metal  or  six  for  wood 
on  the  contract  load  uniformly  distributed.  The 
frame  members  shall  be  securely  bolted  and 
braced. 

4. 4.1. 3.  Use  of  Glass. 

The  use  of  glass  is  forbidden  in  elevator  cars 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  opera¬ 
tion  of  the  car).  The  maximum  size  of  a  piece 
of  glass  shall  be  1  square  foot  unless  laminated 
or  otherwise  shatterproof,  but  the  total  area  of 
c,,r‘h  glass  used  in  the  car  in  connection  with 
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lighting  fixtures,  whether  in  one  or  more  pieces, 
shall  be  at  most  4  square  feet. 

4. 4. 1.4.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  Structures. 

Elevator  cars,  operating  in  hoistways  outside 
of  structures,  which  are  enclosed  only  at  the 
ground  landing,  shall  be  protected  on  the  exposed 
sides  by  independently  operated  gates  or  by  self¬ 
closing  gates. 

4.4.2.  Car  Compartments. 

Hand  elevator  cars  upon  which  persons  are  permitted 
to  ride  shall  have  only  one  compartment. 

4.4.3.  Car  Safeties. 

If  the  rise  of  an  elevator  exceeds  15  feet  it  shall  be 
equipped  with  an  approved  safety  device  attached  to  the 
under  side  of  the  car  which  will  immediately  stop  and 
hold  the  car  and  contract  load,  if  the  suspension  means 
breaks. 

4.4.4.  Capacity  and  Loading. 

4.4  4.1.  Minimum  Contract  Load  of  Passen¬ 
ger  Elevators. 

The  contract  load  of  passenger  elevators  shall 
be  at  least  50  pounds  per  square  foot  of  platform 
area  inside  of  the  car  enclosure. 

4.4.4. 2.  Information  Plate  Required. 

A  metal  plate  shall  be  fastened  in  a  conspicu¬ 
ous  place  in  the  elevator  car  and  shall  bear  the 
following  information,  in  at  least  *4  inch  letters 
or  figures,  stamped,  etched  or  raised  on  the  sur¬ 
face  of  the  plate: 

1.  The  contract  load  of  the  elevator  in  pounds. 

2.  The  maximum  number  of  passengers  to  be 
carried,  based  on  150  pounds  per  person  (if 
a  passenger  elevator). 

4. 4. 4.3.  Tests. 

A  contract  load  test  of  every  new  hand  power 
elevator  as  to  operation  of  the  car  safety,  brake 
and  speed  retarding  devices  shall  be  made  before 
the  elevator  is  placed  in  regular  service. 

4.5.  Guides,  Buffers  and  Counterweights. 

4.5.1.  Guide  Rails. 

Car  and  counterweight  guide  rails  shall  be  of  steel  or 
wood  (except  that  where  the  car  travel  exceeds  35  feet  and 
in  structures  over  150  feet  tall,  the  rails  shall  be  of 
steel).  Joints  in  steel  rails  shall  be  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates.  Joints 
in  wood  rails  shall  be  tongued  and  grooved  or  doweled 
and  screwed  to  backing  pieces  or  brackets.  Guide  rails 
shall  be  securely  fastened  with  through  bolts,  wood 
screws,  or  clips' of  such  strength,  design  and  spacing 
that  the  maximum  deflection  of  the  guide  rails  and 
their  fastenings  under  normal  operation  shall  be  14 
inch  or  less,  particularly  where  in  contact  with  the  guide 
shoe  when  the  car  is  at  the  landing.  Guide  rails  shall  with, 
stand  the  application  of  the  safety  when  stopping  a  fully 
loaded  car  or  the  counterweight.  The  guiding  surfaces 
of  the  guide  rails  for  elevators  requiring  safeties  shall 
be  finished  smooth.  Guide  rails  shall  be  “bottomed”  on 
suitable  supports  and  extended  at  the  top  to  prevent  guide 
shoes  running  off  in  case  the  overtravel  is  exceeded. 

4.5.2.  Car  and  Counterweight  Buffers. 

Car  buffers  of  the  spring  type  or  their  equivalent  shall 
be  installed  in  the  pits  of  passenger  elevators. 

Buffers  shall  be  located  symmetrically  with  reference  to 
the  center  of  the  car. 

4.5.3.  Counterweights. 

Counterweights  shall  run  in  guide  rails  and  shall  not  be 
boxed  unless  incombustible  material  is  used. 

Sections  of  counterweights  for  passenger  elevators, 
whether  carried  in  frames  or  otherwise,  shall  be  secured 
by  at  least  two  tie-rods  passing  through  holes  in  the 
section.  The  tie-rods  shall  have  lock  nuts  at  each  end. 
The  lock  nuts  shall  be  secured  by  cotter  pins. 

4.6.  Machines  and  Suspension  Members, 

4.6.1.  Machines  and  Machinery. 

4.6. 1.1.  Brakes  Required. 

Elevators  shall  be  equipped  with  a  hand  brake 


operating  in  both  directions  of  motion  or  a  con 
bined  automatic  brake  and  speed  retarder  opei 
ating  in  both  directions  of  motion  (except  whe 
motive  power  is  derived  through  use  of  a  sek. 
locking  or  non-overhauling  worm  gear  drive). 

4.6.1. 2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loac 
to  be  used  in  designing  parts  of  hoisting  machini 
shall  be  at  least  eight  for  wrought  iron  or  ste 
and  ten  for  cast  iron  or  other  materials. 

4.6. 1.3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  ker 
or  pins  is  forbidden  (except  where  the  Conner 
tion  is  not  subject  to  torque). 

4.6.1. 4.  Suspension  of  Sheaves  or  Idlers. 
The  suspension  of  sheaves  or  idlers  in  cast  ire 

stirrups  from  the  under  s  e  of  the  supportir 
beams  is  forbidden. 

4.6. 1.5.  Conversion  to  Power  Elevator  Fo: 
bidden. 

Equipping  a  hand  power  elevator  machine  wi 
any  means  or  attachment  for  applying  any  othiS 
power  is  forbidden,  unless  such  elevator  is  pe 
manently  and  completely  converted  into  a  pow 
elevator  complying  with  the  requirements  f< 
power  elevators. 

4.6. 1.6.  Rope  Gripping  Attachments  or  Clutc 
Mechanisms. 

The  application  of  power  to  hand  elevators  1 
means  of  rope  gripping  attachments  or  club 
mechanisms  is  forbidden. 

4.6.2.  Suspension  Members. 

4  6.2.1.  Suspension  Fastening  Tag. 

A  metal  tag  shall  be  attached  to  the  suspensii 
fastenings  stating  the  sizes,  rated  ultima 
strength  and  material  of  the  suspension  and  t 
date  of  its  installation. 

4.6.2.2.  Suspension  Members  and  Factor  i 
Safety. 

The  number  of  suspension  members  for  bo 
car  and  counterweight  shall  be  at  least  tv 
Suspension  members  shall  be  of  iron,  steel 
marline  covered. 

The  factor  of  safety  used  in  determining  t 
size  of  the  suspension  member  shall  be  at  lea 
five,  based  on  the  weight  of  the  car  and  its  co 
tract  load. 

4. 6. 2.3.  Adjustment  of  Suspension  Membei 

Suspension  members  shall  be  so  adjusted  th 
either  the  car  or  the  counterweight  shall  bottc 
before  the  counterweight  or  the  car  strikes  ai 
part  of  the  overhead  structure. 

4.6. 2.4.  Securing  of  Suspension  Members. 
Suspension  members  secured  to  a  winding  drr 

shall  have  at  least  one  complete  turn  of  the  si 
pension  member  around  the  winding  drum  wh 
the  car  or  counterweight  has  reached  the  extrei 
limit  of  its  overtravel. 

The  drum  end  of  cables  shall  be  secured 
clamps  or  sockets  inside  the  drum. 

4. 6. 2.5.  Platform  Elevators. 

Platform  elevators  shall  not  be  used  for  passe 
ger  service  or  for  a  travel  of  over  15  feet  a 
shall  not  have  a  platform  area  greater  than  1 
square  feet. 

RULE  5.  DUMBWAITERS 

5.1.  Hoistway  Construction. 

5.1.1.  Fire  Resistive  Hoistway  Enclosures. 
5. 1.1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  dumbwaiters  shall  co 
pb  with  Section  373  of  Article  18  of  Chapter' 
of  the  Code  of  Ordinances  and,  in  factory  bui 
ings,  with  Title  3,  Sections  261  and  270  of  V 
Labor  Law  (except  dumbwaiters  the  travel 
which  '’ops  not  exceed  one  story). 
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5. 1.1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 
enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law. 

5.1.2.  Use  of  Non-Fire  Resistive  Hoistway 
Enclosures. 

5. 1.2.1.  Non-Fire  Resistive  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  dumbwaiters  the  travel  of 
which  does  not  exceed  one  story.  Where  non¬ 
fire  resistive  enclosures  are  permitted,  hoistways 
for  power  dumbwaiters  shall  be  enclosed  to  the 
full  height  of  the  hoistway  (except  on  the  sides 
used  for  loading  or  unloading). 

5. 1.2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  power  dumbwaiters  shall  be 
enclosed  from  floor  to  ceiling  (except  for  the 
landing  opening). 

5. 1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or  lat¬ 
ticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  grillwork  is  used,  the 
wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage)  and  the  maximum 
size  of  mesh  shall  be  2  inches.  Where  expanded 
metal  is  used  its  minimum  thickness  shall  be 
0.094  inches  (Number  13  United  States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 

5. 1.2.4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 
openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  J/2  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

1.  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

2.  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

5.1.3.  Supports  and  Factors  of  Safety. 

5.1.3. 1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete  (except  that 
where  the  travel  does  not  exceed  four  floors  or 
50  feet,  wood  beams  may  be  used).  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

5. 1.3. 2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves,  con¬ 
troller  (if  used)  and  similar  equipment.  The 
load  suspended  from  the  beams  shall  include 
the  sum  of  the  tensions  of  all  cables  suspended 
from  the  beams. 

5.1  3.3.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 


their  immediate  supporting  beams,  based  on  the 
ultimate  strength  of  the  material  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation  A  7-29,  the  loads  being  assumed  as 
in  5.1.32,  Loads  on  Supports,  shall  be  at  least 


the  following : 

For  steel .  4 

For  reinforced  concrete .  7 

For  timber .  9 


5.1.4.  Thoroughfares  Under  Dumbwaiters  and 
Their  Counterweights. 

thoroughfares  under  hoistway  j  of  dumbwaiters  or 
their  counterweights  are  forbidden  unless  there  is  a 
structure  under  the  hoistway  sufficiently  strong  to  with¬ 
stand,  without  injury,  the  impact  of  the  car  with  contract 
load,  or  the  impact  of  the  counterweight,  when  either  is 
dropped  freely  in  its  guides  from  the  upper  limit  of 
overtravel ;  provided  that,  for  cars  or  counterweights 
equipped  with  governor  operated  safeties,  the  impact  shall 
be  computed  for  governor  tripping  speed. 

When  broken  rope  safeties  are  used,  the  impact  shall 
be  computed  for  a  free  drop  of  the  car  from  one-third  of 
its  travel. 

5.1.5.  Counterweight  Runway  Enclosures. 

Runways  for  counterweights  located  outside  of  the 
dumbwaiter  hoistway  shall  be  solidly  enclosed  throughout 
their  height  (except  that  when  the  runway  is  located  out¬ 
side  of  the  structure  it  shall  be  enclosed  to  a  height  of  at 
least  7  feet  from  the  ground). 

5.1.6.  Cable  Enclosures. 

Where  cables  of  power  dumbwaiters  pass  through 
floors  outside  the  hoistway  enclosures,  such  cables  shall 
be  guarded  to  a  height  of  at  least  6  feet  from  each  floor 
with  a  standard  power  transmission  guard.  Floor  open¬ 
ings  shall  be  not  greater  than  necessary  for  the  free 
passage  of  the  cables. 

5.2.  Landings. 

5.2.1.  Doors  at  Dumbwaiter  Landings. 

5. 2.1.1.  Doors  Required  on  Dumbwaiter 
Landing  Openings. 

Landing  openings  in  power  dumbwaiter  en¬ 
closures  and  in  fire  resistive  enclosures  for  hand 
power  dumbwaiters  shall  be  equipped  with  doors. 

5.2. 1.2.  Doors  at  Power  Dumbwaiter  Land¬ 
ings. 

Hoistway  doors  for  power  dumbwaiters  shall 
be  equipped  with  electric  contacts  and  locks  which 
will  prevent  the  operation  of  the  machine  while 
any  hoistway  door  is  open  and  prevent  the  open¬ 
ing  of  the  door  unless  the  car  is  at  a  landing. 

5.3.  Dumbwaiter  Construction. 

5.3.1.  Car  Construction. 

5. 3. 1.1.  Strength  and  Stiffness. 

Dumbwaiter  cars  shall  be  of  such  strength  and 
stiffness  that  they  will  not  deform  appreciably 
if  the  load  leans  or  falls  against  the  sides  of  the 
car. 

5.3. 1.2.  Materials  and  Construction. 

Cars  shall  be  made  of  wood,  fireproofed  wood 
or  metal,  reinforced  at  the  point  of  suspension. 

Metal  cars,  if  sectional,  shall  be  rigidly  riveted, 
welded  or  bolted  together.  Cars  may  be  provided 
with  hinged,  removable  or  movable  shelves  and, 
also,  may  have  such  other  sectional  parts  as  are 
desired. 

5.3. 1.3.  Allowable  Loads. 

Dumbwaiter  cars,  machines  and  suspension 
means  shall  at  least  be  capable  of  sustaining  the 
contract  load. 

Cars  having  a  platform  area  of  4  square  feet 
or  more  shall  be  capable  of  sustaining  the  loads 
given  in  the  following  table,  but  the  motive  power 
may  be  insufficient  to  raise  the  structural  capacity 

load : 
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Minimum  Allowable  Dumbwaiter  Capacities 
Corresponding  to  Effective  Platform  Area. 
Horizontal  Area  in  Structural  Capacity  in 

Square  Feet  Pounds 

4  100 

5  150 

6.aa  300 

9  500 

5. 3. 1.4.  Information  Plate. 

A  metal  plate  bearing  the  name  of  the  manu¬ 
facturer  and  the  contract  load  shall  be  placed  in 
a  conspicuous  place  in  the  dumbwaiter  car  and  on 
the  machine. 

.3.2.  Dumbwaiter  Machines. 

5. 3. 2.1.  Fastenings  and  Factors  of  Safety. 

Dumbwaiter  machines  shall  be  securely  fastened 
to  their  supports.  The  factors  of  safety,  based 
upon  the  ultimate  strength  of  the  material,  and 
the  contract  load  plus  the  weight  of  the  car, 
suspension  means,  counterweights,  and  similar 
apparatus  to  be  used  in  the  design  of  dumbwaiter 
machines  shall  be  at  least  six  for  steel  and  nine 
for  cast  iron  or  other  materials.  The  use  . of  set 
screw  fastenings  in  place  of  keys  or  pins  is  for¬ 
bidden  (except  where  the  connection  is  not  sub¬ 
ject  to  torque). 

5.3. 2.2.  Suspension  of  Sheaves  or  Idlers. 

'  The  suspension  of  sheaves  or  idlers  in  cast 
iron  stirrups  from  the  under  side  of  the  sup¬ 
porting  beam  is  forbidden. 

5.3.3.  Guides. 

5.3.3. 1.  Material  for  Guides. 

Guides  shall  be  of  wood  or  metal  (except  that 
metal  guides  shall  be  used  where  the  travel  ex¬ 
ceeds  four  floors  or  50  feet  and  in  structures  over 

150  feet  tall).  . 

5. 3.3. 2.  Fastenings  and  Joints  of  Guides. 

Guides  shall  be  rigidly  secured  to  the  hoistway 
and  the  joints  of  metal  guides  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates. 
Joints  in  wood  guides  shall  'be  tongued  .  and 
grooved  or  doweled  and  screwed  to  backing  pieces 

or  brackets.  . 

One  set  of  guides  may  be  used  for  both  the 

car  and  the  counterweight. 

5.3.4.  Counterweights. 

Counterweights  for  hand  dumbwaiters  and  for  power 
dumbwaiters  with  a  contract  load  of  less  than  100  pounds 
and  a  contract  speed  of  less  than  100  feet  per  minute, 
if  sectional,  shall  be  carried  in  suitable  frames. 

Sections  of  counterweights  for  power  dumbwaiters 
having  a  capacity  exceeding  100  pounds  or  a  speed  ex¬ 
ceeding  100  feet  per  minute,  shall  be  secured  _bv  at  least 
two  tie-rods  passing  through  holes  in  all  sections,  unless 
suitable  counterweight  frames  or  boxes  are  provided.  The 
tie-rods  shall  have  lock  nuts  at  each  end.  The  lock  nuts 
shall  be  secured  by  cotter  pins. 

5.3.5.  Suspension  Means. 

5.3.5. 1.  Required  Suspension  Means. 

Suspension  means  for  hand  dumbwaiters  may 

be  of  hemp.  . 

Suspension  means  for  power  dumbwaiters  shall 
be  of  metal  and  where  exposed  to  corrosion  shall 
be  provided  with  a  suitable  protective  covering. 
Suspension  means  may  consist  of  a  single  member. 

5.3  5.2.  Factor  of  Safety. 

The  minimum  factor  of  safety  of  the  suspen¬ 
sion  means  for  power  dumbwaiters  shall  be  at 
least  the  values  given  in  the  following  figure 
corresponding  to  the  contract  speed  of  the  car.. 

The  minimum  factor  of  safety  of  suspension 
means  for  hand  power  dumbwaiters  shall  be  five. 


* 

■a 
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The  minimum  factor  of  safety  for  tapes  shal 
be  25  per  cent  greater  than  that  given  in  the  fol 
lowing  figure :  ’ 


Contract  Speed  (Feet  pen:  Minute) 
FIG.  7.  FACTOR  OF  SAFETY 


5. 3.5.3.  Number  and  Size  of  and  Compute 
Load  on  Suspension  Means. 

The  number  and  size  of  the  suspension  meai 
shall  be  determined  by  using  the  factor  of  safe 
found  in  5.3.52,  Factor  of  Safety,  and  the  rat. 
ultimate  strength  of  the  suspension  means.  T1 
computed  load  on  the  suspension  means  shall 
the  sum  of  all  suspended  weights,  plus  the  co 

tract  load.  .  . 

5  3  5  4.  Lengthening  or  Repairing  of  Suspei 
sion  Means  by  Splicing  Forbidden. 

Lengthening  or  repairing  the  car.  or  count* 
weight  suspension  means  of  dumbwaiters  by  spl 
ing  is  forbidden. 

5. 3. 5. 5.  Securing  of  Winding  Drum  Ends 
Suspension  Means. 

The  winding  drum  ends  of  the  car  and  countr 
weight  suspension  means  shall^  be  secured 
clamps  or  sockets  inside  the  winding  drum. 

Suspension  means  secured  to  a  winding. dr n 
shall  have  at  least  one  turn  on  the  wmdij 
drum  when  the  car  or  counterweight  has  read  I 
the  extreme  limit  of  its  overtravel. 

5.4.  Speed,  Control  and  Safeties  f 
Power  Dumbwaiters. 

5.4.1.  Speed  and  Control. 

5. 4.1.1.  Maximum  Speed  for  Dumbwaitd 
Controlled  by  Hand  Ropes. 

The  maximum  permissible  speed  for  poV' 
dumbwaiters  controlled  by  hand  ropes  shall  be 
feet  per  minute. 

5.4.1.2.  Guards  Required. 

Guards  which  will  keep  the  ropes  on  the  shea 
shall  be  installed  unless  means  are  used,  to  ms 
tain  the  hand  ropes  in  proper  tension  at 
matically. 

5.4.1.3.  Brakes  Required. 

Power  dumbwaiters  (except  hydraulic  dim 
waiters)  shall  be  equipped  with  brakes  wh 
are  automatically  applied  when  the  power  is 
off  the  motor. 

5.4.2.  Slack  Cable  Devices  Required. 

Power  dumbwaiters  operated  by  winding  drum  machn 
shall  he  provided  with  a  slack  cable  device  which  will  j 
off  the  power  and  stop  the  machine  if  the  car  is  obstrutJ 
in  its  descent.  j 

5.4.3.  Terminal  Stops. 

Power  dumbwaiters  shall  be  provided  with  means,  nj 
pendent  of  manual  operation,,  to  stop  the  car  automatic 
at  each  terminal  within  the  limits  of  overtravel. 
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RULE  6.  ESCALATORS 

6.1.  Escalator  Construction. 

6.1.1.  Angle  of  Inclination. 

The  maximum  angle  of  inclination  of  an  escalator  shall 
be  30  degrees  from  the  horizontal. 

6.1.2.  Width  of  Escalators. 

The  width  of  an  escalator  shall  be  measured  between 
the  balustrading  at  a  vertical  height  of  24  inches  above 
the  nose  line  of  the  treads. 

Escalators  shall  be  between  22  and  48  inches  w'ide. 
Escalators  wider  than  29  inches  shall  have  a  horizontal 
tread  formation. 

6.1.3.  Balustrading. 

6. 1.3.1.  Form  and  Changes  in  Width  of 
Balustrade. 

(  Escalators  shall  be  provided  on  each  side  with 
“solid  balustrading.”  On  the  escalator  side  the 
balustrading  shall  be  smooth,  without  depressed 
or  raised  paneling  or  molding.  Glass  panels  in 
balustrading  are  forbidden. 

Abrupt  changes  in  the  width  between  the 
balustrading  on  the  2  sides  of  the  escalator  are 
forbidden.  Should  any  change  in  the  width  be 
necessary,  the  maximum  change  shall  be  8  per 
cent  of  the  greatest  width. 

In  changing  from  the  greater  to  the  smaller 
width  the  maximum  change  in  the  direction  of 
the  balustrading  shall  be  15  degrees  from  the 
line  of  the  escalator  travel. 

6. 1.3. 2.  Handrail  Required. 

Each  balustrading  shall  be  equipped  with  a 
handrail  moving  at  the  same  speed  and  in  the 
same  direction  as  the  travel  of  the  escalator. 

6.1.4.  Treads  and  Landings. 

Escalator  treads  and  landings  shall  be  of  material  af¬ 
fording  secure  foothold  such  as  wood  and  material  used 
for  “safety  treads.”  If  the  landing  is  of  concrete,  it  shall 
have  edge  insertions  of  metal,  wood  or  other  material  to 
prevent  slipping. 

6.1.5.  Strength  of  Trusses  or  Girders. 

6.1. 5.1.  Factor  of  Safety. 

The  factor  of  safety  to  be  used  in  the  design 
of  escalator  trusses  or  girders  shall  be  at  least  5, 
based  on  the  static  loads. 

6. 1.5. 2.  Design  of  Trusses  or  Girders. 

.  The  escalator  truss  or  girders  shall  be  so  de¬ 
signed  that  it  will  safely  retain  the  steps  and 
running  gear  in  case  of  failure  of  the  track  sys- 
j  tern  to  retain  the  running  gear  in  its  guides. 

6.1.6.  Track  Arrangement. 

The  track  arrangement  shall  be  designed  to  prevent 
the  displacement  of  the  treads  and  running  gear  if  the 
tread  chain  breaks. 

6.1.7.  Capacity  and  Loading. 

.The  contract  load  on  an  escalator  24  inches  or  less  in 
width  shall  be  computed  by  the  following  formula : 

Contract  load  =  110  A 

.  The  contract  load  on  an  escalator  between  24  and  48 
inches  wide  shall  be  computed  by  the  following  formula : 
Contract  load  =  4.6  WA 

.  I"  these  formulae  W  is  the  width  of  the  escalator  in 
inches  and  A  Is  the  horizontal  projected  length  in  feet 
of  the  exposed  treads.  The  contract  load  shall  be  ex¬ 
pressed  in  pounds. 

•2.  Safety  Requirements  for  Escalators. 
6.2.1.  Limits  of  Safety. 

The  maximum  permissible  speed  of  an  escalator  measured 
along  the  angle  of  inclination  shall  be  125  feet  per  minute, 
(except  that  if  the  line  of  entrance  and  exit  is  not  in  the 
vertical  plane  of  travel,  the  maximum  permissible  speed 
shall  be  100  feet  per  minute). 


6.2.2.  Application  of  Power. 

Escalators  shall  be  driven  by  individual  electric  motors. 
1  wo  or  more  escalators  placed  side  by  side  and  operated 
as  a  single  unit  may  be  driven  by  one  motor. 

Chains  shall  have  a  factor  of  safety  of  at  least  10  (ex¬ 
cept  where  the  chain  is  composed  of  cast  steel  links  thor¬ 
oughly  annealed,  when  the  factor  of  safety  shall  be  at  least 
20). 

6.2.3.  Escalator  Safeties. 

6.2.3. 1.  Brakes  Required. 

Every  escalator  shall  be  provided  with  an  elec¬ 
trically  released,  mechanically  applied  brake 
which  shall  stop  the  escalator  automatically  when 
the  power  is  interrupted  from  any  cause. 

6.2.3  2.  Emergency  Stop  Button  or  Switch. 

An  emergency  stop  button  or  other  type  of 
switch  accessible  to  the  public  shall  be  conspicu¬ 
ously  located  at  the  top  and  bottom  of  each  esca¬ 
lator  landing. 

The  operation  of  either  one  of  these  buttons  or 
switches  shall  open  the  power  circuit,  apply  the 
brake  and  stop  the  escalator.  It  shall  be  impos¬ 
sible  to  start  an  escalator  by  means  of  these  but¬ 
tons  or  switches. 


These  buttons  or  switches  shall  be  marked 
ESCALATOR  STOP  BUTTON  OR  ESCA¬ 
LATOR  STOP  SWITCH.” 


Where  starting  buttons  or  switches  are  acces¬ 
sible  to  the  public  they  shall  be  either  of  the  key- 
operated  type  or  they  shall  be  enclosed  in  a  box 
provided  with  a  lock  and  key. 

6.2. 3. 3.  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators. 

Escalators  operating  in  the  ascending  direction 
shall  be  equipped  with  a  safety  mechanism  so 
that  in  case  of  accidental  reversal  of  the  escalator 
the  power  shall  be  shut  off,  the  brake  applied  and 
the  escalator  stopped.  On  a  reversible  escalator 
this  safety  mechanism  shall  be  arranged  to  be  in¬ 
operative  when  the  escalator  is  descending  and 
operative  when  the  escalator  is  ascending. 

6.2.3. 4.  Escalator  Safety  Mechanism  Opera¬ 
tive. 

Escalators  shall  be  provided  with  a  safety 
mechanism  which  will  open  the  power  circuit, 
apply  the  brake  and  bring  the  escalator  to  a 
gradual  stop,  in  case  the  speed  exceeds  the  nor¬ 
mal  running  speed  by  40  per  cent. 

6.2.3.5.  Safety  Device  to  Operate  When 
Tread  Chains  Break. 

Escalators  shall  be  provided  with  a  safety  de¬ 
vice  to  open  the  power  circuit,  apply  the  machine 
brake,  and  bring  the  escalator  to  a  gradual  stop, 
in  case  the  tread  chain  or  chains  break. 

6.23.6.  Retention  of  Tension  Weights. 

Where  escalators  are  equipped  with  tightening 
devices  operating  by  means  of  tension  weights, 
provision  shall  be  made  to  retain  these  weights 
in  the  escalator  truss  in  case  the  weights  should 


6-2.3. 7.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  escalator  operated  by  a  polyphase  alter¬ 
nating  current  motor  shall  be  provided  with  a 
device  which  will  prevent  starting  the  motor 
while 

(1)  The  phase  rotation  is  in  the  wrong  direc¬ 

tion,  or 

(2)  There  is  a  failure  of  any  phase. 

6.2.4.  Machine  Room  Lights  and  Access. 

6.2. 4.1.  Lighting  Required. 

Suitable  lights  which  can  be  lighted  without 
passing  over  or  reaching  ovqf  any  part  of  the 
machinery  shall  be  provided  in  every  escalator 
machine  room. 
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6. 2.4.2.  Access  to  Interior  of  the  Escalator. 

Reasonable  access  to  the  interior  of  the  esca¬ 
lator  shall  be  provided  for  inspection  and  main¬ 
tenance. 

6.2.5.  Marking  of  Escalators. 

Each  escalator  shall  be  marked  by  the  manufacturer 
with  the  contract  load  and  speed  for  which  that  size  and 
type  has  been  tested  and  approved  in  accordance  with  8.3, 
Escalator  Tests.  Such  marking  shall  be  accepted  in  lieu 
of  actual  load  tests  made  on  each  escalator  installation. 

6.2.6.  Tests  and  Approvals  of  Escalators. 

Before  any  escalator  of  any  contract  load  and  type  is 

put  in  service  an  escalator  of  the  same  load  and  type 
shall  have  been  tested  by  the  Superintendent  either  when 
installed  in  a  structure  or  in  the  manufacturer’s  shop  with 
contract  loads  on  the  basis  of  the  engineering  tests  listed 
in  8.3,  Escalator  T ests. 

Each  escalator  installation  shall  be  tested  in  the  held 
without  load  in  accordance  with  8.3,  Escalator  7  ests. 

RULE  7.  INSPECTION,  MAINTE¬ 
NANCE  AND  OPERATION 

7.1.  Inspection  and  Maintenance. 

7.1.1.  Responsibility. 

7. 1.1.1.  Responsibility  of  Owner. 

The  owner  shall  be  responsible  for  the  safe 
operation  and  proper  maintenance  of  the  eleva¬ 
tor,  escalator  or  dumbwaiter  after  it  has  been 
put  in  service  and  has  been  approved  by  the 
Superintendent. 

7. 1.1.2.  Responsibility  for  Inspection  and 
Maintenance.  . 

The  owner  or  his  duly  appointed  agent  shall 
cause  periodic  inspections  to  be  made  and  shall 
maintain  all  parts  of  the  elevator,  escalator  or 
dumbwaiter  installation  in  proper  working  order 
in  accordance  with  these  Rules. 

7.1.2.  Inspection. 

At  least  quarterly  hoistway  doors,  car  gates,  inter¬ 
locks,  contacts,  control  apparatus,  controller,  automatic 
stop,  limit  stops,  car  and  counterweight  cables,  “safeties,” 
guide  rails,  buffers,  elevator  machines  and  the  lighting 
of  the  car  and  of  the  machine  room,  in  passenger  and 
freight  elevator  installations,  shall  be  thoroughly  inspected 
by  the  Superintendent. 

At  least  once  in  3  years  plunger  shoes,  by-passes  and 
piston  rods  of  hydraulic  elevators  shall  be  exposed  and 
thoroughly  cleaned  by  the  owner  and  inspected  by  the 
Superintendent. 

At  least  once  in  3  years  pressure  and  discharge  tanks 
of  hydraulic  elevators  shall  be  thoroughly  cleaned  by  the 
owner  and  internally  inspected  by  the  Superintendent. 

Car  safeties  shall  be  periodically  inspected  to  deter¬ 
mine  the  condition  of  the  sliding  surfaces  and  the  working 
parts.  Tests  of  safeties  shall  be  made  at  least  once  a 
year.  Governor  controlled  safeties  shall  be  tested  at  the 
lowest  operating  speed  and  with  50  per  cent  of  the  con¬ 
tract  load.  Broken  rope  instantaneous  type  safeties  may 
be  tested  without  load. 

7.1.3.  Maintenance. 

Cables,  guides  and  all  parts  of  machinery  shall  be  kept 
well  lubricated.  The  oil  in  bearings  and  gear  casings 
shall  be  renewed  every  6  months. 

Pressure  tanks  of  hydraulic  elevators  shall  be  tested  at 
least  once  every  3  years  with  hydrostatic  pressure  50  per 
cent  in  excess  of  the  maximum  working  pressure. 

7.1.4.  Care  of  Installation. 

Elevator  hoistways  and  pits  shall  be  kept  clean. 
Accumulation  of  rubbish  in  or  use  of  elevator  pits  for 
storage  is  forbidden. 

Material  not  a  permanent  part  of  the  elevator  equip¬ 
ment  shall  be  kept  off  the  top  or  cover  of  an  elevator 
car. 


Substitution  of  any  wire  or  current  carrying  device 
for  the  proper  fuse  or  circuit  breaker  in  an  elevator  cir¬ 
cuit  is  forbidden. 

Freight  elevators  shall  have  legible  signs  posted  in  the 
car  and  at  each  landing  prohibiting  unauthorized  persons 
from  riding  in  or  on  the  elevator  car. 

The  water  level  in  the  pressure  tank  of  a  hydraulic 
elevator  shall  be  maintained  at  2/3  of  the  capacity  of  the 
tank. 

7.2.  Qualifications  and  Duties  of  Oper¬ 
ators. 

7.2.1.  Qualifications  of  Operators. 

Operators  shall  be  at  least  18  years  of  age,  free  from 
serious  physical  or  mental  defects  and  selected  with  con¬ 
sideration  of  their  ability  to  perform  their  duties  in  a  care¬ 
ful  and  competent  manner. 

7.2.2.  Training  of  Operators. 

Sufficient  previous  experience  or  training  under  the 
direction  of  a  competent  instructor  shall  be  required  be¬ 
fore  a  new  operator  is  placed  in  charge  of  a  passenger 
elevator. 

7.2.3.  Instructions  to  Operators. 

Operators  shall  be  instructed : 

1.  To  be  sure  the  control  mechanism  is  in  the 
“STOP”  position  before  closing  the  service 
switch. 

2.  To  report  any  defects  promptly  to  the  person  in 
charge. 

3.  Not  to  make  any  repairs,  adjustments  or  replace-  ; 
ments. 

4.  To  carry  no  passengers  or  freight  while  inspec¬ 
tions,  repairs  or  adjustments  are  in  progress  and 
to  operate  the  car  only  in  response  to  directions 
from  the  inspector  or  person  in  charge. 

To  move  the  car  when  anyone  is  in  the  pit  or  on 
top  of  the  car  only  as  they  may  direct. 

5.  Not  to  ride  in  the  elevator  nor  allow  others  to 

ride  while  a  safe  or  other  heavy  object  in  excess 
of  the  rated  capacity  of  the  elevator  is  being 
carried.  .  j 

6.  That  the  use  of  any  hand  elevator  for  carrying 
safes  or  other  concentrated  loads  greater  than  the 
normal  rated  capacity  of  the  elevator  is  for¬ 
bidden. 

7.  That  hoistway  doors  shall  always  be  locked  in  the  | 
closed  position  and  car  doors  or  gates  closed  be¬ 
fore  the  car  is  started. 

8.  To  keep  car  gates  or  doors,  if  any,  closed  while 
running,  and  where  no  car  gates  or  doors  are  pro¬ 
vided  to  keep  passengers  away  from  the  open  edge 
of  the  car  platform. 

9.  To  limit  the  number  of  passengers  to  the  rated 
capacity  of  the  car  and  to  prevent  crowding. 

10.  Not  to  reverse  the  control  suddenly,  but  to  stop 
before  reversing. 

11.  To  move  the  control  mechanism  to  the  “STOr  j 
position  on  approaching  a  terminal  landing  with¬ 
out  waiting  for  the  terminal  stopping  device  to 
come  into  action. 

12.  To  move  the  control  mechanism  to  the  “STOr 
position  and  start  the  car  in  the  usual  manner 
upon  return  of  the  power,  if  the  power  goes  off 
while  the  car  is  in  motion. 

13.  To  stay  on  the  car  if  the  car  refuses  to  stop  be¬ 

cause  the  car  will  be  stopped  by  the  application 
of  the  safeties  if  it  attains  excessive  speed  of  de¬ 
scent  or  by  the  automatic  terminal  stops  at  either 
end  of  the  hoistway.  ! 

14.  To  call  for  the  person  in  charge  and  to  operate 

the  machine  only  at  his  direction  if  the  car  should 
stop  suddenly.  #  .  .. 

15.  To  return  the  control  to  the  “STOP”  position  n 
the  car  fails  to  start.  To  remove  part  of  the  load 
and  try  the  controller  if  the  car  is  apparently  over¬ 
loaded.  If  the  car  fails,  to  return  the  controller  tc 
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the  “STOP”  position  and  to  notify  the  engineer  or 
other  qualified  person. 

16.  To  lock  the  hand-rope  on  hand-rope  controlled 
cars  before  allowing  freight  to  be  loaded  or  un¬ 
loaded. 

17.  To  familiarize  themselves  with  the  emergency  de¬ 
vices,  understand  their  function  and  know  how  to 
operate  them. 

18.  Never  to  leave  the  car  in  the  ordinary  course  of 
operation  nor  leave  the  control  mechanism  opera¬ 
tive,  unless  the  landing  door  is  closed  and  locked 
and  the  car  gate  or  door  is  closed. 

19.  Always  to  leave  a  hydraulic  elevator  operated  by 
a  lever  at  the  lower  landing  with  the  lever  in  the 
position  for  down  motion. 

7.3.  Carrying  of  Freight  or  Passengers 
on  Top  of  Elevator  Cars. 

The  carrying  of  freight  or  passengers  on  top  of  elevator 
cars  is  forbidden. 

RULE  8.  TESTS  AND 
APPROVALS 

8.1.  Tests  of  Interlocks. 

Hoistway-door  interlock  devices  shall  be  examined  with 
respect  to  their  proper  performance  of  the  prescribed  func¬ 
tions  at  temperatures  100  degrees  Fahrenheit  (56  degrees 
Centigrade)  above  or  below  the  temperature  at  which  the 
device  is  adjusted.  Where  the  functioning  of  any  such  de¬ 
vice  might  be  affected  by  a  change  of  temperature,  and  co¬ 
efficients  of  thermal  expansion  of  the  affected  parts  are 
known  or  measured,  the  effect  of  temperature  may  be  com¬ 
puted  and  tests  need  not  he  carried  out  at  more  than  one 
temperature. 

For  interlocks  employing  a  single  switch  operated  by  wire 
or  tape  to  protect  several  hoistway  doors,  the  switch  shall 
be  marked  with  the  physical  properties  of  the  wire  or  tape 
used,  and  the  certificate  of  approval  shall  cover  the  allow¬ 
able  maximum  length  of  tape  or  wire  of  a  given  material 
which  may  be  used  with  the  device. 

Where  the  coefficient  of  expansion  might  adversely  affect 
the  performance  of  the  interlock,  the  use  of  Invar  or  similar 
alloys  with  a  low  coefficient  of  expansion  is  recommended. 
The  coefficient  of  expansion  of  Invar  is  approximately  1/28 
that  of  steel. 

Interlocks  shall  have  electrical  parts  connected  in  series 
in  a  circuit  in  which  2  amperes  is  flowing  from  a  source  of 
220  volts  direct  current.  During  the  tests  8.1.1,  Endurance 
Test;  8.1.3,  Tests  in  Moist  Atmosphere ;  and  8.1.4,  Tests 
Without  Lubrication,  the  electrical  circuit  shall  be  closed, 
but  shall  not  be  broken  at  the  contact  within  the  device  on 
each  cycle  of  operation. 

A  separate  device  shall  be  used  in  each  of  tests  8.1.1, 
Endurance  Test;  8.1.3,  Tests  in  Moist  Atmosphere ;  and 
8.1.4,  Tests  Without  Lubrication. 

8.1.1.  Endurance  Test. 

The  interlock  device  with  initial  lubrication  and  ad¬ 
justment  only  shall  complete  100,000  cycles  of  operation 
without  failure  of  any  kind  and  without  evident  indica¬ 
tions  of  approaching  failure.  If  an  interlocking  device 
is  not  a  complete  and  separate  unit  for  each  hoistway 
door,  but  includes  any  part  which  is  common  to  the 
interlock  operation  of  more  than  one  hoistway  door,  that 
portion  of  the  device  shall  complete  400,000  additional 
cycles  of  operation  (or  a  total  of  500,000)  without  failure 
of  any  kind  and  without  evident  indication  of  approaching 
failure. 

8.1.2.  Current  Interruption  Test. 

1,000  cycles  of  operation  shall  be  performed  by  the 
device  used  in  8.1.1,  Endurance  Test,  while  making  and 
breaking  the  circuit  at  the  contact  within  the  device  with 
a  resistance-loaded  circuit. 

8.1.3.  Tests  in  Moist  Atmosphere. 

Preliminary  to  this  test  the  device  is  to  be  given  a 

wearing-in  run  of  10,000  cycles  of  operation  fully  lubri¬ 


cated.  The  interlocking  device  (except  self-lubricating 
bearings  and  bearings  of  a  type  not  requiring  frequent 
replacement  of  lubricant)  shall  be  taken  apart  and  freed 
of  lubricant  by  washing  in  gasoline.  The  device  shall 
after  reassembling  be  subjected  continuously  in  a  closed 
hoistway  to  an  atmosphere  saturated  with  a  3)4  per  cent 
solution  of  sodium  chloride  for  72  consecutive  hours 
(being  operated  for  only  10  consecutive  cycles  at  the  end 
of  each  of  the  first  two  24-hour  periods)  and  allowed  to 
stand  exposed  to  the  air  for  an  additional  24  hours,  and 
shall  not  fail  in  a  manner  to  create  an  unsafe  condition. 
After  having  been  lubricated  it  shall  then  without  adjust¬ 
ment  and  without  further  attention  complete  15,000  cycles 
of  operation  without  failure  of  any  kind. 

8.1.4.  Tests  Without  Lubrication. 

Preliminary  to  this  test  the  device  is  to  be  given  a 
wearing-in  run  of  10,000  cycles  of  operation  fully  lubri¬ 
cated.  The  interlocking  device  shall  then  be  taken  apart 
and  all  bearings  (except  self-lubricating  bearings  and  bear¬ 
ings  of  a  type  not  requiring  frequent  replenishment  of 
lubricant)  freed  of  lubricant  by  washing  in  gasoline,  and 
shall  after  reassembling  without  other  attention  than  the 
usual  initial  adjustment  (that  is,  without  adjustment 
especially  made  to  meet  the  conditions  of  this  particular 
test)  and  without  further  attention,  complete  25,000  cycles 
of  operation  without  failure  of  any  kind  or  without  evi¬ 
dent  indication  of  approaching  failure. 

8.1.5.  Misalignment  Test. 

The  device  shall  operate  successfully  when  the  car  has 
been  displaced  horizontally  from  its  normal  position ; — 
that  is,  the  one  in  which  it  was  when  the  device  was 
installed,— successively  as  follows  : 

(1)  In  a  direction  perpendicular  to  the  edge  of  the 
landing 

Backward  )4  inch 
Forward  J4  inch 

(2)  In  a  direction  parallel  with  the  edge  of  the  land¬ 
ing 

To  the  right  )4  inch 
To  the  left  )4  inch 

For  horizontal  sliding  doors  the  device  shall  operate 
successfully, 

(3)  When  the  bottom  of  the  hoistway  door  has  been 
displaced  horizontally  from  its  normal  position  in 
a  direction  perpendicular  to  the  edge  of  the  land¬ 
ing 

Backward  )4  inch 
Forward  )4  inch 

(4)  When  the  top  of  the  hoistway  door  has  been  dis¬ 
placed  horizontally  from  its  normal  position  in  a 
direction  perpendicular  to  the  edge  of  the  landing 

Backward  )4  inch 
Forward  %  inch 

8.1.6.  Insulation  Test. 

Insulation  of  electrical  parts  shall  be  tested  with  a  60 
cycle  effective  voltage  twice  the  rated  voltage  plus  1,000 
volts,  applied  for  one  minute. 

8.2.  Tests  of  Buffers. 

Each  type  and  size  of  oil  buffer  shall  be  subjected  to  the 
following  tests  as  described  below : 

1.  Retardation  Test. 

2.  Oil  Leakage  Test. 

3.  Churning  Test. 

4.  Plunger-Return  Test. 

5.  Test  for  Lateral  Movement  of  Plunger. 

8.2.1.  Retardation  Test. 

The  buffer  shall  be  installed  upon  a  suitable  foundation 
so  that  the  axis  of  the  cylinder  is  vertical.  It  shall  be 
filled  with  oil  provided  by  the  manufacturer. 

An  elevator  car  of  suitable  size  shall  be  dropped  from 
2  different  heights  as  specified  below,  freely  in  its  guides, 
upon  the  buffer.  The  method  shall  be  as  follows: 

The  travel  of  the  car  after  it  comes  in  contact  with  the 
plunger,  and  of  the  plunger  for  its  entire  stroke,  shall  be 
recorded  on  a  drum  chronograph.  The  error  in  the  time 
readings  of  the  chronograph  shall  not  exceed  0.005  sec- 
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onds.  The  peripheral  speed  of  the  drum  shall  be  approxi¬ 
mately  that  of  the  car  at  the  instant  of  impact.  Pressure- 
travel  or  pressure-time  records  shall  be  taken  simul¬ 
taneously.  .  , 

From  the  time-travel  curve  the  velocity  and  the  retarda¬ 
tion  of  the  car  shall  be  computed,  and  plots  made  of  the 
car  travel,  car  velocity  and  car  retardations,  together  with 
the  pressure-time  curve.  Copies  of  each  curve  shall  be 
furnished  the  manufacturer. 

SCHEDULE  OF  DROPS 

Test  drop  in  inches  bottom 
of  car  to  striker  or  top  oi 
buffer. 

Total  load  in  pounds  (weight 
of  car  plus  loading). 

A  S  (the  effective  stroke  of 
the  buffer  in  inches). 

1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 
er’s  rated  maximum. 

B  Buffer  stroke  under 

24  inches . 5lS 

24  inches  to  30 

inches  . 56S 

Exceeding  30  inches  .64S 

1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 

er’s  rated  maximum. 

such  strokes  have  been  made.  The  oil  shall  then  be  ex¬ 
amined  for  form.  No  oil  foam  shall  appear  on  the  out¬ 
side  of  the  buffer  following  this  test.  Upon  completion 
of  the  10  strokes  at  one-half  speed  another  free-fall 
equivalent  to  the  buffer  stroke  shall  be  made  immediately 
and  the  time  of  the  stroke  taken.  T  he  time  of  this  second 
free-fall  test  shall  be  at  least  75  per  cent  of  that  of  the 
drop  test  made  prior  to  the  churning. 

8.2.4.  Plunger-Return  Test. 

In  the  buffer  test  the  buffer  shall  not  stick  on  the 
return  stroke  after  removal  of  the  load.  In  case  of  stick¬ 
ing  the  manufacturer  shall  submit  either  a  duplicate  buffer 
or  a  new  pressure  cylinder  and  piston  upon  which  equip¬ 
ment  a  second  test  shall  be  run.  If-  sticking  again  results, 
the  buffer  shall  be  rejected. 

8.2.5.  Test  for  Lateral  Movement  of  the 
Plunger. 

With  the  buffer  casing  clamped  or  otherwise  securely 
fastened  to  a  firm  base  the  lateral  movement  of  the  top 
of  the  plunger  shall  be  accurately  measured,  the  plunger 
head  being  moved  from  its  extreme  right  to  the  extreme 
left  in  a  vertical  plane.  This  total  movement  shall  be 
divided  by  2  to  determine  the  movement  from  the  vertical 
position.  The  maximum  permissible  movement  from  the 
vertical  shall  be  1/16  inch  per  foot  of  buffer  stroke. 

8.3.  Escalator  Tests. 


No  acceleration  peak  having  a  duration  greater  than 
1/25  second  shall  exceed  2 y2  times  gravity  (80)4  feet  per 
second  per  second)  for  tests  A-l  and  A-2  and  B-l  and 
B-2.  Results  of  A-3  and  B-3  shall  be  recorded  for  the 
purpose  of  examination  to  detect  any  abnormal  perform¬ 
ance.  Upon  completion  of  tests  no  part  of  the  buffer 
shall  show  any  deformation  or  injury. 

8.2.2.  Oil  Leakage  Test. 

The  oil  leakage  test  shall  be  made  simultaneously  with 
the  retardation  tests.  The  oil  level  in  the  buffer  when 
filled  prior  to  test  shall  be  carefully  marked.  At  the 
completion  of  the  6  drops  (3  different  loads  at  each  of  2 
speeds),  the  buffer  shall  be  allowed  to  stand  one-half  hour 
to  permit  the  return  of  the  oil  to  the  reservoir  and  to  per¬ 
mit  the  escape  of  any  entrained  air,  after  which  the  oil 
level  shall  again  be  measured.  The  oil  level  at  the  com¬ 
pletion  of  these  tests  should  be  unchanged,  and  shall  in 
any  case  be  less  than  1/16  inch  lower  than  the  level  at 
the  start  of  the  test  for  each  foot  of  buffer  stroke. 

8.2.3.  Churning  Test. 

In  the  churning  test  the  time  of  the  buffer  stroke  after 
the  car  has  dropped  a  distance  equivalent  to  the  stroke 
of  the  buffer  shall  be  determined  either  from  the  chrono¬ 
graph  record  or  by  means  of  an  automatic  timer.  Any 
automatic  timing  device  shall  be  accurate,  having  the 
minimum  possible  lag,  and  be  capable  of  being  read  to 
0.01  seconds. 

The  car  shall  then  be  run  on  to  the  buffer  with  cables 
attached  at  approximately  one-half  the  velocity  used  in 
retardation  test  B  at  intervals  of  one  minute  until  10 


Each  size  and  type  of  escalator  shall  be  subjected  to  the 
following  tests  with  contract  load : 

8.3.1.  Speed  Tests. 

The  application  of  the  overspeed  safety  device  shall  be 
obtained  by  causing  the  escalator  to  travel  at  the  governor 
tripping  speed  as  specified  in  6.2.3A,  Escalator  Safety 
Mechanism  Operative.  With  escalators  driven  by  alter¬ 
nating  current  motors  the  governor  may  be  tripped  by 
hand  with  the  escalator  traveling  at  its  normal  rate  of 
speed. 

8.3.2.  Reversal  Tests. 

The  application  of  the  reversal  safety  device  required 
by  62.3.3,  Safety  Mechanisms  on  Ascending  and  Re- 
versible  Escalators,  shall  be  made  by  releasing  the  ma¬ 
chine  brake  and  operating  the  escalator  by  hand  in  the 
reverse  direction. 

8.3.3.  Broken  Chain  Tests. 

The  application  of  the  broken  chain  safety  device  re¬ 
quired  by  62.3.3,  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators,  shall  be  obtained  by  operating  the 
safety  by  hand. 

8.3.4.  Miscellaneous  Safety  Devices. 

Tests  of  the  machine  brake  and  emergency  stop  buttons 
or  switches  shall  be  made  to  determine  whether  they 
function  properly. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  ?NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


276 


APPROVED  APPLIANCES 


Burners  for 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-Sa 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-3 1-S A 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1 10o-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423  29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doherty  Oil  Burner .  943-26-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Electrol  Automatic  Oil  Burner .  259-25-SA 

Electromatic  Oil  Burner .  603-29-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Ghapeo  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

ar,d  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Gulf  Oil  Burner .  382-26-SA 

Haidinge  Oil  Burner . t  813-25-SA 

Harris  Fuel  Oil  Burner .  600-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Holhv  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 


ic  and  Commercial  Use 

Name  of  Burner  Calendar  No. 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner....  372-30-SA 

international  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30- S A 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Majestic  Oil  Burner . 693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner . „ .  568-31-SA 

Mayfiower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atoming  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  73'5-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  M6-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  74*,_26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 


approved  appliances 


Calendar  No. 


Name  of  Burner 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  ^ 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A,  (/;oolCA 

B  and  . .  453  o  a 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  34o-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-3 1-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A -2,  4-B,  C-5,  A-3U,  3K,  B-oU, 

B-5K  and  C-6U .  6°3'  n 

Sunflower  Model  S-l  Oil  Burner .  6o7-29-bA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 


Name  of  Burner 


Calendar  No. 


Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spiro  Oil  Burner . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . ••••• 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  . ••••• 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
York  Automatic  Oil  Burner . 


624-30-SA 

715-29-SA 

951-25-SA 

778-28-SA 

287-28-SA 

297-29-SA 

470-31-SA 


63-28-SA 

129-27-SA 

498-29-SA 

620-28-SA 

6-24-SA 

451-26-SA 

612-30-SA  . 
320-30-SA 

556-29-SA 

1155-25-SA 


918-22-SA 

19-25-SA 

44-29-SA 


APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Anthony  Nebulyte  Oil  Burner . 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner . . 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . . 

Babcock  &  Wilcox  Mechanical  Oil  Burner.... 
Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  A  A . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner . 

D’Elia  Oil  Burner . 

En co  Type  400  Steam  Atomizing  Oil  Burner.. 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Fess  Turbine  Burner . 

Frankfort  Type  P  Oil  Burner . 

Gem  Fuel  Oil  Burner . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

GRD  Fuel  Oil  Atomizer . 

Hammel  Oil  Burner . 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hauck  Venturi  Low  Pressure  Oil  Burner . 

Hayward  Oil  Burner . 

Ho1  by  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Induslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Lientz  Oil  Burner . 


1026-22-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 
1464-21-SA 
45-21-SA 
957-22-SA 
1361-24-SA 
942-21-SA 
397-23-SA 
13-21-SA 
155-31-SA 
1414-23-SA 
509-30- S A 
1149-27-SA 
26-22-SA 
1046-23-SA 
111-26-SA 
348-31-SA 
1636-21-SA 

128- 27-SA 
1278-21-SA 

72-31-SA 
690-30-SA 
88-27-SA 
696-30-SA 
328-27-S A 
689-29-SA 
5-24-SA 
367-30-S A 
314-30-SA 

129- 28-SA 
155-20-SA 


Mahrvel  Low  Pressure  Burner . 

Maxon  Oil  Burner  (New  Style) . 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner. . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner.... 

Oil-Elec-Tric  Oil  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . . . . . 

Petro  Mechanical  Burner  and  Air  Register .... 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner - 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner . 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner.. 

Steam  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner.... 

Tate- Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate- Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Spiro  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 


859-26-SA 

1036-22-SA 

68-24-SA 

327-31-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 

185- 29-SA 

186- 29-SA 
255-31-SA 
792-26-SA 
317-31-SA 
394-30-SA 
617-30-SA 
644-21-SA 
452-3H-SA 
735-24-SA 

40-31-SA 

660-30-SA 

438-31-Sj4 

367-21-SA 

504-23-S^ 

341-21-SA 

583-21-Sj4 

1203-22-S^ 

183-22-SA 

92-23-Si8 

1254-24-S/ 

1444-23-S/ 

297-29-S/ 

1525-22-S/ 

470-31-S/ 

454-25-S^ 

123-23-S^ 

19-25-S^ 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

A  dm  i  n  istra  tive  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1193-2 1-SA — Quimby  Screw  Pump,  approval  of. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 

of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

<55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1 263- 25- S A — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 
187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

11 62-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
and  Sprinkler  Siamese  Connection,  ap¬ 
proval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
380-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  YVater  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 
359-30-SA  -Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

°68-30-SA — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
730-30-SA— Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
125-31-SA  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

13 1  -31-SA  Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31 -S  A— Lunkenheimer  2J4-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Worl<:ing  Pressure,  approval  of. 

251- 31-  SA — Lunkenheimer  2^2-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
396-3 1-SA  Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37- A  and  No.  37-D,  approval  of. 
470-31-SA — Todd  Spiro  Burner,  approval  of. 

491-31-SA  Superfex  Oil  Burning  Heater,  approval  of. 

5 13-3 1-SA— Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
534-3'1-SA — Page  Fuel  Burner,  approval  of. 

536- 31-SA— Standard  Automatic  Oil  Burner,  Type  14-G, 

approval  of. 

537- 31-SA— Standard  Automatic  Oil  Burner,  Type  U-G, 

approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

548-3 1-SA— National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

;>68-3t-SA — Mayfield  Oil  Burner,  approval  of. 

584-31-SA — Fairfield  Oil  Burner,  approval  of. 

592-31-S A  Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

59 ( -31-SA — N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 
AS  and  No.  134  DS,  approval  of. 
598-31-SA — N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046, 
1046  A  and  1046  AN,  approval  of. 

600-31 -S A — Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 

9-32- S A— Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports ,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


PUBLIC  HEARING 


PROPOSED  NOTICE  OF  HOLDING  IN  ABEYANCE  RULE  155  OF  THE  PLUMBING 

RULES 


[  693-20-  SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear- 
mg  will  be  held  by  the  board  of  standards  and  appeals  on 
uesday,  March  1,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
uilding,  on  proposed  notice  of  holding  in  abeyance  Rule  155 

of  the  Plumbing  Rules. 

In  connection  with  the  ameudMWiit  to  Section  155  of  the 


Plumbing  Rules  adopted  November  12,  1931,  the  board  in¬ 
tends  to  ratify  the  vote  that  all  present  installations  where 
complying  with  the  present  rules  may  be  maintained  until 
.April  I,  1933,  with  the  proviso  that  should  the  Commissioner 
of  the  Department  of  Water  Supply,  Gas  &  Electricity  deem 
an  emergency  exists  the  rule  shall  become  effective  on  thirty 
days’  notice  of  such  emergency  to  the  superintendent  of 
buildings. 
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PROGRESS  REPORi 


DOCKET. 

344 

DISPOSITION  OF  CASES. 

25 

Cases  pending  December  di,  . . . 

22 

81 

0 

66 

Cases  nieci  up  iu  i  cuiuaij 

4 

18 

Appliances  dismissed,  disappioved  or  withdrawn... 

3 

1 

Kestorcci  to  Ldiunuai . 

Miscellaneous  Applications. 

49 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

2 

46 

Requests  to  reopen  granieu . 

2 

Requests  to  reopen . 

4 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

4 

Requests  to  amend . 

14 

13 

Requests  for  modification . 

Requests  tor  mocnncaiion  giaiucu . 

Reciuests  for  modification  denied . 

1 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations. 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


Total  . 
Disposed  of 


Cases  pending  February  17,  1932. 


8 

0 

0 

3 

0 

3 


524 

206 

318 


Requests  to  rescind  granted . 

Requests  to  rescind  denied. _ . . . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Reciuests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn. 

Interpretations  . .•••• . 

Requests  withdrawn  or  dismissed . ■ 


Total 


0 

8 

0 

0 

0 

0 

0 

3 

0 

0 

0 

3 

1 

206 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  anti  to  all  lawyers,,  architects  and  eng, peers 
representing  owners  or  lessees  in  proceedings  before 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  ,n  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


WARNING 

offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press.  .1 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay.  .  j 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans  ^ 
and  data  required  by  law  are  _  supplied,  as  specified  on  the' 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m.  ’ 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


James  P.  Holland 
John  Guilfoyle 

Assistant  Chief  John  J.  McElligott 
William  J.  O’Gouman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


•ffice — Municipal  Building,  Rooms  1001  to  1015. 

ELEPHONE — WORTH  2-0184. 

•ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  bo 
12  noon. 

//  communications  should  be  addressed  to  the  chairman  of 

the  board 
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CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  March  1,  1932, 
at  2,o clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

T uesday,  March  8,  1932,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
•by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b* 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  February  24,  1932. 

Cal.  No.  Department.  Premises  Affected. 

91  3°-\  FD . 439  Madison  ave.,  Man., 

F-90729 


PREMISES — Northeast  corner  of  239th  street  and  Rocky 
Hill  road,  Bellerose,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  ,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


90-32- A - 


89-32-S - 


88-32-S - 


87-32- A - 


86-32-S - 


85-32-S - 


84-32- S - 


83-32-A . . . 


82-32- A. . . 


441-31-BZ. . 


FD . 46-50  E.  58th  st.,  Man., 

F-85186 

.  .B.B.M _ 32-34  E.  57th  st.,  Man., 

Viol.  Nos.  3530-1931,  4774- 
1930  and  5033-1931 

..F.D . 510-528  W.  35th  st.,  Man., 

L.  D.  89077 

...F.D . 327-335  E.  29th  st.,  Man., 

L.  F.  89902  &  F-86121 

..F.D . 321  Palmetto  st.,  Bklyn., 

L.  D.  91135 

..F.D . 531-535  Eighth  ave.,  Man., 

L.  D.  86868 

..F.D . 470-484  Canal  st.,  Man., 

F-77076 

.  ..F.D . 195-219  Hunter’s  Point  ave.  (49th 

st.),  L.  I.  C.,  Q-, 

Applic.  181-32 

...F.I) . 1-3  South  William  st.,  Man., 

F-92183 

Restored  to  Calendar. 

.  ..B.B.B _ 7702-7704  Flatlands  ave.,  Bklyn., 

Applic.  7955-31 


F.D. . . . 
H.D. . . 
B.B.B. . 
B.B.M. 
B.B.Q. 
B.B.R. 
B.B.Bx 
T.H.D. 


CODE 

. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 
..Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

, . .  .Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  1,  1932,  AT  2  P  M. 


617-31-BZ. 

APPLICANT — Klein,  Kingsley  &  Klein,  for  Domenico 
Sabatino,  owner. 

PREMISES— East  side  of  Sedgwick  avenue,  153.11  ft. 

south  of  West  169th  street,  The  Bronx.. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  . 

TO  PERMIT,  partly  in  a  business  district  and  partly  m  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station. 


APPLICANT— Murray  Klein,  for  Sarah  Bogin,  ownei. 

PREMISES— 2316  Atlantic  avenue,  south  side,  50  ft.  west 
of  Eastern  parkway,  Brooklyn  . 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  , 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 

602-31-BZ.  „  „  ,  ~  T  . 

APPLICANT— Samuel  A.  Potter,  for  Roosevelt- Stone  hand 
Corp.  and  Sapotter  Realty  Corp.,  owners. 

PREMISES — Northwest  corner  of  Queens  boulevard  anc 
51st  street,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mam 
tenance  of  a  garage  for  more  than  five  (5)  moto: 
vehicles  and,  also,  a  gasoline  service  station. 

567-31-BZ. 

APPLICANT— Joseph  D.  Tarlowe,  for  Sarah  Chasser 
owner. 

PREMISES— 438-448  Glenmore  avenue  and  259  Vermor 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district,  the  erection  and  mair 
tenance  of  a  gasoline  service  station  and,  also, 
motor  vehicle  repair  shop. 


Building  Zone  Cases. 

604-31-BZ. 

APPLICANT— Michaelson  &  Bernknopf,  for  Hudson 
Realty  Co.,  Inc.,  owner. 

PREMISES— Northwest  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

J'O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 

606- 31-BZ. 

APPLICANT— Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner. 

PREMISES— Southwest  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

607- 31-BZ.  ,  ,  r 

APPLICANT— Michaelson  &  Bernknopf,  for  Ben  S. 

Michaelson,  owner. 


MARCH  1,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio: 
of  the  building  zone  resolution,  Tuesday  morning,  Mar ■ 
1,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters : 

CAL.  NO.  572-31-BZ— Application,  November  30,  1931,  und 
sections  7c  and  21  of  the  building,  zo 
resolution,  of  Martin  C.  Ort,  apphea 
on  behalf  of  Augusta  Gahrman,  own 
to  permit,  partly  in  an  unrestricted  d 
trict  and  partly  in  a  business  distn 
the  erection  and  maintenance  of  a  ga 
line  service  station;  premises  112-05 
112-07  Sutphin  boulevard,  Jamaica, 
ough  of  Queens. 

CAL.  NO.  478-31- B Z — Application,  September  28,  1931,  un- 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  P.  Powers,  applicant,  on 
behalf  of  Frank  Coiro,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  71-08 
Amstel  boulevard,  north  side,  80  ft.  east 
of  Beach  72nd  street,  Arverne,  Borough 
of  Queens. 

al.  no.  492-31-BZ — Application,  October  7,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Mamie  L.  Anderson  Pratt,  ap¬ 
plicant  and  owner,  to  permit  in  a  resi¬ 
dence  district  the  change  of  occupancy 
of  an  existing  dwelling  to  a  business 
use  (funeral  parlor)  ;  premises  32-49 
101st  street,  Corona,  Borough  of  Queens. 

al.  no.  563-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  applicant, 
on  behalf  of  Florindo  Baranello,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use ;  prem¬ 
ises  1632  Benson  avenue,  Brooklyn. 

al.  no.  587-31-BZ — Application,  December  10,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  Sustick,  applicant,  on 
behalf  of  Andrew  De  Riso,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1157-1167  East 
New  York  avenue,  north  side,  45  ft.  5^4 
in.  east  of  Portal  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  1,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

370-31-A — Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

J22-31-A — 810  Broadway,  Manhattan. 

>27-31-A — 400  Concord  avenue,  The  Bronx. 

377-31-A — 569-579  Broadway,  Manhattan. 

4-32- A — 119  Harris  avenue  and  Sherman  place  (11-17 
43rd  avenue),  Long  Island  City,  Borough 
of  Queens. 

18-32- A — 252-262  West  40th  street,  Manhattan. 

24-32-A — Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

22-32-A — 1062-1070  St.  John’s  place,  Brooklyn. 

Petitions  for  Variations. 

124-31-S — 37-28  30th  street,  Long  Island  City,  Borough  of 
.Queens. 

521-31-S — 429-431  Kent  avenue,  Brooklyn. 


MARCH  1,  1932,  3  P.  M. 

SPECIAL  MEETING  . 

Rules. 

>93-20- SR — Rule  155  of  Plumbing  Rules,  to  Hold  in  Abey¬ 
ance. 


MARCH  4,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  March 
4,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  410-31-BZ — Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louise  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  500-31-BZ — Application,  October  9,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Maurice  Z.  Bungard,  ap¬ 
plicant,  on  behalf  of  2762  West  17th 
Street  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
poultry  slaughter  house;  premises  2762- 
2764  Cropsey  avenue,  west  side,  80  ft. 
north  of  Neptune  avenue,  Brooklyn. 

cal.  no.  523-31-BZ — Application,  October  26,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  Martin  Cohen,  applicant, 
on  behalf  of  Antonia  Panasci,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  1726-1738  Gravesend  avenue, 
west  side,  180  ft.  south  of  Avenue  O, 
Brooklyn. 

cal.  no.  508-31-BZ — Application,  October  14,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Frederick  Wellman,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  130-23  Spring- 
field  boulevard,  Springfield,  Borough  of 
Queens. 

cal.  no.  544-31-BZ — Application,  November  10,  1931,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  Croker  National  Fire  Prevention 
Engineering  Co.,  applicant,  on  behalf 
of  John  Centrone,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  784-786 
Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

cal.  no.  588-31-BZ — Application,  December  10,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Shalex  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso- 
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line  service  station;  premises  4355-4363 
Broadway,  northwest  corner  of  West 
186th  street,  Manhattan. 


CAL. 


no  589-31-BZ— Application,  December  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Siegel,  applicant,  on  be¬ 
half  of  Arthur  H.  Beil,  owner,  to  per¬ 
mit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  159-01  to  159-03  114th 
avenue  (Linden  boulevard),  northeast 
corner  of  159th  street,  and  159-02  to 
159-04  Meyer  avenue,  Jamaica,  Borough 
of  Queens. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  8,  1932,  AT  2  P  M. 

Building  Zone  Cases. 

573-31-BZ. 

APPLICANT— Frank  J.  Fennimore,  for  Rose  Fennimore 
and  Maria  Marchisiello,  owners. 

PREMISES— 564-566  East  New  York  avenue,  south  side, 
329  ft.  7  in.  east  of  Brooklyn  avenue,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 


c \l  no.  128-31-BZ — Application,  March  17,  1931;  granted 
on  condition  for  a  garage  July  7,  1931; 
reopened  and  time  extended  to  obtain 
permits  and  complete  work  January  5, 
1932;  also  reopened  under  sections.  7e 
and  21  of  the  building  zone  resolution, 
of  Leon  Levy,  applicant,  on  behalf  of 
Birdie  Levy,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  of  a  garage 
(permission  to  erect  which  .was  granted 
by  the  board)  by  constructing  openings 
on  the  first  and  second  ,  stories,  in  the 
division  wall  between  this  building  and 
the  building  adjoining  to  the  east ;  prem¬ 
ises  248  West  69th  street,  Manhattan. 

CAL.  NO.  334-31-BZ— Application,  July  1,.  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931 ;  reopened  and  restored  to  Calen¬ 
dar  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of 
Shirley  Kahn,  applicant,  on  behalf  of 
American  Seal  Kap  Corp.,  owner,  to 
permit  in  a  business  district,  the  change 
of  the  occupancy  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop;  premises  11-11  to  11-27 
44th  drive  (Nott  avenue),  Long  Island 
City,  Borough  of  Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


MARCH  4,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

608-31-A — 318-330  Grand  street,  southeast  corner  of  Haver- 
meyer  street,  Brooklyn. 

241-31 -A — 119  West  33rd  street,  Manhattan. 

230-31- A — 117  Wrest  33rd  street,  Manhattan. 

Petitions  for  Variations. 

580-31-S — 311-313  East  116th  street,  Manhattan. 

436-31-S — 18  East  49th  street,  Manhattan. 

505-31  -S — 160  Madison  avenue  (fifth  floor),  Manhattan. 
612-31-S— 37-41  East  58th  street,  36-54  East  59th  street 
and  617-627  Madison  avenue,  Manhattan. 

51 8-31- S — 53  West  56th  street,  Manhattan. 

555-31-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 
139  Fulton  street,  Manhattan. 

395-30-S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

Appliance  Submitted  for  Approval. 

540-31- S A — Acoustex  Material,  approval  of. 


599-31-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ideal  Cleaners  and 
Dyers,  Inc.,  owner. 

PREMISES — 237-239  Nostrand  avenue,  east  side,  25  ft. 
north  of  Kosciusko  street,  Brooklyn. 

APPLICATION,  under  sections  7a,  7b  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  dyeing  establishment. 

10-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Marmion  Avenue  Corp.,  , 
owner. 

PREMISES — West  side  of  Southern  boulevard,  184.27  ft. 

south  of  East  180th  street,  The  Bronx.  .  .  | 

APPLICATION,  under  sections  7a  and  7e  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 

25-32-BZ. 

APPLICANT— John  M.  Baker,  for  Cypress  Homes  Corp., 
owner. 

PPEMISES — North  side  of  Rockaway  boulevard,  121  ft. 
west  of  75th  street,  Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

27-32-BZ. 

APPLICANT — Joel  D.  Marder,  for  Columbus  O’D.  Iselin, 
owner. 

PREMISES — 127  West  52nd  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  j 

TO  PERMIT  in  a  business  district  the  conversion  of  the 
occupancy  of  a  building  used  as  a  garage  for  five  (5) 
motor  vehicles  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

489-29-BZ. 

APPLICANT— Bennett  &  Koeppel,  for  Mary  G.  Leggett 
owner. 

PREMISES — 1985-1995  Ocean  avenue,  southeast  corner  ol 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon( 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  and  residence  building  (store: 
and  dwellings):  (previously  withdrawn;  reopenei 
February  9,  1932). 

55-32-BZ. 

APPLICANT— Benjamin  Driesler,  Jr.,  for  Realty  Asso 
ciates,  Inc.,  owner. 
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PREMISES — 128-138  Brighton  Beach  avenue,  south  side, 
110.8  ft.  west  of  Calm  street,  Brooklyn. 
APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

427-31-BZ. 

i  APPLICANT — Harry  Urquhart,  for  Superior  Welding  & 
Cutting  Corp.,  owner. 

PREMISES — 289-291  Palmetto  street  and  577  Knicker¬ 
bocker  avenue,  Brooklyn. 

APPLICATION,  under  sections  0,  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  occupancy  for  an 
open  air  parking  space  for  more  than  five  (5) 
motor  vehicles  and,  also,  minor  repairs  to  motor 
vehicles  of  a  plot  now  occupied  by  two  (2)  four- 
car  garages,  a  dwelling  and,  also,  a  motor  vehicle 
repair  shop. 

« - 

MARCH  8,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
8,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

•cal.  no.  558-31-BZ — Application,  November  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jackson  Avenue  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
i  gasoline  service  station ;  premises  north 

side  of  Queens  boulevard,  between  64th 
street  and  65th  street,  Winfield,  Bor¬ 
ough  of  Queens. 

ft 

cal.  no.  570-31-BZ — Application,  November  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Bausch,  applicant,  on 
behalf  of  Gross  &  Lemmerman,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  231st  place  and  Merrick  road, 
Laurelton,  Borough  of  Queens. 

cal.  no.  268-31-BZ — Application,  May  28,  1931 ;  laid  over 
for  full  vote  of  the  board  July  28,  1931; 
previous  vote  reconsidered  and  applica¬ 
tion  granted  on  certain  conditions  No¬ 
vember  24,  1931 ;  reopened  February  16, 
1932,  on  request  of  Philip  J.  Sinnott, 
representing  Elsie  Realty  Co.,  objector — 
re  Application,  under  section  21  of  the 
building  zone  resolution,  of  Nicholas 
Madonna,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  use  and  “D”  area 
district  the  erection  and  maintenance  of 
an  apartment  building  not  conforming 
with  the  building  zone  requirements; 
premises  234  East  203rd  street,  south 
side,  42.16  ft.  west  of  Valentine  avenue, 
The  Bronx. 

AL.  NO.  609-31-BZ — Application,  December  23,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 


half  of  Estate  of  Edward  Brennan, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  3469-3471 
Bronx  boulevard,  west  side,  150  ft. 
north  of  East  210th  stret,  The  Bronx. 

cal.  no.  619-31-BZ — Application,  December  31,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  Kearney,  applicant,  on 
behalf  of  Estate  of  Israel  Miller,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  148-16  to  148-26 
lllth  avenue,  Jamaica,  Borough  of 
Queens, 

CAL.  NO.  2-32-BZ— Application,  January  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  be¬ 
half  of  Simon  P.  Emory,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1662-1668  Westchester 
avenue  and  1685-1691  Metcalf  avenue, 
southwest  corner,  The  Bronx. 

cal.  no.  12-32-BZ — Application,  January  7,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  Benon,  applicant,  on  behalf 
of  George  White,  owner,  to  permit  in 
a  business  district  the  change  of  occu¬ 
pancy  of  a  portion  of  an  existing  .build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  6513-6519  Fifth 
avenue,  northeast  corner  of  66th  street, 
Brooklyn. 

cal.  no.  499-31-BZ — Application,  October  9,  1931 ;  denied 
January  5,  1932;  reopened  February  2, 
1932,  under  section  21  of  the  building- 
zone  resolution,  of  Charles  D.  Cords, 
applicant,  on  behalf  of  Louis  Cherleck 
and  Catherine  Cherleck,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  262-10  Hillside  ave¬ 
nue,  southwest  corner  of  263rd  street, 
Floral  Park  Gardens,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 

T cmporary  Chairman. 


MARCH  8,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

618-31-A — 58  West  15th  street,  Manhattan. 

28-32- A — 208-210  West  56th  street,  Manhattan. 

Petitions  for  Variations. 

535-31-S — 301-303  Third  avenue,  Brooklyn. 

461-30-S — 521-531  West  57th  street  and  518-528  West  58th 
street,  Manhattan. 

594-31-S — 306-308  East  149th  street,  The  Bronx. 

20-32-S — 25-33  Marcy  avenue,  Brooklyn. 


MARCH  11,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
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of  the  building  zone  resolution,  Friday  morning,  March 
11,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on’  the  following  matters: 


CAI.. 


no  416-31-BZ — Application,  August  24,  1931,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  A.  M.  Beck  Realty  Corp., 
owner,  to  permit  in  a  residence  district 
the  change  of  occupancy  of  the  base¬ 
ment  story  of  an  existing  dwelling  to 
business  use  (restaurant)  ;  premises  159 
West  73rd  street,  north  side,  219  ft. 
east  of  Amsterdam  avenue,  Manhattan. 


district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
south  side  of  Eastern  boulevard,  Bolton 
avenue  to  White  Plains  avenue.  The 
Bronx. 

cal.  no.  547-31-BZ — Application,  November  12,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  J.  Feitelberg,  appli¬ 
cant,  on  behalf  of  Frederick  Snell, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  Northern  boulevard  and  244th 
street,  Douglaston,  Borough  of  Queens. 


CAL. 


no  422-31-BZ — -Application,  August  27,  1931,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Queens  Operators,  Inc.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits ;  premises 
northwest  corner  of  Springfield  boule¬ 
vard  and  Merrick  road,  Jamaica,  Bor¬ 
ough  of  Queens. 


CAL.  NO. 


501-31-BZ — Application,  October  13,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  A.  S.  Mongiello,  applicant,  on 
behalf  of  M.  Rigat,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  108-53  to  108-55  Roose¬ 
velt  avenue,  north  side,  500  ft.  east  of 
108th  street,  Corona,  Borough  of 
Queens. 


CAL  NO.  17-32-BZ— Application,  January  11,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  applicant 
on  behalf  of  Gerosa  Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  oi 
a  garage  for  more  than  five  (5)  motoi 
vehicles;  premises  east  side  of  Webstei 
avenue,  170.37  ft.  south  of  East  182nc 
street,  The  Bronx.  \ 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  11,  1932,  3  P.  M. 

SPECIAL  MEETING. 
Rules. 

217-21- SR— Fuel  Oil  Rules,  Amendment  to. 


cal.  no.  329-31-BZ — Application,  June  30,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Leiman,  applicant,  on  behalf 
of  Samuel  Meyerowitz,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use  (store)  ; 
premises  57-61  71st  street,  Maspeth, 
Borough  of  Queens. 

cal  no  528-31-BZ — Application,  October  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  George  W.  Horr, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  70-52  Kis- 
sena  boulevard,  northwest  corner  of 
70th  road,  Flushing,  Borough  of  Queens. 

cal  no  480-31-BZ — Application,  September  29,  1931,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  R.  L-  Giffen,  applicant, 
substituted  for  Christian  S.  Juell,  on 
behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 

cal  no.  521-31-BZ — Application,  October  22,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Pantrejay  Realty  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district,  extending  from  an  unrestricted 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  15,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

293-31-BZ. 

APPLICANT— J.  &  V.  Beach  Holding  Corp.,  owner. 
PREMISES— Southeast  corner  of  Layton  avenue  and  bhoi 
drive,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zoi 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  gasoline  service  station. 

550-31-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Lena  E.  Batch 
owner. 

PREMISES — 2838-2846  West  2nd  street,  west  side,  106 
1  yA  in.  north  of  Neptune  avenue,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zo 
resolution,  .  , 

TO  PERMIT  in  a  residence  use  district  the  erection  oi 
garage  for  more  than  five  (5)  motor  vehicles. 


APPLICANT— Edward  Cosgrove,  owner. 

PREMISES — 500  Henderson  avenue,  south  side,  74.11 
east  of  Davis  avenue,  West  New  Brighton,  Borou 
of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  residence  use  and  “E”  area  district  1 
erection  and  maintenance  of  a  business  buildi 
(store)  and,  also,  the  omission  of  the  required  i 
(10)  foot  setback  from  the  street  line. 
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441-31-BZ. 

APPPLICANT — Herman  Katz,  for  Isidore  Popkin,  owner. 
PREMISES — 7702-7704  Flatlands  avenue,  southeast  corner 
of  East  77th  street,  Brooklyn. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  February  23, 
1932). 

58-32-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Fred  W.  Plate, 

owner. 

PREMISES — 5701-5711  20th  avenue,  southeast  corner  of 
57th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 
_ 

MARCH  15,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
15,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  564-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  appli¬ 
cant,  on  behalf  of  Sarah  Silberstein, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  842-852 
Ralph  avenue,  west  side,  280  ft.  north  of 
Church  avenue,  Brooklyn. 


cal.  no.  485-20-BZ — Application,  July  16,  1920;  granted  on 
certain  conditions  September  14,  1920 ; 
reopened  June  16,  1931,  under  section 
7b  of  the  building  zone  resolution,  of 
Raymond  Irrera,  applicant,  on  behalf  of 
2521  Broadway  Corp.,  owner,  to  permit 
a  modification  of  a  resolution  adopted 
by  the  board  for  the  use  of  the  two  (2) 
upper  stories  of  a  building  for  factory 
purposes  (originally  limited  to  office 
use)  ;  denied  January  12,  1932;  reopened 
under  new  facts  February  2,  1932 ;  prem¬ 
ises  2521-2523  Broadway,  northwest 
corner  of  West  94th  street,  Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


MARCH  15,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

30-32-A — 346-364  Vanderbilt  avenue,  northwest  corner  of 
Greene  avenue,  Brooklyn. 

39-32- A — 1750  Webster  avenue,  The  Bronx. 

45-32-A — 116-118  West  14th  street,  Manhattan. 

48- 32- A — 32-36  West  18th  street,  Manhattan. 

Petitions  for  Variations. 

50- 32-S — 210-216  Eleventh  avenue  and  564-568  West  25th 

street,  Manhattan. 

51- 32-S — 22-24  Clinton  avenue,  Brooklyn. 

33-32-S — 11  East  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval, 

49- 32-SA — Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 

proval  of. 

65-32-SA — Elkhart  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  FEBRUARY  19,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 


BUILDING  ZONE  CASES. 

329-31-BZ. 

APPLICANT — Jacob  Leimon,  for  Samuel  Meyerowitz, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  business  use  (store). 

PREMISES  AFFECTED— 57-61  71st  street,  Maspeth, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Leimon. 

For  Opposition:  Frank  Byrne,  Mrs.  M.  Boyle  and 
Inspector  Rudolph  Schmidt  for  bureau  of  build¬ 
ings. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


528-31-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  L»’  George 
W.  Horr,  owner. 


SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Patrick  J.  Walsh. 

For  Opposition:  Nbne. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


480-31-BZ. 

APPLICANT — R.  L.  Giffen,  substituted  for  Christian  S. 
Juell,  for  Long  Island  Theatres  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop  and  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — South  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flushing,  Borough 
of  Queens. 
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APPEARANCES—  ,  T 

For  Applicant :  William  T.  Powers  and  R.  L.  Giffen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 

hnnrrl 


367-31-BZ. 

APPLICANT — Harry  Urquhart,  for  Alexander  Mintz, 

owner.  .  ,  «  , 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta- 

P REMISES  AFFECTED— Northeast  corner  of  117th  street 
and  101st  avenue,  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  Rosenberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  . 

Absent  . 


335-28-BZ. 

APPLICANT— Celia  Rosoff,  owner.  . 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  October  2 < ,  19ol). 

PREMISES  AFFECTED— 516-522  Sheepshead  Bay  road, 
southeast  corner  of  West  5th  street,  Brooklyn. 


APPEARANCES— 

For  Applicant:  George  H.  Rosen. 

For  Opposition:  Irving  Markowitz. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 


plication  denied.  _ 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative  . > . .  •  •  •  • 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Absent  . 


THE  RESOLUTION— 


(335-28-BZ) 

Whereas,  Celia  Rosoff,  owner,  filed,  April  11,  1928, 
denied  December  4,  1928 ;  request  to  reopen  denied  May  SI, 
1929;  reopened  October  27,  1931,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  516-522  Sheepshead  Bay  road,  southeast  corner  of  West 
5th  street,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this .  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  19,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sheepshead  Bay  road  is  in  a 
business  district;  West  5th  street  is  in  a  business  district, 
and  West  3id  street  is  in  a  business  district;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  4,  1928  (re  Applic.  No.  44i6-28),  reads: 

"Proposed  establishment  of  a  gasoline  station  within 
a  business  district  contrary  to  Building  Zone  resolution 
Art.  4,  Sec.  46  for  prohibited  use.  Therefore  application 
denied.” ; 

and  .  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  43  ft.  6  in.  on  West  5th  street  and  76  ft.  9 % 
in.  on  Sheepshead  Bay  road,  upon  which  it  is  proposed  to 
erect  a  small  one-story  office,  three  individual  garages  and 
the  necessary  tanks  and  pumps  for  a  gasoline  service  station; 

and  _  t  .  J'  I 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection  was 
made  and  report  of  same  read  and  adopted  at  this  hearing 
and  made  part  of  this  resolution,  the  report  reading: 

“Cal.  No.  335-28-BZ. 

“Premises  516-522  Sheepshead  Bay  road,  southeast  corner 
of  West  5th  street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  February  3,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station.  V  ; 

“The  premises  in  question  have  a  frontage  of  ap¬ 
proximately  77  ft.  on  Sheepshead  Bay  road  with  a  depth 
of  approximately  96  ft.,  irregular  in  shape. 

“At  the  present  time  there  are  erected  on  the  premises 
five  one-car  garages  and  a  two-story  stucco  dwelling  for 
the  accommodation  of  two  families.  7  j 

“The  bases  of  appeal  under  section  21  are,  briefly,  as 
follows :  p  j 

“Property  acquired  by  the  owner  about  ten  years  ago, 
the  plot  at  that  time  being  larger  than  it  is  at  the 
present  time,  the  reduction  in  size  being  due  to  the  ac¬ 
quisition  of  part  of  these  premises  by  the  City  of  New 
York  for  the  widening  of  Sheepshead  Bay  road.  It 
might  be  well  to  note,  however,  at  this  time,  the  pur¬ 
chase  price  ten  years  ago,  as  stated  at  the  hearing,  was 
$11,500.  The  city  paid,  in  condemnation  proceedings 
for  the  portion  acquired  by  it  $18,000,  and,  after  paying 
mortgages,  legal  fees,  etc.,  the  owner  had  an  equity  of 
$10,000  out  of  this  $18,000,  the  assessed  valuation  today 
•  of  the  property  being  approximately  $19,000.  The  owner 
further  stated  that  this  $10,000,  the  net  amount  left  the 
owner  from  the  $18,000  award  by  the  city,  was.  used  in 
the  construction  of  the  two-story  stucco  dwelling  now 
on  the  premises.  It  is  hard  to  conceive,  however,  how 
such  a  construction  as  now  exists  could  have  cost  much 
more  than  $5,000  or  $6,000. 

“However,  the  principal  basis  of  appeal  under  hardship 
is  the  following :  A  similar  application  for  the  same 
use  on  these  premises  was  denied  by  this  board  on  De¬ 
cember  4,  1928.  A  certiorari  was  then  started  and  taker 
to  the  courts  from  the  determination  of  the  board.  The 
.Supreme  Court,  Appellate  Division,  sustained  the  deter¬ 
mination  of  the  board. 

“During  these  court  proceedings  the  premises  at  508 
510  Sheepshead  Bay  road,  a  distance  of  approximatel) 
30  ft.  from  the  premises  under  appeal,  were  granted  \ 
permit  by  the  fire  department  for  the  extension  of  < 
then  existing  gasoline  station  to  permit  the  erection  anc 
installation  of  four  gasoline  pumps  instead  of  one,  whicl 
was  on  the  property  prior  to  the  appeal  for  the  gasolim 
service  station  on  the  premises  under  appeal. 

“As  to  the  first  objection,  namely,  reduction  of  th< 
plot  caused  by  the  widening  of  Sheepshead  Bay  road 
the  amount  paid  for  the  portion  taken  by  the  city  wa 
$6,500  in  excess  of  the  amount  paid  by  the  owner  fo 
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the  entire  plottage  about  ten  years  ago,  which  would  be 
about  1922  or  1923. 

“It  is  also  well  to  note  at  this  time,  in  regard  to  this 
objection,  that  this  award  was  made  by  the  city  prior 
•  to  1924,  as  it  was  stated  at  the  hearing  that  the  two- 

!  family  house  referred  to  now  on  the  premises  was  con¬ 

structed  in  or  about  1924. 

“As  regards  the  second  objection — a  permit  for  a 
|  gasoline  station  for  508-510  Sheepshead  Bay  road —  it  is 
the  policy  of  the  fire  department  when  a  permit  has 
legally  been  issued  to  reissue  it  on  application. 

“The  knowledge  of  this  existing  gasoline  station  and 
permit  was  before  the  board  on  its  prior  determination 
on  December  4,  1928. 

“With  the  exception  of  the  gasoline  station  now  on 
508-510  Sheepshead  Bay  road  there  are  no  other  non- 
'  conforming  uses  on  either  Sheepshead  Bay  road  or  West 
5th  street  to  the  next  intersecting  streets  in  any  direc¬ 
tion. 

“There  have  been  filed  with  this  application  eighteen 
objections  and  no  consents. 

“The  committee  is  of  the  opinion,  therefore,  that  the 
application  is  not  substantiated  under  section  21 — hard¬ 
ship — and  recommends  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

,nd 

Whereas,  said  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21 — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
lgs  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
nd  it  hereby  is  denied. 

47-31-BZ. 

APPLICANT — Harry  Korn,  for  Samuel  Shore  and  Harry 
Korn,  owners. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  a  factory  building 
and  the  extension  of  the  existing  business  use. 
’REMISES  AFFECTED — 296-300  Putnam  avenue,  south 
side,  300  ft.  east  of  Nostrand  avenue,  Brooklyn. 
\PPEARANCES — 

For  Applicant :  E.  L.  Simon  and  Harry  Korn. 

For  Opposition:  Jacob  N.  Broudy. 
iCTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

'HE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

'HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

'HE  RESOLUTION— 

(447-31-BZ) 


’  Whereas,  Harry  Korn,  for  Samuel  Shore  and  Harry 
vorn,  owners,  filed,  September  11,  1931,  an  application,  under 
he  building  zone  resolution,  to  permit  in  a  residence  district 
he  alteration  and  extension  of  a  factory  building  and  the 
xtension  of  the  existing  business  use;  premises  296-300 
Jutnam  avenue,  north  side,  300  ft.  east  of  Nostrand  avenue, 
jlorough  of  Brooklyn ;  and 

V  iiereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  special  meeting, 
’ebruary  19,  1932,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Putnam  avenue  is  in  a  residence 
district;  Jefferson  avenue  is  in  a  residence  district;  Nos¬ 
trand  avenue  is  in  a  business  district,  and  Marcy  avenue  is  in 
a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  7,  1932  (re  App.  No.  8304-31),  reads: 

“Extending  factory  in  a  residential  zone  contrary  to 
Art.  II,  Sec.  6  of  the  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  lot  60  ft.  by  60  ft.  4  in. 
to  100  ft.,  irregular,  in  depth,  upon  which  is  erected  a  non- 
fireproof  building,  one  and  two  stories  in  height,  60  ft.  by 
50  ft.  on  the  front  of  the  lot,  occupied  for  the  manufacture 
of  store  fixtures  and  garage;  it  is  proposed  to  erect  a  one- 
story  rear  extension,  20  ft.  by  48  ft.  2  in.;  to  discontinue 
the  garage,  and  use  the  space  now  occupied  by  the  garage 
together  with  the  new  extension  for  office,  showroom  and 
storage  purposes  only ;  the  existing  factory  use  in  the  west¬ 
erly  section  of  the  building  will  continue  in  accordance  with 
certificate  of  occupancy  now  in  force  (a  copy  of  which  is 
filed  with  this  application);  entirely  within  a  residence  use 
district;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection  was 
made  and  report  of  same  read  and  adopted  at  this  hearing 
and  made  part  of  this  resolution,  the  report  reading: 

“Cal.  No.  447-31-BZ. 

“Premises  296-300  Putnam  avenue,  north  side,  300  ft.  east 
of  Nostrand  avenue,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  February  10,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7a  and  21  of 
the  building  zone  resolution  to  permit  in  a  residence 
district  the  alteration  and  extension  of  a  factory  building 
and  the  extension  of  an  existing  business  use. 

“The  premises  in  question  have  a  frontage  of  60  ft.  on 
Putnam  avenue,  with  a  depth  of  approximately  60  ft.  on 
the  westerly  lot  line  and  100  ft.  on  the  easterly  lot 
line. 

“The  easterly  20  ft.  of  these  premises  have  a  depth 
of  100  ft.  and  the  westerly  40  ft.  have  a  depth  of  ap¬ 
proximately  60  ft. 

“It  is  proposed  to  erect  a  one-story  extension  to  the 
rear  of  the  portion  of  the  building  on  the  easterly  20  ft, 
of  the  premises  for  a  depth  of  approximately  48  ft. 

“The  rear  portion,  20  ft.  by  approximately  48  ft.,  on 
the  easterly  side  of  the  premises,  was  purchased  in 
1927. 

“The  existing  building  on  the  balance  of  the  premises 
was  erected  prior  to  1916  and  has  evidently  been  used  for 
factory  use  since  that  time. 

“Section  7a  of  the  building  zone  resolution  does  not 
apply  to  this  application  in  that  the  portion  on  which 
it  js.  proposed  to  erect  the  extension  was  not  part  of  the 
original  plot  prior  ,  to  1916,  having  been  purchased  in 
1927.  The  application,  therefore,  is  based  on  section  21 
of  the  building  zone  resolution. 

“These  premises,  prior  to  1924,  were  used  for  a 
mattress  factory,  but,  at  the  present  time,  are  supposed 
to  be  used,  under  the  existing  certificate  of  occupancy, 
No.  1039,  dated  November  25,  1924,  for  factory  work  on 
the  first  floor  only;  offices  and  stock  room  on  the  second 
floor;  the  building  being  one  and  two  stories  in  height. 
The  factory  work  conducted  on  the  premises  under  the 
existing  certificate  of  occupancy  is  for  the  manufacture 
of  butchers’  fixtures. 

“At  the  time  of  the  inspection  the  committee  took 
note  of.  the  fact  that  the  present  certificate  of  occupancy 
was  being  violated  in  that  the  second  floor  was  being 
used  for  factory  work,  there  being  installed  four 
machines,  three  of  which  are  power  driven,  and  four 
men  engaged  in  the  manufacture  of  butchers’  fixtures. 
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“As  noted,  the  certificate  of  occupancy  calls  for  the 
second  story  to  be  used  for  offices  and  stock  room. 

“The  one-story  non-fireproof  building  on  the  easterly 
side  of  the  premises  is  used  at  the  present  time  *°j" 
storage  of  lumber  and  one  commercial  automobile  used 
in  the  conduct  of  the  business  conducted  on  the  premises. 

“As  noted  heretofore  the  premises  are  wholly  within 
a  residence  use  district. 

“One  of  the  objects  of  the  enactment  of  the  zoning- 
regulations  was  that  these  obsolete  non-conforming  uses 
would  in  time  be  discontinued  and  the  premises  revert 

to  the  use  for  which  it  is  zoned. 

“If  owners  are  encouraged  to  extend  these  non-con¬ 
forming  uses  on  to  newly  acquired  land  it  would  seri¬ 
ously  defeat  one  of  the  real  intentions  of  the  building 
zone  resolution. 

“The  properties  along  Putnam  avenue,  between  JNlos- 
trand  avenue  and  Marcy  avenue,  are  practically  all  de- 
veloped  and,  where  developed,  are  mostly  conforming 
residential  uses,  with  the  exception  of  two  small  busi¬ 
ness  uses  on  the  south  side  of  Putnam  avenue,  a  short 
distance  east  of  the  premises  under  appeal.  _ 

“There  have  been  filed  with  this  application  seven 
objections  and  an  objecting  petition,  to  January  25,  1932. 

“The  committee  is  of  the  opinion,  therefore,  due  to  the 
surrounding  conforming  development,  with  the  exceptions 
as  noted,  and  the  number  of  objections  and  no  consents, 
and,  further,  due  to  the  fact  that  the  present  occupant 
of  the  premises  is  not  occupying  it  at  the  present  time 
in  accordance  with  the  certificate  of  occupancy,  the  ap¬ 
plication  is  not  substantiated  under  section  21 — hardship 
— and  recommends  denial  of  the  appeal. 

“(Signed)  HENRY  L-  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and  . 

Whereas,  said  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21 — hardship. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


APPLICANT— Thomas  O’Rourke  Gallagher,  for  Louis 
Lafreniere,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings) ,  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 126-14  Merrick  boulevard, 
northwest  corner  of  127th  avenue,  Springfield,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Patrick  J.  Walsh. 

For  Opposition:  None. 

ACTION  OF  BOARD— Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(529-31-BZ) 


Whereas.  Thomas  O’Rourke  Gallagher,  for  Louis  Lafren¬ 
iere,  owner,  filed,  October  28,  1931,  an  application,  under  the 


building  zone  resolution,  to  permit,  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  126-14  Mer¬ 
rick  boulevard,  northwest  corner  of  127th  avenue,  Springfield, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  19,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  boulevard  is  in  a  business 
district;  127th  avenue  is  in  a  residence  district;  126th  avenue 
is  in  a  residence  district,  and  Selover  road  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  13,  1931  (re  Plan  No.  N.  B.  43250-1931), 
reads : 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  and  extending  into  a  residence  district  is 
contrary  to  Art.  2,  Sec.  3  and  4  of  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  141.37  ft.  on  127th 
avenue  and  120.27  ft.  on  Merrick  boulevard,  upon  which  it  is 
proposed  to  erect  a  one-story  office,  20  ft.  by  20  ft.  in  area, 
grease  pits  and  to  install  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station;  and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  by  a  committee  of  the  board,  which  inspection  was 
made,  report  of  same  read  at  this  hearing  and  adopted,  and 
made  part  of  this  resolution,  the  report  reading: 

“Cal.  No.  529-31-BZ. 

“Premises  126-14  Merrick  boulevard,  northwest  corner  of 
127th  avenue,  Springfield,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  February  3,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case.  » 

“This  is  an  application  under  section  21 — hardship — 
to  permit,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

“The  premises  in  question  have  a  frontage  of  approx¬ 
imately  120  ft.  on  Merrick  boulevard  and  141  ft.  on  127th 
avenue.  A  small  triangular  portion  on  127th  avenue  is 
in  the  residence  use  district,  the  balance  in  the  business 
district. 

“The  applicant  contends  these  premises  were  used  and 
permit  issued  for  a  gasoline  service  station  on  July  26, 
1915,  and  in  continuous  use  since  that  time  up  to  January 
17,  1928,  and  discontinued  subsequent  to  that  date  due  to 
the  widening  of  Merrick  boulevard. 

“The  premises  in  question  are  known  as  Lot  No.  1, 
Block  3207. 

“The  records  of  the  fire  department  show,  File  No. 
3374-01,  that  a  permit  was  issued  for  the  southwest  cor¬ 
ner  of  Merrick  road  and  127th  or  Von  Spiegel  avenue 
on  July  26,  1916,  and  continued  in  use  to  May  4,  1925,. 
and  in  the  report  of  company  commander  of  Company 
302  the  use  was  discontinued  April  4,  1925. 

“This  file  also  shows  that  this  permit  was  granted 
for  Lot  No.  103  of  Block  3216.  This  is  the  southwest 
corner  of  Merrick  boulevard  and  127th  avenue  and  not 
the  premises  under  appeal  in  this  case. 

“Fire  Department  File  No.  62399.11  shows  that  ap¬ 
plication  for  a  gasoline  service  station  for  the  southwest 
corner  of  Merrick  boulevard  and  127th  avenue  was  made 
on  December  31.  1927,  and  issued  and  continued  in  force 
to  December  6,  1929.  Subsequently  an  application  was 
made  for  motor  vehicle  repair  shop,  which  was  denied. 

“It  is  evident  then  from  these  records  that  no  applica¬ 
tion  had  ever  been  made  or  permit  issued  or  gasoline 
station  erected  on  the  premises  under  appeal  in  this 
case.  This  fact  is  further  borne  out  by  the  physical  con- 
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dition  of  these  two  plots  as  noted  by  the  committee  of 
inspection  at  the  time  of  the  inspection. 

“On  the  southwest  corner,  facing  127th  avenue,  there 
is  a  large  concrete  slab,  approximately  40  ft.  in  length 
on  127tL  avenue  with  a  depth  of  20  to  25  ft.,  evidently 
used  at  one  time  for  driveway  into  these  premises. 

“The  present  physical  condition  of  the  plot  under 
appeal  would  seem  to  indicate  that  no  structure  or  in¬ 
stallation  of  gasoline  service  station  had  at  any  time 
been  made. 

“On  the  northwest  corner  of  126th  avenue  and  Mer¬ 
rick  boulevard  there  is  now  established  a  gasoline  service 

station. 

“On  the  south  side  of  Merrick  boulevard,  east  of  the 
premises  under  appeal,  approximately  a  distance  of  275 
to  300  ft.,  there  is  also  established  a  gasoline  service 

station. 

“Adjoining  the  property  under  appeal  to  the  west  is  a 
large  plot  of  ground  a  portion  of  which  is  used  as  a 
junk  yard. 

“On  the  north  side  of  Merrick  road,  between  Ander¬ 
son  road  and  Zoller  road,  the  whole  block  front  is  taken 
up  with  gasoline  service  stations.  The  block  frontage, 
however,  on  the  north  side  of  Merrick  boulevard,  be¬ 
tween  Anderson  road  and  Selover  road,  which  is  di¬ 
rectly  opposite  the  premises  under  appeal,  is  now  de¬ 
veloped  with  one-story  stores,  one-half  of  these  having- 
been  built  since  the  filing  of  this  application.  The 
majority  of  these  stores  are  now  occupied,  those  vacant 
being  mostly  in  the  new  portion  erected  since  the  filing 
of  this  application. 

“West  of  Selover  road  on  Merrick  boulevard,  between 
Selover  road  and  Leslie  road,  although  shown  vacant 
on  the  plans  filed  with  this  appeal,  there  are  six  one- 
story  business  buildings,  all  occupied.  The  next  block 
to  the  west  on  Merrick  boulevard,  on  the  north  side,  is 
developed  for  a  distance  of  125  ft.  with  one-story  brick 
store  buildings,  all  occupied,  adjoining  which  to  the  west 
is  a  gasoline  service  station.  The  intersecting  streets  in 
this  locality,  north  and  south  of  Merrick  boulevard,  are 
in  the  residential  zone  and  are  developing  with  conform¬ 
ing  residential  buildings. 

“Briefly  summing  up  the  present  development  on  Mer¬ 
rick  boulevard  we  find  the  following  conditions : 

“Within  one  block,  distant  250  to  300  ft.  east  and 
west  of  the  property  under  appeal,  on  both  the  north 
and  south  sides,  there  now  exist  gasoline  service  stations. 
Between  these  stations,  on  the  north  side,  one-story  tax¬ 
payers  for  business  use  have  been  erected.  On  the 
south  side,  or  the  same  side  as  the  property  under  appeal, 
between  the  existing  gasoline  stations,  the  properties  are 
vacant  excepting  the  adjoining  premises  to  the  west, 
which  is  used  as  a  junk  yard  for  old  automobiles. 

“As  noted  in  this  report,  a  permit  for  a  gasoline 
station  was  issued  by  the  fire  department  for  the  south¬ 
east  corner  of  Merrick  boulevard  and  127th  avenue  on 
July  26,  1916,  and  continued  in  force  to  December  6, 
1929. 


: 

[ 

. 

SPECIAL  MEETING 

FRIDAY  AFTERNOON,  FEBRUARY  19,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 

— 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

J30-31-A. 

\PPELLANT — Peter  C.  Spence,  chief,  Bureau  of  Fire  Pre¬ 
vention;  Sulken  Block  Realty  Co.,  owner. 

SUBJECT — Appeal  for  the  revocation  of  Certificate  of  Oc¬ 
cupancy  No.  4425  issued  by  the  superintendent  of 
buildings  under  date  of  March  22,  1922. 


“I here  have  been  filed  with  this  appeal  no  objections 
and  no  consents  as  of  January  19,  1932. 

Due  to  the  surrounding  conditions  on  both  the  north 
and  south  sides  of  Merrick  boulevard,  the  committee  is 
of  the  opinion  that  the  properties  on  the  south  side  would 
not  be  detrimentally  affected  by  the  establishing  of  the 
uses  sought,  and  it  is  questionable  whether  the  premises 
under  appeal  could  be  developed  with  a  conforming  use 
aiU  give  a  reasonable  return  on  the  investment. 

1  lie  committee,  therefore,  recommends  the  granting 
of  this  appeal  with  such  safeguards  as  will  protect  ad¬ 
joining  and  abutting  properties. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 
and 

Whereas,  said  report  recommends  the  granting  of  this 
application  under  section  21 — hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  along  the  rear  and  westerly  lot 
lines  a  masonry  wall,  not  less  than  10  ft.  in  height,  coped 
with  architectural  terra  cotta  or  stone  trim,  faced  with  white 
enamel  brick  of  panel  design,  the  walls  to  be  racked  back 
if  desired  or  sloped  back  from  the  building  line  of  each 
street  front  at  an  angle  of  approximately  forty-five  degrees ; 
that  there  shall  be  erected  on  the  building  line  of  127th 
avenue  and  Merrick  boulevard  a  concrete  curbing,  not  less 
than  12  in.  wide  and  12  in.  in  depth,  with  but  two  openings 
on  Merrick  boulevard  and  one  opening  on  127th  avenue,  not 
more  than  12  ft.  wide  each,  with  curb  cuts  not  more  than 
14  ft.  wide;  that  the  opening  on  127th  avenue  shall  be  not 
more  than  25  ft.  from  the  intersection  of  the  building  line  on 
127th  avenue  and  Merrick  boulevard;  that  all  pumps  shall 
be  set  back  not  less  than  10  ft.  from  the  building  line;  that 
any  office  erected  on  the  premises  shall  be  not  more  than 
one  story  in  height,  of  masonry  construction,  with  Spanish 
tile  or  variegated  slate  roof,  faced  with  white  enamel  brick 
of  panel  design;  that  any  accessory  use  to  be  conducted  on 
the  premises  shall  be  housed  in  a  masonry  structure  of  sim¬ 
ilar  height  and  design  and  material  as  the  office  to  be 
erected ;  the  front  elevation  of  the  housing  for  the  proposed 
grease  pits  facing  Merrick  boulevard  shall  be  designed  with 
an  open  archway  for  exit  and  entrance  to  grease  pits;  that 
all  buildings  erected  on  the  premises  shall  be  located  on  the 
rear  of  the  property  from  Merrick  boulevard ;  that  any  ad¬ 
vertising  signs  advertising  non-conforming  use  shall  be  con¬ 
fined  to  the  illuminated  globes  of  the  pumps;  that  no  port¬ 
able  gasoline  tanks  shall  be  operated  inside  or  outside  the 
premises,  and  that  all  permits  shall  be  obtained  within  six 
months  and  any  work  involved  shall  be  completed  within 
one  year  from  the  date  of  this  action. 


Adjourned  12.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


PREMISES  AFFECTED— 117  West  33rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Inspector  Peter  Maher  of  fire  de¬ 
partment. 

For  Owner  of  Building:  D.  J.  Comyns. 

For  Administration:  Assistant  Superintendent  of 
Buildings  William  D.  Brush  and  Assistant  En¬ 
gineer  Samuel  Becker  of  bureau  of  buildings. 
ACTION  OF  BOARD — Laid  over  to  March  4,  1932,  at 
2  p.  m.,  on  request  of  assistant  superintendent  of 
buildings. 
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APPELLANT — Peter  C.  Spence,  chief,  bureau  of  Fire  Pre¬ 
vention;  Sulken  Block  Realty  Co.,  owner. 

SUBJECT — Appeal  for  revocation  of  Certificate  of  'Occu¬ 
pancy  No.  4426-1922  issued  by  the  superintendent 

of  buildings.  ,  ^  . 

PREMISES  AFFECTED— 119  West  33rd  street,  Manhat¬ 
tan. 

APPEARANCES—  ,  e  ,  Ao 

For  Appellant:  Inspector  Peter  Maher  of  hre  de¬ 
partment. 

For  Owner  of  Building:  D.  J.  Comyns. 

For  Administration:  Assistant  Superintendent  o 
Buildings  William  D.  Brush  and  Assistant  En 
gineer  Samuel  Becker  of  bureau  of  buildings. 
ACTION  OF  BOARD— Laid  over  to  March  4,  1932,  at 
2  p.  m.,  on  request  of  assistant  superintendent  ot 

buildings. 

APPELLANT— Samuel  L.  Benjamin,  for  Brownsville 
Motor  Sales  Co.,  Inc.,  owner.  .... 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 

of  buildings.  ,  . 

PREMISES  AFFECTED— 2495-2505  Atlantic  avenue, 
northeast  corner  of  East  New  York  avenue,  Brook¬ 
lyn. 

APPEARANCES—  „  „ 

For  Appellant:  James  C.  Paradise.  . 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  placed  on  Reserve  Calendar 
pending  receipt  of  an  opinion  from  the  corporation 
counsel. 

554-31-A 

APPELLANT— H.  C.  Bohack  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  tire 
commissioner. 

PREMISES  AFFECTED— 1969-2033  Metropolitan  avenue 
and  2063  Flushing  avenue,  Maspeth,  Borough  of 
Queens. 

APPEARANCES—  ,  . 

For  Appellant:  Edward  W.  Manning. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  .  _  „  _ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McEUigott .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(554-31-A) 

Whereas,  H.  C.  Bohack  Co.,  Inc.,  owner,  hied,  November 
19  1931,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  1969-2033  Metropolitan 

avenue  and  2063  Flushing  avenue,  Maspeth,  Borough  of 

Queens ;  and  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 

23,  1931  (re  Order  No.  84433-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  30,  1931,  reads: 

“In  reply  to  your  letter  of  Oct.  20th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  order  84433-F  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the  Bd.  of  Stand¬ 
ards  and  Appeals  will  not  accept  an  appeal  for  the 
reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order. 


and 


“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore  your  request  is  denied.  , 


Whereas,  the  building  is  of  brick  and  fireproof  construc¬ 
tion,  one  and  three  stories  (48  ft.)  in  height,  60  ft.  frontage 
on  Metropolitan  avenue  and  133  ft.  10  in.  frontage  on  Flush-, 
incr  avenue  by  102  ft.  4  in.  and  235  ft.  8  in.,  irregular,  in 
depth;  OCCUPIED  as  a  pork  packing  plant:  1st  story,  32 
persons;  2nd  story,  33  persons;  3rd  story,  15  persons; 
EQUIPPED  with  a  sprinkler  system;  and 
WEereas,  the  appellant  claims  the  building  in  question  is 
less  than  10,000  sq.  ft.  in  area  at  all  stories;  the  fact  that 
the  building  connects  with  one-story  buildings  at  first  story 
does  not  increase  the  floor  area  within  the  meaning  of  the 
rules  adopted  by  the  board;  to  comply  with  the  order  would 
work  an  undue  hardship  upon  the  owner;  furthermore,  the 
appellant  contends  the  occupancy  is  of  a  non-hazardou.‘ 
nature;  and 

Whereas,  the  building  is  but  48  tt.  in  height,  built  fire* 
proof  throughout,  and  complies  with  all  the  provisions  ol 
article  28  of  the  standpipe  rules  to  eliminate  the  standpipe 
excepting  for  the  3  ft.  over  the  height  allowed  under  sucl 

Whereas,  the  building  is  equipped  with  an  approved  two- 

source  wet  sprinkler  system.  _  .  .  ,  - 

Resolved,  that  the  order  and  decision  of  the  fire  cotnnns 
sioner  be  and  they  hereby  are  modified,  and  that  the  appea, 
be  and  it  hereby  is  granted,  as  to  Order  No.  84433-F,  Iten 
1  on  condition  that  the  building  shall  be  not  increased  u, 
height  or  area  and  that  it  shall  comply  with  article  28  o 
chapter  5  in  all  other  respects. 


PETITIONS  FOR  VARIATIONS. 

518-31-S.  ,  .  T  •  r»  r  l 

PETITIONER— Edward  P.  Doyle,  for  Louis  Perry  Coak 

ley,  owner.  .  , 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ordc 
and  a  decision  of  the  fire  commissioner  and  a  decisto 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 53  West  56th  street,  Manha 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1932, 

2  p.  m.,  on  written  request  of  petitioner. 


555-31-S. 

PETITIONER — Janies  Kearney,  for  Estate  of  George  \ 
Wilson,  owner.  .  , 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  orde 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 93-99  Nassau  street,  28-30  Ai 
street  and  135-139  Fulton  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  James  Kearney. 

For  Administration:  Inspector  Maher  of  fire  cl 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1932, 

2  p.  m.,  to  obtain  certificate  of  occupancy  fre 
superintendent  of  buildings. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
579-31-SA. 

PETITIONER— Truscon  Steel  Co.,  owner. 
SUBJECT— Insulmesh  Material,  approval  of. 
APPEARANCES — None. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1932, 
2  p.  m.  No  appearances. 


a  4 0  3 1  “  S  A 

PETITIONER— Leroy  P.  Ward,  Inc.,  for  W.  P.  Robei 
Inc.,  agents  for  Housing  Co.,  owner. 
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SUBJECT — Acoustex  Material,  approval  of. 
APPEARANCES— 

For  Petitioner :  Hugo  Magnuson  and  Alexander 
McMorran. 

For  Administration:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted; 
material  approved. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
MATERIAL— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(540-31-SA) 


1  Whereas,  Leroy  P.  Ward,  Inc.,  for  W.  P.  Roberts,  Inc., 
agent  for  Housing  Co.,  owner,  filed,  November  6,  1931,  a 
petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  material  known  as  Acoustex ;  and 
Whereas,  this  material  was  subjected  to  a  laboratory 
test  in  the  presence  of  representatives  of  the  bureau  of  build¬ 
ings  of  the  five  boroughs  of  the  City  of  New  York,  a  report 
of  this  test  is  filed  with  this  petition,  and  this  report  shows 
the  acceptable  fireproofing  qualities  of  the  material  itself; 
there  is  also  filed  a  laboratory  test  by  Foster  D.  Snell,  con¬ 
sulting  chemist,  Brooklyn,  showing  the  tensile  strength  of 
bond  of  the  adhesive  cement  proposed  to  be  used  which 
cement  is  in  the  nature  of  a  brown  plastic  paste;  this  binder 
being  used  to  attach  the  Acoustex  to  plane  surfaces  such 
as  walls  and  ceilings;  the  Acoustex  is  made  in  block  12  in. 


square  and  1  in.  thick  and  weighs  about  pounds  per 
block ;  in  addition  to  these  tests  a  laboratory  test  was  con¬ 
ducted  at  the  Columbia  Laboratory  January  26,  1932,  in  the 
presence  of  representatives  of  this  board,  a  representative 
of  the  bureau  of  buildings,  Borough  of  Brooklyn,  and 
others;  a  report  of  this  test  is  also  filed  with  the  case;  and 
Whereas,  this  test  was  made  to  determine  tensile  strength 
of  the  adhesive  cement  to  smooth  concrete  surfaces  and  did 
not  show  failure  until  after  430  to  1,000  pounds  had  been 
applied  to  a  standard  12  in.  by  12  in.  Acoustex  block  at¬ 
tached  by  the  adhesive  cement  proposed  to  be  used  to  a 
concrete  block  12  in.  square;  and 
Whereas,  this  material,  installed  as  proposed  has  been 
approved  and  accepted  for  side  walls  and  ceilings  in  buildings 
by  the  building  superintendents  of  all  boroughs  with  the  ex¬ 
ception  of  Brooklyn  and  has  been  approved  by  the  building 
superintendent  of  Brooklyn  for  the  side  walls  only. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  use  of  the  Acoustex  material  for  ceilings 
within  the  limits  of  the  building  code,  on  condition  that 
sufficient  binder  shall  be  placed  on  each  tile  of  a  quality 
used  in  the  tests;  the  Acoustex  block  shall  be  applied  in  a 
workmanlike  manner  satisfactory  to  the  building  superin¬ 
tendents,  City  of  New  York;  it  is  understood  that  this  ap¬ 
proval  applies  only  to  the  Acoustex  used  as  a  soundproofing 
material  and  not  as  a  fireproof  material  in  any  building  and 
is  in  addition  to  all  fireproofing  requirements  required  in  the 
code. 


Adjourned  2.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  FEBRUARY  19,  1932,  3  P.  M. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 


RULES. 

40-32-SR. 

SUBJECT — Unification  of  certificates  of  occupancy  to  apply 
to  all  boroughs  of  the  City  of  New  York. 
APPEARANCES— 

Rudolph  P.  Miller,  Alfred  H.  Eccles,  Joel  D. 
Marder,  James  Kearney,  M.  W.  Del  Gaudio, 
Charles  Schaeffer,  Jr.,  and  Robert  Teichman. 


For  Administration :  Assistant  Superintendent  of 
Buildings,  Manhattan,  William  D.  Brush;  As¬ 
sistant  Engineer  Charles  Bennett;  Inspector 
Maher  of  fire  department ;  Assistant  Engineer 
Samuel  Becker,  and  Assistant  Engineer  Bureau 
of  buildings,  Brooklyn,  Benjamin  Saltzman. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar  pend¬ 
ing  report  of  the  committee  to  be  appointed  by  the 
board. 


Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  23,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  February  16,  1932,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
February  16,  1932,  were  approved  as  printed  in  Bulletin  No. 
8,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

521-31-BZ. 

APPLICANT — Pantrejay  Realty  Corp.,  owner. 


SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — South  side  of  Eastern  boule¬ 
vard,  Bolton  avenue  to  White  Plains  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  R.  A.  Egan  and  Jacob  S.  Gross. 

For  Opposition:  Peter  A.  Clancy  and  Charles  G. 
Neubarth. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1932.  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 
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APPLICANT— Abraham  J.  Feitelberg,  for  Frederick  Snell, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  corner  of  Northern 
boulevard  and  244th  street,  Douglaston,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Abraham  J.  Feitelberg. 

For  Opposition:  A.  Carlson,  Eugene  G.  O’Connell 
and  Charles  T.  Rice. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


APPLICANT— Frank  Paladino,  for  Gerosa  Paladino  Hold¬ 
ing  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— East  side  of  Webster  avenue, 
170.27  ft.  south  of  East  182nd  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

For  Opposition:  William  J.  Kalt,  S.  L.  Marcus  and 
Irving  Hacker. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1932,  at 
10  a.  m.,  on  request  of  applicant’s’  representative. 
Final  disposition. 


292-31-BZ. 

APPLICANT — Herman  King,  owner. 

SUBJECT — Application — modification — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
sections  7e  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business,  district  the  alteration  and 
change  of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  to  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 214-218  Vanderbilt  avenue, 


Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Weiss. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 


441-31-BZ. 

APPLICANT — Herman  Katz,  for  Isidore  Popkin,  owner. 

SUBJECT — Application  for  reconsideration  under  section 
7e — re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 7702-7704  Flatlands  avenue, 
southeast  corner  of  East  77th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  Katz. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  March  15,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 


324-31-BZ. 

APPLICANT— William  Westerfield  Havens,  for  Sarah 
Morris,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  lumber  yard. 

PREMISES  AFFECTED— East  side  of  70th  street,  115.94 
ft.  north  of  Astoria  avenue,  North  Woodside,  Bor¬ 
ough  of  Queens. 

APPEARANCES — None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


Whereas,  the  applicant  failed  to  complete  his  papers  al¬ 
though  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


590-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Hattie  Ciesiel  and  Joe 
Ciesiel,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 73-13  to  73-15  Grand  avenue, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition :  M.  Kooperstein,  Mrs.  Klucznik, 
Patrick  J.  Maloney  and  William  J.  Mackiewick. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . I 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  1 

THE  RESOLUTION— 

(590-31-BZ) 


Whereas,  Martin  J.  Ort,  for  Hattie  Ciesiel  and  Jot 
Ciesiel,  owners,  filed,  December  11,  1931,  an  application,  undei 
the  building  zone  resolution,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gasoline  service  station 
premises  73-13  to  73-15  Grand  avenue,  Maspeth,  Borougl 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
ing,  February  23,  1932,  after  due  notice  by  publication  in  th< 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildinj 
zone  resolution  show  that  Grand  avenue  is  in  a  busines 
district:  73rd  street  is  in  a  residence  district;  53rd  roa< 
is  in  a  business  district,  and  73rd  place  is  in  a  resideno 
district :  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  8,  1931  (re  N.  B.  6139-1931),  reads: 

“It  is  contrary  to  Art.  2,  Sec.  4  of  the  Amende' 
Building  Zone  Resolution  to  erect  a  gasoline  service  sta 
tion  in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havin; 
a  frontage  of  40.96  ft.  and  a  depth  of  115.69  ft.;  on  th 
plot  there  is  located  a  crank  service  pit  and,  also,  a  four 
car  garage ;  it  is  proposed  to  erect  a  one-storv  office  an 
accessory  store,  20  ft.  by  20  ft.  in  area,  and  to  install  th 
necessary  tanks  and  pumps  for  a  gasoline  service  station 
and 

Whereas,  the  application  was  predicated  under  section  2 
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—hardship — applicant  claiming  the  property  cannot  be  de¬ 
veloped  with  a  conforming  use  and  give  a  reasonable  return ; 

md 

Whereas,  the  balance  of  the  block  frontage  on  the  north 
ide  of  Grand  avenue  between  73rd  and  74th  streets,  with  the 
•xception  of  Lots  55  and  59,  is  developed  and  occupied  with 
onforming  uses ;  and 

Whereas,  the  board  denied  an  application  for  a  gasoline 
tation  on  the  northeast  corner  of  72nd  place  and  Grand 
venue  in  December,  1928,  and  the  applicant  purchased  the 
iroperty  under  appeal  in  1929. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
ngs  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
nd  it  hereby  is  denied. 


APPROVAL  OF  PLANS. 

86-31 -BZ. 

APPLICANT— Robert  Teichman,  for  Mary  Jamieson 
owner. 


SUBJECT  Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board. 

PREMISES  AFFECTED— 58  East  80th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  engineer’s  report; 

plans  approved  in  acordance  with  engineer’s  report. 
THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  q 

Absent  .  n 


Adjourned  12.30  p.  m. 

Wili.iam  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  23,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
lolland  and  Guilfoyle  and  Assistant  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
85-31-A. 

APPELLANT — Fulton  Bag  &  Cotton  Mills,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED — 328-336  Wythe  avenue  and  50- 
58  South  1st  street,  southwest  corner,  Brooklyn. 

APPEARANCES — 

For  Appellant:  L.  E.  Hirschfeld  and  Hj aimer  Kit- 
tilsen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

HE  VOTE  TO  GRANT— 

!  Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Absent  .  0 

'HE  RESOLUTION— 

(585-31-A) 

Whereas,  Fulton  Bag  &  Cotton  Mills,  owner,  filed,  De¬ 
ember  7,  1931,  an  appeal  from  an  order  of  the  fire  commis- 
ioner,  affecting  premises  328-336  Wythe  avenue  and  50-58 
M>uth  1st  street,  southwest  corner,  Borough  of  Brooklyn; 

.nd 

Whereas,  the  order  of  the  fire  commissioner,  dated  No- 
ember  21,  1931  (Order  No.  90495-F),  reads: 

“Arrange  the  standpipe  system  to  conform  to  the  re¬ 
quirements  of  the  rules  of  the  Board  of  Standards  and 
Appeals  and  comply  with  the  following  orders : 

“a.  Provide  an  O-S  &  Y  gate  valve  on  the  down 
stream  side  of  tank  check. 

“b.  Relocate  4"  gate  valve  of  emergency  drain  of 
gravity  tank  so  that  same  will  be  accessible. 

c.  Provide  a  Y"  open  or  automatic  ball  drip  for 
standpipe  line  inside  of  building  at  lower  level  between 
check  valves  and  outside  Siamese  connections. 

‘d.  Seal  open  all  control  valves  with  chain  and  pad¬ 
locks. 

e.  Provide  approved  pressure  reducing  valves  on  all 
standpipe  hose  outlets  on  and  below  the  4th  story  to  re¬ 


duce  the  pressure  to  not  more  than  50  pounds  per  square 
inch.  Sec.  580-1,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  fireproof,  eight  and  sixteen 
stories  (142  ft.  8  in.)  in  height,  114  ft.  by  110  ft.  in  area; 
OCCUPIED:  1st  story,  merchandise  and  machinery,  1  per¬ 
son;  2nd  story,  offices,  7  persons;  upper  stories  vacant; 
equipped  with  a  sprinkler  system  and  a  standpipe  system; 
and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1914 ;  as  to  Item  e,  that  the  standpipe  water  pressure 
in  the  factory  section  at  the  first  story  is  seventy-five  pounds ; 
2nd  story,  sixty-eight  pounds ;  3rd  story,  sixty-one  pounds ; 
4th  story,  fifty-three  pounds ;  5th  story,  forty-five  pounds ; 
as  to.  Items  a,  b,  c  and  d,  the  appellant  has  filed  drawings 
showing  the  tank  check  valve  ;<  the  4-inch  gate  valve  of  the 
emergency  drain  to  tank,  located  under  the  tank,  19  ft.  above 
the  roof,  access  to  the  same  is  by  stationary  vertical  ladder ; 
also,  the  general  system  and  rising  lines;  furthermore,  the 
appellant  contends  that  there  is  no  manufacturing  done  on 
the  premises;  watchman’s  service  is  maintained  night  and 
day;  the  occupancy  is  very  small;  the  present  condition  of 
the  standpipe  system  has  been  satisfactory  during  the  past 
sixteen  years,  and  there  is  no  existing  fire  hazard. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


1-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 202-208  Sullivan  street  and  249- 
255  King  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  G.  A.  Eweler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1-32-A) 


Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
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filpd  January  4,  1932,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  202-208  Sullivan  street  and 
249-255  King  street,  Borough  of  Brooklyn ,  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
remher  15  1931  (re  Order  No.  91046-F),  reads: 

“Install  an  approved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals. 
Sec.  580-1,  Ch.  5,  Code  of  Ordinances.  ; 

aU\V iiereas,  the  building  is  non-fireproof,  two  stones  (30 
ft)  in  height,  75  ft.  8  in.  by  200  ft.  2  in  (about  14,500 
sq  ft.)  in  area;  OCCUPIED  for  the  manufacture  of  metal 
lamps:  1st  story,  84  persons;  2nd  story,  vacant,  normal  occu¬ 
pancy  60  persons;  EQUIPPED  with  a  two-source  automatic 

drWHEREAse,rthe  appellant  claims  the  building  was  erected 
prior  to  1882,  of  heavy,  slow-burning,  semi-null  type  c 
Suction;  there  is  a  city  fire  alar,,,  box  and  water  hydrants 
in  the  immediate  vicinity  and  watchmen  are  on  duty  a  y 
and  night;  in  addition  to  the  sprinkler  system  there  is  a  fire 
bucket  tank  on  each  story  with  five  pails  on  first  story  a 
four  pails  on  second  story;  furthermore,  the  appellant  con¬ 
tends  the  building  is  provided  with  adequate  exits  and  ample 

firWHrEREAs?ntheatbuilding  was  erected  in  1882,  is  but  two 
stories  in  height,  with  no  basement,  and  is  equipped  with  a 
dry  pipe  sprinkler  system  supplied  from  a  50,000-gallon  tank 
and  street  connection  to  the  city  main.  .  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
a ranted  on  condition  that  the  building  shall  be  not  increased 
in  height  or  area;  that  the  use  and  occupancy  shall  remain 
substantially  unchanged,  and  that  such  additional  fire-fighting 
appliances  as  shall  be  required  by  the  fire  department  shall 

be  installed. 


7-32- A  •  p 

APPELLANT— Ansonia  Fire  Prevention  Engineering  Co., 

Inc.,  for  305  Broadway  Corp.,  owner.  _ 

SUBTECT — Appeal  from  an  order  and  a  decision  of  the  hre 


“Your  request  to  rescind  and  reissue  order  58833-F 
is  denied.” ; 

^Whereas,  the  building  is  fireproof,  fourteen  stories  in 
height,  75  ft.  5  in.  by  125  ft.  4J4  in.  in  area;  OUCUPILD: 
1st  story,  stores ;  upper  stories,  offices,  thirty  persons  per  ^ 

1  Whereas,  the  appellant  claims  the  building  was  erected  in 
1 892  and  has  been  continuously  used  the  same  as  at  pi  c  sent , 
the  standpipe  system  is  fed  from  a  5,500-gallon  house  supply 
tank  3,500  gallons  reserved  for  standpipes,  the  bottom  of 
the  tank  is  10  ft.  above  the  hose  outlet  in  top  story ;  fur¬ 
thermore,  the  appellant  contends  the  present  standpipe  sys¬ 
tem  has  been  satisfactory  so  many  years  in  the  past  that 
the  owner  would  suffer  an  unnecessary  hardship  if  compelled 

to  comply  with  the  order ;  and  .  ... 

Whereas,  this  building  was  erected  in  1892,  during  which 
time  the  present  standpipe  system  was  apparently  installed 
and  accepted  by  the  department  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet,  on  condition  that  such  elevation  shall  not  be  less  than 
9  ft.  above  the  top  story  hose  outlet ;_  that  the  hose  on  the 
top  story  shall  be  equipped  with  J/2-mc\\  nozzles;  that  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects  and  the  building  shall  be  not  increased  in  height  or 

area. 


APPELLANT— Ansonia  Fire  Prevention  Engineering  Co. 

Inc.,  for  F.  M.  B.  Realty  Co.,  owner;  Michael  E 

Lipset  &  Co.,  agent.  ...  f  ,,  c 

SUBJECT Appeal  from  an  order  and  a  decision  ot  the  nr< 

commissioner.  . 

PREMISES  AFFECTED— 260-264  West  36th  street,  Man 

hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  hre  de 


commissioner  . 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Llorwood. 

For  Administration:  Inspector  Maher  of  file  de¬ 


partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . - .  4 

Negative  .  ® 

Absent  .  0 


THE  RESOLUTION— 

(7-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  305  Broadway  Corp.,  owner,  filed,  January  6,  1932,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  305  Broadway,  northwest  corner  of  Duane 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
15,  1930  (re  Order  No.  58833-F),  reads: 

“1.  Raise  the  standpipe  tank  to  twenty  feet  above  the 
outlet  of  the  highest  story  and  properly  support  same,  as 
per  Sec.  581,  Ch.  5,  Code  of  Ordinances.”; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  18,  1931,  reads: 

“This  will  reply  to  your  letter  of  December  3rd.  1931, 
in  which  you  state  that  you  have  been  retained  by  the 
owner  of  305  Broadway  to  file  an  appeal  with  the  Board 
of  Standards  and  Appeals  in  connection  with  our  viola¬ 
tion  58833-F,  and  request  that  we  rescind  this  order 
and  reissue  same  of  a  later  date  so  that  you  may  be 
able  to  bring  this  case  properly  before  the  Board. 


partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  .  ^  „  r 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(11-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Int 
for  F.  M.  B.  Realty  Co.;  Michael  E.  Lipset  &  Co.,  ager 
filed,  January  7,  1932,  an  appeal  from  an  order  and  a  dec 
sion’ of  the  fire  commissioner,  affecting  premises  260-21 
West  36th  street,  Borough  of  Manhattan and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Api 
22,  1931  (Order  No.  84447-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallo 
capacity  for  the  standpipe  system,  said  tank  to  be 
elevated  that  the  bottom  will  be  not  less  than  20  tc 
above  the  roof  level.  Sections  580-581,  Ch.  5.  Code 
Ordinances  and  Rules  of  the  Board  of  Standards  a 


Appeals.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  render 

December  18,  1931,  reads : 

“This  will  reply  to  your  letter  of  December  3rd,  !.>■ 
in  which  you  state  you  have  been  retained  by  the  owr 
of  260-64  West  36th  Street,  to  file  an  appeal  with  1 
Board  of  Standards  and  Appeals  in  connection  w 
Violation  No.  84447-F.  and  request  that  we  rescind  t 
order  and  reissue  same  of  a  later  date  so  that  you  n 
be  able  to  bring  this  case  properly  before  the  Board 
“Your  request  to  rescind  and  reissue  order  84447- v 
denied.” ; 

and 
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Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
73  ft.  7>4  in.  by  1)8  ft.  9  in.  in  area;  OCCUPIED:  1st  story, 
stores  and  restaurant,  23  persons ;  upper  stories,  manufacture 
!  of  dresses,  not  more  than  35  persons  per  story ;  and 

Whereas,  the  appellant  claims  the  building  was  erected  in 
,  1890  and  has  been  continuously  used  the  same  as  at  present; 
the  building  is  equipped  with  a  sprinkler  system  fed  from 
a  0,300-gallon  gravity  tank  and  a  7,500-gallon  pressure 
tank  with  waterdow  alarm  central  office  connection ;  the 
;  standpipe  system  is  fed  from  a  2,880-gallon  house  supply 
;  tank,  the  bottom  of  which  is  10  ft.  9  in.  above  the  hose  out¬ 
let  in  the  top  story;  furthermore,  the  appellant  proposes  to 
rearrange  the  house  supply  pipe  connection  so  as  to  maintain 
2,000  gallons  reserved  for  standpipe  purposes ;  and 
Whereas,  the  building  was  erected  in  1896,  at  which  time 
the  present  standpipe  system  evidently  was  installed  and  ac¬ 
cepted  by  the  department  having  jurisdiction;  and 
Whereas,  the  building  is  equipped  with  a  two-source 
sprinkler  system  fed  from  a  6,300-gallon  gravity  tank  and  a 
7,500-gallon  pressure  tank. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  eleva- 
,  tion  of  the  bottom  of  the  tank  above  the  top  story  hose 
,  outlet  and  the  reserve  capacity  of  the  tank  for  standpipe 
.  purposes,  on  condition  that  the  elevation  of  the  bottom  of  the 
i  tank  above  the  top  story  hose  outlet  shall  be  not  less  than 
10  ft.  and  that  a  reserve  of  not  less  than  2,500  gallons  shall 
be  maintained  for  the  standpipe  system  at  all  times;  that 
the  standpipe  system  shall  comply  with  the  rules  in  all  other 
respects  and  the  building  shall  be  not  increased  in  height  or 
area. 


623-31-A. 

APPELLANT — John  J.  Gilmartin,  for  Manhattan  Prop¬ 
erties,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 701-709  Madison  avenue  and  24 
East  63rd  street,  southeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(623-31-A) 


1  Whereas,  John  J.  Gilmartin,  for  Manhattan  Properties, 
Inc.,  owner,  filed,  December  31,  1931,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  701-709  Madison  avenue  and  24  East  63rd  street, 
southeast  corner,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
2G,  1931  (re  Order  No.  85588-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story. 

“Secs.  580-581,  Ch.  5,  Code  of  Ordinances  and  Rule 
91  of  the  Board  of  Standards  and  Appeals.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  28,  1931,  reads: 

“This  will  reply  to  your  letter  of  December  1 0th, 
1931,  in  which  you  state  that  in  connection  with  Fire 
Department  Order  No.  85588-F,  affecting  the  above 
premises,  in  view  of  the  fact  that  the  present  tank 
affected  by  the  order  was  approved  by  the  departments 
having  jurisdiction  and  that  the  standpipe  system  com¬ 
plies  with  the  rules  in  all  other  respects,  you  request 


consideration  of  item  1,  which  calls  for  the  raising  of 
the  gravity  tank  to  not  less  than  20'  above  the  top  story 
outlet. 

\  ou  arc  advised  that  your  request  for  reconsideration 
of  Order  85588-F  must  be  denied.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  and  pent 
house  m  height,  100  ft.  5  in.  by  77  ft.  6  in.  in  area;  OCCU- 
1  I,  D  as  a  hotel;  EQUIPPED  with  a  standpipe  system; 
and 

Whereas,  the  appellant  claims  the  standpipe  system  was 
installed  at  the  time  of  the  erection  of  the  building  in  1901; 
the  capacity  of  the  standpipe  gravity  tank  is  3,500  gallons, 
the  bottom  of  which  is  5  ft.  above  the  hose  outlet  in  pent 
house  and  21  ft.  6  in.  above  the  hose  outlet  in  twelfth  story; 
there  is  a  central  office  connection  and  a  watchman  system 
provided;  furthermore,  the  appellant  contends  that  in  addi¬ 
tion  to  the  standpipe  protection  there  are  other  portable  fire 
appliances  distributed  throughout  each  story;  and 

Whereas,  the  building  was  erected  in  1901  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 
sionei  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  standpipe  tank  above  the  pent 
house  hose  outlet,  on  condition  that  such  elevation  shall  not 
be  less  than  5  ft.  above  the  pent  house  hose  outlet;  that 
the  hose  in  the  pent  house  story  shall  be  equipped  with  La- 
inch  nozzles ;  that  such  additional  fire-fighting  appliances  as 
shall  be  required  by  the  fire  department  shall  be  installed  in 
the  pent  house  story ;  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects;  that  the  building  shall 
be  not  increased  in  height  or  area  and  that  the  use  and  occu¬ 
pancy  shall  remain  substantially  unchanged. 


620-31-A. 

APPELLANT — Lockwood  Greene  Engineers,  Inc.,  for 
Hecker-Jones-Jewell  Milling  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 40  Corlears  street  and  730-738 
Water  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Appellant:  George  L.  Hawkins. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(620-31-A) 


Whereas,  Lockwood  Greene  Engineers,  Inc.,  for  Hecker- 
Jones-Jewell  Milling  Co.,  owner,  filed,  December  31,  1931, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting- 
premises  40  Corlears  street  and  730-738  Water  street,  north¬ 
east  corner,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  18,  1931  (Order  No.  91128-F),  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  attached  approved  layout. 
Sec.  21,  Ch.  12,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building,  erected  in  1916,  is  fireproof,  six 
stories  and  basement  in  height,  100  ft.  by  145  ft.  in  area; 
EQUIPPED  with  a  sprinkler  system  and  a  standpipe  sys¬ 
tem;  OCCUPIED  with  a  temporary  occupancy  for  the  dura¬ 
tion  of  the  Winter  of  1931  and  1932  by  the  Salvation  Army 
in  cooperation  with  the  New  York  City  Department  of  Public 
Welfare  as  a  free  lodging  house  with  the  following  occu¬ 
pancy:  cellar,  storage;  1st  story,  dining  and  checking-  room, 
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400  persons;  2nd  story,  receiving  room,  100  persons;  3rd 
story,  sleeping  quarters,  500  persons;  4th  story,  sleeping 
quarters,  500  persons;  5th  story,  sleeping  quarters,  500  per¬ 
sons;  Gth  story,  offices  and  sleeping  quarters,  150  persons, 
a  temporary  certificate  of  occupancy,  No.  18072,  having  been 

issued  by  the  bureau  of  buildings;  and 

Whereas,  the  appellant  contends  that  the  building  is 
wholly  reinforced  concrete  structure  with  floor  slabs  de¬ 
signed  for  400  pounds  per  square  foot;  that  the  stairs  aie 
44  in.  wide  and  built  of  concrete  and  enclosed  in  6-inch  re¬ 
inforced  concrete  walls  with  automatic  fire  doors;  that  the 
elevator  shafts  are  also  enclosed  in  terra  cotta  with  tm-clad 
fire  doors  at  the  openings;  that  there  are  approved  stand¬ 
pipes  in  each  stair  tower  and  hose  racks  on  each  floor  and 
that  the  sprinkler  system  is  in  service  on  floors  from  the 
basement  to  the  fourth  floor  inclusive  but  not  in  service  on 
the  fifth  and  sixth  floors ;  that  each  floor  including  the  base¬ 
ment  is  divided  approximately  in  half  by  a  fire  partition 
with  doorways  on  each  floor  protected  by  selt-closing  fire 
doors;  that  telephones  are  installed  on  the  first,  second  and 
sixth  floors ;  that  a  separate  watchman  is  on  duty  on  each 
floor  at  all  times  during  the  day  and  night  and  that  there 
is  a  watchman  clock  stationed  on  each  Hoor  and  that  two 
policemen  are  on  duty  at  all  times ;  that  there  are  no  mat¬ 
tresses  on  the  beds  and  that  the  occupants  are  required  to 
check  their  belongings  before  going  to  bed,  and  requests  a 

waiver  of  the  order.  .  . 

Whereas,  the  building  is  fireproof,  six  stories  m  height, 
and  is  being  used  at  the  present  time  for  a  free  lodging  house 
in  connection  with  the  Unemployed  Relief  Committee  under 
a  temporary  certificate  of  occupancy  issued  by  the  building 

superintendent.  .  .  ,  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use  shall  be  confined  to  the 
limitations  of  the  present  certificate  of  occupancy  and  shall 
be  discontinued  on  or  before  May  1,  1932;  that  each  flooi 
shall  be  under  the  supervision  of  a  separate  reliable  watch¬ 
man  at  all  times  of  the  day  and  night  and  each  floor  shall 
be  supplied  with  a  watchman  s  clock  station,  and  that  such 
additional  fire-fighting  appliances  as  shall  be  required  by  the 
fire  department  shall  be  installed. 

3-32-A. 

APPELLANT — Ludwig  Hanauer,  for  John  J.  Fox,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1908-1910  Bathgate  avenue,  I  he 
Bronx. 

APPEARANCES—  ,  „  T 

For  Appellant :  Ludwig  Hanauer  and  Joseph  Fox,  Jr. 
For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  ^ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(3-32-A) 

Whereas,  Ludwig  Hanauer,  for  John  J.  Fox,  owner,  filed, 
January  4,  1932,  an  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  1908-1910  Bathgate 
avenue,  Borough  of  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  29,  1931  (re  Order  No.  G99G4-LC),  reads: 

“Before  permit  may  be  issued  for  your  non-storage 
garage,  the  following  must  be  done : 

“1.  Dwelling  occupancy  must  be  located  immediately 
above  garage.  Sec.  154,  Ch.  10,  Code  of  Ordinances.  ; 

and  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

December  22,  1931,  reads : 


and 


“Replying  to  your  request  of  December  9,  1931,  it  is 
regretted  that  the  Fire  Department  does  not  reissue 
orders  when  the  time  limit  has  expired  in  order  to 
present  the  case  before  the  Board  of  Standards  and 
Appeals. 

“Therefore,  order  numbered  69964-LC  issued  against 
1908-10  Batbgate  Avenue,  Bronx,  affecting  the  non¬ 
storage  garage  maintained  by  John  J.  Fox  &  Sons,  Inc., 
cannot  be  reissued  for  that  reason.  ; 


Whereas,  the  building  is  non- fireproof,  three  stories  (40 
ft  )  in  height,  45  ft.  by  85.27  ft.  in  area  at  first  story  and 
45  ft.  by  81  ft.  in  area  above;  OCCUPIED:  cellar,  storage; 
1st  story,  office,  chapel  and  five-car  garage,  75  persons;  2nd 
story,  funeral  parlor,  75  persons;  3rd  story,  one  family 

residence;  and  . 

Whereas,  the  appellant  claims  the  building  is  provided 
with  a  fire  escape  on  the  rear  and  a  fire-retarded  stair  en¬ 
closure  at  front ;  that  the  garage  is  separated  from.  the  rest 
of  the  building  by  fireproof  walls,  fire-retarded  ceiling  and 
partitions,  with  fireproof  doors  at  openings ;  there  is  no 
gasoline  storage  on  the  premises ;  furthermore,  the  appellant 
contends  that  "directly  over  the  greater  portion  of  the  garage 
is  an  open  court,  there  being  a  small  part  of  second  story 
extending  over  the  garage  and  such  portion  is  used  in  con¬ 
junction  with  the  business  on  the  first  story;  and  . 

Whereas,  the  building  is  three  stories  in  height,  non- 
fireproof,  used  on  the  first  and  second  stories  for  a  funeral 
parlor  and  chapel  and  partly  on  the  first  floor,  south  side, 
for  a  garage  for  the  storage  of  not  more  than  five  cars , 
and 

Whereas,  the  order  is  based  on  section  154,  chapter  10, 
of  the  code  of  ordinances,  in  that  the  second  story  is  used 
for  funeral  parlor  purposes  and  the  third  story  for  dwelling, 
Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appea 
be  and  it  hereby  is  granted,  permitting  the  use  of  the  third 
story  for  dwelling  purposes,  limiting  the  number  of  occu¬ 
pants  in  the  dwelling  portion  to  not  more  than  tin  ee,  o i 
condition  that  there  shall  be  a  stairs  leading  direct  from  th<, 
third  story  to  the  street,  enclosed  in  fireproof  partitions 
that  any  openings  shall  be  equipped  with  self-closing,  fire 
proof  doors ;  that  a  fire  escape  shall  be  installed  in  the  rea: 
of  the  premises  from  the  third  story  to  the  roof  of  the  ex 
tension  of  the  first  story  and  thence  by  a  gooseneck  ladde 
to  the  yard,  satisfactory  to  the  fire  department;  that  a  fire 
retarded  partition  shall  be  constructed  across  the  portion  use 
for  garage  purposes  on  the  first  story  from  the  foot  of  th 
stairway  to  the  south  wall ;  that  any  openings  shall  b 
equipped  with  a  self-closing,  fireproof  door ;  that  the  ele 
vator  in  the  first  story  shall  be  completely  enclosed  in  fire 
proof  walls,  unpierced,  excepting  doorway  openings  from  th 
office  side  to  the  elevator,  said  doorway  openings  to  b 
equipped  with  self-closing,  fireproof  doors ;  that  the  opemn 
on  the  north  side  of  the  office,  first  story,  connecting  offic 
to  waiting  room,  shall  be  equipped  with  a  self-closing,  fir^ 
proof  door;  that  the  building  shall  be  not  increased,  i 
height  or  area,  and  only  so  long  as  present  conditions  as  1 
use  and  occupancy  remain  substantially  unchanged. 


PETITION  FOR  VARIATION. 


8-32-S. 

PETITIONER— Samuel  A.  Hertz,  for  Jennie  E.  Gord( 
Realty  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  onl 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 47  West  47th  street,  Manha 
tan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 


298 


MINUTES 


'Tjj7  yoTE _  t  ~~  - - -  *• 

Affirmative :  Temporary  Chairman  Connell,  Com-  platc,™sS'show* I’wi!,dow  affcCtS  "T 

j  "Sraie?,McElHgod«.°Unf0y'e..a,.’d  As‘  4  with ’Wte'gte 

Negative  n  f  i  '  transom  which  lead  from  first  story  store  to  the 

Absent  .  n  s  u>ct  entrance  vestibule;  that  such  condition  has  existed  for 

HE  RESOLUTION— .  !!iany  .years  ’  .  ere  ls  ”°  factory  work  done  in  the  store  and 

/oaoex  there  ls  no  existing  fire  hazard;  furthermore,  the  petitioner 

Whereas,  Samuel  A.  Hertz,  for  Jennie  E  Gordon  Realty  -md^effior ^anS*' lace  the  plate  .^ass  show  window,  transoms 

»rp.,  owner,  Wed,  January  0,'  mi  a  petition  for  a  varia-  ^,^^^0,  0”  and  C  S‘aSS  S°  35  '°  maintain  a 

on  from  the  requirements  of  the  labor  law  as  cited  in  an  WirmiLo  4-u„  ’  r  , 

der  and  a  decision  of  the  fire  commissioner  ’affecting  prem-  escape  was  the  C  I""1  .ten"n]atl0n  the  rear  fire 

«  4T  West  47th  street,  Borough  of  Manhattan  and  CaT  No  sir  Le  S  °  ?  ,pc“"on,  bcfore  "tis  board  under 

Whereas,  the  order  of  the  fire  commissioner,  dated  No-  conditions^  and  S  ^  Wh‘Ch  a,,,)cal  was  granted  on  certain 

jmber  5,  1931  (Order  No.  89987- LD),  reads:  Whereas  the  nlan*  ♦,  *  *•  , 

“1.  Extend  the  fireproof  stair  enclosure  direct  to  the  enS^  time  show  the  layout  of 

budding  line  on  first  story,  as  per  See.  271  of  the  Labor  to  be  the  same  as  the  present  exiluhlg  cmdittats"  !ta'rWay' 
td  ,  Resolved’  tliat  the  board  of  standards  and  appeals  does 

«* fire  — 

E.  Gordon  Realty  Corporation  to  petition  the  Board  of  window  shall  be  replaced  with^wim  J!  thls  doo^  ancl  show 
Standards  and  Appeals  for  a  variation  of  the  Labor  ments  of  the  labor  law  sha  h.  n  f  r^’  ^  !he 
Law  in  connection  with  violation  89987-LD,  affecting  respects  -  that  the  building  shah  he  TnJ^  WltH  ’i1  all,0!h.er 
the  above  premises  but  the  Board  has  declined  to  ac-  or  area  L  8  be  '  ,  increased  in  height 

cept  this  case  due  to  the  fact  that  the  order  is  more  under  Cal  8 18-26- S  PanCy  sha11  remam  as  accepted 

than  twenty  days  old,  and  you  request  the  rescindment  _ 

and  reissuance  of  same  so  that  you  may  bring  this  case 

properly  before  the  board.  '  APPLIANCE  SUBMITTED  FOR  APPROVAi 

Your  request  to  rescind  Order  89987-LD  and  re-  44-32-SA  *  ‘ 

M  'SSUe  Same  °f  a  later  date  is  den!ed'’"  PETITIONER— Oil-Bom  Evaporizer  Corporation  of  Amer- 

Whereas,  the  building  is  non-fireproof,  six  stories  in  SUBJECT— vl^or oil  Burner  approval  of 
light,  21  ft.  by  90  ft.  in  area;  OCCUPIED  for  the  manu-  APPEARANCES—  ’  approval  ofl 

^  0FfobTeTTPPFenmak;Hg  and  furrifs’  scv?n  pfrsons  per  For  Petitioner:  Abraham  Berman 

in S  E?“LPS  sJe?  and  ^^irw^'eXS  ^  p"^0"  :  Ma-  of  fire  de- 

!™,iTns,fiwfthSTSp^ofr0SLrTCIropeI"n|srCa  to™  ACT'°V°ffiRMi,r  W’  ,R~"*  Cala»- 

the  rear  of  the  building,  having  fireproof  opentags  Pend‘ng  test  a"d  rcport  o£  fire  department. 

>■  course  thereof,  extending  from  the  yard  level  to  the  roof,  Adjourned  4  00  p  m 

‘ 1  egreSS  '°  adi0ining  yard  at  west:  and _ '  '  William  J.  O'Gorman,  Secretary. 

|  PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  THE  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  is  HEREBY  GIVEN  that  a  public  hear- 
will  be  held  by  the  board  of  standards  and  appeals  on 
day,  March  11,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
ilding,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 

Matter  in  italics  is  new. 
lie  22.  Use  of  Fuel  Oil. 

a)  These  Rules  shall  not  apply  to  gas  companies  stor- 
or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
public  use. 

b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com- 

1  'nly  used  for  household  purposes  which  employ  a  wick 


to  absorb  such  oil  in  its  combustion  or  the  use  of  portable  o. 
luatcis  not  employing  a  wick  when  the  tanks  of  heaters  hav 
a  magnum  capacity  often  gallons  which  on  examinational 
inspection  are  found  to  insure  the  safety  of  wick  burners  shal 
not  be  prohibited;  or  shall  the  use  of  such  oil  be  prohibits 
when  used  in  a  plumber  s  torch  or  similar  apparatus. 

(c)  Modification:  When  for  any  reason  it  may  be  im 
practicable  to  comply  strictly  with  the  foregoing  rules  th 
fire  commissioner  shall  have  power  to  modify  their  provision 
so  that  the  spirit  and  substance  thereof  shall  be  compliei 
with.  Such  modification  shall  be  endorsed  upon  the  permi 
over  the  signature  of  the  fire  commissioner  or  designate! 
i  epresentative  of  the  fire  commissioner. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


[  applicants,  under  the  building  zone  resolution,  desire 
ues  of  Form  7 NO,  for  notices  to  property  owners,  such 
'ts  are  not  to  be  supplied  by  this  office, 
he  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 

1  ierly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
m  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  ManhattanP  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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FACTORY  EXIT  RULES  ADOPTED  FEBRUARY  23,  1927, 

AND  AMENDED  JANUARY  15,  1932. 

jffect,  unless  previously  accepted  as  one  of  the  required 

*  .  1  1 s-v  f  t  1  A  I  n  1  Mil* 


64-27-SR 

STANDARD  FACTORY  EXITS 
Section  1— Fire  Escapes. 


Rule  1.  In  any  building  erected  prior  to  October  1, 

1913  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stones 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Seciion  >71-1  of  the  Labor  Law  may  con- 
sist  of  an  outside  fire  escape,  provided  that. 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 

the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony 
renter  of  stair  tread,  constructed  of  bars  at  least  one- 
half  ( V2 )  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (I/2) 
mesh,  all  rigidly  braced ;  , 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape  stair¬ 
way  shall  continue  to  the  roof,  and  if  there  be  no  safe 
means  of  egress,  a  gooseneck  ladder  shall  be  provided 
from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the :  requirementi 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  no 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913  now  occupied  or  to  be  occupied  as  a  factory,  ve 
stories  or  less  in  height,  one  of  the  required  means  of 
exit  under  Section  271  of  the  Labor  Law  may  consist  of 
an  outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(l)  The  balconies  shall  be  not  less  than  3  feet  in 

W  (2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  heig  it. 

(3)  Passageways  on  the  balconies  shall  be  not  less 

than  14  inches  in  the  clear.  ...  . 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  6  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 


means  of  exit  or  escape  by  the  administrative  official  hav¬ 
ing  jurisdiction,  shall  conform  in  every  respect  to  the 
provisions  of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as 
constituting  one  of  the  required  means  of  exit  or  escape 
under  Section  271-1  of  the  Labor  Law,  in  any  building 
erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  stiuc- 
turally  safe,  properly  painted,  and  kept  clear  of  all  ob¬ 
structions. 

Section  2— Enclosure  of  Factory  Stairways. 

Rule  8.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number 

of 

stories 


Contents 
combustible, 
no  sprinkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents 
combustible, 
and  sprinkler 


Contents  non¬ 
combustible 
and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairway* 

Enclosed 

Fire 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

Rule  3  The  single  fireproof  casement  doors  leading  to  wjth  hre  resIstmg  material,  except  m  uumuuB»  wm.. 

„ii  escape  balconies  shall  open  out  and  shall  be  self-  f  non-combustible  material,  in  which  case  the  partitior 
an  nre  escape  ua  _  Dnnhs  on  _  of  fho  rnnf 


The  term  “contents”  as  used  above  means  articles,  goods 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade 
quate  automatic  sprinkler  equipment  installed  and  main 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  1 
building  between  any  floor  and  the  floor  or  roof  nex 
above ; — the  first  story  is  that  part  of  a  building  whic 
is  more  than  50  per  cent  above  the  floor  below  and  th 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  th 
building,  such  partitions  shall  extend  to  the  under  sid 
of  the  roof  boarding.  That  portion  of  the  under  side  c 
the  roof  beams  within  the  stair  enclosure  shall  be  covere 
with  fire  resisting  material,  except  in  buildings  with  rool 


Lcipc  uaicv/iwcu  ^ *  * -  *ii  1 

closing.  An  easily  operated  door  lock  with  knobs  on 
both  sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed 
iron  step  at  least  two  feet  wide,  with  risers  not  exceed¬ 
ing  eight  (8)  inches,  and  treads  not  less  than  eight  (8) 
inches  are  provided  on  the  inside  from  floor  level  to 
sills  properly  secured. 

Rule  4  (a)  Any  such  fire  escape  erected  subse¬ 

quent  to  October  1,  1913,  and  prior  to  these  rules  taking 


may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roo 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhea 
The  enclosure  shall  be  ventilated  by  a  skylight  in  tl 
700 f  with  louvres  or  ventilators,  or  exterior  windows  wi 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  wi 
approved  self-closing  fire  doors,  except  where  such  ope 
ings  are  in  the  exterior  wall  of  the  building. 
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The  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
erial  at  least  four  inches  thick  unless  the  partition  extends 
o  the  cellar  bottom. 

A  hoiii.untal  exit,  as  defined  in  section  267  of  the  Labor 
Jiw,  will  be  accepted  as  a  compliance  with  this  rule 
vhen  both  sides  of  the  fire  wall  or  walls  are  occupied 
m  any  factory  floor  by  the  same  occupant 

Rule  7.  Where  there  are  occupancies  on  any  story 
ir  part  of  a  story  involving  the  storage  or  use  below  the 
op  story  of  the  following  materials  and  exceeding  the 
mount  specified,  and  there  are  more  than  5  persons  em- 
iloyed  at  manufacturing  above  such  occupancy,  the  interior 
tairway  serving  as  required  means  of  egress  shall  be  en- 
:losed  on  that  story  with  fire  resisting  material  from  floor 
o  under  side  of  floor  above,  including  any  exposed  stair 
offits,  landings  and  passageways ;  openings  shall  be  pro¬ 
dded  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
fa,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  a9  they 
rise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
bove,  the  entire  stairway  shall  be  enclosed  in  fire-resist- 
lg  material  where  there  are  more  than  5  persons  em- 
loyed  at  manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stair¬ 
ways  in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  buiid- 
ig  erected  prior  to  October  1,  1913,  in  which  more  than 
,ve  persons  are  employed  at  manufacturing,  there  shall 
't  provided  from  each  story  at  least  two  means  of  exit  or 
icape  from  fire  remote  from  each  other,  one  of  which 
rom  every  floor  above  or  below  grade  shall  lead  to  or 
pen  on  an  interior  stairway  which  shall  be  enclosed,  as 
ereinafter  provided,  or  on  an  exterior  enclosed  stairway, 
he  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
|r  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
fire  escape  conforming  to  section  273,  Labor  T  »w,  or 
ule  2  of  these  rules.  Except  that  exit  door  shall  be  a  fire 
oor,  with  substantial  steps  to  the  sills  properly  secured 
/hen  sill  is  more  than  8  inches  above  the  floor  level ;  and 
/here  there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ldder  shall  be  provided  from  top  balcony  to  the  roof, 
xcept  on  the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
r  exterior  screened  stairway  shall  be  as  required  by 
:ction  273,  Labor  Law,  or  to  open  adjoini  ig  yard  with 
iresi  to  the  street.  No  point  on  any  floor  of  such  build- 
)g  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
istant  from  such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  birild- 
igs  where  there  are  occupancies  on  any  story  or  part 
•  a  story  involving  the  storage  or  use  below  the  top  story 
‘  any  of  the  materials  exceeding  the  amounts  specified 
i  Rule  7  and  there  are  more  than  5  persons  employed 
manufacturing  above  such  occupancy,  all  interior  stair- 
ays  serving  as  required  means  of  exit  shall  be  enclosed 
'om  the  lowest  point  of  such  stairway  to  the  ceiling 
'  the  first  floor  by  partitions  of  fire-resisting  material, 
dess  the  building  is  provided  with  a  wet  sprinkler  sys- 
m,  in  which  case  such  enclosure  of  stairways  shall  not 
■  required.  Such  enclosures  shall  lead  directly  to  a  door 


opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  door* 


»  M  r  f 


All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
.Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
sha  I  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

Ltit  this  shall  not  prohibit  the  erection  and  maintenance  of 
a  stand  to  be  built  of  incombustible  material  and  wire  glass 
or  % -inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco1  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
Irom  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2 -gallon  chemical  fire  extinguisher. 

Section  3— Safe  Egress  from  Roofs  of  Factory 
Buildings. 


Rule  11.  Interior  stairways  serving  as  required  means 
or  exit  in  factory  buildings  erected  after  October  1  1913 
•nd  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend 
to  the  roof  where  there  is  no  safe  egress  from  the  roof, 
under  Sections  270.  271  and  272,  Labor  Law. 

Ca)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
*  ^ 'Idmg  in  question,  and  there  is  no  outside  party 

wall  fire  escape,  party  wall  exterior  screened  stairway, 
party  wall  balconies  or  bridges,  or  where  any  outside 
exus  do  not  connect  to  adjoining  buildings  at  roof  level, 
or  where  there  are  no  unbarred  window  openings  five 
feet  above  the  roof  or  parapet  wall  of  the  building  in 
question. 

(b)  When  the  roof  of  the  building  in  question  has  a 

pitch  exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12.  (a)  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at 
least  a  double-rung  ladder  at  the  top  of  the  interior 
stairway,  and  within  the  interior  stairway  enclosure  when 
stairway  is  enclosed.  Such  ladder  shall  be  at  least  18 
inches  in  width  and  shall  be  properly  secured  at  top 
and  bottom.  The  ladder  shall  lead  to  a  scuttle  opening 
not  less  than  2  feet  by  3  feet  or  be  of  such  additional 
area  as  may  be  required  to  provide  ample  head  room. 

I  he  scuttle  cover  shall  be  hingeu  and  of  light  weight 
construction,  or  be  counter-balanced.  An  easily  operated 
hook  may  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10 
feet  from  the  open  edge  of  the  roof,  an  iron  railing  prop- 
erly  braced  at  least  3  feet  high  and  at  least  10  feet  long 
shall  be  provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS. 


Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 

any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  require¬ 
ments  of  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  such  means  of  egress  may  be  re¬ 
tained  under  the  following  conditions : 

(a)  Fire  Escapes.— All  substandard  fire  escapes  on 
factory  buildings  shall  be  maintained  structurally  safe 
properly  painted,  and  with  the  openings  leading  thereto’ 
kept  in  good  repair. 
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In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder 
in  guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landin* 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 

court  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining 
yards  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  to  the  root  ot 
adjoining  extensions,  or  other  means  of  egress  satis 
factory  to  the  authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shail  not 
Up  considered  as  a  basis  for  increase  in  occupancy. 


Section/  5 — Stairways  and  Bridges. 

Rule  14. — Interior  Stairways. — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 


rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15.— Exterior  Screened  Stairways.— Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof’  shall  be  maintained  unobstructed, _  and  egress 
from  termination  shall  be  provided  as  required  for  sub¬ 
standard  fire  escapes  in  subdivision  a. 

Rule  16. — Horizontal  Bridges. — Horizontal  bridges  and 

party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained' 
unobstructed. 

Rule  17. _ No  sign  of  any  character  shall  be  placed  at 

openings  leading  to  these  sub-standard  exits. 


RULES  _ = 


RULES  FOR  THE  TESTING  OF  WOOD 

Pursuant  to  the  Provision  of  Section  356  of  Chapter  5  of  the  Code  of  Ordinances  (Building  Code) 


(639-27-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 
One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  ot  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  superin- 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  ot 
moisture  content. 

A.  SHAVING  TEST— A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately. .  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  (4  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contact  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 

B.  TIMBER  TEST.  Two  samples  $4  inch  by  1  Vi 
inches  in  cross  section  and  twelve  inches  long  shall  be 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


laid  side  by  side  across  the  top  of  a  gas  crucible  furnaei 
with  a  pyrometer  between  them.  The  specimens  shall  b> 
subjected  fo  a  flame  at  1700  deg.  Fahrenheit  for  two  min 
utes,  the  test  pieces  shall  then  be  removed,  and  the  tim< 
of  duration  of  flame  and  glow  observed.  The  sticks  shal1 
then  be  cut  through  the  middle  at  the  most  burned  sectioi, 
and  the  area  of  the  unburned  wood  measured  with  a  plani 
meter.  The  flame  must  not  persist  longer  than  15  second 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  o 
hard  woods,  the  unburned  area  should  not  be  less  than  5 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  pe 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pn 
pared,  each  (4  inch  square  and  6  inches  long.  These  shall  t 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiei 
high,  four- sticks  to  a  tier,  making  the  crib  six  niches  by  si 
inches  and  approximately  2(4  inches  high.  Ihe  crib  sha 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  cr 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperatu: 
approximating  1200  deg.  Fahrenheit.  The  flame  must  n 
persist  more  than  twenty  seconds  after  the  Bunsen  burn 
is  removed,  nor  the  glow  last  more  than  thirty  secon 
The  tendency  of  the  flame  to  spread  from  stick  to  sti< 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will 
permitted  to  be  taken  into  the  building  and  used.  If  not,  t 
entire  shipment  shall  be  condemned  and  must  be  remov 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exi; 
ence  of  a  complete  plant  in  full  working  order  from  whi 
the  material  is  shipped,  and  each  shipment,  or,  where  P( 
sible,  each  piece  shall  be  trade  marked  in.  a  conspicuc 
manner  so  ffi^t  there  may  be  no  doubt  as  to  its  identity. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  atv 
Distribution  Division  of  the  City  Record  Office,  378  v\ 
Broadway.  Price  30c;  by  mail  35c. 
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COVERING  THE  DESIGN  OF  REINFORCED  CONCRETE  FLAT  SLABS. 


Adopted  by  the  Board  of  Standards  and  Appeals,  July 
,  1920,  under  Cal.  395-20-S. 

Rule  1.  Application.  The  rules  governing  the  design 
f  reinforced  concrete  flat  slabs  shall  apply  to  such  floors 
nd  roofs  consisting  of  three  or  more  rows  of  slabs, 
dtliout  beams  or  girders,  supported  on  columns,  the  con¬ 
duction  being  continuous  over  the  columns  and  forming 
yith  them  a  monolithic  structure. 

Rule  2.  Compliance  with  Building  Code.  In  the  de¬ 
ign  of  reinforced  concrete  flat  slabs,  the  provisions  of 
rticle  16  of  the  building  code  shall  govern  with  respect 
j  such  matters  as  are  specified  therein. 

Rule  3.  Assumptions.  In  calculations  for  the  strength 
f  reinforced  concrete  flat  slabs,  the  following  assump- 
ons  shall  be  made: 

(a)  A  plane  section  before  bending  remains  plane  after 

ending; 

(b)  The  modulus  of  elasticity  of  concrete  in  compres- 
on  within  the  allowable  working  stresses  is  constant; 

(c)  The  adhesion  between  concrete  and  reinforcement 

j  perfect; 

(d)  The  tensile  strength  of  concrete  is  nil; 

(e)  Initial  stress  in  the  reinforcement  due  to  contrac- 
on  or  expansion  in  the  concrete  is  negligible. 

Rule  4.  Stresses,  (a)  The  allowable  unit  shear  in 
nmorced  concrete  flat  slabs  on  the  bd  section  around 
le  perimeter  of  the  column  capital  shall  not  exceed  one 
undred  twenty  (120)  pounds  per  square  inch;  and  the 
llowable  unit  shearing  stress  on  the  bjd  section  around 
le  perimeter  of  the  drop  shall  not  exceed  sixty  (60) 
ounds  per  square  inch,  provided  that  the  reinforcement 
ft  so  arranged  or  anchored  that  the  stress  may  be  fully 
eveloped  for  both  positive  and  negative  moments. 

(b)  The  extreme  fibre  stress  to  be  used  in  concrete 
l  compression  at  the  column  head  section  shall  not  ex- 
eed  seven  hundred  fifty  (750)  pounds  per  square  inch. 
Rule  5.  Columns.  For  columns  supporting  reintorced 
oncrete  flat  slabs,  the  least  dimension  of  any  column 
hall  be  not  less  than  one-fifteenth  (1/15)  of  the  aver- 
ge  span  of  any  slabs  supported  by  it.  Such  diameter 
o  case  shall  such  least  dimension  of  any  interior  column 
upporting  a  floor  or  roof  be  less  than  sixteen  (16)  inches 
/hen  round  nor  fourteen  (14)  inches  when  square;  nor 
hall  the  least  dimension  of  any  exterior  column  be  less 
han  fourteen  (14)  inches. 

Rule  6.  Column  Capital.  Every  reinforced  concrete 
olumn  supporting  a  flat  slab  shall  be  provided  with  a 
apital  whose  diameter  is  not  less  than  0.225  of  the  aver- 
ge  span  of  any  slabs  supported  by  the  columns;  but  in 
hall  be  measured  where  the  vertical  thickness  of  the 
apital  is  at  least  one  and  one-half  (1)4)  inches,  and  shall 
e  the  diameter  of  the  inscribed  circle  in  that  horizontal 
lane.  The  slope  of  the  capital  considered  effective  below 
he  point  where  its  diameter  is  measured  shall  nowhere 
lake  an  angle  with  the  vertical  of  more  than  forty-five 
45)  degrees.  In  case  a  cap  of  less  dimensions  than  here- 
lafter  described  as  a  drop,  is  placed  above  the  column 
apital,  the  part  of  this  cap  enclosed  within  the  lines  of 
he  column  capital  extended  upward  to  the  bottom  of 
he  slab  or  drop  at  the  slope  of  forty-five  (45)  degrees 
'nay  be  considered  as  part  of  the  column  capital  in  de¬ 
ermining  the  diameter  for  design  purposes. 

Rule  7.  Drop.  When  a  reinforced  concrete  flat  slab 
5  thicker  in  that  portion  adjacent  to  or  surrounding  the 
olumn,  the  thickened  portion  shall  be  known  as  a  drop, 
he  width  of  such  drop  when  used,  shall  be  determined 
v  the  shearing  stress  in  the  slab  around  the  perimeter  of 
he  drop,  but  in  no  case  shall  the  width  be  less  than  0.33 
>f  the  average  span  of  any  slabs  of  which  it  forms  a 
art.  In  computing  the  thickness  of  drop  required  by.the 
egative  moment  on  the  column  head  section,  the  width 
f  the  drop  only  shall  be  considered  as  effective  in  re- 
isting  the  compressive  stress,  but  in  no  case  shall  the 
hickness  of  such  drops  be  less  than  0.33  of  the  thickness 
f  the  slab.  Where  drops  are  used  over  interior  columns, 
orresponding  drops  shall  be  employed  over  exterior  col¬ 


umns  and  shall  extend  to  the  one-sixth  (1/6)  point  of  the 
panel  from  the  center  of  the  column. 

Rule  8.  Slab  Thickness.  The  thickness  of  a  rein¬ 
forced  concrete  flat  slab  shall  dg  not  less  than  that 
derived  by  the  formulae  t  =  0.024  L  V  w  +  l/s  for 
slabs  without  drops,  and  t  =  0.02  L  V  w  +  1  for  slabs 
with  drops,  in  which  t  is  the  thickness  of  the  slab  in 
inches,  L  is  the  average  span  of  the  slab  in  feet,  and 
w  is  the  total  live  and  dead  load  in  pounds  per  square 
foot;  but  in  no  case  shall  this  thickness  be  less  than 
one-thirty-second  (1/32)  of  the  average  span  of  the  slab 
for  floors,  nor  less  than  one-fortieth  (1/40)  of  the  aver¬ 
age  span  of  the  slab  for  roofs,  nor  less  than  six  (6) 
inches  for  floors  nor  less  than  five  (5)  inches  for  roofs. 

Rule  9.  Reinforcement,  (a)  In  the  calculation  of 
moments  at  any  section,  all  the  reinforcing  bars  which 
cross  that  section  may  be  used,  provided  that  such  bars 
extend  far  enough  on  each  side  of  such  section  to  de¬ 
velop  the  full  amount  of  the  stress  at  that  section.  The 
effective  area  of  the  reinforcement  at  any  moment  section 
shall  be  the  sectional  area  of  the  bars  crossing  such  sec¬ 
tion  multiplied  by  the  sine  of  the  angle  of  such  bars  with 
the  plane  of  the  section.  The  distribution  of  the  rein¬ 
forcement  of  the  several  bands  shall  be  arranged  to  fully 
provide  for  the  intermediate  moments  at  any  section. 

(b)  Splices  in  bars  may  be  made  wherever  convenient 
but  are  preferably  at  points  of  minimum  stress.  The 
length  of  any  splice  shall  be  not  less  than  eighty  (80) 
bar  diameters  and  in  no  case  less  than  two  (2)  feet.  The 
splicing  of  adjacent  bars  shall  be  avoided  as  far  as  pos¬ 
sible.  Slab  bars  which  are  lapped  over  the  column,  the 
sectional  area  of  both  being  included  in  the  calculation 
for  negative  moment,  shall  extend  to  the  lines  of  inflec¬ 
tion  beyond  the  column  center. 

(c)  When  the  reinforcement  is  arranged  in  bands,  at 
least  fifty  (50)  per  cent  of  the  bars  in  any  band  shall  be 
of  a  length  not  less  than  the  distance  center  to  center 
of  columns  measured  rectangularly  and  diagonally;  on 
bars  used  as  positive  reinforcement  shall  be  of  a  length 
less  than  half  ()4)  the  panel  length  plus  forty  (40)  bar 
diameters  for  cross  bands,  or  less  than  seven-tenths 
(7/10)  of  the  panel  length  plus  forty  (40)  bar  diameters 
for  diagonal  bands  and  no  bars  used  as  negative  rein¬ 
forcement  shall  be  of  a  length  less  than  half  (l/2)  the 
panel  length.  All  reinforcement  framing  perpendicular 
to  the  wall  in  exterior  panels  shall  extend  to  the  outer 
edge  of  thp  panel  and  shall  be  hooked  or  otherwise 
anchored. 

(d)  Adequate  means  shall  be  provided  for  properly 
maintaining  all  slab  reinforcement  in  thhe  position  as¬ 
sumed  by  the  computations. 

Rule  10.  Line  of  Inflection.  In  the  design  of  rein¬ 
forced  concrete  flat  slab  construction,  for  the  purpose  of 
making  calculations  of  the  bending  moments  at  sections 
other  than  defined  in  these  rules,  the  line  of  inflection 
shall  be  considered  as  being  located  one-quarter  (V\)  the 
distance,  center  to  center,  of  columns,  rectangularly  and 
diagonally,  from  center  of  columns  for  panels  without 
drops,  and  three-tenths  (3/10)  of  such  distance  for  panels 
with  drops. 

Rule  11.  Moment  Sections.  For  the  purpose  of  de¬ 
sign  of  reinforced  concrete  flat  slabs,  that  portion  of  the 
section  across  a  panel,  along  a  line  midway  between  col¬ 
umns,  which  lies  within  the  middle  two  quarters  of  the 
width  of  the  panel  shall  be  known  as  the  inner  section, 
and  those  portions  of  the  section  in  the  two  outer  quar¬ 
ters^  the  width  of  the  panel  shall  be  known  as  the  outer 
sect;ons.  Of  the  section  which  follows  a  panel  edee  from 
column  to  column  and  which  includes  the  quarter  oeri- 
rneters  of  the  edges  of  the  column  capitals,  that  portion 
within  the  middle  two  quarters  of  the  panel  width  shall 
be  known  as  the  mid  section  and  the  two  remaining  por¬ 
tions,  each  having  a  projected  width  esual  to  one-quarter 
of  the  panel  width,  shall  be  known  as  the  column  head 
sections. 
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Rule  12  Bending  Moments.  In  the  design  of  rein- 
torced  concrete  flat  slabs  the  following  provisions  with 
respect  to  bending  moments  shall  be  observed.  In  the 

moment  expressions  used:  .  , 

W  is  the  total  dead  and  live  load  on  the  panel  under 
consideration,  including  the  weight  of  drop  whether  a 
square,  rectangle  or  parallelogram, 

W,  is  the  total  live  load  on  the  panel  under  considera¬ 
tion; 

L  is  the  length  of  side  of  a  square  panel  center  to 
center  of  columns;  or  the  average  span  of  a  rectangular 
panel  which  is  the  mean  length  of  the  two  sides; 

n  is  the  ratio  of  the  greater  to  the  less  dimension  ot 

the  panel;  ,  ,  .  , 

h  is  the  unsupported  length  of  a  column  in  inches, 

measured  from  top  of  slab  to  base  of  capital , 

I  is  the  moment  of  inertia  of  the  reinforced  concrete 

column  scetion. 

A.  Interior  Square  Panels.  The  numerical  sum  of 
the  positive  and  negative  moments  shall  be  not  less  than 
1/17  W.  L.  A  variation  of  plus  or  minus  five  (5)  per 
cent  shall  be  permitted  in  the  expression  for  the  moment 
on  any  section,  but  in  no  case  shall  the  sum  of  the  nega¬ 
tive  moments  be  less  than  sixty-six  (66)  per  cent  of 
the  total  moment,  nor  the  sum  of  the  positive  moment? 
be  less  than  thirty-four  (34)  per  cent  of  the  total  moment 
for  slabs  with  drops;  nor  shall  the  sum  of  the  negative 
moments  be  less  than  sixty  (60)  per  cent  of  the  total 
moment,  nor  the  sum  of  the  positive  moments  be  less 
than  forty  (40)  per  cent  of  the  total  moment  for  slabs 
without  drops. 

1  In  two-zvay  systems,  for  slabs  with  drops,  the  nega- 
tive  moment  resisted  on  two  column  head  sections  shall 
be  —  1/32  W  L;  the  negative  moment  on  the  mid  sec 
tion  shall  be  —  1/133  W  L;  the  positive  m°ment  on 
the  two  outer  sections  shall  be  +  1/80  W ,  L 
positive  moment  on  the  inner  section  shall  be  + 

W  L;  and  for  slabs  without  drops,  the  negative  moment 
resisted  on  two  column  head  sections  shall.be  1/^6 
W  L,  the  negative  moment  on  the  mid  section  shall  be 

_  1/133  W  L,  the  positive  moment  on  the  two  outer 

sections  shall  be  +  1/63  W  L  and  the  positive  moment 
on  the  inner  section  shall  be  -j-  1/133  W  L. 

2  In  four-wav  systems,  the  negative  moments  shall  be 
as  specified  for  Two-Way  Systems;  the  Positive  moment 
on  the  two  outer  sections  shall  be  4  1/100  WJ L .  and 
the  positive  moment  on  the  inner  section  shall  be  +  l/ioo 
W  L  for  slabs  with  drops;  and  the  positive  moment  on 
the  two  outer  sections  shall  be  -f  1/174  W  L,  and  the 
positive  moment  on  the  inner  section  shall  be  +  1/100 
W  L.  for  slabs  without  drops. 

3  In  threc-wav  systems,  the  negative  moment  on  tne 
column  head  and  mid  sections  and  the  positive  moment 
on  the  two  outer  sections,  shall  be  as  specified  for  bour- 
Way  Systems.  In  the  expression  for  the  bending  mo¬ 
ments  on  the  various  sections,  the  length  L  shall  be 
assumed  as  the  distance  center  to  center  of  columns 
and  the  load  W  as  the  load  on  the  parallelogram  pane.. 

B.  Interior  Rectangular  Panels. 

1  When  the  ratio  n  does  not  exceed  1.1.  all  compu¬ 
tations  shall  be  based  on  a  square  panel  of  a  length 
equal  to  the  average  span,  and  the  reinforcement  snail 
be  equally  distributed  in  the  short  and  long  directions 
according  to  the  bending  moment  coefficients  specified 

for  interior  square  panels  , 

2.  When  the  ratio  n  lies  between  1.1.  and.  1.33.  t 
bending  moment  coefficients  sneeified  for  interior  square 
panels  shall  be  applied  in  the  following  manner. 

(a)  In  two-u>av  systems,  the  negative  moments  on  tne 
two  column  head  sections  and  the  mid  section  and  the 
positive  moment  on  the  two  outer  sections  an  m 
inner  section  at  right  angles  to  the*  long  direction  shall 
be  determined  as  for  a  square  panel  of  a  length  equal  to 
the  greater  dimensions  of  the  rectangular  panel;  and  the 
corresponding  moments  on  the  sections  at  right  angles 


to  the  short  direction  shall  be  determined  as  for  a  square 
panel  of  a  length  equal  to  the  lesser  dimensions  of  the 
rectangular  panel.  In  no  case  shall  the  amount  of  re¬ 
inforcement  in  the  short  direction  be  less  than  two-thirds 
(2/3)  of  that  in  the  long  direction.  The  load  W  shaft 
be  taken  as  the  load  on  the  rectangular  panel  under  con¬ 
sideration.  -|«i 

(b)  In  four-way  systems,  for  the  rectangular  bands,  the 
negative  moment  on  the  column  head  sections  and  the 
positive  moment  on  the  outer  sections  shall  be  determined 
in  the  same  manner  as  indicated  for  two-ivay  systems, 

For  the  diagonal  bands  the  negative  moments  on  the 
column  head  and  mid  sections  and  the  positive  moment 
on  the  inner  section  shall  be  determined  as  for  a  square , 
panel  of  a  length  equal  to  the  average  span  of  the  rect¬ 
angle.  The  load  W  shall  be  taken  as  the  load  on  the 
rectangular  panel  under  consideration. 

(c)  In  three-imy  systems,  the  negative  and  positive. mo¬ 
ments  on  the  bands  running  parallel  to  the  long  direc¬ 
tion  shall  be  determined  as  for  a  square  whose  side  is 
equal  to  the  greater  dimension;  and  the  moments  on 
the  bands  running  parallel  to  the  short .  direction  shall 
be  determined  as  for  a  square  whose  side  is  equal  to 
the  lesser  dimension.  The  load  W  shall  be  taken  as  the 
load  on  the  parallelogram  panel  under  consideration. 

C.  Exterior  Panels.  The  negative  moments  at  the 
first  interior  row  of  columns  and  the  positive  moments 
at  the  center  of  the  exterior  panels  on  moment  sections 
parallel  to  the  wall,  shall  be  increased  twenty  (20)  per 
cent  over  those  specified  above  for  interior  panels.  The 
negative  moment  on  moment  sections  at  the  wall  and 
parallel  thereto  shall  be  determined  by  the  conditions,  oi 
restraint,  but  the  negative  moment  on  the  mid  section 
shall  never  be  considered  less  than  fifty  (50)  per  cent 
and  the  negative  moment  on  the  column  head  sectior 
never  less  than  eighty  (80)  per  cent  of  the  correspond 
ing  moments  at  the  first  interior  row  of  columns. 

D.  Interior  Columns  shall  be  designed  for  the  bend 
ing  moments  developed  by  unequally  loaded  panels,  ec 
centric  loading  or  uneven  spacing  of  columns.  Thi 
bending  moment  resulting  from  unequally  loaded  panel 
shall  be  considered  as  1/40  W,  L,  and  shall  be  resistei 
by  the  columns  immediately  above  and  below  the  floo 
line  under  consideration  in  direct  proportion  to  the  value 
of  their  ratios  of  I/h. 

E.  Wall  Columns  shall  be  designed  to  resist  bendinj 
in  the  same  manner  as  interior  columns,  except  that  V 
shall  be  substituted  for  W,  in  the  formula  for  the  mo 
ment.  The  moment  so  computed  may  be  reduced  by  th 
counter  moment  of  the  weight  of  the  structure  whic 
projects  beyond  the  center  line  of  the  wall  columns. 

F.  Roof  Columns  shall  be  designed  to  resist  the  tote 
moment  resulting  from  unequally  loaded  panels,  as  ex 
pressed  by  the  formulae  in  paragraphs  (D)  and  (E)  c 
this  rule. 

Rule  13.  Walls  and  Openings.  In  the  design,  an 

construction  of  reinforced  concrete  flat  slabs,  addition: 
slab  thickness,  girders  or  beams  shall  be  provided  t 
carry  any  walls  or  concentrated  loads  in  addition  to  tl 
specified  uniform  live  and  dead  loads.  Such  girders  c 
beams  shall  be  assumed  to  carry  twenty  (20)  per  cei 
of  the  total  live  and  dead  panel  load  in.  addition  to.tr 
wall  load.  Beams  shall  also  be  provided  in  case  opening 
in  the  floor  reduce  the  working  strength  of  the  slab  belo 
the  prescribed  carrying  capacity. 

Rule  14.  Special  Panels.  For  structures  having 
width  of  less  than  three  (3)  rows  of  slabs,  or  in  whir 
exterior  drops,  capitals  or  columns  are  omitted,  or 
which  irregular  or  special  panels  are  used,  and  for  whi< 
the  rules  relating  to  the  design  of  reinforced  flat  slal 
do  not  directly  appb\  computations  in  the  analy? 

of  the  design  of  such  -boll  wtwn  ^o  require 

be  filed  w;th  the  superintendent  of  buddings. 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

B.  C.  Oil  Burner . .. .  1295-24-SA 

B.  C.  Oil  Burner,  Type  H .  684-29-SA 

.etna  Automatic  Oil  Burner .  1547-23-SA 

.laddin  Oil  Burner .  298-26-SA 

.lexander  Oil  Burner .  65-28-SA 

.rcoil  Heat  Machine .  632-26-SA 

\utocrat  Oil  Burner,  Model  B-l .  297-31-SA 

aker  Automatic  House  Heating  Burner .  1323-22-SA 

aker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

.allard  Super  Domestic  Oil  Burner .  939-24-SA 

ayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

erggren  Oil  Burner .  764-26-Sa 

ettendorf  High  Pressure  Oil  Burner .  479-31-SA 

ettendorf  Oil  Burner .  731-28-SA 

ock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

,raden  Automatic  Fuel  Oil  Burner .  322-30-SA 

ranford  Oil  Burner .  36-31-SA 

jaloroil  Burner — Type  A  A .  1361-24-SA 

farboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

arborundum  Burner .  571-29-SA 

arter-Korth  Oil  Burner .  54-30-SA 

entury  Oil  Burner .  157-28-SA 

hallenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

ombustion  Fuel  Oil  Burner .  1103-22-SA 

ombustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

ommonwealth  Automatic  Oil  Burner .  348-28-SA 

ook’s  Automatic  Oil  Burner .  955-27-SA 

ope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

rescent  Oil  Burner .  222-29-SA 

rown  Oil  Burner,  Type  XA .  426-29-SA 

jrystal  Blue  Flame  Oil  Burner .  .  423  29-SA 

ahl  Vaporizing  Oil  Burner .  915-26-SA 

’Elia  Oil  Burner .  155-31-SA 

,'elco  Heat  Oil  Burner .  420-31-SA 

jst-o-matic  Oil  Burner .  663-28-SA 

joherty  Oil  Burner .  943-26-SA 

conomy  Oil  Burner,  Type  A-l .  45-31-SA 

isler  Automatic  Oil  Burner .  481-27-SA 

lectrol  Automatic  Oil  Burner .  259-25-SA 

lectromatic  Oil  Burner .  603-29-SA 

nterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

spo  Oil  Gas  Burner .  1431-23-SA 

aultless  Oil  Burner .  493-24- S A 

luid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

oster  Oil  Burner .  715-26-SA 

ranklin  Domestic  Oil  Burner .  560-26-SA 

uelo  Oil  Burner .  47-30-SA 

ar  Wood  Oil  Burner .  373-30-SA 

hapco  Steam  Generator .  348-31-SA 

Albert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

ilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

>11  Oil  Burner .  1231-23-SA 

-oodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

°odspeed  Automatic  Oil  Burner .  937-27-SA 

ulf  Oil  Burner .  382-26-SA 

faidinge  Oil  Burner .  813-25-SA 

larris  Fuel  Oil  Burner .  690-30-SA 

art  Automatic  Oil  Burner .  J162-24-SA 

art  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

ayward  Oil  Burner .  696-30-SA 

eatiator  Oil  Burner .  1346-23-SA 

ercules  Oil  Burner .  510-29-SA 

'Ihv  Type  A  Fuel  Oil  Burner .  688-29-SA 

omer  Domestic  Oil  Burner .  1211-25-SA 


Burners  for  Domestic  and  Commercial  Use 

Name  of  Burner 


Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner.... 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kleen  Heet  Oil  Burner . 

Kreager  Oil  Burner . 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NR . 

Lawrence  May  Oil  Burner . 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Majestic  Oil  Burner . 

Marr  Oil  Heat  Machine . 

May  Oil  Burner . 

Mayfield  Oil  Burner . 

Mayflower  Oil  Burner . 

Mcllvane  Oil  Burner . 

Melco  Automatic  Oil  Burner,  Type  “A” . 

Merco  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atoming  Burner 

Morse  Fuel  Oil  Burner . 

Mousette  Oil  Burner . 

National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nii- Way  Oil  Burner . 

Oil-Elec-Tric  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30- A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Petrc  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2 . 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Piatt  Oil  Burning  Water  Heater . 

Pioneer  Automatic  Oil  Burner . 

Powerlight  Oilheat  Burner . 

Pressure  Oil  Burners,  Models  A,  B  and  C.... 

Quiet  Ballard  Automatic  Oil  Burner . 

Ray  Rotary  Fuel  Oil  Burner . 

Rayfield  Oil  Burner . 

Re-Ly-On  Oil  Burner . 

Remington  Domestic  Oil  Burner,  Type  B . 

Remington  Oil  Burner . 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 
Rickard  Oil  Burner 
Rightway  Oil  Burner 
Richmond  Gravity  Fuel  Oil  Burner 


Calendar  No. 
59 1-29- SA 
372-30-SA 
1305-24-SA 
938-22-SA 
852-26-SA 
846-25-SA 
62-24-SA 
367-30-SA 
443-28-SA 
670-30-SA 
1034-27-SA 
425-31-SA 
314-30-SA 
129-28-SA 
693-30-SA 
765-26-SA 
68-24-SA 
568-31-SA 
124-29-SA 
544-29-SA 
1032-25-SA 
637-29-SA 

327-31-SA 

673-27-SA 

938- 25-SA 

939- 25-SA 
820-23 -S  A 
887-25-SA 
836-25-SA 
518-29-SA 

1071-27-SA 
255-31-SA 
801-28-SA 
584-28-SA 
1078-24-SA 
773-26-SA 
317-31-SA 
1359-24-SA 
394-30-SA 
113-26-SA 
1193-25-SA 
617-30-SA 
1029-26-SA 
1 61-26-SA 

451- 31-SA 

452- 3'1-S  A 
78-28-SA 

73‘5-30-SA 

40-31-SA 
737-29-SA 
1259-27-SA 
628-23-S A 
146-31-SA 
660-30-SA 
504-23-SA 
504-26-SA 
745-26-S A 
532-31-SA 
891-26-SA 
667-28-SA 
101 1-27-SA 
339-31-SA 
1 193-22-SA 


approved  appliances 


r  n  „  Calendar  No. 

Name  of  Burner  .  1487-23-SA 

Schulse  Home  Oil  Burner . 

Security  Od  Burner .  ^ 

Shepard  Oil  Burner .  cA 

Shill  Oil  Burner . V”'*** 

Silent-Auburn  Fuel  Oil  Burner,  Models  A,  4B3_31_gA 

B  and  . .  <,  a 

Silent  Automatic  Oil  Burner .  ~  ‘ 

Silent  Automatic  Burner,  Model  “B  .  ™ 

Silent  Automatic  Burner,  Model  “E” .  '  ' 

Silent  Glow  Oil  Burner,  ModelG .  !"S  . 

Silent  Glow  Oil  Burner,  Model  1000. . .  34o-31-bA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  ' 

Simplex  Domestic  Type  “S-P”  Oil  Burner ....  M5-31-SA 

Socony  Arrow  Oil  Burner .  “  . 

Stuhler  Oil  Burner .  '  ~gA 

Summerheat  Oil  Burner .  fat  a 

Sundstrand  Automatic  Oil  Burner... .  -oo-26-bA 

Sundstrand  Purmaco  Automatic  Oil  Burner 

Models  A-2,  4-B,  G-5,  A-3U,  3K,  B-oU, 

B-5K  and  C-6U . . .  2o  SA 

Sunflower  Model  S-l  Oil  Burner .  6°  nnC, 

Sunflower  Oil  Burner,  Model  S-2 .  58<-30-bA 


Name  of  Burner 

Calendar  No. 

624-30-SA 

bunway  tJii  rmriiei . . 

Super  Automatic  Oil  Heater  Model  SSH.. 

715-29-SA 

951-25-SA 

Sword  Automatic  wii  uumci . 

Tabor  Automatic  Oil  Heater,  Type  “D”.. 

778-28-SA 

287-28-SA 

1  ltnken  UH  Burner,  iuuua  . . 

297-29-SA 

I imken  Kotary  wu  . . 

470-31-SA 

i  odd  Opiro  CJn  . . 

63-28-SA 

loridneet  uii  Burner . ; . 

Twin  City-on-the-Door  Oil  Burner . 

129-27-SA 

498-29-SA 

Um-Cec-  i  ric  wii  . . 

620-28-SA 

United  States  vJii  . . 

6-24-SA 

Universal  ruel  uii  . . 

451-26-SA 

612-30-SA 

320-30-SA 

556-29-SA 

volcano  Automatic  vjii  . . 

1155-25-SA 

W ayne  Uu  Burner ......... ...  •  •  •  •  • 

Williams  Oil-o-matic  Fuel  Oil  Burner,^ 
Hams  Oil-o-matic,  Jr.,  Model  K 

Wil- 

and 

918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
York  Automatic  Oil  Burner . 

19-25-SA 

44-29-SA 

APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Anthony  Nebulyte  Oil  Burner . 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . ;••• 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner. . . . 

Babcock  &  Wilcox  Mechanical  Oil  Burner.... 
Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  AA . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner.... . 

D’Elia  Oil  Burner . 

Enco  Type  400  Steam  Atomizing  Oil  Burner.. 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Fess  Turbine  Burner . 

Frankfort  Type  P  Oil  Burner . 

Gem  Fuel  Oil  Burner . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

GRD  Fuel  Oil  Atomizer . 

Hammel  Oil  Burner . 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . - . 

Hauck  Venturi  Low  Pressure  Oil  Burner . 

Hayward  Oil  Burner . 

Holby  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Induslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Lientz  Oil  Burner . 


1026-22-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 


1414-22-SA 

1464-21-SA 

45-21-SA 

957-22-SA 

1361-24-SA 

942-21-SA 

397-23-SA 

13-21-SA 

155-31-SA 

1414-23-SA 

509-30-SA 

1149-27-SA 

26-22-SA 

1046-23-SA 

111-26-SA 

348-31-SA 
1636-21-SA 
128-27-SA 
1278-21-S A 
72-31-SA 
690-30-SA 
88-27-S A 
690-30-SA 
328-27-S A 
689-29-SA 
5-24-SA 
367-30-S A 
3 1 4-30-SA 
129-28-SA 

1 55-20-SA 


Mahrvel  Low  Pressure  Burner . 

Maxon  Oil  Burner  (New  Style) . 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner.... 

Oil-Elec-Tric  Oil  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . . . ; . 

Petro  Mechanical  Burner  and  Air  Register.... 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner - 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner . 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner.. 

Steam  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner .... 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate- Jones  No.  6  Oil  Burner..- . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Spiro  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 


859-26-SA 

1036-22-SA 

68-24-S^ 

327-31-S/ 

938- 25-S/ 

939- 25-S/ 
820-23-S/ 

185- 29-Sf 

186- 29-S* 
255-31-S; 
792-26-S- 
317-31-S 
394-30-S. 
617-30-S 
644-21-S 
452-31-S 
735-24-S. 

40-31-S 
660-30-S 
438-31-S 
367-21-S 
504-23-S 
341-21-S 
583-21-S 
1203-22-S 
1 83-22-S 
92-23-S 
1254-24-w 
1444-23-S 
297-29-f 
1525-22-1 
470-31-! 
454-25-! 
123-23-1 
19-25- 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

81-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 

f  f . 

Administrative  Applications. 

.29-27- A — 39  Fifth  avenue,  Manhattan. 

30- 27- A — 13-16  Central  Park  West,  Manhattan. 

31- 27-A — 20-28  West  72nd  street,  Manhattan. 

32- 27-A — 242-248  West  76th  street,  Manhattan. 

26- 30- A — 46  West  98th  street,  Manhattan. 

37-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

99-31-A- — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

:93-21-SA — Quimby  Screw  Pump,  approval  of. 

1Q-22-SA — Crocker  Gas  Valve,  approval  of. 

99-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
37-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

27- 23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

75-23-SA — Win.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

13- 23-SA — Automatic  Gas  Shut-Off,  approval  of. 

25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

52-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

16-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

:53-25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

34-25-SA — Koerting  Gear  Pump,  approval  of. 

37-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
37-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

14- 27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
132-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 

and  Sprinkler  Siamese  Connection,  ap¬ 
proval  of. 

13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

12-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

58-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 


42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  254-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
3S0-29-SA — Kennedy  254-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 
359-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

568-30-SA — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
730-30-SA — Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
125-31-SA — SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA— Lunkenheimer  254-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31- SA— Lunkenheimer  254-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
396-31-SA — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
491-31-S A — Superfex  Oil  Burning  Heater,  approval  of. 
513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
534-31-SA — Page  Fuel  Burner,  approval  of. 

536- 31-SA — Standard  Automatic  Oil  Burner,  Type  14-G, 

approval  of. 

537- 31-SA — Standard  Automatic  Oil  Burner,  Type  11-G, 

approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of, 

548-31-SA — National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

584-31-SA — Fairfield  Oil  Burner,  approval  of. 

592-31-SA — Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

597- 31-SA —  N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 

AS  and  No.  134  DS,  approval  of. 

598- 31-SA — N.  D.  T„  Fire  Alarm  Boxes,  Types  No.  1046, 

1046  A  and  1046  AN,  approval  of. 
600-31-SA — Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 

9-32- S A — Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

44-32-SA — Vaporoil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


PUBLIC  HEARING 


ROPOSED  NOTICE  OF  HOLDING  IN  ABEYANCE  RULE  155  OF  THE  PLUMBING 

RULES 


[693-20-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear- 
?  will  be  held  by  the  board  of  standards  and  appeals  on 
lesday,  March  1,  1932,  at  3  p.  m..  Room  1013,  Municipal 
aiding,  on  proposed  notice  of  holding  in  abeyance  Rule  155 

'be  Plumbing  Rules. 

In  connection  with  the  amen^^-nt  to  Section  155  of  the 


Plumbing  Rules  adopted  November  12,  1931,  the  board  in¬ 
tends  to  ratify  the  vote  that  all  present  installations  where 
complying  with  the  present  rules  may  be  maintained  until 
April  1,  1933,  with  the  proviso  that  s.iould  the  Commissioner 
of  the  Department  of  Water  Supply,  Gas  &  Electricity  deem 
an  emergency  exists  the  rule  shall  become  effective  on  thirty 
days’  notice  of  such  emergency  to  the  superintendent  of 
buildings. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  February  24,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


disposition  of  cases. 

344  Withdrawn  . 

Dismissed  . 

Denied  . 

91  Granted  . . . 

Granted  on  condition . 

Appliances  approved  . . . 

19  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . •  •  • . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

51  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

4  Requests  to  amend  granted . 

Requests  to  amend  denied . 

14  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . . 

Requests  to  rescind  denied . . . . 

8  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Reauests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

4  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . •  . . 

Administrative  requests  denied  or  withdrawn., 

3  Interpretations  . •••.•••• . . 

Requests  withdrawn  or  dismissed . 


26 

3 

26 

0 

75  * 
5 
3 
1 
2 

47 

3  1 

4 
0 

13 

1 

0 

0 

8 

0 

0 

0 

0 

0 

4 

0 

0 

0 

3 

1 


,r  ,  ,  .  538 

Disposed  of  .  . . 

Cases  pending  February  24,  1932 .  313 


Total 


225 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 

board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lac  v 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  ot  the 

hearing. 


Third  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  an 
of  the  posting  of  the  calendars  on  the  bulletin  board  m  the 


WARNING 

offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press.  <  i 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al 
cases  promptly,  for  the  reason  that  the  pendancy_  of  ai 
appeal  or  petition  ties  the  hands  of  the  administrative  ottr 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitiot 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  W 
appellant  or  petitioner  to  file  necessary  data,  or  by  an;( 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac. 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan 
and  data  required  by  law  are  supplied,  as  specified  on  th 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND 
Room  1001,  Municipal  Building, 
New  York  City. 


APPEALS 
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Name 
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Regular 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan11*8  ^  ^  ™  R°°m  1013,  MuniciPal  Building, 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


kfice — Municipal  Building,  Rooms  1001  to  1015. 

ELEPHONE — WORTH  2-0184. 

ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

II  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  8,  1932 

at  2o  dock.  At  this  call  each  case  is  set  for  hearing  on  a 
dennute  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  15,  1932,  at  2  o’clock. 

The  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
fiom  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  if  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b» 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice.  1 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified’ and 

direcTionT  °f  expedlted  by  conforming  to  these 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  March  2,  1932. 


Cal.  No.  Department.  Premises  Affected. 

1 07-32- A  . B.B.M. .  ..123-133  William  st.,  Man., 

Alt.  Applic.  2632-31 

106-32-BZ  . . .  .B.B.Bx . . .  2351-2355  Grand  concourse,  Bx., 

_  Alt.  69-1932 

105-32-A  . B.B.M _ 28  Gold  st.,  Man., 

_  N.  B.  8-1932 

104-32-S . F.D . 78  Bowery,  Man., 

_  L.  D.  91587 

103-32-BZ . B.B.Q..  32-13  36th  ave.  (Washington 

ave.),  L.  I.  C.,  Q., 

_  N.  B.  6063-1931 

102-32- A . F.D . Pier  foot  of  Huron  st.,  Bklyn., 

F-78488 

101-32-BZ . B.B.Bx. .  .2871  Bailey  ave.,  Bx., 

_ _  N.  B.  33-1932 

100-32- A . B.B.Q. ..  .108-35  173rd  st.,  Jamaica,  Q., 

Decision 

99-32-BZ . B.B.B _ 334-344  Douglass  st.,  Bklyn., 

_ _  Applic.  1245-1932 

98-32- A  . F.D . 145  Front  st.,  Man., 

_ _ .  F-91987  &  F-91988 

97-32- A . F.D . 135  Wooster  st.,  Man., 

_ ‘ '  F-86542 

96-32- S  . F.D . 500  Broadway,  Bklyn., 

_  L.  D.  881-27 

95-32-S..." . F.D . 1543  Inwood  ave.,  Bx., 

L.  D.  92399 

94-32-SA . F.D . Todd  Spiro  Burner  (Pump 

_  Type) ,  Appliance 

93-32-BZ . B.B.M.  .  ..Welfare  Island,  West  Shore, 

opposite  61st  st.  (garage), 
_  Man.,  N.  B.  141-1931 

92-32- A . F.D . 85  Roebling  st.,  Bklyn., 

_ _  L.  C.  45258 

Restored  to  Calendar. 

569-30-BZ . B.B.M.... 309-321  W.  66th  st.,  Man., 

_  Applic.  8936-30 


CODE 

p  j)  . Fire  Department 

H.D  .  . V. . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T  h.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  8,  1932,  AT  2  P  M. 

Building  Zone  Cases. 

573-31-BZ. 

APPLICANT — Frank  J.  Fennimore,  for  Rose  Fennimorc 
and  Maria  Marchisiello,  owners. 

PREMISES— 564-566  East  New  York  avenue,  south  side, 
329  ft.  7  in.  east  of  Brooklyn  avenue,  Brooklyn. 
APPLICATION,  under  sections  7e,  7g  and  21  of  the  build¬ 
ing  zone  resolution, 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

599-31-BZ: 

APPLICANT— Henry  J.  Nurick,  for  Ideal  Cleaners  and 
Dyers,  Inc.,  owner. 

PREMISES — 237-239  Nostrand  avenue,  east  side,  25  ft. 
north  of  Kosciusko  street,  Brooklyn. 

APPLICATION,  under  sections  7a,  7b  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  dyeing  establishment. 

10-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Marmion  Avenue  Corp, 
owner. 

PREMISES— West  side  of  Southern  boulevard,  184.27  ft 
south  of  East  180th  street,  The  Bronx. 

APPLICATION,  under  sections  7a  and  7e  of  the  building 
zone  resolution,  .  * 

TO  PERMIT  in  a  business  district  the  extension  of  ar 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 

25-32-BZ. 

APPLICANT— John  M.  Baker,  for  Cypress  Homes  Corp 
owner. 

PREMISES — North  side  of  Rockaway  boulevard,  121  ft 
west  of  75th  street,  Woodhaven,  Borough  of  Queen? 

APPLICATION,  under  section  21  of  the  building  zon 
resolution,  .  j 

TO  PERMIT  in  a  business  district  the  erection  and  mam 
tenance  of  a  garage  for  more  than  five  (5)  moto 
vehicles  and,  also,  a  gasoline  service  station. 

27-32-BZ. 

APPLICANT — Joel  D.  Marder,  for  Columbus  O’D.  Iselii 
owner. 

PREMISES— 127  West  52nd  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution,  i 

TO  PERMIT  in  a  business  district  the  conversion  of  tl 
occupancy  of  a  building  used  as  a  garage  for  five  (£ 
motor  vehicles  to  a  garage  for  more  than  five  (t 
motor  vehicles. 

489-29-BZ. 

APPLICANT— Bennett  &  Koeppel,  for  Mary  G.  Leggc 
owner. 

PREMISES— 1985-1995  Ocean  avenue,  southeast  corner 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution,  j 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  business  and  residence  building  (stoi 
and  dwellings);  (previously  withdrawn;  reopen 
February  9,  1932). 

55-32-BZ. 

APPLICANT— Benjamin  Driesler,  Jr.,  for  Realty  As 
ciates,  Inc.,  owner.  . 

PREMISES— 128-138  Brighton  Beach  avenue,  south  si 
110.8  ft.  west  of  Calm  street,  Brooklyn. 
APPLICATION,  under  sections  7g  and  21  of  the  build: 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  o 
version  of  an  existing  building  to  a  garage 
more  than  five  (5)  motor  vehicles  and,  also, 
installation  of  a  gasoline  service  station. 

427-31-BZ. 

APPLICANT— Harry  Urquhart,  for  Superior  Welding 
Cutting  Corp.,  owner. 
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DEMISES — 289-291  Palmetto  street  and  577  Knicker¬ 
bocker  avenue,  Brooklyn. 

IMPLICATION,  under  sections  6,  7c  and  21  of  the  building 
zone  resolution, 

3  PERMIT  in  a  business  district  the  occupancy  for  an 
open  air  parking  space  for  more  than  five  (5) 
motor  vehicles  and,  also,  minor  repairs  to  motor 
vehicles  of  a  plot  now  occupied  by  two  (2)  four- 
car  garages,  a  dwelling  and,  also,  a  motor  vehicle 
repair  shop. 


MARCH  8,  1932,  10  A.  M. 

Building  Zone  Applications. 

MOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
Is  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  March 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
following  matters : 

~  no.  558-31-BZ — Application,  November  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jackson  Avenue  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  Queens  boulevard,  between  64th 
street  and  65th  street,  Winfield,  Bor¬ 
ough  of  Queens. 

..  no.  570-31-BZ — Application,  November  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Bausch,  applicant,  on 
behalf  of  Gross  &  Lemmerman,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  231st  place  and  Merrick  road, 
Laurelton,  Borough  of  Queens. 

.  no.  268-31-BZ — Application,  May  28,  1931;  laid  over 
for  full  vote  of  the  board  July  28,  1931; 
previous  vote  reconsidered  and  applica¬ 
tion  granted  on  certain  conditions  No¬ 
vember  24,  1931 ;  reopened  February  16, 
1932,  on  request  of  Philip  J.  Sinnott, 
representing  Elsie  Realty  Co.,  objector- 
re  Application,  under  section  21  of  the 
building  zone  resolution,  of  Nicholas 
Madonna,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  use  and  “D”  area 
district  the  erection  and  maintenance  of 
an  apartment  building  not  conforming 
with  the  building  zone  requirements; 
premises  234  East  203rd  street,  south 
side,  42.16  ft.  west  of  Valentine  avenue, 
The  Bronx. 

no.  609-31-BZ— Application,  December  23,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Estate  of  Edward  Brennan, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  3460-3471 
Bronx  boulevard,  west  side,  150  ft. 
north  of  East  210th  stret,  The  Bronx. 

no.  619-31-BZ — Application,  December  31,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  Kearney,  applicant,  on 
behalf  of  Estate  of  Israel  Miller,  owner, 
to  permit  in  a  business  district  the  crec- 
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tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  148-16  to  148-26 
111th  avenue,  Jamaica,  Borough  of 
Queens. 

CAL.  NO.  2-32-BZ— Application,  January  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  be¬ 
half  of  Simon  P.  Emory,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1662-1668  Westchester 
avenue  and  1685-1691  Metcalf  avenue, 
southwest  corner,  The  Bronx. 

cal.  no.  12-32-BZ— Application,  January  7,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  Benon,  applicant,  on  behalf 
of  George  White,  owner,  to  permit  in 
a  business  district  the  change  of  occu¬ 
pancy  of  a  portion  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5) 
motor  vehicles  ;  premises  6513-6519  Fifth 
avenue,  northeast  corner  of  66th  street, 
Brooklyn. 

cal.  no.  499-31-BZ— Application,  October  9,  1931;  denied 
January  5,  1932;  reopened  February  2, 
1932,  under  section  21  of  the  building 
zone  resolution,  of  Charles  D.  Cords, 
applicant,  on  behalf  of  Louis  Cherleck 
and  Catherine  Cherleck,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  _  maintenance  of  a  gasoline  service 
station;  premises  262-10  Hillside  ave¬ 
nue,  southwest  corner  of  263rd  street, 
Floral  Park  Gardens,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  8,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

618-31-A — 58  West  15th  street,  Manhattan. 

28-32- A — 208-210  West  56th  street,  Manhattan. 

Petitions  for  Variations. 

535-31-S — 301-303  Third  avenue,  Brooklyn. 

461-30-S — 521-531  West  57th  street  and  518-528  West  58th 
street,  Manhattan. 

594-31-S— 306-308  East  149th  street,  The  Bronx. 

20-32-S — 25-33  Marcy  avenue,  Brooklyn. 


MARCH  11,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  March 
11,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  416-31-BZ — Application.  August  24,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  A.  M.  Beck  Realty  Corp., 
owner,  to  permit  in  a  residence  district 
the  change  of  occupancy  of  the  base¬ 
ment  story  of  an  existing  dwelling  to 
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business  use  (restaurant);  Ijwmim  159 
West  73rd  street,  north  side,  219  it. 
east  of  Amsterdam  avenue,  Manhattan. 


line  service  station;  premises  northeast 
corner  of  Northern  boulevard  and  244th 
street,  Douglaston,  Borough  of  Queens. 


492-31-BZ — Application,  August  27,  1931,  under 
CAL.  NO.  4.2  ^  Mn  21  of  the  building  zone  resolu¬ 

tion,  of  Queens  Operators,  Inc.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance :  o 
a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits;  Prei"ls^s 
northwest  corner  of  Springfield  boule 
vard  and  Merrick  road,  Jamaica,  Bor¬ 
ough  of  Queens. 


cal  no  17-32-BZ— Application,  January  11,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  applicant, 
on  behalf  of  Gerosa  Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor' 
vehicles;  premises  east  side  of  Webster 
avenue,  170.37  ft.  south  of  Fast  182nd 
street,  The  Bronx. 


,ni  oi  uy _ Application,  October  13,  1931,  under 

cal.  no.  501-31-BZ  s  Apphcati  o .  ^  building  resolu¬ 

tion  of  A.  S.  Mongiello,  applicant,  on 
behalf  of  M.  Rigat,  owner,  to  permit 
in  a  business  district  the  erection  and 

maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  108-53  to  108-55  Roose 
yelt  avenue,  north  side,  500  ft.  east  o 
108th  street,  Corona,  Borough 
Queens. 


o9Q  oi  nv _ Application,  June  30,  1931,  under  sec- 

CAL.  NO.  329-3  -  z  t.Appl^  o{  theJ  building  ZOne  resolution 

of  Jacob  Leiman,  applicant,  on  behalt 
of  Samuel  Meyerowitz,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use  (store); 
premises  57-61  71st  street,  Maspeth, 
Borough  of  Queens. 


cos  qi  v.y _ Application,  October  28,  1931,  under 

CAL.  no.  528-31-BZ  s  A?pbcai  oi  the  build.  resolu- 

tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  George  W  Horr 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  70-52  Kis- 
sena  boulevard,  northwest  corner  ot 
70th  road,  Flushing,  Borough  of  Queens. 


CAL.  NO. 

resolution,  of  R.  L;  Giffen,  app  leant, 
substituted  for  Christian  S.  Juell,  on 
behalf  of  the  Long  Island  Theatres  Co., 
Inc.,  owner,  to  permit  in  a  business  clis- 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Main  street,  Flush¬ 
ing,  Borough  of  Queens. 


HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  11,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

4-32- \ _ 119  Harris  avenue  and  Sherman  place  (11-1 

43rd  avenue),  Long  Island  City,  Borougl 
of  Queens. 


MARCH  11,  1932,  3  P.  M. 

SPECIAL  MEETING. 
Rules. 

217-21-SR— Fuel  Oil  Rules,  Amendment  to. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  15,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

293-31-BZ. 

APPI  ICANT — J.  &  V.  Beach  Holding  Corp.,  owner. 
_ „  «  rA  r> '  li _ a  T  Q-utnn  avenue  and  i 


APPLICANT — J.  &  V.  ceacn  noiumg  'JVV‘,7 A, 

PREMISES— Southeast  corner  of  Layton  avenue  and  She 
drive,  The  Bronx.  ,  .... 

APPLICATION,  under  section  21  of  the  building  z 

resolution,  .  .  « 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  gasoline  service  station. 


p  ,  t  NO  521-31-BZ — Application,  October  22,  1931,  under 
CAL-  '  section  21  of  the  building  zone  resolu¬ 

tion,  of  Pantrejay  Realty  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district,  extending  from  an  unrestricted 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
south  side  of  Eastern  boulevard,  Bolton 
avenue  to  White  Plains  avenue.  The 
Bronx. 


550-31-BZ.  . 

APPLICANT— Henry  J.  Nurick,  for  Lena  E.  hatci 

owner.  .  ., 

PREMISES- — 2838-2846  West  2nd  street,  west  side,  1U0 
134  in.  north  of  Neptune  avenue,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  z< 

resolution,  .  . 

TO  PERMIT  in  a  residence  use  district  the  erecti 

garage  for  more  than  five  (5)  motor  vehicles. 


pat  no  547-31-BZ— Application,  November  12,  1931,  under 
CAL-  section  21  of  the  building  zone  resolu¬ 

tion,  of  Abraham  J.  Feitelberg,  appli¬ 
cant,  on  behalf  of  Frederick  Snell, 
owner,  to  permit  in  a  business  district 
4-Via  prprtinn  and  maintenance  of  a  gaso 


31-32-BZ. 

APPLICANT— Edward  Cosgrove,  owner 
PREMISES— 500  Henderson  avenue,  south  side,  74.  u 
east  of  Davis  avenue,  West  New  Brighton,  Boro 

of  Richmond.  _  ,  ,  ....  , 

APPLICATION,  under  section  21  of  the  building 

resolution,  ,.  .  . 

TO  PERMIT  in  a  residence  use  and  E  area  district 
erection  and  maintenance  of  a  business  built 
(store)  and,  also,  the  omission  of  the  required 
(10)  foot  setback  from  the  street  line. 


4  ■I  1  31  1 1  ^7 

A  DPPTTrA NT— Herman  Katz,  for  Isidore  Popkin, 
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[’REMISES- — 7702-7704  Flatlands  avenue,  southeast  corner 
of  Hast  77th  street,  Brooklyn. 

[iPPLICA  1  ION,  under  section  7f  of  the  building  zone 
resolution, 

'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  February  23, 
1932). 

p-32-BZ. 

PPUCANT— Conroy  &  Hardy,  for  Fred  W.  Plate, 
owner. 

REMISES — 5701-5711  20th  avenue,  southeast  corner  of 
57th  street,  Brooklyn. 

PPLICA  I  ION,  under  section  21  of  the  building  zone 
resolution, 

O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


MARCH  15,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
's  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  T aesday  morning,  March 
,  1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
<  the  following  matters : 

L-  N(>-  564-3 1-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Eacerenza,  appli¬ 
cant,  on  behalf  of  Sarah  Silberstein, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  842-852 
Ralph  avenue,  west  side,  280  ft.  north  of 
Church  avenue,  Brooklyn. 

tu  no.  604-31 -BZ — Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

u  no.  606-3 1-BZ — Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

N0-  617-31-BZ — Application,  December  30,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Klein,  Kinsley  &  Klein,  appli¬ 
cants,  on  behalf  of  Domenico  Sabatino, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  east  side  of  Sedgwick 
avenue,  153.11  ft.  south  of  West  169th 
street,  The  Bronx. 

•  no.  23-32-BZ— Application,  January  18,  1932,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  Murray  Klein,  applicant,  on  be¬ 
half  of  Sarah  Bogin,  owner,  to  permit 
in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  2316  At¬ 
lantic  avenue,  south  side,  50  ft.  west  of 
Eastern  parkway,  Brooklyn. 

cal.  no.  485-20- BZ— Application,  July  16,  1920;  granted  on 
certain  conditions  September  14,  1920; 
reopened  June  16,  1931,  under  section 
7b  of  the  building  zone  resolution,  of 
Raymond  Irrera,  applicant,  on  behalf  of 
2521  Broadway  Corp.,  owner,  to  permit 
a  modification  of  a  resolution  adopted 
by  the  board  for  the  use  of  the  two  (2) 
upper  stories  of  a  building  for  factory 
purposes  (originally  limited  to  office 
use)  ;  denied  January  12,  1932;  reopened 
under  new  facts  February  2,  1932 ;  prem¬ 
ises  2521-2523  Broadway,  northwest 
corner  of  West  94th  street,  Manhattan. 

HENRY  L.  CONNEEE, 
Temporary  Chairman. 


MARCH  15,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

30-32- A  346-364  Vanderbilt  avenue,  northwest  corner  of 
Greene  avenue,  Brooklyn. 

39-32- A — 1750  Webster  avenue,  The  Bronx. 

45-32- A — 116-118  West  14th  street,  Manhattan. 

48- 32- A — 32-36  West  18th  street,  Manhattan. 

Petitions  for  Variations. 

50- 32-S — 210-216  Eleventh  avenue  and  564-568  West  25th 

street,  Manhattan. 

51- 32-S — 22-24  Clinton  avenue,  Brooklyn. 

33-32-S — 11  East  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

49- 32-SA— Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 

proval  of. 

65-32- SA — Elkhart  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


MARCH  18,  1932,  10  A.  M. 

SPECIAL,  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  March 
18,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal:  no.  572-31-BZ — Application,  November  30,  1931,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Martin  C.  Ort,  applicant, 
on  behalf  of  Augusta  Gahrman,  owner, 
to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  112-05  to 
112-07  Sutphin  boulevard,  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  478-31 -BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu- 
•  tion,  of  Joseph  P.  Powers,  applicant,  on 
behalf  of  Frank  Coiro,  owner,  to  permit 
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in  a  business  district  the  erection  and 
maintenance  of  a  garage  tor  more  than 
five  (5)  motor  vehicles;  premises  71- 08 
Amstel  boulevard,  north  side,  8C I  ft.  east 
of  Beach  72nd  street,  Arverne,  Borougn 
of  Queens. 


TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  alteration  of  a  garage  for  more 
than  five  (5)  motor  vehicles  so  as  to  include  a 
gasoline  service  station  (garage  Previously  granted 
by  the  board;  reopened  January  12,  1932). 


mo  <-,s7-3i-BZ — Application,  December  10,  1931,  under 
cm.,  no.  ..8,  31  sec^on  gl  of  the  building  zone  resolu¬ 
tion  of  Emanuel  Sustick,  applicant,  on 
behalf  of  Andrew  De  Riso,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser- 
Vic"  station;  premises  1157-1167  has 
New  York  avenue,  north  side,  45  it.  5 y& 
in.  east  of  Portal  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  22,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
22,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

on  the  following  matters : 


cal.  no.  G02-31-BZ 


MARCH  18,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Older. 
18-32- A— 252-262  West  40th  street,  Manhattan. 

Petition  for  Variation. 
G21-31-S — 429-431  Kent  avenue,  Brooklyn. 


—Application,  December  18,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  A.  Potter,  applicant,  or 
behalf  of  Roosevelt- Stone  Land  Corp 
and  Sapotter  Realty  Corp.,  owners,  U 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  foi 
more  than  five  (5)  motor  vehicles  and 
also,  a  gasoline  service  station ;  premise 
northwest  corner  of  Queens  boulevari 
and  51st  street,  Woodside,  Borough  o 
Queens. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  22,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

APPLICANT— Raphael  Blank,  for  Tolstoi  Realty  Corp., 

PREMISES— 64-70  Neptune  avenue,  southwest  cornel  of 

APPLIC^liqru^Sion  U  of  the  building  zone 

TO  PERMIT  hE  business  district  the  erection  and  main- 
tenance  of  a  gasoline  service  station. 


CAL. 


AP^IH CAN T — Celler  &  Kraushaar,  for  Jane  David  Holding 

PREMISES— 1641-1649  Eastern  parkway,  northeast  corner 
of  Hopkinson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building 

TO  PERMIT^n’a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


no  427-31-BZ — Application,  August  31,  1931,  unde 
sections  6,  7c  and  21  of  the  building  zon 
resolution,  of  Harry  Urquhart,  apphean 
on  behalf  of  Superior  Welding  &  Lu¬ 
ting  Corp.,  owner,  to  permit  in  a  bus 
ness  district  the  occupancy  for  an  ope 
air  parking  space  for  more  than  tn 
(5)  motor  vehicles  and,  also,  minor  r 
pairs  to  motor  vehicles  of  a  plot  no 
occupied  by  two  (2)  four-car  garages, 
dwelling  and,  also,  a  motor  vehicle  r 
pair  shop;  premises  289-291  Palmet 
street  and  577  Knickerbocker  avem 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


21-32- A- 


G9  32  T~>  Z 

APPLICANT— Celler  &  Kraushaar,  for  Meyer  Kraushaar, 

PREMISES— Northeast  corner  of  Murdock  avenue  and 
PR^  Cross  Island  boulevard,  Hollis,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  ’a  business  district  the  erection  and  main- 
*  tenance  of  a  gasoline  service  station. 


41-32-A- 

47-32-A- 

54-32-A- 

56-32-A- 


r  .3-32- A- 


1223-25-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Rink  Realty  Corp., 
present  owner. 

PREMISES— 174-184  Vanderbilt  avenue,  west  side,  124  It. 

7  in.  north  of  Willoughby  avenue,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 
r^Qnliition. 


32- A- 
79-32-A- 


59-32- S- 


MARCH  22,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-126-130  Franklin  street,  220-224  West  Broadv 
and  2-8  Varick  street,  Manhattan. 

-216-218  East  38th  street,  Manhattan. 

-323-341  East  99th  street,  Manhattan. 

-712-726  East  133rd  street,  The  Bronx. 

-5  East  17th  street  and  6  East  18th  street,  U 
hattan. 

-34-31  to  .  34-51  35th  street,  34-34  to  34-54  < 
street  and  35-01  to  35-41  35th  avenue,  U 
Island  City,  Borough  of  Queens. 

-Erie  Basin  Breakwater,  between  Erie  Basin 
Upper  New  York  Bay,  Brooklyn. 

—29  East  29th  street  and  30  East  30th  sti 
Manhattan. 

Petition  for  Variation. 

_ oog  West  Broadway  and  8  North  Moore  si 

Manhattan. 


314 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY,  MARCH  1,  1932,  10  A.  M. 

Present:  J  etnporary  Chairman  Connell,  Commissioners 
olland  and  Guilfoyle  and  Deputy  Chief  Ross. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
i day  morning,  February  19,  1932;  the  minutes  of  the  special 
peting  of  the  board  held  on  Friday  afternoon,  February 
,  1932;  the  minutes  of  the  special  meeting  of  the  board 
(Id  on  Friday,  February  19,  1932,  at  3  p.  m.;  the  minutes 
the  regular  meeting  of  the  board  held  on  Tuesday  morning, 
■bruary  23,  1932,  and  the  minutes  of  the  regular  meeting 
:  the  board  held  on  Tuesday  afternoon,  February  23,  1932, 
•re  approved  as  printed  in  Bulletin  No.  9,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

-2-31-BZ. 

PPLICAN  T— Martin  C.  Ort,  for  Augusta  Gahrman, 
owner. 

PJECI  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build- 

i  *nS  zone  resolution,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

\EMISES  AFFEC  1  ED — 112-05  to  112-07  Sutphin  boule¬ 
vard,  Jamaica,  Borough  of  Queens. 

3PEARANCES — 

For  Applicant:  Frederick  W.  Gahrmann. 

For  Opposition:  Alexander  Rubin. 

TITON  OF  BOARD— Laid  over  to  March  18,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 

b-31-BZ. 

CPU  CANT — Joseph  P.  Powers,  for  Frank  Coiro,  owner. 

|  BJEC 1  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 

REMISES  AFT  EC  I  ED — -71-OS  Amstel  boulevard,  north 
side,  80  ft.  east  of  Beach  72nd  street,  Arverne,  Bor¬ 
ough  of  Queens. 

’PEARANCES— 

j  For  Applicant :  Joseph  P.  Powers. 

TION  OF  BOARD — Laid  over  to  March  18,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


-31-BZ. 

PLICAN  f — William  A.  Lacerenza,  for  Florindo  Bara- 
nello,  owner. 

j  BJEC  1  -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and. change  of  occupancy  from  a  residence  use 
to  a  business  use. 

MSPS  AFFEC  TED — 1032  Benson  avenue,  Brooklyn. 

■  PEARANCES — 

For  Applicant :  Edgar  Ortheimer. 

For  Opposition :  Edgar  R.  Mead. 

riON  OF  BOARD— Laid  over  to  April  1,  1932,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 

:-31-BZ. 

'  PLICA  NT — Emanuel  Sustick,  for  Andrew  De  Riso 

,  owner. 

JECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  .section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED — 1157-1167  East  New  York  ave- 

o116’  ,n1ort  1  S1(^e>  45  R--  in.  east  of  Portal  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Emanuel  Sustick. 

FQ1  Opposition:  David  H.  M.  Weinberg  and  Levi 
Morrow. 

AC  I  TON  OF  BOARD — Laid  over  to  March  18,  1932  at 
10  a.  in.,  on  request  of  applicant. 

524-31-BZ.  ~  — 

APPLICANT— J.  Nelson  Cooper,  for  President  &  Fellows 
^  ot  Harvard  College,  owner. 

SUBJ EC  I— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building  for  retail 
store  purposes. 

PREMISES  AFFECTED  2332-2340  Grand  concourse  and 
boulevard,  2331-2345  Ryer  avenue  and  244  Field 
place,  The  Bronx. 

APPEARANCES— None. 

;rSpIOiSvmi^  BOARD— Request  for  reopening  withdrawn 
JOPEN— TE  T°  WITHDRAW  REQUEST  TO  RE- 

Affir mative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  Ross  .  . 

Negative  . j  ’  | 

Absent  .  .  Q 

661-30-BZ. 

APPLICANT— Charles  Shankroff,  for  David  H.  Yeoman 
QTTPTi'An  Paull.ne  S.  Sparrow,  owners. 

MJ  BJEC  I— Application  for  reopening— reconsideration,  pre¬ 
viously  denied— re  Application  (decision  of  the 
supermtendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,&a 
motor  vehicle  repair  shop. 

PREMIES  AFFECTED  2045-2071  54th  street,  Brook- 
APPEARANCES— 

For  Applicant:  Charles  Shankroff. 

For  Opposition:  None. 

THE' VOTETO  ReSpIn- “  ^  re°Peni,'g  denied' 

Affirmative  .  Q 

Negative:  Temporary  Chairman  Connell,  Cotn- 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Absent  .  . 


569-30-BZ. 

APPLICANT— C.  T.  McCurdy,  for  Peter  L.  Hackett 
owner. 

SUBJECT— Application  for  reopening— restoration  to  Cal 
endar,  having  been  previously  withdrawn— re  Ap 
plication  (decision  of  the  superintendent  of  build 
mgs),  under  section  21  of  the  building  zone  resolu 
tion,  to  permit  in  a  business  district  the  erection  anc 
maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED  21)2.1  Snyder  aime  and  1S» 

APPEARANCES-6"”6’  n°rthwest  corner-  Brooklyn. 

For  Applicant:  Charles  E.  Murphy. 

For  Opposition :  None. 

AC  TION  OF  BOARD — Application  reopened;  to  be  sei 
for  Calendar  Call  when  papers  in  the  case  art 
completed. 
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minutes 


THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN- 

l>AK  Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Ouilfoyle  and  Deputy 


Whereas,  the  existing  building  is  of  frame  construction, 
two  stories  in  height,  with  a  frontage  of  17  ft.  6  in.  and  a 
depth  of  46  ft. ;  occupied  as  a  dwelling ;  it  is  proposed  to 
convert  the  first  story  to  a  funeral  parlor. 

Whereas,  the  board  deemed  that  applicant  has  not  sub- 


Chief  Ross  .  ()  stantiated  his  basis  of  appeal  under  section  21  on  the  grounds 

of  unnecessary  hardship  and  practical  difficulty. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


Negative  .  0 

Absent  . . . 


APPLICANT— Joseph  D.  Tarlowe,  for  Sarah  Chassen, 

C r JR TECT— Application  (re  decision  of  the  superintendent 
SUBJbL„l  buildings) ,  un<L  section  21  of  . be  inkbug  »* 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  s  a  1 
and  also,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 438-448  Glenmore  avenue  and 
259  Vermont  street,  southeast  corner,  Brooklyn. 

ACTION  'OF  B CARD— Application  withdrawn  on  written 

request.  _  .  TTr 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy  ^ 

Chief  Ross  .  0 

Negative  .  0 

Absent  . 


515-30-BZ.  ,  .  -»  r  All 

APPLICANT — Emil  Guterman,  for  Anastasia  McArdle, 
owner;  request  for  reopening  made  by  Charles  J. 


492-31-BZ. 


McArdle,  Jr.  .... 

SUBJECT — Application  for  reopening — interpretation  re 
'  Application  (decision  of  the  superintendent  of  build¬ 
ings ),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 129-15  to  129-23  Jamaica  ave¬ 
nue,  northeast  corner  of  Ambrose  street,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  J.  McArdle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 


APPLICANT— Mamie  L;  Anderson  °^rr‘intendent  THE  VOTE^TO  REOPEN  AND  MODIFY  RESOLU- 

ottrtKCT _ Annlication  (re  decision  ot  the  si  P  'ctom 

1,11  finSf  20116  Affirmative:  Temporary  Chairman  Connell,  Com 


"of  ^a7)7unaer  .section  81  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing  dwelling 

PREMISES" AFFECTED— 32-49  101st  street,  Corona,  Bor¬ 
ough  of  Queens. 

APPEARANCES-^.  Mamje  L  Anderson  Pratt  and 


Negative  . 
Absent  . . . 

THE  RESOLUTION— 


missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  Ross  .  ^ 


l 


(515-30-BZ) 


For 


George  W.’ Harris.  Whereas,  Emil  Guterman,  for  Anastasia  McArdle,  owner 

Opposition:  Henry  Gau,  Mrs.  L.  Bey,  Eva  ,  july  26,  1930,  an  application,  under  the  building  zon 

1 A  ,  -XT  1  J J  i _ A \ o+t-i pvfpnrhncf  1 1*011) 


Hudson  and  Nanny  Stokes  _ 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •  •. . .  . . '  L' ' ' ' 

Negative:  Temporary  Chairman  Connell,  Com 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Absent  . 

THE  RESOLUTION— 

(492-31-BZ) 


4 

0 


ber 


Whereas,  Mamie  L.  Anderson  Pratt,  owner,  filed,  Octo- 
r  7  1931  an  application,  under  the  building  zone  resolu- 

*  *  J  J  ^  •  <  i*  i  .  •  j.  xl rvf  r\r*r'H1AQ tlPV 


tion,  to  permit  in  a  residence  district  the  change  of  occupancy 


of  an  existing  dwelling  to  a  business  use  (funeral  parlor)  ; 
premises  32-49  101st  street,  Corona,  Borough  of  Queens, 


and 


resolution,  to  permit  in  a  business  district,  extending  from 
an  unrestricted  district,  the  erection  and  maintenance  ot  j 
n  motor  vehicle  repair  shop  and,  also,  the  installation  ot  . 
°  gasoline  service  station;  premises  129-15  to  129-23  Jamaa. 
avenue,  northeast  corner  of  Ambrose  street,  Richmond  H 

Borough  of  Queens ;  and  .  ' 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
ing  January  27,  1931,  after  due  notice  by  publication  in  tti 
Bulletin  of 'the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin- 
zone  resolution  show  that  Jamaica  avenue  is  in  a  pusines 
and  unrestricted  district;  Ambrose  (Gould)  street  is  in  a 
unrestricted  district;  129th  street  is  in  a  residence  distnc 
and  130th  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildine 

W™«,  a  public  hearing  was  heh,  on  tb E  *P» 
by  the  board  of  standards  and  in  the  shop  which  extends  partly  into  a  business  d.stnct  is  CO 

SeK  .L'ZvfoT  Standards6 and  an  .  ,  “>  *•  ««“  *  *  ““  ""  ’ 

Whereas,  the  use  district  maps  accompanying  t  mi  (  ing  Whfreas  the  proposed  building  is  to  be  of  non-firepro 
zone  resolution  show  that  Northern  boulevard  is  ».ta-  “'Sy  In  height,  with  a  frontage  of  41 

ness  district;  101st  street  is  in  a  residence  district,  and  102nd  ««»<*»•  of  m  and  45ft>  irregular;  to  be  occupii 

StwULLLhe,ddedLnSor,lVsterintendent  of  buildings,  as  a  motor  vehicle  repair  shop  and  a  gasoline  service  s 
rendered  October  3,  1931  (re  certificate  of  occupancy),  tion,  and 

rea<P  ’“Your  request  for  a  certificate  of  occupancy  for  prem¬ 
ises  known  as  32-49  101st  Street,  Corona,  for  use  as 
a  Funeral  Parlor,  is  denied  for  the  reason  that  the 
premises  are  located  within  a  residence  district,  and  the 
use  required  is  contrary  to  Art.  II,  Sec.  3,  Zone  Reso¬ 
lution.”  ; 

and 


Whereas,  the  property  under  appeal  is  bisected  by  tv 
use  districts,  the  business  use  district  and  the  unrestricr 
use  district,  and  in  such  a  case  the  board  is  empower 
under  the  provisions  of  section  7c  of  the  building  zone 
olution,  to  grant  a  variation  to  permit  the  more  restrict 
use  for  the  entire  piece  of  property ;  and  _  , 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
lief  under  section  21  of  the  building  zone  resolution ;  and 
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Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  January  27,  1931,  on  certain  conditions,  and  appli- 
cant  requested  a  modification  as  to  repair  shop  which  he  is 
unable  to  erect  at  this  time  owing  to  financial  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  a 
repan  shop  shall  be  located  in  the  rear  of  the  premises  on 
the  easterly  side  to  be  95  ft.  in  length  and  on  the  westerly 
side  41  ft.  in  length,  recessed  for  approximately  30  ft.  and 
2°  die  ^rord  building;  that  said  repair  shop 

’ball  be  a  one-story  brick  building;  the  portion  facing  on 
Ambrose  street  and  Jamaica  avenue  shall  be  of  face  brick 
■vith  architectural  terra  cotta  or  natural  stone  trim;  that  the 
,vork  conducted  therein  shall  be  restricted  to  that  of  manual 
operation,  prohibiting  the  use  of  open  forges  or  anvils  and 
muting  any  power-driven  machinery  to  that  of  electric 
lower,  not  more  than  one-half  horsepower  each ;  this,  how- 
■ver,  will  not  prevent  the  occupancy  of  one  of  the  two  exist- 
ng  one-story  metal  buildings  now  on  the  rear  of  the  premi¬ 
ses,  each  of  an  area  of  approximately  40  ft.  by  20  ft.,  to  be 
ised  as  a.  motor  vehicle  repair  shop  for  one  year  from  the 
.ate  of  this  action  March  1,  1932 — pending  erection  of  pro- 
iosed  new  building  for  motor  vehicle  repairs ;  that  the 
.asoline  station  shall  be  located  on  the  Jamaica  avenue  front 
'f  the  property ,  on  the  building  line  of  Jamaica  avenue  and 
eturmng  on  Ambrose  street  to  the  existing  three-story 
welling  there  shall  be  constructed  a  permanent  concrete 
jurbing,  not  less  than  8  in.  high  and  12  in.  wide,  with  two 
penings  on  Jamaica  avenue  not  more  than  12  ft.  wide  each, 
r ith  curb  cuts  directly  in  front  of  said  openings  not  more 


fe1,  ft  wflde  each:  ?n  top  of  the  concrete  curbing  there 
had  be  constructed  at  intervals  of  10  ft.  concrete  posts  not 
less  than  8  in.  in  cross-section  and  not  less  than  4  ft.  6  in 
m  height,  connected  with  iron  chains  to  form  a  fence,  or  in 
heu  thereof  an  iron  picket  fence  not  less  than  4  ft.  6  in. 
ugh  ;  that  all  pumps  shall  set  back  not  less  than  10  ft.  from 

tinn  n10K  hne:,th^  any  advertising  for  the  gasoline  sta- 
i  be  confined  to  the  globes  of  the  pumps;  that  no 
p  i  table  gasoline  tanks  shall  be  operated  or  maintained  on  the 
premises ;  that  any  permits  required  shall  be  obtained  within 

mnn t a!!  7°^  1l11.voIved  completed  within  eighteen 
months  from  the  date  of  this  action. 


AREA  FIXED. 

(395-31-BZ) 

The  temporary  chairman  presented  and  read  a  communca- 
Jamef  AA  Ddehanty,  ^questing  this  board  to  fix 
an  aiea  deemed  affected  and  within  which  to  obtain  con- 
Pret™ses  226-18  Merrick  road,  southwest  corner  of 
s^ft,  Laurelton,  Borough  of  Queens. 

1  he  following  area  was  approved  by  the  board: 

Both  sides  of  227th  street  from  135th  avenue  to  a 
point  200  ft.  north  of  Merrick  boulevard;  both  sides  of 
Merrick  boulevard  from  228th  street  to  a  point  400  ft 
west  of  22 7th  street  and,  also,  the  east  side  of  226th 
street  from  Merrick  boulevard  to  a  point  159  ft.  southerly 
therefrom,  and  both  sides  of  226th  street  from  Merrick 
boulevard  to  a  point  200  ft.  north  of  Merrick  boulevard. 

Adjourned  12.45  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY,  MARCH  1,  1932,  2  P.  M. 


18-32- A. 

APPELLANT  John  W.  Creedon,  Receiver  for  J.  Warren’s 

Present:  Temporary  Chairman  Connell,  Commissioners  STTPTFrT— i  . 

lOlland  and  Guilfoyle  and  Deputy  Chief  Ross  S  Appeal  from  an  order  and  a  decision  of  the  fire 

commissioner. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

0-31-A. 

iPPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

OBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED— Pier  No.  22,  foot  of  Pacific 
street,  East  River,  Brooklyn. 

PPEARANCES — 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  >  . 

CTION  OF  BOARD — Laid  over  to  April  15,  1932,  at 
3  p.  m.,  on  request  of  fire  department  representative. 

32-A.  ' 

PPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  The  Pathescope  Company  of  America,  Inc.,’ 

owner. 

OBJECT— Appeal  from  orders  and  a  decision  of  the  fire 
j  commissioner. 

REMISES  AFFECTED — 119  Harris  avenue  and  Sher¬ 
man  place  (11-17  43rd  avenue),  Long  Island  City, 
Borough  of  Queens. 

OPEARANCES— - 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Mever  of  fire  de- 
partment. 

LTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
2  p.  m.,  for  appellant  to  obtain  additional  data. 


PREMISES  AFFECTED— 252-262  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Harry  S.  Bodin. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1932,  at 
2  p.  m.,  on  request  of  appellant. 


24-32-A. 

APPELLANT— Christian  S.  Juell,  for  Oakbrook  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Southerly  side  of  Steinway 
Creek,  638  ft.  from  the  corner  of  Riker  avenue 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Ralph  A.  Willguss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1932,  at 
2  p.  m.,  on  request  of  appellant. 
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577-oi-A. 

APPELLANT— Charles  A.  Gottesman,  for  569  Broadway 
Realty  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 569-379  Broadway,  Manhattan. 


minutes 


appearances — 

For  Appellant:  Joseph  Adler. 

For  Administration:  Inspector  Maher  of  fire  de 

ACTION  OFarBOARD— Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy  ^ 


Chief  Ross  .  0 

Negative  .  0 

Absent  . 

THE  RESOLUTION-  _A) 

Wwfrfas  Charles  A.  Gottesman,  for  569  Broadway  Realty 
Co'™  “wne'r  filed,'  December  2,  1931,  an  appeal  tain  an 
order' of  the  fire  commissioner,  affecting  premises  569-5,9 

n°- 

vember  11,  1931  (re  Order,  No.  901<8-F),  1  ■ 


Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  12,  1931  (Order  No.  90981),  reads: 

“Provide  a  tank  on  roof  of  at  least  3500  gallons 
capacity  for  standpipe  system,  said  tank  to  be  so  ele¬ 
vated  that  the  bottom  will  not  be  less  than  20  ft.  above 
the  roof  level.  Secs.  580-581,  Ch.  5,  Code  of  Oi  (finances, 
and  rules  of  the  Board  of  Standards  and  Appeals.  ; 

and  . 

Whereas,  the  building  is  fireproof,  eight  stones  and  pent 
house  (112  ft.)  in  height,  23  ft.  8  in.  by  115  tt.  9  in.  m 
area  at  first  story  and  23  ft.  8  in.  by  110  ft.  in  area  above; 
OCCUPIED  principally  for  cutting  clothing,  not  more  than 
five  persons  per  story ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1907;  equipped  with  a  standpipe  system  fed  from  a  house 
supply  tank  of  3,100  gallons  capacity,  the  bottom  of  which 
is  11  ft  above  the  hose  outlet  in  pent  house  and  26  ft.  above 
the  hose  outlet  in  the  highest  full  story;  the  present  standpipe 
ystem  has  existed  for  many  years;  the  building  is  also 


“I11’ Raise  the  standpipe  gravity  tank  so  that  the  hot-  pipped  wjth  adequate  means  of  exit;  furthermore,  the  ap- 
±.  i  j.  _  ,  i  hose  out-  *  1  ^  ,  _  curmlv  mnp  Conner- 


tom  of  said  tank  is  not  less  than  20'  above  the  hose  out-  „  propOSes  to  rearrange  the  house  supply  pipe  connec- 
tom  OI  Sdiu  Lcuir.  a  KQ1  rv,  S  Code  of  Or-  V  1  1  ,  _  o  r.r>n  ^llnnc  rpcprved  solelv  foi 


let  in  the  highest  story.  Sec.  581,  Ch  5  Code  of  Ur-  .Qn  S(J  as  t0  maintain  2,500  gallons  reserved  solely  for 
and  rule  91,  of  the  Board  of  Standards  and  standpipe  purpoSes ;  and 


and 


dinances 
Appeals.” ; 


Whereas,  the  btfilding,,  erected  prior  to  j^rinon-fire- 


£*  OCCUPIED^  lst's^ory,  SS;  upper  series,  offices, 
showrooms  and  tenant  factories,  approximately  twenty  pe 


SOWHEREAS°rapprilant  and"‘res«77'‘tTW  mainTained  (or  the  standpipe  supply,  ». 

gravity  tank  ■n  question  is  loca  *•  5  000  Uons  for  c(tniU that  the  elevation  of  the  bottom  of  the  tank  abov 

Se  Sandpipe'supply ;  that  the  building  is  protected  with  an  the  hose  outlet  of  the  pent  house  story  shall  he  n*  less  tha 


Whereas,  the  building  was  erected  in  1907,  at  which  time 
the  present  standpipe  system  was  installed  and  apparentl} 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ane, 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  i: 
(/ranted,  only  so  far  as  it  affects  the  elevation  of  the  botton 
of  the  standpipe  tank  above  the  outlet  of  the  pent  housi 


the  stanapipe  suppi.y  ,  — - - ;  quests  the  ac-  1 1  ft  •  that  the  hose  in  the  pent  house  story  shall  be  equippe 

automatic  two-source  sprinkler  system  and  requests  the  ac  ^  hat  t  i  reserve  of  not  less  than  2,50 

wf  ovKt  np-  conditions  as  to  the  location  ui  WIVU  /*  ,  ,  •  ’  •  v  at  a 


ceptance  of  existing  conditions 

standpipe  gravity  tank;  and  . 

Whereas,  the  building  was  erected  m  1892  at  which  time 
the  present  standpipe  system  was  installed  and  apparent  y 
accepted  by  the  departments  having  jurisdiction  there  . 

Resolved  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  tt  hereby  is 
or  anted  only  so  far  as  it  affects  the  elevation  of  the  bottom 
of  the  (tank  above  the  top  story  hose  outlet,  on  condition 
that  the  elevation  of  the  bottom  of  the  tank  shall  be  not  less 
than  13  ft  above  the  top  story  hose  outlet;  that  the  hose  in 
the  top  story  shall  be  equipped  with  j^-inch  nozzles  .  that 
the  existing  approved  two-source  sprinkler  system  shall  be 
maintained-  that  the  standpipe  rules  shall  be  complied  with 
ffi M  other  respects;  that  the  building  shall  be  not  increased 
in  height  or  area,  and  that  the  use  and  occupancy  shall  re 
main  substantially  unchanged. 


-allons  shall  be  maintained  for  the  standpipe  supply  at  a 
times ;  that  the  standpipe  system  shall  comply  with  the  rule 
in  all  other  respects ;  that  the  building  shall  be  not  increase 
height  or  area,  and  that  the  use  and  occupancy  shall  re 


m 


main  substantially  unchanged. 


'APPELLANT — Samuel  Rosenblum,  for  The  Seaman  s  Bank 
for  Savings,  owner. 

SUBJECT _ Appeal  from  an  order  of  the  tire  commis¬ 
sioner.  .  . .  , 

PREMISES  AFECTED— 810  Broadway,  Manhattan. 

APPEARANCES — -  . 

For  Appellant:  L.  B.  Santangelo. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  „ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  p 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(622-31- A) 

Whereas,  Samuel  Rosenblum,  for  The  Seaman  s  Bank  for 
Savings,  owner,  filed,  December  31,  1931,  an  appeal  from 
an  order  of  the  fire  commissioner,  affectmg  premises  810 
Broadway,  Borough  of  Manhattan ,  and 


22-32-A. 

APPELLANT— Thomas  P.  Flanagan,  superintendent,  bure; 

of  buildings,  Borough  of  Brooklyn ;  Kings  Coun 
Warehouse  Corp.,  owner. 

SUBJECT— Appeal  for  the  revocation  of  Certificate  of  U 
cupancy  No.  45855  issued  by  the  superintendei 
bureau  of  buildings. 

PREMISES  AFFECTED— 1062-1070  St.  Johns  pla<1 
Brooklyn. 

APPEARANCES—  .  „  .  .  e  ... 

For  Appellant :  Assistant  Engineer  Benjamin  ban 
man  of  bureau  of  buildings. 

For  Owner  of  Premises :  None.  : 

ACTION  OF  BOARD — Appeal  to  revoke  certificate  of  <’ 
cupancy  granted. 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Temporary  Chairman  Connell,  Com-  < 
missioner  Holland  and  Deputy  Chief  Ross.. 

Negative:  Commissioner  Guilfoyle . 

Absent  . 

the  vote  to  reconsider  vote— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilofyle  and  Deputy 

Chief  Ross  . . 

Negative  . . . 

Absent  . . 

THE  VOTE  TO  GRANT  REVOCATION  OF  Cl 
T I  FI  CATE  OF  OCCUPANCY—  I 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Depot.' 

Chief  Ross  . 

Negative  . 

Absent  . . 
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THE  RESOLUTION— 

(22-32-A) 

Whereas,  Thomas  P.  Flanagan,  superintendent  of  build¬ 
ings,  against  Kings  County  Warehouse  Corp.,  owner,  filed, 
January  16,  1932,  an  appeal  for  the  revocation  of  Certificate 
<f  Occupancy  No.  45855,  affecting  premises  10(12-1070  St. 
John’s  place,  Borough  of  Brooklyn;  and 
Whereas,  the  request  of  the  superintendent  of  buildings, 
lated  January  15,  1932,  reads: 

“Board  of  Standards  and  Appeals, 

“Municipal  Building, 

“New  York  City. 

Re  10(52-70  St.  John’s  pi. 

“Gentlemen : 

“On  Sept.  21,  192(5,  permit  11545/26  was  issued  for 
the  erection  of  a  6-story  warehouse  at  the  above  loca¬ 
tion.  This  building  was  completed  and  certificate  of 
occupancy  45855  was  issued  on  Aug.  9,  1927.  Both  per¬ 
mit  and  certificate  were  issued  in  error,  as  the  area  of 
the  building  exceed  10,000  sq.  ft.  and  no  standpipe  system 
was  called  for,  as  required  by  Sections  580  and  581  of 
the  Building  Code. 

“The  enclosed  copy  of  a  letter  from  the  Fire  Depart¬ 
ment,  dated  January  11th,  1932,  relating  to  the  above 
l  premises,  is  self-explanatory. 

“I  am  therefore  filing  this  application  to  revoke  cer¬ 
tificate  of  occupancy  No.  48555.”; 
nd 

Whereas,  the  letter  of  the  fire  commissioner,  dated  Janu- 
ry  11,  1932,  reads : 

“Thos.  P.  Flanagan,  Supt. 

“Bureau  of  Buildings 
“Municipal  Building 
“Brooklyn. 

Re  1062-70  St.  John’s  pi.,  Brooklyn. 

[  “Dear  Sir: 

“Under  date  of  Oct.  24,  1930,  Fire  Department  order 
|  79527  was  issued  against  the  above  premises  requiring 

the  installation  of  a  4"  standpipe  for  the  reason  that  the 
building  exceeded  10,000  sq.  ft.  in  area. 

“On  6-24-31  this  case  was  taken  to  court  under  Sec. 
719-B  of  the  Greater  New  York  Charter  and  after 
many  adjournments  the  case  was  dismissed  on  12-9-31 
by  Magistrate  Curtis  for  the  reason  that  the  defendant 
produced  certificate  of  occupancy  issued  by  your  Bureau 
for  use  of  these  premises  as  a  warehouse. 

“In  view  of  the  above,  this  department  can  take  no 
further  court  action  unless  your  certificate  of  occupancy 
is  revoked. 

“You  are  further  advised  that  insofar  as  this  is  a 
6-story  building  exceeding  10,000  sq.  ft.  in  area  and 
erected  under  plans  approved  by  your  bureau  without 
conforming  to  the  requirements  of  Sections  580-581,  Art. 
28,  Chap.  5,  Code  of  Ordinances,  it  appears  that  this 
certificate  was  issued  in  error  and  you  are  requested  to 
take  the  necessary  steps  for  the  revocation  of  this  cer¬ 
tificate.  Please  advise  me  as  to  your  intentions  in  this 
matter.” ; 
nd 

Whereas,  the  building  is  fireproof,  six  stories  (74  ft 
1  in.)  in  height,  80  ft.  by  120  ft.  with  30  ft.  by  90  ft.  L  at 
car  (about  12,300  sq.  ft.)  in  area;  OCCUPIED  as  a  ware- 
ouse  within  a  business  use  district ;  and 

Whereas,  the  superintendent  of  buildings  claims  the  build¬ 
's  in  question  was  erected  in  1927;  Certificate  of  Occupancy 
'0.  45855  was  issued  August  9,  1927  ;  by  letter  of  January 
b  1932,  from  the  fire  commissioner,  he  is  informed  that 
ie  building  in  question  is  not  provided  with  a  standpipe  sys- 
-m  as  required  by  law  where  the  area  exceeds  10,000  sq.  ft.; 
irthermore,  the  superintendent  of  buildings  contends  the 
ending  Certificate  of  Occupancy  No.  45855  was  issued  in 
rror  and  should  be  revoked  in  order  that  there  shall  be 
othmg  in  the  way  which  may  prevent  the  fire  commissioner 
°m  carrying  out  the  requirements  of  law. 

Resolved,  that  Certificate  of  Occupancy  No.  45855  be  and 
hereby  is  revoked. 


527-31-A. 

APPELLANT — Freitag  &  Sons,  Inc  .,  owner. 

SUBJEC 1 — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 400  Concord  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Curt  Hengsbach  and  Laurence  B. 
Freitag. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross' .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(527-31-A) 

Whereas,  Freitag  &  Sons,  Inc.,  owner,  filed,  October  28, 
1931,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  400  Concord  avenue,  Borough  of  The 
Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
29,  1931  (re  Order  No.  69216-LC),  reads: 

“Before  permit  can  be  issued  for  the  storage  and  use 
of  Celluloid,  thinners  and  enamels,  the  following  must 
be  done : 

“1.  Remove  the  sliding  automatic  fireproof  doors  at 
stairway  openings  in  cellar  and  replace  same  with  fire¬ 
proof  swinging  type  self-closing  doors,  opening  out¬ 
wardly  as  per  Section  20,  Chap.  12,  Code  of  Ordinances. 

“2.  Properly  enclose  stairway  and  dumb-waiter  shafts 
on  1st  story  with  approved  construction  as  required  by 
Chapter  5,  Code  of  Ordinances. 

“3.  Provide  secondary  exit  from  cellar  at  rear  by 
closing  stairway  thru  boiler  room  and  providing  bulk¬ 
head  at  court  level. 

“4.  Provide  secondary  exit  from  rear  of  1st  story  to 
court. 

5.  Reduce  total  stock  of  lacquers,  enamels,  paints, 
thinners,  cement  and  dope  so  as  same  will  not  exceed  25 
gallons.  Section  235,  Sub-division  8,  Chapter  10,  Article 
19,  Code  of  Ordinances. 

6.  Provide  a  special  finished  stock  storeroom  for  the 
storage  of  finished  stock  packed  in  cartons  or  pasteboard 
boxes.  Separated  from  the  remainder  of  the  floor  by 
walls  or  partitions  erected  according  to  the  provisions 
of  Section  355  of  Article  17  of  Chapter  5  of  the  Code 
of  Ordinances,  which  partitions  shall  be  continuous  from 
floor  to  ceiling  and  securely  anchored  to  walls,  floor 
and  ceiling.  The  ceiling,  if  not  of  fireproof  construction, 
shall  be  protected  with  fire  retarding  material  in  ac¬ 
cordance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.  the  area  of  said  finished  stock  storeroom 
shall  not  exceed  2000  sq.  ft.  except  that  where  no  manu¬ 
facturing  is  done  on  the  same  floor  in  which  the  finished 
stock  is  stored,  said  storeroom  may  be  not  more  than 
5000  sq.  ft.  in  area.  Sec.  235-13-b-c-d-Chapter  10, 
Article  19,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building,  erected  in  1920,  is  non-fireproof, 
one  story  and  basement  in  height,  48  ft.  by  96  ft.  in  area; 
OCCUPIED  for  the  manufacture  of  celluloid  buttons  and 
novelties:  basement,  4  persons;  1st  story,  22  persons;  and 
Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  two-source  sprinkler  system;  requests  the  acceptance 
of  the  existing  sliding  automatic  metal  doors;  contends  that 
Items  2  and  3  were  acted  upon  by  the  board  under  Cal.  No. 
1193-24- A  and  that  all  recommendations  were  complied  with; 
as  to  Items  3  and  4,  requests  the  acceptance  of  existing  exits ; 
as  to  Item  5,  contends  that  all  lacquers,  enamels,  paints’, 
etc.,  are  stored  in  a  room  having  6-inch  hollow  tile  walls 
and  provided  with  fireproof  doors,  and  contends  that  the 
business  could  not  be  properly  conducted  if  the  stock  of 
lacquers,  etc.,  was  reduced  to  twenty-five  gallons,  and  as  to 
Item  6,  requests  the  acceptance  of  existing  conditions. 
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Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
,, ranted? as  to  Order  No.  69216-LC,  items  3  and  4,  on  con¬ 
dition  that  not  more  than  four  persons  shall  be  engaged  in 
the  basement  story  and  not  more  than  twenty-five  persons 
shall  be  engaged  in  the  first  story  the  elevation  of  the  first 
story  being  but  about  5  ft.  above  the  street  grade,  that  the 
exits  as  shown  on  the  plans  filed  with  this  appeal,  shall  be 
maintained ;  no  factory  work  of  any  nature  or  description 
to  be  permitted  in  the  basement;  as  to  Item  o,  granted  on 
condition  that  not  more  than  a  total  of  one  hui^re^  ga1^^ 
of  all  kinds  of  lacquer,  thmners,  enamel,  etc.,  sh^U  be  stored 
or  used  and  that  all  work  in  connection  with  the  painting 
or  spraying  and  storage  of  all  enamel,  lacquer,  thnmer,  etc 
shall  be  confined  to  an  enclosure  located  on  the  first  story, 
southeast  corner  of  the  building,  in  a  room  approximately 
15  ft  by  20  ft.,  enclosure  to  be  of  fireproof  constructio 
satisfactory  to  the  fire  department;  that  the  floors  and  under¬ 
side  of  the  ceiling  or  roof  in  this  instance  inside  said  en 
closure  shall  be  protected  with  fire-retarded  material i  satis¬ 
factory  to  the  Are  department,  the  room  to  be  properly 
ventilated  to  the  outer  air;  as  to  Item  6  granted  on  co™£™ 
that  all  storage  in  the  basement  shall  be  confined  to  that  ot 
finished  articles  such  as  small  buttons  and  novelties  not  manu¬ 
factured  on  the  premises ;  that  the  building  shal  be  equipped 
with  a  wet  sprinkler  system  as  required  under  Cal.  N  . 
179-24-A;  that  the  building  shall  be  not  increased  in  height 
or  area,  and  that  the  use  and  occupancy  shall  remain  sub¬ 
stantially  unchanged;  as  to  Item  1  and  2,  the  appeal  be  and 
it  hereby  is  denied. 


PETITIONS  FOR  VARIATIONS. 

021  31~ 3 

PETITIONER— Walter  J.  Bloss,  for  Otto  J.  Bloss,  owner. 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 429-431  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Walter  J.  Bloss.  .  .  , 

For  Administration:  Inspector  Maher  of  Are  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1932,  at 
2  p.  m.,  to  obtain  further  information  from  the  hie 
department. 


PET  Ill  O  N  ER— J  oh  n  M.  Baker,  for  Welsh  Brothers  Con¬ 
tracting  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  Are  commissioner. 

PREMISES  AFFECTED— 37-28  30th  street,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Petitioner:  John  M.  Baker. 

For  Administration :  Inspector  Maher  of  Are  de¬ 
partment.  . 

ACTION  OF  BOARD— Petition  granted  on  condition. 


THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com- 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 

Negative 


4 

0 


Absent  .  0 


THE  RESOLUTION— 

(424-31-S) 

Whereas,  John  M.  Baker,  for  Welsh  Brothers  Contracting 
Co.,  Inc.,  owner,  filed,  August  28,  1931,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  and  a  decision  of  the  Are  commissioner,  affecting- 
premises  37-28  30th  street,  Long  Island  City,  Borough  of 

Queens;  and  .  . 

Whereas,  the  order  of  the  Are  commissioner  reads: 

“Inspection  of  the  above  premises  on  July  1,  1931, 


relative  to  the  requirements  of  order  80980-LD  issued 
against  the  above  premises  and  reading: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  the  rules  of  the 
Board  of  Standards  and  Appeals. 

“Shows  same  has  not  been  complied  with.  A  or  your 
information  the  following  defects  under  Sec.  270  of  the , 

Labor  Law  are  quoted :  .  , 

“a.  Stairway  enclosures  are  not  of  approved  Areproof 

construction.  .  „  .  , 

“b.  Stairway  at  south  side  is  not  44  in  width  through¬ 
out  its  entire  length. 

“c.  Treads  of  both  stairways  are  not  10  wide  exclu¬ 
sive  of  nosing.  . 

“d.  Risers  of  both  stairways  are  greater  than  <  in 

height.  .  .  ,  „  .  . 

"e.  No  ventilation  provided  for  stair  enclosure. 

“f.  All  stair  doors  and  trim  are  wood. 

“g_  No  is"  double  rung  iron  ladder  provided  at  top  of 
interior  stairways  and  within  the  stair  enclosures  lead¬ 
ing  to  a  scuttle  opening  not  less  than  2x3  cover  to  be 
hinged  and  of  light  weight  construction  or  be  counter-. 

balanced.”  *  **  / 

Whereas,' the  decision  of  the  Are  commissioner,  renderec 

August  14,  1931,  reads: 

“In  reply  to  your  letter  of  July  23,  advising  that  yoi 
have  been  retained  by  the  owners  to  appeal  from  the  re 
quirements  of  order  No.  80980-LD  issued  12-17-30  am 
that  you  are  unable  to  do  so  due  to  the  fact  that  tb 
Board  of  Standards  and  Appeals  will  not  accept  an  ap 
peal  for  the  reason  that  the  time  limit,  twenty  days,  hai 
elapsed,  and  request  dismissal  and  reissuance  of  the  abow 
order. 


‘You  are  advised  that  the  order  cannot  be  dismisse 


„  • _ A  irruir  rpmipst 


and 

Whereas,  the  building,  erected  in  1925,  facing  on  tw 
street  fronts,  is  non-Areproof,  two  (2)  stories  in  heigh 
having  a  frontage  of  98.79  ft.  on  30th  street,  100  ft.  on  01 
Ridge  road  and  a  maximum  depth  of  143.3  ft.;  the  secon 
story  (located  on  the  30th  street  front)  having  a  depth  < 
only  26  ft.;  OCCUPIED:  1st  story,  manufacturing  of  met;, 
signs,  40  persons ;  2nd  story,  office,  4  persons ;  EX1  lb:  tv 
interior  steel  strings  and  riser  and  concrete  treads  stairway 
extending  from  the  Arst  to  second  story,  enclosed  in  4-inc 
terra  cotta  blocks  (lined  on  the  stair  side  with  metal)  pari 
tions,  with  wood  doors  at  openings;  ROOF  of  adjourn 
building:  to  south,  16  ft.  lower;  and 

Whereas,  petitioner  contends  that  the  building  was  erect 
in  1925,  and  has  Aled  a  certificate  of  occupancy  for  lig 
manufacturing  on  Arst  story  and  office  on  the  second  stor 
that  the  second  story  is  only  26  ft.  deep,  has  a  floor  lo 
of  sixty  pounds  and  cannot  be  used  as  a  factory ;  that  t 
occupancy  of  the  second  story  is  only  four  persons;  as 
the  stairway  enclosure  not  being  of  approved  Areproof  cc 
struction,  requests  the  acceptance  of  the  4-inch  terra  co¬ 
blocks,  metal  lined,  in  view  of  the  small  occupancy  of  t 
second  story;  as  to  the  south  stairway  not  being  44 
wide  throughout,  contends  that  both  the  stairs  are  ea 
48  in.  wide,  except  for  a  chimney  projection  at  the  top  lai 
ing  of  the  south  stairs,  where  the  stairs  are  40  in.  w:l 
at  this  projection;  as  to  the  stairway  treads  and  risers,  c< 
tends  that  the  treads  are  9x/8  in.,  exclusive  of  nosings, 
stead  of  the  required  10  in.  and  that  the  risers  are  8 
instead  of  the  required  maximum  of  7J4  in->  and  in  VI 
of  the  small  occupancy  of  the  second  story  requests  the 
ceptance  of  existing  conditions  as  to  treads  and  risers;  as 
ventilation  of  stair  enclosure,  contends  that  at  the  top  lai 
ing  of  the  south  stairs  there  is  a  door  opening  on  to 
roof  of  the  Arst  story  of  the  building;  as  to  wood  stair  do< 
proposes  to  provide  Areproof  doors  at  all  openings ;  as 
the  required  iron  rung  ladder  to  roof,  contends  that  on 
north  wall  of  the  second  story  there  is  an  iron  goosen; 
ladder  leading  from  the  main  roof  to  the  second  story  rtj 
and  contends  that  the  roof  of  the  adjoining  building  is 
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l  ft.  lower  than  the  second  story  roof ;  petitioner  requests,  in 
view  of  the  small  occupancy  of  the  second  story,  the  accept¬ 
ance  of  existing  conditions,  excepting  as  to  the  wood  doors, 
which  will  be  replaced  by  fireproof  doors. 

Resolved,  that  the  hoard  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  80980-LD,  Item  1,  subdivision  A,  on  condition  that  both 
'  stairways  shall  be  completely  enclosed  in  not  less  than  4  in. 
I  of  terra  cotta  and  that  all  openings  shall  be  equipped  with 
self-closing,  fireproof  doors  at  least  as  wide  as  now  existing ; 
as  to  subdivision  B,  on  condition  that  both  stairways,  north 
and  south,  shall  be  at  least  44  in.  wide,  except  one  portion 
of  the  southerly  stairway  which  is  but  40  in.  wide  due  to 
the  location  of  the  chimney;  as  to  subdivision  C,  on  condition 
that  no  tread  shall  be  less  than  9  in.  in  width;  as  to  sub¬ 
division  D,  on  condition  that  no  riser  shall  be  more  than 
8  in.  high;  as  to  subdivision  E,  -on  condition  that  a  door 
[  shall  be  provided  in  the  rear  wall  of  the  second  story  on 
'the  run  of  both  the  north  and  south  stairways,  equipped 
with  plain  glass,  and  leading  to  the  roof  of  the  first  story  ex¬ 
tension;  as  to  subdivision  F,  referring  to  wooden  doors  and 
trim,  it  is  denied,  except  that  fireproof  doors  and  trim  may  be 
|  provided  for  existing  openings ;  as  to  subdivision  G,  on  con¬ 
dition  that  a  single-rung  gooseneck  ladder  shall  be  provided 
|on  the  rear  wall  of  the  second  story,  from  the  roof  of  the 
first  story  to  the  roof  of  the  second  story,  and  granted,  fur¬ 
ther,  on  condition  that  the  use  of  the  second  story  shall  be 
limited  to  that  of  office  work  for  the  factory  work  conducted 
[on  the  first  story  and  the  occupancy  limited  to  not  more 
than  four  persons,  the  use  and  occupancy  otherwise  to  remain 
l  substantially  unchanged,  and  the  labor  law  shall  be  complied 
with  in  all  other  respects  and  the  building  shall  be  not  in- 
i  creased  in  height  or  area. 


t  APPLIANCES  SUBMITTED  FOR  APPROVAL. 

1162-27-SA. 

•PETITIONER — W.  D.  Allen  Manufacturing  Co.,  owner. 
SUBJECT — Allen’s  Recessed  Fire  Department  Standpipe 
and  Sprinkler  Siamese  Connection,  approval  of. 


APPEARANCES— 

For  Petitioner:  Andrew  L.  Boerner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
2  p.  m.,  on  request  of  fire  department. 


548-3 1-S A. 


PETITIONER— John  Manton,  for  National  Airoil  Burner 
Co.,  Inc.,  owner. 

SUBJECT  National  Airoil  Type  D-R  Rotary  Oil  Burner, 
approval  of. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


AC  I  ION  OF  BOARD — Report  of  fire  department  adopted; 

appliance  approved  in  accordance  therewith. 

THE  VOTE  TO  APPROVE— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  . 4 

Negative  .  q 

Absent  .  g 

THE  RESOLUTION— 

(548-31-SA) 

Whereas,  John  Manton,  for  National  Airoil  Burner  Co., 
Inc.,  owner,  filed,  November  13,  1931,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
known  as  the  National  Airoil  Type  D-R  Rotary  Oil  Burner ; 
and 


Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  February  29,  1932,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  National  Airoil  Type 
D-R  Rotary  Oil  Burner  for  use  in  domestic,  commercial 
and  industrial  installations  when  installed  in  accordance  with 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals  and 
the  report  of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
TUESDAY,  MARCH  1,  1932,  3  P.  M. 

Present:  lemporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross. 


093-20-SR. 

SUBJECT— To  hold 
Rules. 

APPEARANCES— 


RULES. 

in  abeyance  Rule 


155  of 


Plumbing 


For  Administration :  Assistant  Engineer  Ormond 
Burke  of  Deartment  of  Water,  Gas  &  Elec¬ 
tricity. 


ACTION  OF  BOARD — Action  of  board  of  February  5, 
1932,  affirmed. 

THE  VOTE  TO  AFFIRM  ACTION  OF  THE  BOARD 
OF  FEBRUARY  5,  1932- 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross  .  4 

Negative  .  o 

Absent  .  o 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
iorrris  are  not  to  be  supplied  by  this  office. 

Tne  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 

Properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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PLUMBING.  DRAINAGE.  WATER  SUPPLY,  GAS 

Adopted  by  the  Superintendents  of  Buildings,  Effective 
April  23,  1912;  Amended  by  the  Board  of  Standards 
and  Appeals,  July  5,  1917;  December  27,  1918; 
March  8,  1921;  October  21,  1921;  January  8,  1924; 
May  5,  1931,  and  November  12,  1931. 


PIPING  AND  VENTILATION  OF  BUILDINGS. 

than  ten  houses,  and  then  only  when  on  adjoining  lots  ant” 
houses  are  exactly  alike. 

11.  Written  notices  must  be  given  to  the  Superintendent 
of  Buildings  by  the  plumber  when  any  work  is  begun,  and 
at  such  times  as  the  work  is  ready  for  inspection. 

Definition  of  Terms. 


Filings  of  Drawings,  Descriptions,  Etc. 

1  Drawings  and  triplicate  descriptions,  on  forms  fur¬ 
nished  by  the  Bureau  of  Buildings  for  all  Plumbing  and 
Drainage,  shall  be  properly  filled  in,  and  filed  by  the  owner 
or  architect  in  the  said  Bureau.  The  plans  must  be  drawn 
to  scale  in  ink,  on  cloth,  or  they  must  be  cloth  prints  ot 
such  scale  drawings,  and  shall  consist  of  such  floor  plans 
and  sections  as  may  be  necessary  to  show  clearly  all  plumbing 
work  to  be  done,  and  must  show  partitions  and  methods  ot 
ventilating  water-closet  apartments. 


2.  The  said  plumbing  and  drainage  shall  not  be  com¬ 
menced  or  proceeded  with  until  said  drawings  and  descrip¬ 
tions  shall  have  been  so  filed  and  approved  by  the  buper- 
intendent  of  Buildings. 


3  No  modification  of  the  approved  drawings  and  de¬ 
scriptions  will  be  permitted  unless  either  amended  draw¬ 
ings  and  triplicate  descriptions,  or  an  amendment  to  the 
original  drawings  and  descriptions,  covering  the  proposed 
change  or  changes,  are  so  filed  and  approved  by  the  buper- 
intendent  of  Buildings. 

4.  The  drainage  and  plumbing  of  all  buildings,  both 
public  and  private,  shall  be  executed  in  accordance  with  the 
rules  and  regulations  of  the  Bureau  of  Buildings. 

5.  Repairs  or  alterations  of  plumbing  or  drainage  may 
be  made  without  filing  drawings  and  descriptions  in  the 
Bureau  of  Buildings,  but  such  repairs  or  alterations  shall 
not  be  construed  to  include  cases  where  new  vertical  lines 
or  horizontal  branches  of  soil,  waste,  vent  or  leader  pipes 
are  proposed  to  be  used. 

6  Notice  of  such  repairs  or  alterations  shall  be  given 
to  the  said  bureau  before  the  same  are  commenced  in  such 
cases  as  shall  be  prescribed  by  the  rules  and  regulations  of 
the  said  bureau,  and  the  work  shall  be  done  in  accordance 
with  the  said  rules  and  regulations. 

7.  Where  repairs  or  alterations,  ordered  by  the  Board 
of  Health  or  Tenement  House  Department  for  sanitary 
reasons,  include  cases  where  new  vertical  and  horizontal 
lines  of  soil,  waste,  vent  or  leader  pipes  are  proposed  to  be 
used  or  old  ones  replaced,  drawings  and  descriptions  must 
be  filed  with  and  approved  by  the  Superintendent  of  Build¬ 
ings  before  same  shall  be  commenced  or  proceeded  with. 

8.  Repairs  and  alterations  may  comply  in  all  respects 
with  the  weight,  quality,  arrangement  and  venting  of  the 
rest  of  the  work  in  the  building.  Except  when  an  existing 
soil  waste  or  vent  line  has  been  damaged  by  fire  or  other 
causes  to  the  extent  of  50  per  cent  or  more  of  its  entire 
length,  same  must  be  replaced  by  new  lines  installed  in 
accordance  with  the  rules  and  regulations  governing  new 


lines. 

9.  No  plumbing  and  drainage  or  any  part  thereof  shall 
be  commenced  until  the  plumber  who  is  to  do  the  work 
shall  sign  the  specifications  and  make  affidavit  that  he  is 
duly  authorized  to  proceed  with  the  work.  Affidavit  must 
give  the  name  and  address  of  owner  and  plumber,  etc. 
No  registered  plumber  shall  sign  the  specifications  and  act 
as  the  agent  for  a  plumber  who  has  not  obtained  a  cer- 
tificate  of  competency  from  the  Examining  Board  of 
Plumbers  as  an  Employing  or  Master  Plumber.  A  viola¬ 
tion  of  this  rule  will  be  deemed  a  sufficient  reason  by  the 
Superintendent  of  Buildings  for  the  cancellation  of  a  Cer¬ 
tificate  of  Registration,  in  accordance  with  Chapter  803, 
Laws  of  1896. 


10.  One  set  of  specifications  will  be  received  for  not  more 


12.  The  term  “private  sewer”  is  applied  to  main  sewers 
that  are  not  constructed  by  and  under  the  supervision  of 
the  Department  of  Public  Works. 

13.  The  term  “house  sewer”  is  applied  to  that  part  of 
the  main  drain  or  sewer  extending  from  a  point  two  feet 
outside  of  the  outer  front  wall  of  the  building,  vault  or 
area  to  its  connection  with  public  sewer,  private  sewer  or 
cesspool. 

14.  The  term  “house  drain”  is  applied  to  that  part  of 
the  main  horizontal  drain  and  its  branches  inside  the  walls 
of  the  building,  vault  or  area  and  extending  to  and  con¬ 
necting  with  the  house  sewer. 

15.  The  term  “soil  line”  is  applied  to  any  vertical  line  of 
pipe  having  outlets  above  the  floor  of  first  story  for  water 
closet  connections. 

16.  The  term  “waste  line”  is  applied  to  any  vertical  line 
of  pipe  having  outlets  above  the  first  floor  for  fixtures 
other  than  water  closet. 

17.  The  term  “vent  pipe”  is  applied  to  any  special  pipe 
provided  to  ventilate  the  system  of  piping  and  to  prevent 
trap  siphonage  and  back  pressure. 


Materials  and  Workmanship. 

18.  All  materials  must  be  of  the  best  quality,  free  from 
defects,  and  all  work  must  be  executed  in  a  thorough, 
workmanlike  manner. 

19.  All  cast-iron  pipes  and  fittings  must  be  uncoated, 
sound,  cylindrical  and  smooth,  free  from  cracks,  sand  holes 
and  other  defects,  and  of  uniform  thickness. 

20.  Pipe,  including  the  hub,  shall  weigh  not  less  than  the 
following  average  weights  per  linear  foot: 


Weights  per  Linear  Foo 


Diameters  _ Standard  Extra  Heavy 


2  inches .  3  3/5  V/i  pound 

3  inches .  5  1/5  9^  pound 

4  inches .  7  13  pound 

5  inches .  9  *7  Pound 

6  inches . n  20  Pound 

7  inches . 14  27  pound 

8  inches . 17  M'A  Pound 

10  inches . 23  45  pound 

12  inches . 33  54  pound 


Standard  pipe  may  be  used  above  ground  in  residenc 
buildings  not  exceeding  two  stories  and  basement  in  heigfi 
In  all  other  buildings  extra  heavy  pipe  shall  be  used. 

21.  The  size,  weight  and  maker’s  name  must  be  cast  o 
each  length  of  pipe. 

22.  All  joints  must  be  made  with  picked  oakum  an 
molten  lead  and  be  made  gas  tight.  Twelve  ounces  of  hn 
soft  pig  lead  must  be  used  at  each  joint  for  each  inch  i 
the  diameter  of  the  pipe  when  extra  heavy  pipe  is  use 
and  nine  ounces  when  standard  pipe  is  installed. 

23.  All  wrought  iron  and  steel  pipes  must  be  eclual  , 
quality  to  “standard”  and  must  be  properly  tested  by  ti 
manufacturer.  All  pipe  must  be  lap-welded.  No  plain  Dia< 
or  uncoated  pipe  will  be  permitted. 

24.  All  wrought  iron  or  steel  water  supply,  vent,  was 
and  soil  pipes  must  be  galvanized. 
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25.  Where  galvanized  wrought  iron  or  steel  pipe  is  re¬ 
tired  the  fittings  used  on  same  must  also  be  galvanized. 

i 

26.  Fittings  for  waste  or  soil  and  refrigerator  waste 
iipes  must  be  cast-iron  recessed  and  threaded  drainage  th¬ 
ings,  with  smooth  interior  waterway,  and  threads  tapped, 
o  as  to  give  a  uniform  grade  to  branches  of  not  less  than 
>ne- fourth  of  an  inch  per  foot. 

27.  Short  nipples  on  wrought  iron  or  steel  pipe,  where 
he  unthreaded  part  of  the  pipe  is  less  than  one  and  one- 
ialf  inches  long,  must  be  of  the  thickness  and  weight  to 
orrespond  to  weight  of  pipe. 

28.  The  pipe  shall  not  be  less  than  the  following  average 
hickness  and  weight  per  linear  foot: 


Weights  per 

piameters  Thicknesses  Linear  Foot 


1  Yi  inches . 14  inches  2.68  pounds 

2  inches . 15  inches  3.61  pounds 

2l/2  inches . 20  inches  5.74  pounds 

3  inches . 21  inches  7.54  pounds 

3 Vi  inches . 22  inches  9.00  pounds 

4  inches . 23  inches  10.66  pounds 

\l/2  inches . 24  inches  12.34  pounds 

5  inches . 25  inches  14.50  pounds 

6  inches . 28  inches  18.76  pounds 

7  inches . 30  inches  23.27  pounds 

8  inches . 32  inches  28.18  pounds 

9  inches . 34  inches  33.70  pounds 

0  inches . 36  inches  40.06  pounds 

1  inches . 37  inches  45.02  pounds 

2  inches . 37  inches  48.98  pounds 

'  - - -  —  — - - = 

I 


29.  All  brass  pipe  for  soil,  waste  and  vent  pipes  and 
older  nipples  must  be  thoroughly  annealed,  drawn,  brass 
ubing,  of  standard  iron-pipe  gauge. 

30.  Connections  on  brass  pipe  and  between  brass  pipe 
nd  traps  on  iron  pipe  must  not  be  made  with  slip  joints 
>f  couplings.  Threaded  connections  on  brass  pipe  must 
>e  of  the  same  size  as  iron  pipe  thread  for  same  size  of 
•ipe  and  be  tapered. 

31.  The  following  average  thicknesses  and  weights  per 
.inear  foot  will  be  required : 


Weights  per 

diameters  Thicknesses  Linear  Foot 


1  x/2  inches . 14  inches  2.84  pounds 

2  inches . 15  inches  3.82  pounds 

2l/2  inches . 20  inches  6.08  pounds 

3  inches . 21  inches  7.92  pounds 

3 y2  inches . 22  inches  9.54  pounds 

14  inches . 23  inches  11.29  pounds 

4J4  inches . 24  inches  13.08  pounds 

5  inches . 25  inches  15.37  pounds 

6  inches . 28  inches  19.88  pounds 


32.  Where  light  or  heavy  pipe  is  used  brass  ferrules 
nust  be  of  best  quality  cast  brass,  not  less  than  4  inches 
ong  and  2  inches  and  3  inches  and  4  inches  in  inside  di¬ 
meter  and  not  less  than  the  following  weights : 


diameters  Weights 


inches .  1  pound  0  ounces 

inches . 1  pound  12  ounces 

inches .  2  pounds  8  ounces 


33.  One  and  one-half  inch  ferrules  are  not  permitted. 

34.  Soldering  nipples  must  be  heavy  cast  brass  or  of 
brass  pipe,  iron  pipe-size.  When  cast  they  must  not  be 
less  than  the  following  weights : 


Diameters  Weights 


1/4  inches .  o  pound  8  ounces 

^  /  lnc**es .  0  pound  14  ounces 

2J4  inches .  i  pound  6  ounces 

3  inches .  2  pounds  0  ounces 

4  inches .  3  pounds  8  ounces 


35.  Brass  screw  caps  for  cleanouts  must  be  extra  heavy, 
not  less  than  one-eighth  of  an  inch  thick.  The  screw  cap 
must  have  a  solid  square  or  hexagonal  nut,  not  less  than 
one  inch  high,  with  a  least  diameter  of  one  and  one-half 
inches.  The  body  of  the  cleanout  ferrule  must  be  at  least 
equal  in  weight  and  thickness  to  the  caulking  ferrule  for 
the  same  size  of  pipe. 

36.  Where  cleanouts  are  required  by  rules  and  by  the 
approved  plans,  the  screw  cap  must  be  of  brass.  The 
engaging  part  must  have  not  less  than  six  threads  of  iron- 
pipe  size  and  be  tapered.  Cleanouts  must  be  of  full  size 
of  trap  up  to  four  inches  in  diameter,  and  not  less  than  four 
inches  for  larger  traps. 

37.  The  use  of  lead  pipes  is  restricted  to  the  short 
branches  of  the.  soil  and  waste  pipes,  bends  and  traps,  roof 
connections  of  inside  leaders. 

“Short  branches”  of  lead  pipe  shall  be  construed  to  mean 
not  more  than : 


8  feet  of 

5  feet  of. 
2  feet  of. 
2  feet  of. 


1  y2  inch  pipe 

2  inch  pipe 

3  inch  pipe 

4  inch  pipe 


38.  All  connections  between  lead  pipes  and  between  lead 
and  brass  or  copper  pipes  must  be  made  by  means  of  “wiped” 
solder  joint. 

39.  All  lead  waste,  soil,  vent  and  flush  pipes  must  be  of 
the  best  quality,  known  in  commerce  as  “D,”’  and  of  not 
less  than  the  following  weights  per  linear  foot: 


Diameters 


Weights  per 
Linear  Foot 


V/a  inch  (for  flush  pipes  only) .  2 1/2  pounds 

\y2  inches .  3  pounds 

2  inches .  4  pouiTds 

3  inches .  6  pounds 

4  and  4J4  inches .  8  pounds 


40.  All  lead  traps  and  bends  must  be  of  the  same  weights 
and  thicknesses  as  their  corresponding  pipe  branches.  Sheet 
lead  for  roof  flashings  must  be  six-pound  lead,  and  must 
extend  not  less  than  six  inches  from  the  pipe,  and  the  joint 
made  watertight. 

41.  Copper  tubing,  when  used  for  inside  leader  roof  con¬ 
nections,  must  be  seamless  drawn  tubing,  not  less  than  22 
gauge,  and  when  used  for  roof  flashings  must  be  not  less 
than  18  gauge. 


General  Regulations. 

42.  Each  building  must  be  separately  and  independently 
connected  with  a  public  or  private  sewer,  or  cesspool,  ex¬ 
cept  where  a  building  is  located  on  the  rear  of  the  same  lot 
with  another  building,  when  its  plumbing  and  drainage  sys¬ 
tem  may  be  connected  to  the  house-drain  of  the  front  build- 
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ing  behind  the  house  trap  and  fresh  air  inlet  which  shall 
be  used  for  both  buildings  if  sewer  connected;  or  may  be 
connected  to  an  existing  cesspool  of  front  house  and  be 
provided  with  a  separate  house  trap  and  fresh  air  inlet. 

43  Every  building  must  have  its  sewer  connections  di¬ 
rectly  in  front  of  the  building,  unless  permission  is  other¬ 
wise  granted  by  the  Superintendent  of  Buildings. 

44.  Where  there  is  no  sewer  in  the  street  or  avenue,  and 
it  is  possible  to  construct  a  private  sewer  to  connect  in  an 
adjacent  street  or  avenue,  a  private  sewer  may  be  con¬ 
structed,  to  be  used  in  common  for  one  or  more  buildings. 

It  must  ’be  laid  outside  the  curb  under  the  roadway. 

45.  Cesspool  and  privy  vaults  will  be  permitted  only  after 
it  has  been  shown  to  the  satisfaction  of  the  Superintendent 
of  Buildings  that  their  use  is  absolutely  necessary. 

46.  When  allowed,  they  must  be  constructed  strictly  in 
accordance  with  the  terms  of  the  permit  issued  by  the  Su¬ 
perintendent  of  Buildings. 

47.  Cesspools  must  not  be  used  as  privy  vaults  nor  can 
privy  vaults  be  used  as  cesspools.  Cesspool  and  privy  vaults 
must  be  located  at  least  15  feet  from  any  building  and  on 
the  same  lot  as  building  for  which  their  use  is  intended. 
Walls  of  cesspools  and  privy  vaults  when  constructed  of 
brick  must  be  8  inches  thick;  if  of  stone,  18  inches  thick. 
Bottoms  of  cesspools  and  privy  vaults  must  be  of  stone 
concrete  6  inches  thick.  The  entire  interior  surface  of  cess¬ 
pools  and  privy  vaults  must  be  finished  with  a  coating  of 
Portland  cement  mortar  1  inch  thick. 

48.  As  soon  as  it  is  possible  to  connect  with  a  public 
sewer,  the  owner  must  have  the  cesspool  and  privy  vault 
emptied,  cleaned  and  disinfected  and  filled  with  fresh  earth, 
and  have  a  sewer  connection  made  in  the  manner  here¬ 
with  prescribed. 

49  All  pipe  lines  must  be  supported  at  the  base  on 
brick  piers,  or  by  heavy  iron  hangers  from  the  cellar  ceil¬ 
ing-beams,  and  along  the  line  by  heavy  iron  hangers  at 
intervals  of  not  more  than  ten  feet. 

50.  All  pipes,  issuing  from  extensions  or  elsewhere, 
which  would  otherwise  open  within  20  feet  of  the  win¬ 
dow  of  any  building,  must  be  extended  above  the  top  of 
anv  window  located  within  such  distance..  When  a 
building  exceeds  in  height  that  of  an  adjoining  building, 
and  windows  or  openings  are  cut  in  the  wall  on  the  lot 
line  within  20  feet  of  the  roof  terminal  of  anv  soil,  waste 
or  vent  line  now  in  place  or  subsequently  installed  m  the 
lower  building,  the  owner  of  the  higher  building  shall  de¬ 
fray  the  expense  of  extending  said  soil,  waste  or  vent  lines 
above  the  roof  of  the  higher  building,  or  shall  himself  make 
such  alteration. 

51  The  arrangement  of  all  pipes  must  be  as  straight 
and  direct  as  possible.  Offsets  will  be  permitted  only  when 
unavoidable. 

52  All  pipes  and  traps  should,  where  possible,  be  ex¬ 
posed  to  view.  They  should  always  be  readily  accessible 
for  inspection  and  repairing. 

53  In  every  building  where  there  is  a  leader  connected 
to  the  drain,  if  there  are  any  plumbing  fixtures,  there  must 
be  at  least  one  four  (4)  inch  pipe  extending  above  the  root 
for  ventilation. 


Yard,  Area  and  Other  Drains. 


54.  All  yards,  areas  and  courts  exceeding  15  square  feet 
in  area  must  be  drained  into  the  sewer.  A  shaft  open  at 
the  top  not  exceeding  25  square  feet  in  area,  and  which 
cannot  be  connected  in  back  of  a  leader,  yard,  court  or  area 
drain  trap,  may  be  drained  into  a  publicly-placed,  water- 
supplied,  properly-trapped  and  vented  slop  sink. 

55.  These  drains,  when  sewer-connected,  must  have  con- 


lections  not  less  than  three  inches  in  diameter.  Thej 
hould  be  controlled  by  one  trap — the  leader  trap,  if  possible 

56.  Floor  drains  will  only  be  permitted  when  it  can  be 
shown  to  the  satisfaction  of  the  Superintendent  of  Buildings 
that  their  use  is  absolutely  necessary  and  arrangements  made 
to  maintain  a  permanent  water  seal  in  the  traps. 

57.  Cellar  drains  may  be  connected  in  back  of  and  con¬ 
trolled  by  a  leader,  yard,  court  or  area  drain  trap  which 
need  not  be  vented. 

58.  Subsoil  drains  should  discharge  into  a  sump  or  re-1 
ceiving  tank,  the  contents  of  which  if  discharged  by  grav 
ity  may  be  discharged  into  a  rain  leader,  yard,  court  or 
area  drain  behind  the  trap  controlling  same  or  may  b< 
discharged  through  a  properly-trapped  and  vented,  water 
supplied  receptacle.  Where  mechanical  force  is  required  t( 
discharge  the  contents  into  the  plumbing  and  drainage  sys 
tern,  a  proper  automatic  cut-off  or  check  valve  must  be  pro 
vided  on  the  connection  between  house-drain  and  apparatu 
used  for  raising  the  contents  of  sump-pit. 

59.  The  contents  of  settling  chamber  or  dust  receptacl 
for  vacuum  cleaners  may  be  discharged  into  a  Plumbinj. 
and  Drainage  system,  the  same  as  sub-ioil  drain  sump-piti 

Leaders. 

60.  Every  building  shall  be  kept  provided  with  prope 
metallic  gutters  and  rain  leaders  for  conducting  water  fror, 
all  roofs  in  such  manner  as  shall  protect  the  walls  an> 
foundations  from  injury.  In  no  case  shall  the  water  fror 
any  rain  leader  be  allowed  to  flow  upon  the  sidewalk  o 
adjoining  property,  but  the  same  shall  be  conducted  b 
proper  pipes  to  the  sewer.  If  there  be  no  sewer  in  th 
street  upon  which  the  building  fronts,  then  the  water  fror 
said  leaders  may  be  conducted  by  proper  pipes  laid  beloi 
the  surface  of  sidewalk  to  the  street  gutter,  or  may  be  cor. 
iucted  by  extra  heavy  cast-iron  pipe  to  a  leeching  cess 
pool  located  at  least  20  feet  from  any  building.  No  plnmbin. 
fixtures  shall  discharge  into  a  leeching  cesspool. 

61.  Inside  leaders  must  be  made  of  cast-iron,  wrougl 
iron  or  steel,  with  roof  connections  made  gas  and  wate 
tight  by  means  of  a  heavy  lead  or  copper-drawn  tubin 
wiped  to  a  brass  ferrule  or  nipple  caulked  or  screwed  int 
the  pipe. 

62.  Outside  leaders  may  be  made  of  sheet  metal,  bi 
they  must  connect  with  the  house  drain  by  means  of 
cast-iron  pipe  extending  vertically  five  feet  above  the  grai 
level. 

63.  Leaders  must  be  trapped  with  cast-iron  runnih 
traps  so  placed  as  to  prevent  freezing. 

64.  Rain-water  leaders  must  not  be  used  as  soil,  was1 
or  vent  pipes,  nor  shall  any  such  pipe  be  used  as  a  leade 

The  House  Sewer,  House  Drain,  House  Trap  and 
Fresh  Air  Inlet. 

65.  Old  house  sewers  may  be  used  in  connection  with  ne 
buildings  or  new  plumbing  only  when  they  are  found,  on  e: 
amination  by  the  plumbing  inspector,  to  conform  in  all  r 
spects  to  the  requirements  governing  new  sewers. 

66.  When  a  proper  foundation  consisting  of  a  natur 
bed  of  earth,  rock,  etc.,  can  be  obtained,  the  house  sew 
can  be  of  earthenware  pipe. 

67.  Where  the  ground  is  made  or  filled  in,  or  whe 
the  pipes  are  less  than  three  feet  deep,  or  in  any  ca: 
where  there  is  danger  of  settlement  by  frost  or  from  ai 
cause,  and  when  cesspools  are  used,  the  house  sewer.mu 
he  of  extra  heavy  cast-iron  pipe,  with  lead-caulked  join' 

68.  No  earthenware  house-drain,  when  found  in  a  leal 
or  defective  condition,  shall  be  repaired  or  replaced  exce 
with  heavy  cast-iron  pipe. 

69.  The  house-drain  and  its  branches  must  be  of  e 
tra  heavy  cast  iron  when  under  ground,  and  of  ext 
heavy  cast  iron  or  galvanized  wrought  iron  or  ste 
when  above  ground,  except  as  provided  in  Rule  20 
these  rules. 
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70.  The  house  drain  must  properly  connect  with  the 
iouse  sewer  at  a  point  two  feet  outside  of  the  outer  front 
ault  or  area  wall  of  the  building.  An  arched  or  other 
roper  opening  must  be  provided  for  the  drain  in  the  wall 
o  prevent  damage  by  settlement. 

71.  The  house  drain  if  above  the  cellar  floor  must  be 
upported  at  intervals  of  ten  feet  by  eight-inch  brick  piers 
r  suspended  from  the  floor  beams,  or  be  otherwise  prop- 
rly  supported  by  proper  hangers  placed  not  more  than  10 

eet  apart. 

72.  No  steam-exhaust,  boiler  blow-off  or  drip-pipe  shall 

e  connected  with  the  house-drain.  Such  pipes  must  first 
ischarge  into  a  proper  condensing  tank,  and  from  this  a 
roper  outlet  to  the  house  sewer  outside  of  the  building 
lust  be  provided.  In  low  pressure  steam  systems  the  con- 
ensing  tank  may  be  omitted,  but  the  waste  connections 
lust  be  otherwise  as  above  required. 

73.  The  house-drain  and  house-sewer  must  be  run  as 
drect  as  possible,  with  a  fall  of  at  least  one-quarter  inch 
er  foot,  all  changes  in  direction  made  with  proper  fittings, 
nd  all  connections  made  with  Y  branches  and  one-eighth 
nd  one-sixteenth  bends. 

74.  The  house-sewer  and  house-drain  must  be  at  least 
our  inches  in  diameter  when  receiving  the  discharge  of  a 
yater-closet.  Where  rain  leaders  are  connected  to  the 
dumbing  system,  the  sizes  of  house-sewer,  house-drain 
nd  leader  connections  shall  be  computed  according  to  the 
quare  feet  of  area  drained  into  them.  No  house-sewer  or 
ouse-drain  shall  be  of  less  diameter  than  the  largest  line 
f  pipe  connected  thereon.  The  following  table  is  the  maxi- 
lum  area  allowed  to  drain  into  pipes  of  given  diameter: 


diameter 

of 

Pipe 

Fall 

J4  Inch  per  Foot 

Fall 

l/2  Inch  per  Foot 

3 . 

.  1,200 

square 

feet 

1,500  square  feet 

4 . 

. 2,500 

square 

feet 

3,200  square  feet 

5 . 

.  4,500 

square 

ieet 

6,000  square  feet 

6 . 

.  8,000 

square 

feet 

10,000  square  feet 

7 . 

. 12,400 

square 

feet 

15,600  square  feet 

8 . 

. 18,000 

square 

feet 

22,500  square  feet 

9 . 

. 25,000 

square 

feet 

31,500  square  feet 

10 . 

. 41,000 

square 

feet 

59,000  square  feet 

12 . 

. 69,000 

square 

feet 

98,000  square  feet 

75.  Full  size  Y  and  T  branch  fittings  for  handhole 
leanouts  must  be  provided  where  required  on  house-drain 

nd  its  branches.  No  cleanout  need  be  larger  than  6  inches 

:n  diameter. 

76.  An  iron  running  trap  must  be  placed  in  the  house- 
Irain  near  the  front  wall  of  the  house,  and  on  the  sewer 
ide  of  all  connections,  except  a  Y  fitting  used  to  receive 
he  discharge  from  an  automatic  sewage  lift,  oil  sepa- 
ator,  or  a  drip-pipe  where  one  is  used.  If  placed  outside 
>f  the  house  or  below  the  cellar  floor,  it  must  be  made 
'accessible  in  a  brick  manhole,  the  walls  of  which  must 
>e  eight  inches  thick,  with  an  iron  or  flagstone  cover. 
.Vhen  outside  the  house  it  must  never  be  less  than  three 
eet  below  the  surface  of  the  ground. 

77.  When  the  plumbing  system  of  any  building  is  altered 
>y  the  addition  of  a  new  soil,  waste  or  vent  line  to  the 
xtent  of  50  per  cent,  or  more,  and  no  house  trap  and 
resh  air  inlet  or  leader  trap  exists  on  the  house-drain, 
ame  shall  be  provided. 

78.  The  house  trap  must  have  two  cleanouts,  with  brass 
crew  cap  ferrules  caulked  in. 

79.  A  fresh-air  inlet  pipe  must  be  connected  with  the 
, louse-drain  just  inside  of  the  house  trap  and  extended  to 
he  outer  air,  terminating  with  open  end  at  least  one  foot 
bove  the  grade  at  most  available  point  to  be  approved 
y  the  Superintendent  of  Buildings  and  shown  on  plans. 


The  fresh-air  inlet  pipe  shall  be  one-half  the  diameter  of 
house-drain  but  not  less  than  4  inches  in  diameter. 

80.  No  curb  box  or  similar  device  with  grating  placed 
in  sidewalk  will  be  permitted  for  fresh  air  inlets. 

Soil  and  Waste  Lines. 

81.  All  main,  soil,  waste  or  vent  pipes  must  be  of  iron, 
steel  or  brass. 

82.  When  they  receive  the  discharge  of  fixtures  on 
any  floor  above  the  first,  they  must  be  extended  in  full 
calibre  at  least  one  foot  above  the  roof  coping,  and  well 
away  from  all  shafts,  windows,  chimneys  or  other  ven¬ 
tilating  openings.  When  less  than  four  inches  in  diam¬ 
eter,  they  must  be  enlarged  to  four  inches  at  a  point  not 
less  than  one  foot  below  the  roof  surface  by  an  increaser 
not  less  than  nine  (9)  inches  long. 

83.  No  caps,  cowls  or  bends  shall  be  affixed  to  the 
top  of  such  stack. 

84.  In  all  buildings,  wire  baskets  must  be  securely  fas¬ 
tened  into  the  opening  of  each  pipe  in  an  accessible  position. 
When  roofs  are  used  for  drying  purposes  or  roof  gardens, 
all  pipes  shall  be  extended  to  a  height  of  seven  feet. 

85.  Necessary  offsets  above  the  highest  fixture  branch 
must  not  be  made  at  an  angle  of  less  than  forty-five 
degrees  to  the  horizontal. 

86.  Soil  and  waste  pipes  must  have  proper  Y  or  TY 
branches  for  all  fixture  connections. 

87.  No  connection  to  lead  branches  for  water-closets 
or  slop  sinks  will  be  permitted,  except  the  required  branch 
vent. 

88.  Branch  soil  and  waste  pipe  must  have  a  fall  of  at 
least  one-quarter  inch  per  foot. 

89.  Short  TY  branches  will  be  permitted  on  vertical 
lines  only.  Long  one-quarter  bends  and  long  TY’s  are 
permitted.  Short  one-quarter  bends  and  double  hubs,  short 
roof  increasers  and  common  offsets,  and  bands  and  sad¬ 
dles  are  prohibited. 

90.  The  diameters  of  soil  and  waste  pipes  must  not  be 
less  than  those  given  in  the  following  table: 


Main  soil  stacks  in  buildings  serving  not  more 
than  two  sets  of  fixtures  in  four  or  less  stories  4  inches 
Main  soil  stacks  in  residence  buildings  serving 
not  more  than  two  sets  of  fixtures  in  five 


or  six  stories .  4  inches 

Main  soil  stacks  in  all  other  cases .  5  inches 

Branch  soil  pipes  for  not  more  than  four  wa¬ 
ter  closets .  3  inches 

Branch  soil  pipes  for  more  than  four  water- 

closets  . . .  4  inches 

Main  waste  stacks .  2  inches 

Main  waste  stacks  for  kitchen  sinks  on  six  or 

more  floors .  3  inches 

Branch  waste  pipes  for  slop  sinks .  3  inches 

Branch  waste  pipes  for  laundry  tubs .  1}4  inches 

When  set  in  ranges  of  three .  2  inches 

Branch  waste  for  kitchen  sinks  .  2  inches 

Branch  waste  for  urinals .  2  inches 

Branch  waste  for  other  fixtures .  V/2  inches 


A  set  of  fixtures,  as  used  in  this  rule,  shall  include  not 
more  than  one  water-closet,  one  bath  tub,  one  wash  basin, 
one  sink  and  two  laundry  trays. 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps  con- 
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nected  to  main  waste  or  soil  lines  or  to  the  house  drain 
by  branch  piping  not  over  seven  (7)  feet  in  length  with 
a  fall  not  exceeding  two  (2)  inches  per  foot,  shall  be 
protected  from  siphonage  and  back-pressure  by  special  lines 
of  vent  pipes;  provided  that  where  approved  deep-seal 
siphon-jet  water  closet  or  slop  sink  fixtures  are  installed 
with  branch  piping  not  over  five  (5)  feet  in  length  from 
fixture  to  main  soil  or  waste  line,  the  vent  pipe  .may  be 
omitted  for  such  fixtures  in  buildings  not  over  eight  (8) 
stories  in  height,  and  where  the  main  soil  or  waste  line  is 
made  one  inch  larger  in  diameter  than  required  by  these 
rules,  the  vent  pipe  may  also  be  omitted,  for  such  fixtures 
in  buildings  over  eight  (8)  stories  in  height. 

92  All  vent  pipe  lines  and  main  branches  must  be 

of  iron,  steel  or  brass.  They  must  be  increased  in  diam¬ 
eter  and  extended  above  the  roof  as  required  for  waste 
pipes.  They  may  be  connected  with  the  adjoining  soil 
or  waste  line  well  above  the  highest  fixture,  but  this  will 
not  be  permitted  when  there  are  fixtures  on  more  than 
six  floors. 

93.  All  offsets  must  be  made  at  an  angle  of  not  less 

than  forty-five  degrees  to  the  horizontal,  and  all  lines 

must  be  connected  at  the  bottom  with  a  soil  or  waste 

pipe  or  the  drain  in  such  a  manner  as  to  prevent  the  ac¬ 
cumulation  of  rust  scale. 

94.  Branch  vent  pipes  shall  be  kept  above  the  top  of  all 
connecting  fixtures,  so  as  to  prevent  the  use  of  vent  pipes 
as  soil  pipes  or  waste  pipes.  Branch  vent  pipes  should 
be  connected  not  less  than  six  inches  nor  more  than  two 
feet  from  crown  of  trap  or  side  of  lead  bend. 

95.  Except  where  “yoke  type”  ventilation  is  installed, 
vent  connection  for  water-closets  and  slop  sinks  must  be 
made  from  the  branch  soil  or  waste  pipe  just  below  the 
trap  of  the  fixture,  and  the  branch  vent  pipe  must  be  so 
connected  as  to  prevent  obstruction,  and  no  waste  pipe  con¬ 
nected  between  it  and  the  fixture.  Earthenware  traps  must 
have  no  vent  horns. 

‘‘Yoke  type”  ventilation  shall  be  taken  to  mean  a  cross 
connection,  by  means  of  a  horizontal  branch  soil  or  waste 
pipe,  between  the  main  soil  or  waste  line  and  the  vent  line, 
and  in  which  the  connection  between  the  branch  pipe  anc 
the  vent  line  is  made  at  least  six  (6)  inches  above  the  lm< 
of  fixtures  discharging  into  such  branch  pipe. 

96.  No  sheet  metal,  brick  or  other  flue  shall  be  used 
as  a  vent  pipe. 

97.  The  sizes  of  vent  pipes  throughout  must  not  be  less 
than  the  following: 

For  main  vents,  two  inches  in  diameter ; .  for  water- 
closets  on  three  or  more  floors,  three  inches  in  diameter , 
for  other  fixtures  on  less  than  seven  floors,  two  inches 
in  diameter;  three-inch  vent  pipe  will  be  permitted  for 
less  than  nine  stories ;  for  more  than  eight  and  less  than 
sixteen  stories,  four  inches  in  diameter ;  for  more  than  nf- 
teen  and  less  than  twenty-two  stories,  five  inches  in  diam¬ 
eter ;  for  more  than  twenty-one  stories  the  size  of  the  vent 
pipe  shall  be  determined  by  the  Superintendent  of  Buildings. 

For  fixtures  other  than  water-closets  and  slop  sinks  and 

for  more  than  eight  stories,  vent  pipes  may  be  one  inch 
smaller  in  diameter  than  above  stated. 

For  long  branch  vent  pipes  over  10  feet  in  length  but 
not  exceeding  25  feet,  two  inches  in  diameter ;  when  over 
25  feet  in  length  but  not  exceeding  50  feet,  three  inches 
in  diameter.  No  branch  vent  pipe  can  exceed  50  feet  in 
length,  nor  can  any  main  vent  be  of  less  diameter  than 
the  largeset  branch  vent  connecting  to  same. 

98.  When  the  plumbing  fixtures  installed  in  any  ^build¬ 
ing  are  arranged  in  groups  or  batteries,  “yoke  type  ven¬ 
tilation  mav  be  installed,  provided  that  for  batteries  of  wa¬ 
ter-closets  each  fixture  shall  be  set  not  more  than  two  (2) 
feet  distant  from  the  horizontal  branch  soil  pipe  into  which 
it  discharges,  and  for  batteries  of  fixtures  other  than  wa¬ 


ter-closets  each  fixture  shall  be  so  located  that  its  trap  will 
be  not  more  than  two  (2)  feet  distant  from  the  horizontal 
branch  waste  line  into  which  it  discharges.  When  the  ordi¬ 
nary  type  of  venting  is  installed  and  the  number  of  branch 
or  back  vents  from  the  traps  of  fixtures  connecting  to  any 
main  branch  vent  exceeds  the  number  and  size  given  in  the 
following  table,  a  3-inch  main  branch  vent  must  be  pro¬ 
vided  for  the  additional  vent  connections. 


2-1 1/2  inch  branches  on  a  1J4  inch  main  branch. 

4-2  inch  branches  on  a  2  inch  main  branch. 

1-ll/2  inch  branches  on  a  2  inch  main  branch, 

oo  ) 

l  inch  branches  on  a  2  inch  main  branch. 
4-1 72  ) 

\\y2  |  inch  branches  on  a  2  inch  main  branch. 


i 

.  . 

Traps.  | 

99.  No  form  of  trap  will  be  permitted  to  be  used  unless 
it  has  been  approved  by  the  Superintendent  of  Buildings 
or  the  Board  of  Standards  and  Appeals. 

No  anti-siphon  trap  or  deep-seal  siphon-jet  fixture  shall 
be  approved  until  it  has  successfully  passed  such  test  as 
may  be  prescribed  by  the  Board  of  Standards  and  Appeals. 

100.  No  masons’  cesspool,  bell,  pot,  bottle  or  D-trap  | 
will  be  permitted,  nor  any  form  of  trap  that  is  not  self¬ 
cleaning,  nor  that  has  interior  chamber  or  mechanism, 
nor  any  trap  except  earthenware  ones  that  depend  upon 
interior  partitions  for  a  seal.  Backwater  or  tide  valves 
will  only  be  permitted  when  it  can  be  shown  to  the  sat¬ 
isfaction  of  die  Superintendent  of  Buildings  that  their 
use  is  absolutely  necessary  and  of  a  type  as  approved  by 
him. 

101.  Every  fixture  must  be  separately  trapped  by  a 
water-sealing  trap  placed  as  close  to  the  fixture  outlet  as 
possible,  and  no  trap  shall  be  placed  more  than  2  feet  0 
inches  from  any  fixture. 

102.  A  set  of  not  more  than  three  wash  trays  may 
connect  with  a  single  trap,  or  into  the  trap  of  an  ad¬ 
joining  sink,  provided  both  sink  and  tub  waste  outlets  are 
on  the  same  side  of  the  waste  line,  and  the  sink  is  nearest 
the  line.  When  so  connected,  the  waste  pipe  from  the 
wash  trays  must  be  branched  in  below  the  water-seal. 

103.  The  discharge  from  any  fixture  must  not  pass 
through  more  than  one  trap  before  reaching  the  house- 
drain. 

104.  All  traps  must  be  well  supported  and  set  true  with 
respect  to  their  water  levels. 

105.  All  fixtures,  other  than  water-closets  and  urinals, 
must  have  strong  metallic  strainers  or  bars  over  the  outlets 
to  prevent  obstruction  of  the  waste  pipe. 

106.  All  exposed  or  accessible  traps,  except  water-closet 
traps,  must  have  brass  trap  screws  for  cleaning  the  trap 
placed  on  the  inlet  side,  or  below  the  water  level. 

107.  All  iron  traps  tor  house-drain,  yard  and  other  drain: 
and  leaders  must  be  running  traps  with  handhole  cleanout: 
of  full  size  of  the  traps,  when  same  are  less  than  five  (5) 
inches.  All  traps  under  ground  must  be  made  accessibh 
by  brick  manholes  with  proper  covers. 

108.  Overflow  pipes  from  fixtures  must  in  all  cases  b< 
connected  on  the  inlet  side  of  traps. 

109.  All  earthenware  traps  must  have  approved  heav] 
brass  floor  plates  properly  secured  to  the  branch  soil  piP' 
and  bolted  to  the  trap  flange,  and  the  joint  made  gas-tigni 
The  use  of  rubber  washers  for  floor  connections  is  pro 
hibiled.  All  floor  flanges  must  be  set  in  place  and  m 
spected  before  any  water-closet  is  set  thereon. 
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110.  No  trap  shall  be  placed  at  the  foot  of  main  soil 
and  waste  pipe  lines. 

111.  Every  plunge  bath  shall  be  provided  with  a  trap 
at  least  four  inches  in  diameter,  the  waste  from  trap  to 
bath  to  be  reduced  to  two  inches  in  diameter  and  this 
waste  to  be  controlled  by  a  gate  valve.  Overflow  pipes, 
if  provided,  must  be  connected  on  inlet  side  of  trap.  Ex¬ 
cept  where  an  approved  anti-siphon  trap  is  installed  in 
the  manner  specified  in  Rule  91,  such  trap  must  be  ven¬ 
tilated  by  a  separate  vent  line  extended  above  the  roof, 
of  the  same  size  as  trap  and  water  connection. 

112.  The  sizes  for  traps  must  not  be  less  than  those 
given  in  the  following  table: 


Traps  for  water-closets .  4  inches  in  diameter 

Traps  for  slop  sinks .  3  inches  in  diameter 

Traps  for  kitchen  sinks .  2  inches  in  diameter 

Traps  for  wash  trays .  2  inches  in  diameter 

Traps  for  urinals .  2  inches  in  diameter 

Traps  for  shower-baths .  2  inches  in  diameter 

Traps  for  other  fixtures .  1 inches  in  diameter 


Traps  for  leaders,  area,  floor  and  other  drains  must 
be  at  least  3  inches  in  diameter. 


1  113.  Every  dental  cuspidor  must  be  separately  trapped 
by  a  trap  of  at  least  one  and  one-half  (1 *  l/2)  inches  in 
diameter,  which  shall  be  vented  except  where  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  and  placed  as  close  to  the  fixture  as  possible.  The  con¬ 
nection  between  trap  and  cuspidor  may  be  three-quarters 
:(54)  of  an  inch  in  diameter. 


114.  No  plumbing  fixtures,  except  bar  sinks,  soda  foun¬ 
tains  or  drinking  fountains,  shall  be  installed  with  an  in¬ 
direct  waste  connection  to  the  plumbing  and  drainage  sys¬ 
tem.  The  waste  of  every  bar  sink,  soda  fountain  and  drink¬ 
ing  fountain,  if  not  directly  connected,  must  discharge  over 
a  properly  water-supplied,  trapped  sink,  with  trap  vented, 
unless  an  approved  anti-siphon  trap  is  installed  in  the  man¬ 
ner  specified  in  Rule  91.  The  main  waste  lines  shall  be 
two  (2)  inches  in  diameter,  and  the  branches  to  fixtures 
iat  least  one  and  one-half  (1^4)  inches  in  diameter.  Drink¬ 
ing  fountains  must  be  trapped  and  the  waste  line  extended 
through  the  roof.  No  vent  connections  need  be  provided. 


Safe  and  Refrigerator  Waste  Pipes. 

115.  Safe  and  refrigerator  waste  pipes  must  be  of  gal¬ 
vanized  iron,  and  be  not  less  than  1^4  inches  in  diameter 
nor  larger  than  \l/2  inches  in  diameter  with  pipe  branches 
at  least  1  inch  in  diameter  with  strainers  over  each  inlet. 

116.  Safe  and  refrigerator  waste  pipes  shall  not  be 
trapped.  They  must  discharge  over  a  properly  water-sup¬ 
plied,  trapped  sink,  with  trap  vented  unless  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  such  sink  to  be  publicly  placed,  and  not  more  than  4 
feet  above  the  floor.  In  no  case  shall  any  refrigerator  or 
safe  waste  pipe  discharge  over  a  sink  located  in  a  room 
used  for  living  purposes. 

117.  The  branches  on  vertical  lines  must  be  made  by 
Y  or  TY  fittings  and  carried  up  to  the  safe  with  as  much 
pitch  as  possible. 

118.  Lead  safes  must  be  graded  and  neatly  turned  over 
bevel  strips  at  their  edges. 

119.  Where  there  is  an  offset  on  a  refrigerator  waste 
pipe  in  the  cellar,  there  must  be  cleanouts  to  control  the 

horizontal  part  of  the  pipe. 

120.  In  all  lodgings  and  tenement  houses  the  safe  and 
refrigerator  waste  pipes  must  extend  above  the  roof. 


Watei  Closets.  Sinks  and  Washtubs. 


( Good  except  as  relating  to  tenement  houses  and  factories.) 

121.  In  all  buildings  occupied  as  stores,  dwellings,  lodg¬ 
ing  or  boarding  houses,  hotels,  offices,  lofts,  workshops,  fac¬ 
tories  or  storage  houses,  there  must  be  at  least  one  water- 
closet  in  each  building.  There  must  be  sufficient  water- 
closets  so  that  there  will  never  be  more  than  15  persons  to 
each  water-closet  In  places  of  public  assembly,  the  num¬ 
ber  of  toilets  and  the  most  available  location  are  to  be  de¬ 
termined  by  the  Superintendent  of  Buildings. 

122.  Separate  water-closets  and  toilet  rooms  must  be  pro¬ 
vided  for  each  sex  in  buildings  used  as  workshops,  lofts, 
office  buildings,  factories,  hotels,  and  all  places  of  public 
assembly. 

123.  In  lodging  houses,  there  must  be  one  water-closet 
on  each  floor,  and  where  there  are  more  than  15  persons 
on  any  floor  there  must  be  an  additional  water-closet  on 
that  floor  for  every  15  additional  persons  or  fraction 
thereof. 

124.  In  tenement  houses,  lodging  houses,  factories,  work¬ 
shops,  and  all  public  buildings,  the  entire  water-closet  apart¬ 
ment,  and  side  walls  to  a  height  of  six  inches  from  the 
floor,  except  at  the  door,  must  be  made  waterproof  with 
asphalt,  cement,  tile,  metal  or  other  waterproof  material 
as  approved  by  the  Superintendent  of  Buildings. 

125.  In  all  buildings,  the  water-closet  and  urinal  apart¬ 
ments  must  be  ventilated  to  the  outer  air  by  windows  open¬ 
ing  on  the  same  lot  upon  which  the  building  is  situated 
or  by  a  ventilating  skylight  placed  over  each  room  or  apart¬ 
ment  wherein  such  fixtures  are  located. 

126.  In  all  buildings,  the  outside  partition  of  any  water- 
closet  or  urinal  apartment  must  be  air-tight  and  extend 
to  the  ceiling  or  be  independently  ceiled  over.  When  neces¬ 
sary  to  properly  light  such  apartments,  the  upper  part  of 
the  partitions  must  be  provided  with  translucent  glass.  The 
interior  partitions  of  such  apartments  must  be  dwarfed  par¬ 
titions. 

127.  The  general  water-closet  accommodation  of  any 
building  cannot  be  placed  in  the  cellar,  nor  can  any  water- 

closet  be  placed  outside  of  a  building  except  to  replace  an 
existing  water-closet. 

128.  In  alteration  work  where  it  is  not  practicable  to 
ventilate  a  water-closet  or  urinal  apartment  by  windows  or 
a  skylight  directly  to  the  outer  air,  there  may  be  provided 
a  galvanized  wrought  iron  vent  duct  extended  to  the  outer 
air  which  must  be  equal  in  area  to  at  least  144  inches  for 
one  water-closet  or  urinal,  and  an  additional  72  square 
inches  for  each  water-closet  added  therein. 

129.  Where  water-closets  will  not  support  a  rim-seat,  the 
seat  must  be  supported  on  galvanized  iron  legs. 

130.  Every  earthenware  water-closet  with  connection 
through  the  floor  in  all  new  work,  and  in  all  alterations, 
must  be  set  on  an  approved  floor  slab  of  porcelain,  slate 
or  other  material  impervious  to  moisture,  same  to  be  not 
less  in  size  than  the  base  of  the  water-closet  set  thereon. 

131.  All  water-closets  must  have  earthenware  flushing 
rim  bowls.  They  must  be  set  entirely  free  and  open  from 
all  enclosing  woodwork. 

132.  Pan,  plunger,  offset-washout  and  washout,  or  other 
water-closets  having  an  unventilated  space,  or  the  walls 
of  which  are  not  thoroughly  washed  out  at  each  discharge, 
will  not  be  permitted. 

133.  Long  hopper  water-closets  will  not  be  permitted, 
except  earthenware  hoppers  where  there  is  an  exposure 
to  frost. 

134.  Drip  trays  on  water-closets  will  not  be  permitted. 

135.  Water-closets  and  urinals  must  never  be  connected 
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directly  with  or  flushed  from  the  water-supply  pipes,  ex¬ 
cept  when  hushometer  valves  are  used. 

136.  Each  water-closet  and  urinal  must  be  Hushed  from 
a  separate  cistern,  the  water  from  which  is  used  for  no 
other  purpose,  or  may  be  Hushed  Uirough  Hushometer  valves. 

137.  Where  “Flusliometers”  are  used,  they  must  be  sup¬ 

plied  from  tank  pressure,  unless  otherwise  permitted  by 
the  Superintendent  of  Buildings;  the  rising  lines  shall  be 
at  least  one  and  one-half  inches  in  diameter,  and  the  mam 
branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  men 
in  diameter,  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall  not 
exceed  twelve  inches  in  length.  . 

138.  The  overHow  of  cisterns  may  discharge  into  the 
bowl  of  the  closet,  but  in  no  case  connect  with  any  part 
of  the  drainage  system. 

139.  Iron  water-closet  and  urinal  cisterns  and  automatic 
water-closet  and  urinal  cisterns  are  prohibited,  unless  ap¬ 
proved  by  the  Superintendent  of  Buildings. 

140.  The  copper  lining  of  water-closet  and  urinal  cisterns 
must  not  be  lighter  than  ten  (10)  ounce  copper. 

141.  Water-closet  flush  pipes  must  not  be  less  than 
one  and  one- fourth  inches  and  urinal  flush  pipes  one  (1) 
inch  in  diameter,  and  if  of  lead  must  not  weigh  less  than 
two  and  one-half  pounds  and  two  pounds  per  linear  foot. 
Flush  couplings  must  be  of  full  size  of  the  pipe. 

142.  Rubber  connections  and  elbows  are  not  permitted 

on  flush  pipes.  ,  .  .. 

143.  Latrines,  trough  water-closets  and  similar  appliances 
may  be  used  only  on  written  permit  from  the  Superintend¬ 
ent  of  Buildings,  and  must  be  set  and  arranged  as  may  be 
required  by  the  terms  of  the  permit. 

144.  All  urinals  must  be  constructed  of  materials  im¬ 
pervious  to  moisture,  and  that  will  not  corrode  under  the 
action  of  urine.  The  floor  and  wall  of  the  urinal  apart- 
merits  must  be  lined  with  similar  non-absorbent  and  non- 

corrosive  material.  ; 

145  The  platforms  of  treads  of  urinal  stalls  must  never 
be  connected  independently  to  the  plumbing  system,  nor 
car.  they  be  connected  to  any  safe  waste  pipe. 

146.  Iron  trough  water-closets  and  trough  urinals  must 

be  enameled  or  galvanized.  , 

147.  In  all  houses,  sinks  must  be  entirely  open,  on  iron 
legs  or  brackets  without  any  inclosing  woodwork. 

148  Wooden  wash  tubs  are  prohibited,  except  when  used 
in  hotels,  restauiants  or  bottling  establishments  for  wash¬ 
ing  dishes  or  bottles.  Cement  or  artificial  stone  tubs  will 
not  be  permitted  unless  approved  by  the  Superintendent  of 
Buildings. 

Water  Supply  for  Fixtures. 

149.  All  water-closets  and  other  plumbing  fixtures  must 
be  provided  with  a  sufficient  supply  of  water  for  flushing 
to  keep  them  in  a  proper  and  cleanly  condition. 

Flush  tanks  must  have  a  capacity  of  eight  gallons  for 
water-closets  and  five  gallons  for  urinals. 

150.  House  service  pipes  must  be  connected  to  the  street 
mains  by  means  of  taps,  and  a  stop-cock  or  valve  placed  under 
the  sidewalk  at  the  curb,  in  compliance  with  the  rules  and 
under  the  supervision  of  the  Department  of  Water  Supply, 

Gas  and  Electricity.  ,  ,  .  .. 

131.  A  separate  stop  or  valve  must  be  placed  upon  the 
service  pipe  inside  the  front  wall. 

152.  The  diameters  of  street  service  pipes  must  not  be 
less  than  three-quarter  inch  for  dwellings  and  tenements 
occupied  by  six  families  or  less;  one  inch  for  tenements 
and  one  and  one-half  inch  for  hotels,  factories  and  other 
miscellaneous  buildings,  provided  that  in  no  case  can  the 
diameter  of  the  service  pipes  be  less  than  the  diameter  of 
the  tap  installed  under  the  supervision  of  the  Department 
of  Water  Supply,  Gas  and  Electricity. 

Riser  Lines. 

153.  The  diameter  of  all  riser  lines  in  plumbing  sys¬ 
tems  shall  be  not  less  than  three-quarters  (*0  inches; 
except  that  when  lead  or  brass  pipe  is  used,  the  minimum 
diameter  may  be  one-half  (J-4)  inch. 


Separate  stop-cocks  or  valves,  so  located  as  to  be  ac¬ 
cessible  at  all  times,  shall  be  placed  at  the  foot  of  each 
riser  line  and,  in  all  buildings  other  than  residence  build¬ 
ings  occupied  exclusively  by  one  or  two  families  or  hav¬ 
ing  not  more  than  fifteen  sleeping  rooms,  on  each  branch 
line  from  the  riser  for  each  isolated  fixture  or  each  group 
of  fixtures,  such  as  bathroom  fixtures,  kitchen  fixtures,  etc.; 
except  that  only  one  stop  cock  or  valve  shall  be  required 
for  tfoi  fixtures  contained  in  any  one  apartment,  suite, 
store  or  loft  occupied  by  one  tenant  when  all  the  fixtures 
contained  in  each  such  apartment,  suite,  store  or  loft  are 
supplit'i  from  one  branch  line. 

154.  Diameters  of  branches  to  any  fixtures  must  not 
be  less  than  one-half  inch,  except  when  used  to  supply  wa¬ 
ter-closets,  cisterns  or  lavatories.  When  the  material  used 
is  lead  or  brass  pipe,  the  minimum  diameter  may  be  three- 
eighths  inch.  Branches  for  flush  valves  for  water-closets 
must  not  be  less  than  one  and  one-quarter  inch  in  diameter 
and  for  urinals  not  less  than  three-quarters  of  an  inch  in 
diameter. 

155.  Where  a  hot  water  supply  system  is  installed,  the 
distance  between  the  hot  and  cold  water  risers  should  not 
be  less  than  six  inches.  Where  it  is  impossible  to  place 
them  six  inches  or  more  apart,  the  hot  water  riser  must 
be  covered  with  an  approved  insulating  material  and  a 
method  of  circulation  provided  that  will  insure  a  prompt 
delivery  of  hot  water  at  the  faucet  when  required. 

All  hot  water  systems  in  buildings  of  more  than  four 
stories  in  height  shall  be  of  an  approved  circulating  type. 
In  buildings  of  four  stories  or  less  where  the  developed' 
length  of  hot  water  piping  exceeds  100  feet  from  the  boiler 
to  the  fixture,  an  approved  circulating  system  shall  be 
installed. 

(In  connection  with  this  amendment  adopted  November 
12,  1931,  all  present  installations  where  complying  with  the 
current  rules  may  be  maintained  until  April  1,  1933,  with  the 
proviso  that  should  the  Commissioner,  of  the  Department  of 
Water  Supply,  Gas  &  Electricity  deem  an  emergency  exists 
the  rule  shall  become  effective  on  thirty  days’  notice  of  such- 
emergency  to  the  superintendent  of  buildings). 

156.  All  risers  and  branches  must  be  properly  fastened. 

157.  When  the  water  pressure  is  not  sufficient  to  sup¬ 
ply  freely  and  continuously  all  fixtures,  a  house  supply 
tank  must  be  provided  of  sufficient  size  to  afford  an  ample 
supply  of  water  to  all  fixtures  at  all  times.  Such  tanks 
must  be  supplied  from  the  pressure  or  by  power  pumps, 
as  may  be  necessary;  when  from  the  pressure,  ball  cocks 
must  be  provided. 

158.  House  supply  tanks  must  be  metal-covered  so  as 
to  exclude  dust  and  so  located  as  to  prevent  water  con¬ 
tamination  by  gas  and  odors  from  plumbing  fixtures. 

159.  House  supply  tanks  must  be  of  wood  or  iron,  or 
of  wood  lined  with  tinned  and  planished  copper. 

160.  House  tanks  must  be  supported  on  iron  beams. 

161.  The  overflow  pipe  should  discharge  upon  the  roof, 
where  possible,  and  in  such  cases  should  be  brought  down 
to  within  six  (6)  inches  of  the  roof,  or  it  must  be  trapped 
and  discharged  over  an  open  and  water-supplied  sink  nol 
in  the  same  room,  nor  over  three  and  one-half  feet  above 
the  floor.  In  no  case  shall  the  overflow  be  connected  wit! 
any  part  of  the  plumbing  system. 

162.  Emptying  pipes  for  such  tanks  must  be  providec 
and  be  discharged  in  the  manner  required  for  overflow 
pipes,  and  may  be  branched  into  overflow  pipes.  Emptying 
pipes  for  tanks  containing  more  than  five  hundred  (500) 
gallons  must  be  four  (4)  inches  in  diameter  and  provide! 
with  a  valve  of  same  size  fitted  with  a  wheel  or  level 
handle. 

163.  Acid  wastes  must  be  “B”  lead  pipe  or  earthen  pipe 
if  of  lead  pipe  they  must  be  at  least  two  inches  in  diaro 
eter,  and  if  of  earthen  pipe  at  least  three  inches  is  dram 
and  continued  down  to  the  lower  story  of  building  an< 


328 


RULES 


so  arranged  as  to  discharge  into  a  lime  box  and  diluting 
sink  properly  trapped  and  vented  and  connected  inside  of 
house  trap.  If  the  lime  box  and  diluting  sink  are  not  used 
the  acid  waste  must  be  extended  to  an  earthen  house  sewer 
or  separately  and  independently  connected  to  a  public  or  pri¬ 
vate  sewer  in  street  and  provided  with  an  accessible  run¬ 
ning  trap  located  just  inside  of  front  wall  of  building. 
All  branches  and  joints  on  lead  acid  wastes  must  be  made 
by  means  of  burnt  lead  joints.  If  earthenware  pipe  is  used, 
vertical  joints  must  be  made  with  a  mixture  of  asphaltum 
and  cement.  Each  length  of  pipe  on  vertical  runs  and  on 
horizontal  runs  when  above  the  cellar  floor  must  be  sup¬ 
ported  at  each  hub  by  proper  supports.  All  floor  drains 
and  fixture  connections  must  be  trapped  and  run  as  direct 
as  possible. 

Sev/age  Lifts. 

164.  When  it  is  necessary  to  use  a  sump  system  and 
sewage  lift  to  receive  the  discharge  from  the  waste  or  soil 
connection  to  fixtures,  same  shall  be  arranged  to  be  ac¬ 
cessible.  If  discharged  with  compressed  air  it  shall  be 
connected  to  the  house  drain  on  the  sewer  side  of  all  leader 
ior  area  drain  traps  and  fixture  connections  or  may  be  con¬ 
nected  to  house  drain  on  the  sewer  side  of  house  trap.  A 
(separate  trap  and  fresh  air  inlet  must  be  provided  on  the 
inlet  side  of  sump  and  a  4-inch  pipe  line  continued  from 
drain  discharging  into  sump  up  to  and  above  roof,  for 
purposes  of  ventilation.  Relief  pipes  must  be  provided  on 
sewage  receptacles  of  sumps.  Traps  of  fixtures  connected 
to  sump  systems  must  not  be  vented  to  vent  lines  which 
are  used  to  ventilate  traps  of  fixtures  on  gravity  system. 
Sump  systems  should  be  entirely  separate  both  as  to  dis¬ 
charge  and  venting  from  rest  of  plumbing  system  in  build¬ 
ings. 

Oil  Separators. 

165.  Oil  separators  installed  in  any  building  where  vola¬ 
tile  fluids  are  used  must  be  arranged  to  be  readily  accessible. 
They  must  not  receive  the  discharge  of  any  water-closet 
rain  leader,  yard,  court  or  area  drain. 

166.  They  must,  if  discharged  by  gravity,  be  connected 
by  a  Y  branch  fitting  to  the  house  drain  behind  the  house 
trap  in  such  a  manner  that  they  will  not  interfere  with  the 
house  drain  and  the  rest  of  the  plumbing  and  drainage  sys¬ 
tem.  When  mechanical  force  is  used  to  discharge  the  con¬ 
tents,  the  connection  must  be  made  by  a  Y  branch  fitting 
on  the  sewer  side  of  house  trap. 

167.  No  separate  running  trap  need  be  provided  on  the 
drain  entering  oil  separators,  but  a  separate  fresh  air  inlet 
and  vent  line  must  be  provided  to  keep  the  system  of  drain¬ 
age  controlled  by  the  oil  separator  entirely  separate  from 
the  rest  of  plumbing  and  drainage  system. 

1  168.  The  size  of  fresh  air  inlet  shall  be  determined  bv 

the  size  of  inlet  connection  to  oil  separator,  which  shall 
he  considered  the  same  as  the  term  house-drain  for  de¬ 
termining  the  size  of  all  fresh  air  inlets,  which  shall  con¬ 
form  to  th<E  same  requirements  as  regards  size  and  arrange¬ 
ment  of  terminals  for  fresh  air  inlets  as  called  for  in  regu¬ 
lations. 

169.  Vent  lines  shall  conform  in  all  respects  to  vent  lines 
Tor  plumbing  fixtures  as  regards  size  and  arrangement. 

170.  Relief  pipes  must  be  provided  at  least  1  l/t  inches  in 
diameter.  They  may  be  connected  to  a  vent  line  when  in¬ 
stalled  as  a  separate  system  or  must  be  carried  independently 
above  the  roof. 

Testing  the  Plumbing  System. 

1  171;  The  entire  plumbing  and  drainage  system  within  the 

'bufloing  must  be  tested  by  the  plumber,  in  the  presence  of 


a  Plumbing  Inspector,  under  a  water  test.  All  pipes  muf? 
remain  uncovered  in  every  part  until  they  have  successfully 
passed  the  test.  The  plumber  must  securely  close  all  open¬ 
ings,  as  directed  by  the  Inspector  of  Plumbing.  The  use 
of  wooden  plugs  for  this  purpose  is  prohibited. 

172.  1  he  water  test  will  be  applied  by  closing  the  lower 
end  of  the  main  house  drain  and  filling  the  pipes  to  the 
highest  opening  above  the  roof  with  water.  The  water  test 
shall  include  at  one  time  the  house  drain  and  branches,  all 
vertical  and  horizontal  soil,  waste  and  vent  and  leader  lines 
and  all  branches  therefrom  to  a  point  above  the  surface  of 
the  finished  floor  and  beyond  the  finished  face  of  walls  and 
partitions.  If  the  drain  or  any  part  of  the  system  is  to 
be  tested  separately,  there  must  be  a  head  of  water  at 
least  six  (6)  feet  above  all  parts  of  the  work  so  tested, 
and  special  provision  must  be  made  for  including  all  joints 
and  connections  in  at  least  one  test. 

173.  After  the  completion  of  the  plumbing  work  in  any 
new  or  altered  building  and  before  the  building  is  occu¬ 
pied,  a  final  .smoke  test  must  be  applied  in  the  presence 
of  a  Plumbing  Inspector.  Except  that  for  a  building  not 
over  six  stories  in  height,  a  peppermint  test  may  be  applied. 

174.  The  material  and  labor  for  the  test  must  be  fur¬ 
nished  by  the  plumber.  When  the  peppermint  test  is  used, 
two  ounces  of  oil  of  peppermint  must  be  provided  for  each 
line  up  to  five  stories  and  cellar  in  height  and  an  additional 
ounce  of  oil  of  peppermint  must  be  provided  for  each  line 
when  lines  are  more  than  five  stories  in  height. 

Plumbing  in  Tenement  Houses. 

175.  All  sections  or  parts  of  sections  of  the  tenement 
house  law  relating  to  plumbing  and  drainage  of  tenement 
houses  are  to  be  observed,  and  are  hereby  made  a  part  of 
these  rules  and  regulations. 

Gas  Piping  and  Fixtures. 

176.  Hereafter  the  gas  piping  and  fixtures  in  all  new 
buddings  and  all  alterations  and  extensions  made  to  the 
gas  piping  or  fixtures  in  old  buildings  must  be  done  in  ac¬ 
cordance  with  the  following  rules,  which  are  made  in  ac¬ 
cordance  with  the  provisions  of  section  *89  of  the  Building 
Code. 

For  additional  requirements  of  public  buildings,  theatres 
and  places  of  assemblage,  see  Part  **XXI  of  the  Building 
Code. 

177.  Before  the  construction  or  alteration  of  any  gas 
piping  in  any  building  or  part  of  any  building,  a  permit  must 
be  obtained  from  the  Superintendent  of  Buildings.  This  per¬ 
mit  will  be  issued  only  to  a  registered  plumber.  Small* 
alterations  may  be  made  by  notifying  the  Bureau  of  Build¬ 
ings,  using  the  same  blank  forms  provided  for  alterations 
and  repairs  to  plumbing. 

178.  All  gas  pipe  shall  be  of  the  best  quality  wrought 
iron  or  steel  and  of  the  kind  classed  as  standard  pipe,  and 
shall  weigh  according  to  the  following  scale: 


*Art.  29.  New  Building  Code 
**Art.  25.  New  Building  Code. 


Weights  pei 

Diameters  Linear  Foot 


34  inch . 0.56  pound 

x/2  inch .  0.85  pound 

34  inch .  1.12  pound 
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1  inch .  1-67  pound 

1  yA  inch .  2-24  P°und,s 

I#  inch .  2-68  pounds 

2  inch  3.61  pounds 

2/2  inch!’.! .  5.75  pounds 

3  jnch  7.54  pounds 

3/2  inch'.  9-°°  P°unfs 

4  . .  10.66  pounds 


No  pipe  allowed  of  less  than  Vs  inch  in  diameter. 

179.  All  fittings  (except  stop-cocks  or  valves)  shall  be 

of  malleable  iron.  . 

180.  There  shall  be  a  heavy  brass.  straightway  cock  or 
valve  on  the  service  pipe  immediately  inside  the  front  foun¬ 
dation  wall.  Iron  cocks  or  valves  are  not  permitted. 

181.  Where  it  is  not  impracticable  so  to  do,  all  risers 
shall  be  left  not  more  than  five  feet  from  front  wall.  . 

182  No  pipe  shall  be  laid  so  as  to  support  any  weight 
(except  fixtures)  or  be  subjected  to  any  strain  whatsoever. 
All  pipe  shall  be  properly  laid  and  fastened  to  prevent  be¬ 
coming  trapped,  and  shall  be  laid,  when  practicable,  above 
timbers  or  beams  instead  of  beneath  them.  W  here  running 
lines  or  branches  cross  beams,  they  must  do  so  within  thirty- 
six  inches  of  the  end  of  the  beams,  and  in  no  case  shall 
the  said  pipes  be  let  into  the  beams  more  than  two  inches 
in  depth.  Any  pipe  laid  in  a  cold  or  damp  place  shall  be 
properly  dripped,  protected  and  painted  with  two  coats  of 

red  lead  and  boiled  oil  or  tarred. 

183  No  gas  pipe  shall  be  laid  in  cement  or  concrete  un¬ 
less  the  pipe  or  channel  in  which  it  is  placed  is  well  covered 

184  All  drops  must  be  set  plumb  and  securely  fastened, 
each  one  having  at  least  one  solid  strap.  Drops  and  outlets 
less  than  V  of  an  inch  in  diameter  shall  not  be  left  more 
than  one  inch  below  plastering,  centrepieces  or  woodwork. 

185.  All  outlets  and  risers  shall  be  left  capped  until  cov¬ 
ered  by  fixtures.  .  ,  .  ,  ..  ,  ...  , 

186.  No  unions  or  running  threads  shall  be  permitted. 

Where  necessary  to  cut  out  to  repair  leaks  or  make  exten¬ 
sions,  pipe  shall  be  again  put  together  with  right  and  left 

I87'.  No  gasfitters’  cement  shall  be  used,  except  in  putting 

fixtures  together.  . 

188.  All  gas  brackets  and  fixtures  shall  be  placed  so 
that  the  burners  of  same  are  not  less  than  three  feet  below 
any  ceiling  or  woodwork,  unless  the  same,  is  properly  pro¬ 
tected  by  a  shield,  in  which  case  the  distance  shall  not 

be  less  than  eighteen  inches.  .  ,  .  . 

No  swinging  or  folding  gas  brackets  shall  be  placed 

against  any  stud  partition  or  woodwork.  _ 

No  gas  brackets  on  any  lath  and  plaster  partition  or  wood¬ 
work  shall  be  less  than  five  inches  in  length,  measured  from 
.  the  burner  to  the  plaster  surface  or  woodwork. 

Gas  lights  placed  near  window  curtains  or  any  other  com¬ 
bustible  material  shall  be  protected  by  a  proper  shield. 

189.  Gas  outlets  for  burners  shall  not  be  placed  under 
tanks,  back  of  doors  or  within  four  feet  of  any  meter. 

190.  All  buildings  shall  be  piped  according  to  the  follow¬ 
ing  scale: 


Diameter 

Length 

Burners 

Vs 

V2 

inch . 

.  26  feet 

3 

inch . 

.  36  feet 

6 

H 

inch . 

.  60  feet 

20 

1 

inch . 

.  80  feet 

35 

iH 

inch . 

.  110  feet 

60 

iy2 

inch . 

.  150  feet 

100 

2 

inch . . . 

.  200  feet 

200 

2V 

inch . 

.  300  feet 

300 

3 

inch . 

.  450  feet 

450 

3V 

inch . 

.  500  feet 

600 

4 

inch . 

.  600  feet 

750 

■  —  ^St 

191.  Outlets  for  gas  ranges  shall  have  a  diameter  not 
less  than  required  for  six  burners,  and  all  gas  ranges  and 
heaters  shall  have  a  straightway  cock  on  service  pipe. 

192.  When  brass  piping  is  used  on  the  outside  of  plas¬ 
tering  or  woodwork,  it  shall  be  classed  as  fixtures. 

193.  All  brass  tubing  use^  for  arms  and  stems  of  fix¬ 
tures  shall  be  at  least  No.  18  standard  gauge  and  full  size 
outside  so  as  to  cut  a  full  thread. 

All  threads  on  brass  pipe  shall  screw  in  at  least  5/16 
of  an  inch.  All  rope  or  square  tubing  shall  be  brazed  or 
soldered  into  fittings  and  distributors,  or  have  a  nipple 
brazed  into  the  tubing. 

194.  All  cast  fittings,  such  as  cocks,  swing  joints,  double 
centres,  nozzles,  etc.,  shall  be  extra  heavy  brass.  The  plugs 
of  all  cocks  must  be  ground  to  a  smooth  and  true  surface 
for  their  entire  length,  be  free  from  sandholes,  have  less 
than  V  of  an  inch  bearing  (except  in  cases  of  special  de¬ 
sign),  have  two  flat  sides  on  the  end  for  the  washer,  and 
have  two  nuts  instead  of  a  tail  screw.  All  stop  pins  to 
keys  or  cocks  shall  be  screwed  into  place. 

195.  After  all  piping  is  fitted  and  fastened  and  all  out¬ 
lets  capped  up,  there  must  be  aplied  by  the  plumber,  in  the 
presence  of  an  inspector  of  the  Bureau  of  Buildings,  a  test 
with  air  to  a  pressure  equal  to  a  column  of  mercury  6 
inches  in  height,  and  the  same  to  stand  for  five  minutes ; 
only  mercury  gauge  shall  be  used.  No  piping  shall  be  cov¬ 
ered  up,  nor  shall  any  fixture,  gas  heater  or  range  be  con¬ 
nected  thereto  until  a  card  showing  the  approval  of  this 
test  has  been  issued  by  the  Superintendent  of  Buildings. 

196.  No  meter  will  be  set  by  any  gas  company  until  a  ! 
certificate  is  filed  with  them  from  the  Bureau  of  Buildings 
certifying  that  the  gas  pipes  and  fixtures  comply  with  the 
loregoing  rules. 

Modifications. 

197.  When  for  any  reason  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  Superintend¬ 
ent  of  Buildings  shall  have  power  to  modify  their  provi¬ 
sions  so  that  the  spirit  and  substance  thereof  shall  be  com¬ 
plied  with.  Such  modifications  shall  be  indorsed  upon  the 
permit  over  the  signature  of  the  Superintendent  of  Build¬ 
ings. 


VALIDITY  OF  PLUMBING  RULE. 

The  validity  of  Rule  50  of  the  plumbing  rules  of  the 
several  bureaus  of  buildings  is  established  in  a  decision  by 
the  Appellate  Division,  First  Department,  handed  down  in 
the  case  of  City  of  New  York  v.  Conrad  Alheidt.  The 
case  is  reported  in  the  New  York  Law’  Journal  of  Janu¬ 
ary  10,  1918,  and  is  there  summarized  as  follows: 

“Section  50  of  the  Plumbing  Rules,  which  provides 
‘that  all  pipes  issuing  from  extension  or  elsewhere 
which  would  otherwise  open  within  twenty  feet  of  the 
window  of  any  building  must  be  extended  above  the 
top  of  any  window  located  within  such  distance’  is  a 
valid  provision,  and  should  be  liberally  construed  in  the 
interest  of  the  public  health  in  order  that  noxious  gases 
should  not  be  drawn  into  nearby  windows.” 

“The  use  of  the  word  ‘adjoining’  in  another  and 
distinct  part  of  the  ordinance,  providing,  where  build¬ 
ings  are  of  different  height,  for  the  extension  of  vent 
lines  along  the  roofs  of  higher  buildings,  does  not  re¬ 
strict  the  application  of  such  provision  to  buildings 
actually  contiguous  to  buildings  containing  vent  lines. 

The  decision  would  seem  to  carry  with  it  also  a  recogni¬ 
tion  of  the  plumbing  rules  in  general,  so  that  they  have  in 
effect  the  same  force  as  any  city  ordinance. 
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METHOD  FOR  TESTS  FOR  ANTI-SIPHON 
TRAPS  OR  FIXTURES. 

Adopted  by  the  Board  of  Standards  and  Appeals, 
February  11,  1919. 

Resolved,  that  the  following  be  and  it  hereby  is  adopted 
by  the  board  of  standards  and  appeals  as  the  method  pre¬ 
scribed  for  tests  for  anti-siphon  traps  or  fixtures,  which 
nust  be  successfully  passed  before  such  traps  or  fixtures 
shall  be  approved  under  Rule  88,  Rules  for  Plumbing  and 
Jrainage : 

Instructions. 

1.  The  entire  cost  and  responsibility  for  the  installation 
i)f  the  necessary  equipment  for  such  test  shall  be  borne  by 
lie  person  or  firm  submitting  the  appliance. 

2.  Such  person  or  firm  shall  also  furnish  the  board,  to¬ 
other  with  the  application  for  test,  the  following  material 
ind  information: 

(a)  A  stock  trap  of  the  size  and  design  to  be  tested, 
vhich  shall  be  of  the  P  and  S  type  and  shall  be  of  lead 
>r  brass,  cast  in  one  piece,  and  without  interior  partitions 
,ir  mechanism. 

(b)  A  similar  trap  cut  in  half. 

(c)  A  similar  trap,  to  be  used  in  the  test,  provided  with 
;lass  observation  ports  of  sufficient  size  to  permit  clear 
ibservation  of  the  action  occurring  within  the  trap  during 
est,  and  such  observation  ports  shall  be  so  located  that  the 
mount  of  water  seal  remaining  after  each  test  can  be 
eadily  observed. 

(d)  An  affidavit  that  the  three  traps  submitted  are  regu¬ 
ar  stock  traps. 

(e)  A  list  of  all  cities,  towns  or  municipalities  where 
uch  trap  has  been  officially  approved  for  use  without  back 
enting. 

The  testing  apparatus  shall  be  located  within  the  City  of 
\Tew  York,  and  in  a  place,  building  or  structure  to  meet 
lie  approval  of  the  testing  authorities.  Such  apparatus  shall 
e  so  located  that  every  part  is  easily  accessible  for  inspec¬ 
tion. 

Apparatus. 

The  apparatus  shall  consist  of  the  following: 

A  tank  of  not  less  than  fifty  nor  more  than  one  hundred 
nd  fifty  gallons  capacity,  with  adequate  water  supply  for 
efilling  the  same  during  the  test. 

A  vertical  wrought  iron  or  steel  pipe  line  fifty  feet  long, 
onnected  to  the  underside  of  the  tank,  and  of  the  same 
iternal  diameter  as  the  trap  to  be  tested. 

A  quick-opening  valve,  located  ten  feet  below  the  under¬ 
ide  of  the  tank. 

A  TY  fitting  located  two  feet  below  the  quick-opening 
;alve,  with  horizontal  branch  pipe  connected  thereto,  of 
lie  same  diameter  as  the  vertical  line,  this  branch  line  not 
o  exceed  two  feet  in  length,  with  a  pitch  towards  the 
ertical  line  of  two  inches  to  the  foot,  and  the  trap  to 
,e  tested  shall  be  connected  to  this  horizontal  branch  pipe. 
A  wash  basin,  or  fixture  answering  the  same  purpose, 
•Inch  can  be  conveniently  connected  or  disconnected  from 
,ie  inlet  side  of  the  trap. 

The  test  shall  be  conducted  as  follows: 

For  Anti-Siphon  Qualities. 

For  the  purpose  of  determining  the  efficiency  of  the  trap, 
ie  tank  shal  be  completely  filled,  a  water  seal  established 
1  the  trap;  and: — 

The  quick-opening  valve  shall  be  opened  for  five  seconds, 
ien  closed  for  five  seconds,  and  this  alternating  process 
-peated  five  times. 

The  quick-opening  valve  shall  be  opened  and  the  entire 
ontents  of  the  tank  discharged  at  one  time. 

-he  wash  basin  shall  be  connected  to  the  trap,  filled  with 


water,  and  ^  both  wash  basin  and  tank  discharged  simul¬ 
taneously.  1  he  quick-opening  valve  shall  be  kept  open  until 
the  entire  contents  of  the  tank  has  been  discharged. 

The  trap  shall  be  disconnected  and  a  bridge  of  solid  soap 
formed  across  the  lower  half  of  the  discharge  end  of  the 
trap,  so  as  to  effectually  block  one-half  of  the  clear  water¬ 
way,  and  the  foregoing  tests  repeated. 

Each  operation  shall  be  repeated  several  times,  if  desired 
by  the  testing  authorities. 

For  Self -Cleansing  Qualities. 

For  the  purpose  of  determining  its  self-cleansing  quali¬ 
ties,  the  trap  shall  be  filled  with  sand  and  the  wash  basin 
filled  with  water  and  allowed  to  discharge.  A  similar  opera¬ 
tion  shall  be  repeated  with  tea  leaves,  coffee  grounds,  saw¬ 
dust  and  grated  soap. 

For  Service  Qualities. 

The  service  qualities  of  the  trap  may  be  tested  as  fol¬ 
lows  : 

A  trap  which  has  been  in  actual  constant  use  for  a 
period  of  not  less  than  one  year  shall  be  removed  under 
the  supervision  of  a  representative  of  the  testing  authori¬ 
ties,  split  into  two  halves,  and  submitted  for  inspection,  for 
the  purpose  of  determining  whether  sediment  or  coating 
of  grease  or  other  foreign  matter  has  accumulated  in  the 
trap  during  service  conditions. 

Approval. 

An  approval  shall  not  be  issued  for  any  anti-siphon  trap 
which  has  been  subjected  to  the  foregoing  tests  unless  the 
trap  has : 

1.  Maintained  its  water  seal  throughout  the  test. 

2.  Been  successfully  scoured  of  any  foreign  substance 
placed  in  the  trap,  when  water  has  been  discharged  through 
same. 

3.  Upon  inspection,  after  service,  shown  no  excessive  ac¬ 
cumulation  of  grease  or  other  foreign  substance. 

Deep  Seal  Siphon-Jet  Fixtures,  or  Anti-Siphon  Fixtures. 

Instructions-.  Applicants  for  approval  of  deep  seal  siphon- 
jet  or  anti-siphon  fixtures  shall  submit  the  following  with 
their  application : — 

(a)  A  stock  fixture  of  the  size  and  design  to  be  tested. 

(b)  A  similar  fixture,  cut  in  half. 

(c)  A  similar  fixture,  to  be  used  in  the  test,  provided 
with  glass  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  fixture  dur¬ 
ing  test,  and  such  observation  ports  shall  be  so  located  that 
the  amount  of  water  seal  remaining  after  each  test  can 
be  readily  observed. 

(d)  An  affidavit  that  the  three  fixtures  submitted  are 
regular  stock  fixtures. 

Apparatus. 

The  apparatus  shall  be  similar  to  that  required  for  anti¬ 
siphon  traps,  except  that  vertical  and  horizontal  pipes  shall 
have  an  internal  diameter  of  three  inches  for  testing  slop 
sinks  and  four  inches  for  testing  water  closets ;  tank  shall 
have  a  capacity  of  not  less  than  one  hundred  gallons  and 
the  fixture  shall  be  provided  with  its  usual  water  supply 
so  that  same  may  be  flushed  when  required. 

Test. 

For  the  purpose  of  determining  the  efficiency  of  the  fix¬ 
ture  to  maintain  a  water  seal,  it  shall  be  tested  in  a  manner 
similar  to  that  prescribed  for  anti-siphon  traps,  except  that 
no  soap  bridge  need  be  provided  at  the  outlet. 

Henry  L.  Connell,  Temporary  Chairman. 
William  J.  O’Gorman,  Secretary. 
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PUBLIC  HEARING 


= 


PROPOSED  AMENDMENTS  TO  THE  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appea  s  on 
Friday,  March  11,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  fuel 
Matter  in  italics  is  new. 

Rule  22.  Use  of  Fuel  Oil.  . 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 

f°i  publm^  ^  oil  stoves>  0;i  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 


to  absorb  such  oil  in  its  combustion  or  the  use  of  portable 
heaters  not  employing  a  zvick  zvhen  the  tanks  of  heaters  ha 
a  maximum  capacity' of  ten  gallons  which  on  examination  a 
inspection  are  found  to  insure  the  safety  of  zvick  burners sh 
not  be  prohibited;  or  shall  the  use  of  such  oil  be  prohibit 
when  used  in  a  plumber’s  torch  or  similar  apparatus.  . 

(c)  Modification :  When  for  any  reason  it  may  be  i 
practicable  to  comply  strictly  with  the  foregoing  rules.  1 
fire  commissioner  shall  have  power  to  modify  their  provisit 
so  that  the  spirit  and  substance  thereof  shall  be  compl 
with.  Such  modification  shall  be  endorsed  upon  the. peri 
over  the  signature  of  the  fire  commissioner  or  designal 
representative  of  the  fire  commissioner. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001.  Municipal  Building, 

New  York  City. 

„  ,  ,  ,  A  +wn  Hollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BU 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  15,  1932, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  March  22,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b^ 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNEEL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed,  up  to  March  9,  1932. 

Cal.  No.  Department.  Premises  Affected. 

121-32-BZ — . B.B.Q _ Northeast  corner  of  33rd  ave. 

&  190th  st.,  St.  Albans,  Q., 

_  N.  B.  490-1932 

120-32- A . F.D . 554  Broome  st.,  Man., 

_  L.  C.  71188 

119-32-BZ . B.B.B _ 3461  Fort  Hamilton  pkwy., 

_  Bklyn.,  Applic.  416-1932 

118-32-BZ . B.B.Q _ Southwest  corner  of  29th  ave.  & 

154th  st.,  Bayside,  Q., 

_  N.  B.  265-1932 

117-32- A . F.D . 34-36  E.  32nd  st.,  Man., 

_  F-90558 

116-32-BZ . B.B.B _ 126-150  Kings  highway,  Bklyn., 

_  Applic.  1866-1932 

115-32-SA . F.D . Wayne  S-2  Domestic  Oil  Burner, 

_  Appliance 

114-32-A . F.D . Pier  foot  of  India  st.,  Bklyn., 

_ _  F-92571 

113-32-BZ . B.B.B _ 8708-8712  18th  ave.,  Bklyn., 

_  Applic.  1780-1932 

112-32-BZ . B.B.Bx. .  .2540  Belmont  ave.,  Bx., 

-  Decision 

111-32-A . F.D . 1302-1328  Broadway,  Man., 

_  F-91483,  91484  &  91485 

110-32- A . B.B.B _ West  side  of  Washington  Plaza 

(New  st.),  104  ft.  8J4  in. 
north  of  Broadway,  Bklyn., 
Rev.  of  Cert,  of  Occupancy  Nos. 

_  14770  &  No.  15191-1928 

109-32-S . F.D . 436-446  E.  10th  st.,  Man., 

_  L.  D.  83005 

108-'32-BZ . B.B.Bx. .  .2950-2962  Webster  ave.,  Bx., 

_  S.  A.  77-  1932 

Restored  to  Calendar. 

364-31-BZ . B.B.Q _ 139-15  South  Conduit  blvd. 

(Sunrise  highway),  Rosedale, 

-  Q.,  N.  B.  3363-31 

141-31-S . F.D . 60-74  E.  10th  st.,  Man., 

-  L,.  D.  89603  &  Decision 

122-31-BZ . B.B.Q _ 141-09  Lincoln  ave.,  South 

-  Jamaica,  Q.,  Alt.  733-31 

103-31-BZ . B.B.Q _ North  side  of  Metropolitan  ave., 

20  ft.  8  in.  east  of  Cuthbert 
pi.,  Richmond  Hill,  Q., 

-  N.  B.  8262-29 

71-27-BZ . B.B.Q _ Little  Neck  rd.,  352  ft.  east  of 

West  End  dr.,  Little  Neck, 


Q.,  N.  B.  17906-26 


CODE 

F.D . Fire  Department 

H.D . . . Health  Department 


B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  15,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

293-31-BZ. 

APPLICANT — J.  &  V.  Beach  Holding  Corp.,  owner. 

PREMISES — Southeast  corner  of  Layton  avenue  and  Shore 
drive,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

550-31-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Lena  E.  Batchis, 
owner. 

PREMISES — 2838-2846  West  2nd  street,  west  side,  106  ft. 
\Y\  in.  north  of  Neptune  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  erection  of  a 
garage  for  more  than  five  (5)  motor  vehicles. 

31-32-BZ. 

APPLICANT — Edward  Cosgrove,  owner. 

PREMISES— 500  Henderson  avenue,  south  side,  74.11  ft. 
east  of  Davis  avenue,  West  New  Brighton,  Borough 
of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “E”  area  district  the 
erection  and  maintenance  of  a  business  building 
(store)  and,  also,  the  omission  of  the  required  ten 
(10)  foot  setback  from  the  street  line. 

441-31-BZ. 

APPPLI CANT— Herman  Katz,  for  Isidore  Popkin,  owner. 

PREMISES — 7702-7704  Flatlands  avenue,  southeast  corner 
of  East  77th  street,  Brooklyn. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  February  23, 
1932). 

58-32-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Fred  W.  Plate, 
owner. 

PREMISES — 5701-5711  20th  avenue,  southeast  corner  oi 
57th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motoi 
vehicles  and,  also,  a  gasoline  service  station. 


MARCH  15,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision: 
of  the  building  zone  resolution,  Tuesday  morning,  Mar  cl 
15,  1932,  at  10  o’clock,  in  Room  1013v  Municipal  Building 
on  the  following  matters : 

cal.  no.  564-31-BZ — Application,  November  25,  1931,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  William  A.  Lacerenza,  appli 
cant,  on  behalf  of  Sarah  Silbersteir 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
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line  service  station;  premises  842-852 
Ralph  avenue,  west  side,  280  ft.  north  of 
Church  avenue,  Brooklyn. 

\l.  no.  604-31-BZ — Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  north¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

\l.  no.  606-31-BZ — Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

vl.  no.  617-31-BZ — Application,  December  30,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Klein,  Kinsley  &  Klein,  appli¬ 
cants,  on  behalf  of  Domenico  Sabatino, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  east  side  of  Sedgwick 
avenue,  153.11  ft.  south  of  West  169th 
street,  The  Bronx. 

\l.  no.  23-32-BZ — Application,  January  18,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Murray  Klein,  applicant,  on  be¬ 
half  of  Sarah  Bogin,  owner,  to  permit 
in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  2316  At¬ 
lantic  avenue,  south  side,  50  ft.  west  of 
Eastern  parkway,  Brooklyn. 

\l.  no,  485-20-BZ — Application,  July  16,  1920;  granted  on 
certain  conditions  September  14,  1920; 
reopened  June  16,  1931,  under  section 
7b  of  the  building  zone  resolution,  of 
Raymond  Irrera,  applicant,  on  behalf  of 
2521  Broadway  Corp.,  owner,  to  permit 
a  modification  of  a  resolution  adopted 
by  the  board  for  the  use  of  the  two  (2) 
upper  stories  of  a  building  for  factory 
purposes  (originally  limited  to  office 
use)  ;  denied  January  12,  1932;  reopened 
under  new  facts  February  2,  1932 ;  prem¬ 
ises  2521-2523  Broadway,  northwest 
corner  of  West  94th  street,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  15,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

30-32-A — 346-364  Vanderbilt  avenue,  northwest  corner  of 
Greene  avenue,  Brooklyn. 

39-32- A — 1750  Webster  avenue,  The  Bronx. 

45-32-A — 116-118  West  14th  street,  Manhattan. 

48-32- A — 32-36  West  18th  street,  Manhattan. 


Petitions  for  Variations. 

50- 32-S — 210-216  Eleventh  avenue  and  564-568  West  25th 

street,  Manhattan. 

51- 32- S — 22-24  Clinton  avenue,  Brooklyn. 

33-32-S — 11  East  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

49-32-SA— Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 
proval  of. 

65-32-SA — Elkhart  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


MARCH  18,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  March 
18,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  572-31-BZ — Application,  November  30,  1931,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Martin  C.  Ort,  applicant, 
on  behalf  of  Augusta  Gahrman,  owner, 
to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  112-05  to 
112-07  Sutphin  boulevard,  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  478-31-BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  P.  Powers,  applicant,  on 
behalf  of  Frank  Coiro,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  71-08 
Amstel  boulevard,  north  side,  80  ft.  east 
of  Beach  72nd  street,  Arverne,  Borough 
of  Queens. 

cal.  no.  587-31-BZ — Application,  December  10,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  Sustick,  applicant,  on 
behalf  of  Andrew  De  Riso,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1157-1167  East 
New  York  avenue,  north  side,  45  ft.  554 
in.  east  of  Portal  street,  Brooklyn. 

cal.  no,  410-31-BZ — Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louis  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
v  partly  in  a  residence  district,  the  erec¬ 

tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  508-31 -BZ — Application,  October  14,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Frederick  Wellman,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
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erection  and  maintenance  of  a  gasoline 
service  station;  premises  130-23  Spring- 
field  boulevard,  Springfield,  Borough  of 
Queens. 

c\l  no  544-31-BZ— Application,  November  10,  1931,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  Croker  National  Fire  Prevention 
Engineering  Co.,  applicant,  on  behalf 
of  John  Centrone,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  784-786 
Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

cal.  no.  334-31-BZ— Application,  July  1,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931  ;  reopened  and  restored  to  Calen¬ 
dar  January  5,  1932,  under  section  21 
of  the  building  zone  resolution,  of 
Shirley  Kahn,  applicant,  on  behalf  of 
American  Seal  Kap  Corp.,  owner,  to 
permit  in  a  business  district  the  change 
of  the  occupancy  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop;  premises  11-11  to  11-27 
44th  drive  (Nott  avenue),  Long  Island 
City,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  18,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

18-32- A— 252-262  West  40th  street,  Manhattan. 

Petition  for  Variation. 

621-31-S — 429-431  Kent  avenue,  Brooklyn. 

518-31-S— 53  West  56th  street,  Manhattan. 

555-31-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 
139  Fulton  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  22,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

01-32-BZ. 

APPLICANT— Raphael  Blank,  for  Tolstoi  Realty  Corp., 

owner.  { 

PREMISES — 64-70  Neptune  avenue,  southwest  corner  ot 

Hoff  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  budding  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

68-32-BZ. 

APPLICANT— Celler  &  Kraushaar,  for  Jane  David  Holding 
Corp.,  owner. 

PREMISES — 1641-1649  Eastern  parkway,  northeast  corner 
of  Hopkinson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


69-32-BZ. 

APPLICANT— Celler  &  Kraushaar,  for  Meyer  Kraushaar, 
owner. 

PREMISES— Northeast  corner  of  Murdock  avenue  and 
Cross  Island  boulevard,  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1223-25-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Rink  Realty  Corp., 
present  owner. 

PREMISES— 174-184  Vanderbilt  avenue,  west  side,  124  ft. 
7  in.  north  of  Willoughby  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  _ 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  alteration  of  a  garage  for  more 
than  five  (5)  motor  vehicles  so  as  to  include  a 
gasoline  service  station  (garage  previously  granted 
by  the  board;  reopened  January  12,  1932). 

25-32-BZ. 

APPLICANT— John  M.  Baker,  for  Cypress  Homes  Corp., 
owner. 

PREMISES — North  side  of  Rockaway  boulevard,  121  ft. 

west  of  75th  street,  Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


MARCH  22,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
22,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  602-31-BZ— Application,  December  18,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  A.  Potter,  applicant,  on 
behalf  of  Roosevelt- Stone  Land  Corp. 
and  Sapotter  Realty  Corp.,  owners,  tc 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  foi 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station ;  premises 
northwest  corner  of  Queens  boulevard 
and  51st  street,  Woodside,  Borough  of 
Queens. 

cal.  no.  427-31-BZ— Application,  August  31,  1931,  under 
sections  6,  7c  and  21  of  the  building  zone 
resolution,  of  Harry  Urquhart,  applicant, 
on  behalf  of  Superior  Welding  &  Cut¬ 
ting  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  occupancy  for  an  open 
air  parking  space  for  more  than  five 
(5)  motor  vehicles  and,  also,  minor  re¬ 
pairs  to  motor  vehicles  of  a  plot  now 
occupied  by  two  (2)  four-car  garages,  a 
dwelling  and,  also,  a  motor  vehicle  re¬ 
pair  shop;  premises  289-291  Palmetto 
street  and  577  Knickerbocker  avenue, 
Brooklyn. 
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cal.  no.  599-31-BZ — Application,  December  16,  1931,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Ideal  Cleaners  & 
Dyers,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  an  existing 
dyeing  establishment ;  premises  237-239 
Nostrand  avenue,  east  side,  25  ft.  north 
of  Kosciusko  street,  Brooklyn. 

cal.  no.  10-32-BZ — Application,  January  7,  1932,  under  sec¬ 
tions  7a  and  7e  of  the  building  zone 
resolution,  of  Martin  J.  Ort,  applicant, 
on  behalf  of  Marmion  Avenue  Corp., 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  ( 5 )  motor  vehicles ; 
premises  west  side  of  Southern  boule¬ 
vard,  184.27  ft.  south  of  East  180th 
street,  The  Bronx. 

cal.  no.  27-32-BZ — Application,  January  19,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joel  D.  Marder,  applicant,  on  be¬ 
half  of  Columbus  O’D.  Iselin,  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  the  occupancy  of  a  building 
used  as  a  garage  for  five  (5)  motor 
vehicles  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  127  West 
52nd  street,  Manhattan. 

cal.  no.  55-32-BZ — Application,  February  5,  1932,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Benjamin  Driesler,  Jr.,  ap¬ 
plicant,  on  behalf  of  Realty  Associates, 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
the  installation  of  a  gasoline  service  sta¬ 
tion;  premises  128-138  Brighton  Beach 
avenue,  south  side,  110.8  ft.  west  of 
Calm  street,  Brooklyn. 

HENRY  L.  CON  NEEL, 
Temporary  Chairman. 


MARCH  22,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

21-32- A — 126-130  Franklin  street,  220-224  West  Broadway 
and  2-8  Varick  street,  Manhattan. 

41-32-A — 216-218  East  38th  street,  Manhattan. 

47-32-A — 323-341  East  99th  street,  Manhattan. 

54-32-A— 712-726  East  133rd  street,  The  Bronx. 

56-32-A — 5  East  17th  street  and  6  East  18th  street,  Man¬ 
hattan. 

73-32-A— 34-31  to  34-51  35th  street,  34-34  to  34-54  36th 
street  and  35-01  to  35-41  35th  avenue,  Dong 
Island  City,  Borough  of  Queens. 

75-32-A — Erie  Basin  Breakwater,  between  Erie  Basin  and 
Upper  New  York  Bay,  Brooklyn. 

79-32-A — 29  East  29th  street  and  30  East  30th  street, 
Manhattan. 

Petition  for  Variation. 

53-32-S — 228  West  Broadway  and  8  North  Moore  street, 

Manhattan. 

Appliance  Submitted  for  Approval. 

115-32-SA — Wayne  S-2  Domestic  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  29,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

545-31-BZ. 

APPLICANT — Harry  Urquhart,  for  William  E.  Martens, 
Jr.,  owner. 

PREMISES — Southwest  corner  of  Webster  avenue  (37th 
avenue)  and  Lockwood  street  (30th  street),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

1  O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

603-31-BZ. 

APPLICANT— Stephen  Frontera,  substituted  for  Albert  H. 
Stines,  for  Nancy  Marmelito,  owner. 

PREMISES — West  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of  Queens. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 

16-32-BZ. 

APPLICANT— Hyman  D.  Rapps,  for  Proc  Building  Corp., 
owner. 

PREMISES — 1302-1312  65th  street,  southeast  corner  of  13th 
avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
gasoline  service  station. 

29-32-BZ. 

APPLICANT — Louis  Allmendinger,  for  William  Winckel- 
mann,  owner. 

PREMISES— Southeast  corner  of  Columbia  avenue  (67th 
street)  and  Queens  boulevard,  Winfield,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MARCH  29,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
29,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  122-31-BZ — Application,  March  12,  1931;  granted 
on  certain  conditions  for  a  temporary 
permit  of  two  years  October  8,  1931 ;  re¬ 
opened  to  permit  a  modification  of  the 
resolution  March  8,  1932 — re  Applica¬ 
tion,  under  section  7f  of  the  building 
zone  resolution,  of  James  Kearney,  ap¬ 
plicant,  on  behalf  of  Andrew  N.  Miller, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  141-09 
Lincoln  avenue,  northwest  corner  of 
142nd  street,  South  Jamaica,  Borough 
of  Queens. 

CAL.  NO.  573-31-BZ — Application,  November  30,  1931,  under 
sections  7e,  7g  and  21  of  the  building 
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zone  resolution,  of  Frank  J.  Fenimore, 
applicant,  on  behalf  of  Rose  femmore 
and  Maria  Marchisiello,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  moie 
than  five  (5)  motor  vehicles;  premises 
564-566  East  New  York  avenue,  south 
side,  329  ft.  7  in.  east  of  Brooklyn  ave¬ 
nue,  Brooklyn. 


resolution,  of  Maurice  Z.  Bungard,  ap¬ 
plicant,  on  behalf  of  2762  West  17th 
Street  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
poultry  slaughter  house;  premises  2762- 
2764  Cropsey  avenue,  west  side,  80  ft 
north  of  Neptune  avenue,  Brooklyn. 


CA1  no  489-29-BZ — Application,  July  22,  1929;  withdrawn 
March  18,  1930;  reopened  and  restored 
to  Calendar  February  9,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on  be¬ 
half  of  Mary  G.  Leggett,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  and  resi¬ 
dence  building  (stores  and  dwellings)  ; 
premises  1985-1995  Ocean  avenue,  south¬ 
east  corner  of  Avenue  O,  Brooklyn. 

HENRY  L.  CONNELL, 
-  Temporary  Chairman. 


CAL 


no  558-31-BZ — Application,  November  21,  1931,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Jackson  Avenue  Corp.,  applican 
and  owner,  to  permit  in  a  business  dis 
trict  the  erection  and  maintenance  of  ; 
gasoline  service  station;  premises  north 
side  of  Queens  boulevard,  between  64tl 
street  and  65th  street,  Winfield,  Bor 
ough  of  Queens. 


MARCH  29,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

402-31- A— 160-170  Jay  street,  Brooklyn. 

569-31-A— 12-16  East  31st  street,  Manhattan. 

82-32- A— 1-3  South  William  street,  Manhattan. 

71-32-A— West  side  of  New  street,  119.15  ft.  east  of 
Driggs  avenue,  and  104  ft.  8)4  in.  north  of 
Broadway,  Brooklyn.  . 

110-32- A-West  side  of  Washington  Plaza 

104  ft.  8)4  in.  north  of  Broadway  and  119.15 
ft.  east  of  Driggs  avenue,  Brooklyn. 


cai  no  570-31-BZ — Application,  November  28,  1931,  unde 
section  21  of  the  building  zone  resolt 
tion,  of  Edward  J.  Bausch,  applicant,  o 
behalf  of  Gross  &  Lemmerman,  Inc 
owner,  to  permit  in  a  business  distrit 
the  erection  and  maintenance  of  a  gasc 
line  service  station;  premises  northea: 
corner  of  231st  place  and  Merrick  roa< 
Laurelton,  Borough  of  Queens. 


c\i  NO.  619-31-BZ — Application,  December  31,  1931,  undi 
section  21  of  the  building  zone  resoh 
tion,  of  James  Kearney,  applicant,  < 
behalf  of  Estate  of  Israel  Miller,  owne 
to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  se 
vice  station;  premises  148-16  to  148- 1 
111th  avenue,  Jamaica,  Borough 
Queens. 


Petitions  for  Variations. 

57-32-S _ 155-159  East  23rd  street,  Manhattan.  - 


86-32- S— 321  Palmetto  street,  Brooklyn. 


APRIL  1,  1932,  10  A.  M. 

SPECIAL  MEETING. 


Building  Lone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
arS  and  appeals  of  a  public  hearing  under  the  Provens 
of  the  building  zone  resolution,  Friday  morning,  April  1, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 


CAL.  NO.  2-32-BZ— Application,  January  4,  1932,  under  se 
tion  21  of  the  building  zone  resolutu 
of  John  M.  Baker,  applicant,  on  1 
half  of  Simon  P.  Emory,  owner,  , 
permit  in  a  business  district  the  erect; 
and  maintenance  of  a  gasoline  serv 
station;  premises  1662-1668  Westches 
avenue  and  1685-1691  Metcalf  aven 
southwest  corner,  The  Bronx. 


CAL.  NO. 


CAL  NO  578-31-BZ— Application,  December  2,  1931,  under 
cal.  no.  section  21  of  the  building  zone  resolu¬ 

tion  of  Joseph  D.  Nunan,  applicant,  on 
behalf  of  Clara  Carnes  and  Margaret 
Wolf,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  80- 
01  to  80-07  164th  place  and  164-26  to 
164-34  Union  turnpike,  southeast  corner, 
Jamaica,  Borough  of  Queens. 


499-31-BZ — Application,  October  9,  1931;  den 
January  5,  1932;  reopened  February 
1932,  under  section  21  of  the  build 
zone  resolution,  of  Charles  D.  Coi 
applicant,  on  behalf  of  Louis  Cherl 
and  Catherine  Cherleck,  owners,  to  f 
mit  in  a  business  district  the  erect 
and  maintenance  of  a  gasoline  sen 
station;  premises  262-10  Hillside  a 
nue,  southwest  corner  of  263rd  str 
Floral  Park  Gardens,  Borough 
Queens.  T 

HENRY  L.  CONNELL, ' 
Temporary  Chairmen 


cal.  no.  563-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu 
tion,  of  William  A.  Lacerenza,  applicant, 
on  behalf  of  Florindo  Baranello,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use ;  prem¬ 
ises  1632  Benson  avenue,  Brooklyn. 


APRIL  1,  1932,  2  P.  M. 

SPECIAL  MEETING. 


cal  no  500-31-BZ— Application,  October  9,1931,  under 
CA  sections  7a  and  21  of  the  building  zone 


Appeal  from  Administrative  Order. 

24-32- A — Southerly  side  of  Steinway  Creek,  638  ft.  f 
the  corner  of  Riker  avenue,  Astoria,  J 
ough  of  Queens. 

Petition  for  Variation. 

141-31-S— 60-74  East  10th  street,  71-91  East  9th  st 
772-786  Broadway  and  60-74  Fourth  ave 
Manhattan. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  MARCH  4,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

4 10-31-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Louise  De  Vito, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  parkway, 
Flushing,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1932,  at 
10  a.  m.,  on  written  request  of  applicant. 


500-31-BZ. 

APPLICANT — Maurice  Z.  Bungard,  for  27G2  West  17th 
Street  Corp.,  owner. 

(SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  building  to  be 
used  as  a  poultry  slaughter  house. 

PREMISES  AFFECTED — 2762-2764  Cropsey  avenue,  west 
side,  80  ft.  north  of  Neptune  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edgar  Oetheimer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


j08-31-BZ. 

APPLICANT — William  F.  Regan,  for  Frederick  Wellman, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 130-23  Springfield  boulevard, 
Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Henry  P.  Hallock. 

For  Opposition :  George  C.  Dickel. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1932,  at 
10  a.  m.,  on  request  of  representative  for  attorney 
for  applicant,  opposition  concurring. 

\  - - 

544-31-BZ. 

APPLICANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  John  Centrone,  owner. 

S  U  B  J  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 784-786  Hart  street,  east  side, 
200  ft.  south  of  Knickerbocker  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  E.  Horwood. 

For  Opposition :  Joseph  J.  Pisarro. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1932,  at 
10  a.  m.,  pending  inspection  and  report  by  a  commit¬ 
tee  of  the  board. 


344-31-BZ. 

APPLICANT — Shirley  Kahn,  for  American  Seal  Kap  Corp., 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  the  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop  (previously  dismissed  for 
lack  of  prosecution;  reopened  and  restored  to  Cal¬ 
endar  January  5,  1932). 

PREMISES  AFFECTED— ll-ll  to  11-27  44th  drive  (Nott 
avenue),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  E.  C.  Lazar  and  J.  Werden. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1932,  at 
10  a.  m.,  on  request  of  representative  of  attorney  for 
applicant  for  final  disposition. 


71-27-BZ. 

APPLICANT— James  E.  Connaughton,  for  Richard  and 
William  O  Toole,  owners ;  request  for  reopening 
_  made  by  Joseph  D.  Nunan,  Jr.,  attorney. 
SUBJECT  Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — North  side  of  Little  Neck  road, 
352.46  ft.  east  of  West  End  drive,  Little  Neck,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bertram  F.  Bougard. 

For  Opposition:  None. 

AC  I  ION  OF  BOARD — Application  reopened;  to  be  set 
for  Calendar  Call  when  papers  are  completed. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALFN- 
DAR  CALL— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  p 

Absent  .  n 


103-31-BZ. 

APPLICANT — Kew  Garage  &  Repair  Co.,  Inc.,  owner. 

vSUBJECl  Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  dismissed  for  lack  of 
piosecution  re  Application  (decision  of  the  super- 
•  intendent  of  buildings),  under  sections  7g  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  conversion  of  occupancy  from  an  auto 
laundry  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — North  side  of  Metropolitan  ave¬ 
nue,  20  ft.  8  in.  east  of  Cuthbert  place,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Richter. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  reopened;  to  be  set  for  Calen¬ 
dar  Call  when  papers  are  completed 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  n 
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\  tvt cct  unR  TALEN-  Whereas,  the  use  district  maps  accompanying  the  building 
THE  VOTE  TO  REOPEN  AND  SE  r  FOK  b  b  ZQne  resolution  show  that  Broadway  is  in  a  business  dis 

DAR  CALL —  .  r„n„ii  rnm.  trict;  Bennett  avenue  is  in  a  residence  district,  and  Wes 

Affirmative:  Temporary  Chairman  Co  »  .  186th  street  is  in  a  residence  district;  and 

missioners  Holland  and  Guilioyle  ana  ^  Whereas,  the  decision  of  the  superintendent  of  buildings 

McElligott .  Q  rendered  December  8,  1931  (re  Applic.  No.  215-31),  reads 

Negative  .  0  “i.  Gasoline  service  station  located  in  a  business  dis 

Absent  .  trict  is  contrary  to  Section  4  of  the  Building  Zon 

Resolution.” ; 

APPLICANT— Albert  Martin  Cohen,  for  Antonia  Panasu,  an^VHEREAS,  the  premises  consist  of  a  plot  of  ground  havin 

owner.  .  .  f  tl  sunerintendent  a  frontage  of  155  ft.  on  Broadway  and  100  ft.  on  \\  est  18Gt 

SUBJECT — Application  (re  decision  °£  the  8uper  street  upon  which  it  is  proposed  to  erect  a  one-story  struc 

of  buildings),  under  section  21  of  the  bm'ding  t  76  ft.  by  25  ft.  in  area,  to  be  used  as  office,  grease  pit 

resolution,  to  permit  in  a  business  district  t  f^e  and  three.car  garage  and  to  install  the  necessary  tanks  an 
tion  and  maintenance  of  a  garage  for  me  e  pUmps  for  a  gasoline  service  station ;  and 

motor  vehicles.  ,  Whereas,  this  application  was  the  subject  of  an  inspectio 

PREMISES  AFFECTED— 1726-1  <38  Gr*vei^  ’  b  a  committee  of  the  board,  which  inspection  was  mad 

west  side,  180  ft.  south  of  Avenue  U,  tfrooK  y  .  and  report  of  same  read  at  the  hearing  and  adopted  and  mad 

APPEARANCES—  tt  _  ,  ,  part  of  this  resolution,  the  report  reading: 

For  Applicant :  Aaron  H.  Schwartz.  H  “Cal.  No.  588-31-BZ. 

For  Opposition:  Abraham  M.  Glickma  ,  -  "Premises  4355-4363  Broadway,  northwest  corner  of  We: 

Goldberg  and  Solomon  berger.  ,  186th  street,  Manhattan. 

ACTI0N  OF  BOARD— Report  of  comm.ttee  adopted,  REPORT  OF  COMMITTEE  OF  INSPECTION. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE—  “0n  February  26,  1932,  a  committee  of  the  board,  coi. 

Affirmative :  Temporary  Chairman  Connell,  Com-  sisting  of  Temporary  Chairman  Connell  and  Commi 

missioners  Holland  and  Guilfoyle  and  Cluet  sioners  Holland  and  Guilfoyle,  visited  and  inspected  tl 

McElligott .  4  premises  under  appeal  in  this  case. 

Negative  .  “This  is  an  application  under  section  21— hardship- 

Absent  .  °  to  permit  in  a  business  district  the  erection  and  mai 

THE  VOTE  TO  WITHDRAW—  tenance  of  a  gasoline  service  station. 

Affirmative  •  Temporary  Chairman  Connell,  Com-  “The  premises  in  question  having  a  frontage  of  155 

missioners  Holland  and  Guilfoyle  and  Chief  on  Broadway  and  100  ft.  on  186th  street  and  lyn 

McElligott .  4  wholly  within  the  business  use  district,  are,  at  the  prese 

Negative  .  ®  time,  vacant  and  unimproved,  with  the  following  e 

Absent  .  ceptions :  ,  „ 

-  “On  the  corner  formed  by  the  intersection  of  broa 

588-31-BZ.  r  way  and  186th  street  there  is  erected  a  one-story  bull 

APPI  ICANT _ Joseph  M.  Lonergan,  for  Shalex  Realty  Co.,  jng>  approximately  20  ft.  by  40  ft.  in  area,  which  e1 

Inc.  owner.  .  ,  dently  has  been  rather  recently  erected  and  is  used  as 

SUB TECT— Application  (re  decision  of  the  superintendent  restaurant,  and  the  balance  of  the  plot  is  used  as  an  op 

of  buildings),  under  section  21  of  the  building  zone  ajr  gajes  staBon  for  used  automobiles.  The  prest 

resolution,  to  permit  in  a  business  district  the  erec-  owner  of  these  premises  is  the  owner  of  the  balance 

tion  and  maintenance  of  a  gasoline  service  station.  tbe  block  formed  by  Broadway,  Bennett  avenue,  W<. 

PREMISES  AFFECTED— 4355-4363  Broadway,  northwest  186th  street  and  West  187th  street. 

corner  of  West  186th  street,  Manhattan.  “On  the  Bennett  avenue  frontage  of  this  block  a 

APPEARANCES —  lying  wholly  within  the  residence  use  district  there  i\ 

For  Applicant:  Joseph  M.  Lonergan.  now  erected  six-story  apartment  houses.  The  balai 

For  Opposition:  Moe  Arbeitel.  ,  .  of  the  block  on  Broadway,  running  to  West  187th  stre 

ACTION  OF  BOARD— Report  of  committee  of  inspection  js  developed  with  one-story  taxpayers,  used  for  st< 

adopted;  application  denied.  purposes,  all  of  which,  apparently,  are  occupied  with  1 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE  exception  of  the  one  at  the  intersection  of  Broadw 

Affirmative :  Temporary  Chairman  Connell,  Com-  and  West  187th  street. 

missioners  Holland  and  Guilfoyle  and  Chief  “The  owner  claims,  as  part  of  his  basis  of  hardsf 

McElligott .  4  from  statements  submitted  at  the  hearing  held  on  E 

Negative  .  0  ruary  16th,  that  in  the  construction  of  the  apartm 

Absent  . ’ .  0  houses  on  Bennett  avenue  it  was  necessary,  due  to  si 

THE  VOTE  TO  GRANT —  soil  conditions,  to  expend  $50,000  extra  to  obtain  a  si 

Affirmative  . . . ••••”'•  0  able  foundation. 

Negative:  Temporary  Chairman  Connell,  Com-  “North  and  south  of  this  block  on  Broadway,  on 

° missioners  Holland  and  Guilfoyle  and  Chief  west  s;dej  for  a  distance  of  two  or  three  blocks  in  b 

McElligott  .  4  directions,  the  properties,  where  developed,  are  develo; 

Absent  .  ^  with  conforming  uses.  The  owners  of  these  propert 

'Trip  T?F<40T  TITION _  where  an  expression  of  opinion  has  been  given,  v\ 

(588-31-BZ)  the  exception  of  one,  have  objected  to  this  applicatior 

T  i  att  fnr  Realtv  Co  “Directly  opposite  the  property  under  appeal,  on 

Whereas,  Joseph  M.  I^nergsm,  for  Yunde;  east  side  of  Broadway,  between  West  185th  street  r 

premises  •  . ,  f  ..  .  two-story  garages,  permission  for  which  was  granted 

11 WhIreL  fpuMic  hearing  was  held  on  this  application  (Ms  board  1108'22-BZ’  654’19' 

tthMabr°ch1  lobhcS'  SZ  ofwe^t  tSI.th  street  and  the  W 

Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  south  of  West  185th  street,  east  side  of  Broa  way, 
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developed,  is  developed  with  conforming  uses.  The  total 
frontage  of  the  east  side  of  Broadway,  between  West 
187th  street  and  West  185th  street,  is  approximately 
494  ft.  long,  of  which,  as  noted,  440  linear  feet  is  de¬ 
veloped  with  three  two-story  garages  granted  by  this 
board.  The  largest  of  these,  which  has  a  frontage  of 
229  ft.  3  in.,  is  directly  opposite  the  premises  under 
appeal  and  used  as  a  taxicab  garage.  In  the  opinion 
of  the  committee  the  objections  filed  from  these  garages 
are  of  rather  a  selfish  nature  and  should  be  given  little 
or  no  consideration. 

“Permission  for  a  garage  on  the  premises  under  appeal 
was  denied  by  this  board  under  Cal.  Nos.  160-23-BZ  and 
431-24-BZ. 

“The  committee  is  of  the  opinion  that,  due  to  the  con¬ 
forming  development  along  Broadway  on  the  west  side, 
as  noted  in  this  report,  and  the  strenuous  objections 
filed  by  some  of  the  owners  of  these  properties,  favorable 
consideration  of  this  application  should  not  be  enter¬ 
tained  by  the  board  at  this  time. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

!  “JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 

nd 

Whereas,  this  report  recommends  the  denial  of  this  appli- 
ation  at  the  present  time. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
lgs  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
nd  it  hereby  is  denied. 


89-31-BZ. 

APPLICANT — Max  Siegel,  for  Arthur  H.  Beil,  owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

'REMISES  AFFECTED— 159-01  to  159-03  114th  avenue 
(Linden  boulevard),  northeast  corner  of  159th  street, 
and  159-02  to  159-04  Meyer  avenue,  Jamaica,  Bor¬ 
ough  of  Queens. 

.PPEARANCES — 

For  Applicant:  Max  Siegel. 

For  Opposition :  None. 

.CTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

HE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(589-31-BZ) 

Whereas,  Max  Siegel,  for  Arthur  H.  Beil,  owner,  filed, 
ecember  11,  1931,.  an  application,  under  the  building  zone 
solution,  to  permit  in  a  business  district  the  erection  and 
aintenance  of  a  gasoline  service  station;  premises  159-01 
159-03  114th  avenue  (Linden  boulevard),  northeast  cor- 
r  159th  street,  and  159-02  to  159-04  Meyer  avenue, 
maica,  Borough  of  Queens ;  and 
hereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  a  special  meet- 
?.  March  4,  1932,  after  due  notice  by  publication  in  the 
iJletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  114th  avenue  is  in  a  business  and 
unrestricted  district ;  Meyer  avenue  is  in  a  business,  resi¬ 
dence  and  unrestricted  district;  159th  street,  south  of  114th 
avenue,  is  in  a  residence  district,  and  159th  street,  north  of 
Meyer-  avenue,  is  in  an  unrestricted  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  10,  1931  (re  Plan  No.  N.  B.  6168-31) 
reads :  J ' 

The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  article  2,  section  4,  paragraph 
A-46  of  the  Zone  Law.” ;  1 

and 


\\  hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  on  Meyer  avenue,  36.2  ft.  on  159th  street 
and  47.95  ft.  on  114th  avenue,  upon  which  it  is  proposed  to 
erect  a  one-story  structure,  approximately  23  ft.  by  34  ft.  in 
area,  for  office  and  grease  pits  and  to  install  the  necessary 
taiJs  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection  was 
made  and  report  of  which  was  read  at  this  hearing  the  re¬ 
port  reading; 

“Cal.  No.  589-31-BZ. 

“Premises  159-01  to  159-03  114th  avenue  (Linden  boule- 
•  vard),  northeast  corner  of  159th  street,  and  159-02  to 
159-04  Meyer  avenue,  Jamaica,  Borough  of  Queens 
REPORT  OF  COMMITTEE  OF  INSPECTION 

.  “?n  February  26,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis-  . 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
„  premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship— 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

.  “The  Premises  in  question  are  irregular  in  shape,  hav¬ 
ing  a  frontage  of  40  ft.  on  Meyer  avenue,  approximately 
48  ft.  on  114th  avenue  and  a  depth,  at  the  intersection 
of  these  two  avenues,  of  approximately  36  ft.,  and  on 
the  rear  lot  line  approximately  63  ft.,  lying  wholly  within 
the  business  use  district,  and,  at  the  present  time,  vacant 
and  unimproved. 

The  adjoining  plot  to  the  east,  having  approximately 
48  ft.  frontage  on  114th  avenue,  running  through  from 
mth  avenue  to  Meyer  avenue,  is  also  vacant  and  lies 
within  the  business  use  district. 

“The  adjoining  plot  to  the  east  of  the  one  just  de¬ 
scribed,  running  through  from  114th  avenue  to  Meyer 
avenue,  developed  with  a  two-story  dwelling,  lies  half 
within  the  business,  use  district  and'  half  within  the  un¬ 
restricted  use  district,  and  the  owner  is  apparently  the 
omv  objector  to  this  application. 

.  The  properties  most  affected  by  the  installation  of 
this,  gasoline  station,  that  is  those  located  on  the  inter¬ 
section  of  the  street  fronts  opposite  the  premises  under 
appeal,  all  consent  to  the  granting  of  this  application. 

1  he  properties  in  the  immediate  neighborhood  are 
developed  mostly  with  detached  old-time  two-storv  frame 
dwellings. 

The  property,  in  question  is  the  apex  of  an  island 
plot  most  of  which  lies  within  the  unrestricted  district 
to  the.  east  and  is  bounded  on  the  north  bv  an  unrestricted 
use  district. 

“There  have  been  filed  with  this  appeal  one  objection 
and  eighteen  consents.  The  propertv  of  the  objecting 
owner,  as  noted  in  this  report,  lies  half  within  the  busi¬ 
ness,  use  district  and  half  within  the  unrestricted  use 
district. 

“Due  to  the  location,  size  and  irregular  shape  of  the 
plot  under  appeal,  also  due  to  the  rather  sparsely  de¬ 
veloped  condition  of  the  surrounding  section  and  the 
close,  proximity  of  the  property  under  appeal  to  the  un¬ 
restricted  district  the  committee  is  of  the  opinion  that 
this  property  could  not  be  developed  for  a  conforming 
use  and  give  a  reasonable  return  on  the  investment  and 
therefore,  recommends  the  granting  of  this  appeal  with 
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such  safeguards  as  will  protect  the  adj  oining  and  abut-  AbSent™. .  *. 1  *.  1 1 !  *.  !  *.  !  1 1  0 

ting  property  owners.  TPTF  RESOLUTION — 

“(Signed)  HENRY  L.  CONNELL,  fHE  R^ULUllUW  (2g8_30_BZ) 

Temporary  Chairman.  Whereas,  Louis  E.  Drago,  for  Carnelia  Esposito,  owner, 

“JAMES  P.  HOLLAND,  filed,  April  25,  1930,  an  application,  under  the  building  zone 

“JOHN  GUILFOYLE.”  resolution,  to  permit  in  a  business  district,  extending  from 

j  ”  an  unrestricted  district,  the  erection  and  maintenance  of  ten 

‘  Whereas,  this  report  recommends  the  granting  of  this  one-car  garages  and,  also  avSlSe  °Ld  Tl^Navy 

aonlication  under  section  21— hardship— with  such  safeguards  service  station;  premises  12-22  Park  avenue  and  74  .Navy 

as  will  protect  the  abutting  and  adjoining  property  owners.  street,  southwest  corner,  Borough  of  Brooklyn,  and 

Resolved  that  the  board  of  standards  and  appeals  does  Whereas,  a  public  hearing  was  held  on  this  application  by 

hereby  make  a  variation  in  the  application  of  the  use  dis-  the  board  of  standards  and  appeals,  at  its  regular  meeting 

trict  r Regulations  of  the  building  zinc  resolution,  and  that  December  2,  1930.  after  due  notice  by  publication  in  the 

the  application  be  and  it  hereby  is  granted  on  condition  that  Bulletin  of  the  Board  of  Standards  and  Appeals,  and 

here  shalf  bT  erected  on  the  rear  lot  line,  running  through  Whereas,  the  use  district  maps  accompanying  the  building 
from  114th  avenue  to  Meyer  avenue,  a  masonry  wall  not  zone  resolution  show  that  Park  avenue  and  Navy  street  are 
ess  than  10  ft  in  height  coped  with  architectural  terra  in  business,  residence  and  unrestricted  districts  and  Hudson 

cotta  or  natural  stone  trim,  faced  with  white  enamel  avenue  and  Tillary  street  are  in  an  unrestricted  district; 

hrirk  of  nanel  design;  the  wall  may  be  sloped  back  or  and  ,  ,  .... 

racked  back  from  the  building  line  on  both  street  fronts  at  Whereas,  the  decision  of  the  superintendent  of  buildings, 
an  angle  of  approximately  forty-five  degrees,  if  so  desired;  rendered  January  20,  1930  (re  App.  No  610-30),  reads:  : 

that  there  shall  be  erected  on  the  building  line  on  all  street  “Proposed  ten  one-car  garages  and  one  two-car  garage 

fronts,  in  front  of  the  property,  a  concrete  curbing  not  less  to  be  located  partly  in  a  business  use  and  partly  in  an 

than  12  in.  in  height  and  12  in.  in  width,  with  but  two  unrestricted  district  are  contrary  to  Art.  II,  Sec.  4a  of n 

openings  on  114th  avenue  and  one  opening  on  159th  street,  Zone  Resolution.” ; 

not  more  than  12  ft.  wide  each,  with  curb  cuts  not  more  than  and  .... 

14  ft.  wide  each ;  that  all  pumps  shall  be  set  back  not  less  than  Whereas,  it  is  proposed  to  remove  old  existing  bui Mings 

10  ft  from  the  building  line;  that  no  portable  gasoline  pumps  erect  ten  one-car  garages,  an  office,  10  tt.  by  15  it.,  construct 

shall  be  operated  or  maintained  on  the  premises;  that  any  two  grease  pits,  bury  four  550-gallon  tanks  and  erect  four 

buildings  erected  on  the  premises  shall  be  confined  to  one  pumps  for  the  purpose  of  conducting  a  garage  for  more 

storv  in  height  of  masonry  construction,  faced  with  white  than  five  cars  and  operating  a  gasoline  service  station  locat 
enamel  brick  panel  design,  roofed  with  Spanish  tile  or  1?4.7  ft.  in  a  business  district  and  3.5  ft.  m  an  unrestricted 
variegated  slate;  that  any  accessory  use  conducted  on  the  district;  and  .  ,  , 

premfses  shall  be  housed  in  a  manner  similar  to  any  other  Whereas,  the  board  deemed  that  the  applicant  has  sub¬ 
buildings  erected  thereon;  that  all  structures  erected  on  the  stantiated  his  basis  of  appeal  under  sections  <e  and  -1 

premises  shall  be  located  on  the  rear  lot  line;  that  all  ad-  the  building  zone  resolution  and  that  section  ic  does  not 

vertising  indicating  the  non-conforming  use  granted  shall  be  apply;  and 

confined  to  the  illuminated  globes  of  the  pumps  or  facade  of  Whereas,  this  application  was  granted  by  the  board  at  its 
the  buildings  erected  on  the  premises;  that  all  permits  shall  meeting,  December  2,  1930,  on  certain  conditions,  and  appli- 
be  obtained  within  six  months  and  any  work  involved  there-  cant  requests  a  modification  of  these  conditions,  and  a  com- 
by  shall  be  completed  within  one  year  from  the  date  of  this  mittee  of  the  board  visited  the  premises  and  reports  as  tol- 

art  ion  lows  * 

_  “Cal.  No.  288-30-BZ.  M 

288-30-BZ  “Premises  16-22  Park  avenue  and  74  Navy  street,  south- 

APPLICANT— Louis  E.  Drago,  for  Carnela  Esposito,  west  corner,  Brooklyn. 

owner.  REPORT  OF  COMMITTEE  OF  INSPECTION. 

SUBJECT  Application  for  reopening-modification-re  Ap-  February  10,  1932,  a  committee  of  the  board,  con- 

plication  (decision  of  the  superintendent  of  build-  Temporary  Chairman  Connell  and  Commis- 

zone  resclutioliJto'J^ermitJn  KSS  iU/- W  «  -  "  - 

tending  from  an  unrestricted  district,  the  erection  and  P' • 'o^the’pre.nises  in  question,  on  December  2,  1930, 

maintenance  of  ten  (10)  one-car  garages  and,  also,  hoard  granted  a  modification  to  permit  in  a  business 

the  installation  of  a  gasoline  service  station.  district  extending  from  an  unrestricted  district,  the  erec- 

PREMISES  AFFECTED— 16-22  Park  avenue  and  74  Navy  tion  and  maintenance  of  ten  one-car  garages,  also  the 

street,  southwest  corner,  Brooklyn.  installation  of  a  gasoline  service  station  under  certain 

APPEARANCES — None.  conditions.  Inspection  disclosed  that  the  garages  and 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap-  gasoline  station  have  been  installed  and  constructed  and 

plication  reopened  and  resolution  modified.  the  conditions  imposed  strictly  complied  with. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE —  “The  modifications  now  asked  for  are  four  in  number: 

Affirmative  :  Temporary  Chairman  Connell,  Com-  -  “1st :  Elimination  of  the  posts  on  the  concrete  curbing 

missioners  Holland  and  Guilfoyle  and  Chief  on  the  building  line.  _  . 

McElligott .  4  “2nd :  Increasing  of  the  width  of  the  driveways  to  14 

Negative  . . .  6  ft.  instead  of  12  ft.  ( 

Absent  .  0  “3rd:  A  14  ft.  driveway  to  be  permitted  on  the  Navy 

THE  VOTE  TO  REOPEN—  street  side  of  the  premises.  .  ....  .. 

Affirmative:  Temporary  Chairman  Connell.  Com-  “4th:  Four  gasoline  pumps  just  inside  the  building  line 

missioners  Holland  and  Guilfoyle  and  Chief  on  Park  avenue.  .  ,. 

McElligott . .  4  “The  committee  recommends  the  granting  of  the  modi- 

Negative  . .  0  fication  as  to  Items  1  and  2,-  but  the  denial  of  the  re- 

Absent  . . . .  .  0  quested  modification  as  to  Item  3.  a  driveway  on  Navy 

THE  VOTE  TO  MODIFY  RESOLUTION—  street,  and  Item  4,  location  of  four  gasoline  pumps  on 

Affirmative :  Temporary  Chairman  Connell,  Com-  the  Park  avenue  building  line. 

missioners  Holland  and  Guilfoyle  and  Chief  “As  to  Item  No.  3,  request  for  driveway  on  Navy 

McElligott  . .  4  street,  in  the  opinion  of  the  committee,  this  would  sen- 
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ously  interfere  with  traffic  on  Navy  street,  as  this  is  a 
very  extensively  used  vehicular  street,  and  with  the 
narrow  roadway — the  street  itself  being  only  50  ft.  wide 
between  building  lines. 

“As  to  Item  4,  the  committee  feels  that  the  general 
provisions  imposed  in  all  resolutions  for  gasoline  stations 
to  maintain  pumps  at  least  10  ft.  back  of  the  builidng 
line,  should  be  adhered  to,  so  as  to  prevent  the  use  of 
the  sidewalks  while  cars  are  receiving  gas. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of  the 
building  zone  resolution,  and  that  the  application  be  and  it 
hereby  is  granted  for  a  gasoline  service  station  and  ten  (10) 
individual  garages,  on  condition  that  there  shall  be  erected 
along  the  building  line  on  Navy  street  and  Park  avenue  a 
iconcrete  curbing  not  less  than  12  in.  wide  and  12  in.  in 
height,  with  but  three  openings  on  Park  avenue,  not  more 
'than  14  ft.  wide  each,  with  curb  cuts  directly  in  front  of 
;said  openings  not  more  than  14  ft.  wide  each;  that  all 
pumps  shall  be  set  back  at  least  10  ft.  from  the  building 
line;  that  the  individual  garages  shall  be  placed  on  the 
westerly  lot  line  of  the  property;  that  all  advertising  shall 
be  confined  to  the  globes  of  the  pumps;  that  no  portable 
gasoline  tanks  shall  be  operated  outside  of  the  building  line; 
that  there  shall  be  erected  on  the  premises  a  one-story 
masonry  building  of  face  brick  or  architectural  terra  cotta 
with  stone  trim,  roofed  with  variegated  slate  or  Spanish 
tile,  approximately  10  ft.  by  15  ft.  in  area,  to  be  used  as  an 
office  for  the  business  conducted  on  the  premises;  that  there 
shall  be  erected  along  the  southerly  and  easterly  lot  line 
fa  wall  not  less  than  8  in.  in  height,  finished  on  the  inside 
with  white  enamel  tile;  that  the  ten  (10)  individual  garages 
shall  be  constructed  of  masonry  throughout;  that  any  grease 
pits  erected  on  the  premises  shall  be  located  in  the  north¬ 
westerly  corner  of  the  property  in  a  building  of  masonry 
construction  of  the  same  design  as  the  office,  with  arched 
openings  for  entrance  and  exit  of  cars,  said  openings  to  be 
maintained  on  the  property  with  no  opening  in  northerly 
wall;  that  all  permits  required  shall  be  obtained  within  six 
months  and  any  work  involved  shall  be  completed  within 
one  year  from  the  date  of  this  action. 


128-31-BZ. 


APPLICANT — Leon  Levy,  for  Birdie  Levy,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the.  alteration  of  a  garage  (permission  to  erect 
which  was  granted  by  the  board)  by  constructing 
openings  on  the  first  and  second  stories  in  the  divi¬ 
sion,  wall  between  this  building  and  the  building 
adjoining  to  the  east  (reopened  January  5,  1932). 

PREMISES  AFFECTED — 248  West  69th  street,  Manhat¬ 
tan. 

APPEARANCES— 


For  Applicant :  Leon  Levy. 

For  Opposition:  Samuel  S.  Isaacs. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
cttt-  ,ralopted:  res°Eition  of  July  7,  1931,  modified. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . o 

Absent  .  q 

rHE  VOTE  TO  MODIFY’ RESOLUTION— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . !!!!!.'  o 

Absent  .  n 


THE  RESOLUTION— 

(128-31-BZ) 

Whereas,  Leon  Levy,  for  Birdie  Levy,  owner,  filed, 
March  17,  1931,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  garage  for  the  storage  of  five 
motor  vehicles  to  a  garage  for  the  storage  of  more  than 
five  motor  vehicles  and,  also,  for  a  motor  vehicle  repair 
shop;  premises  248  West  69th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  7,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
AYhereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  69th  street  is  in  a  business 
district;  West  68th  street  is  in  a  business  district;  West 
End  avenue  is  in  a  business  and  residence  district;  West 
70th  street  is  in  a  residence  district,  and  Amsterdam  avenue 
is  in  a  business  district ;  and 
AViiereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  16,  1931  (re  certificate  of  occupancy), 
reads : 

“In  answer  to  your  letter  of  March  9,  1931,  enclosing 
application  for  a  certificate  of  occupancy  for  the  above 
premises,  you  are  advised  that  this  Bureau  cannot  issue 
a  certificate  of  occupancy  for  a  garage  for  more  than 
5  autos  and  auto  repair  shop  as  the  building  is  located 
in  a  business  district  and  the  use  of  any  part  of  the 
building  for  this  purpose  is  prohibited  by  the  Zoning 
Resolution.  Zoning  Violation  19-1931  is  pending  against 
the  premises.” ; 
and 

Whereas,  the  existing  building  is  of  lion-fireproof  con¬ 
struction,  two  (2)  stories  in  height,  with  a  frontage  of  25 
ft.  and  a  depth  of  93  ft.  5  in. ;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  cars  and  a  motor  vehicle 
repair  shop ;  and 

Whereas,  the  applicant’s  basis  of  appeal  under  section  7, 
subdivision  e.  is  substantiated  in  that  the  board,  under  Cal. 
No.  400-25-BZ  granted  a  variation  for  a  garage  at  247 
West  69th  street  under  section  7,  subdivision  e;  and 
AVhereas,  the  property  under  appeal  is  sandwiched  be¬ 
tween  two  existing  garages  for  more  than  five  cars;  and 
Whereas,  the  application  is  for  the  use  of  the  present 
two-story  building  as  a  garage  for  more  than  five  motor 
vehicles  and  a  motor  vehicle  repair  shop ;  and 

AArHEREAS,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  7,  1931,  on  certain  conditions,  and  applicant 
requested  an  extension  of  time  and  now  requests  a  modifica¬ 
tion  as  to  door  openings  between  buildings,  on  which  request 
a  committee  of  the  board  has  made  an  inspection  and  re¬ 
ported  as  follows : 

“Cal.  No.  128-31-BZ. 

“Premises  248  West  69th  street,  Manhattan. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  February  10,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“On  July  7,  1931,  this  board  granted  an  application  to 
permit  the  use  of  the  building  now  on  the  premises, 
two  stories  in  height,  to  be  used  for  a  public  garage 
for  more  than  five  motor  vehicles  under  certain  condi¬ 
tions,  one  of  which  was  that  the  building  was  not  to  be 
increased  in  height  or  area. 

“The  applicant  now  seeks  permission  to  connect  this 
building  by  dporway  openings  through  the  party  wall 
with  the  adjoining  building  to  the  east.  No.  246  AVest 
69th  street,  which  building  is  of  the  same  type  construc¬ 
tion  and  size  and  which  building  is  operating  as  a  public 
garage  for  more  than  five  motor  vehicles  under  a  permit 
from  the  fire  department,  same  having  been  used  as  a 
garage  prior  to  the  enactment  of  the  building  zone  reso- 
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lution.  No.  244  West  69th  street  is  also  used  as  a  garage 
and  a  motor  vehicle  repair  shop  and  is  the  same  type  ot 
building  as  Nos.  246  and  248.  Between  No.  246  and 
No  248  there  is  no  connection  other  than  one  opening, 
about  24  in.  wide,  in  the  front  of  the  party  wall  on  the 
second  story.  No.  242  West  69th  street,  which  was  a 
similar  use  in  a  similar  building,  is  now  being  altered 
to  be  used  as  a  business  building. 

“The  committee  is  of  the  opinion  that  so  long  as  neither 
of  the  three  buildings,  244,  246  and  248,  is  increased  in 
height  or  area  and  so  long  as  no  motor  vehicle  repair 
work  is  permitted  in  No.  248,  the  modification  to  permit 
of  limited  vehicular  openings  to  No.  246  may  be  favor¬ 
ably  considered.  „  „  T 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“TAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  use  for  a  garage  for  more  than  five  cars 
on  condition  that  the  present  building  shall  not  be  extended 
in  height,  depth  or  width;  that  the  interior  shall  be  fire- 


retarded  throughout  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals;  that  there  shall  be  no 
portable  gasoline  tanks  operated  outside  the  present  building; 
that  the  use  shall  be  restricted  to  the  storage  of  cars  of  the 
pleasure-car  type  only,  prohibiting  taxicab  and  commercial 
vehicles;  that  the  gable  walls  shall  be  unpierced  throughout 
their  entire  height  and  length,  except  that  an  opening  is 
permitted  on  each  of  the  first  and  second  stories  in  the  gable 
wall  between  No.  246  and  No.  248  in  the  party  wall  at  the 
front  of  the  building;  that  said  openings  shall  be  not  more 
than  20  ft.  wide  each;  that  the  two  buildings,  No.  248  and 
No.  246  West  69th  street,  both  in  the  same  ownership,  shall 
be  not  increased  in  height  or  area;  that  the  opening  now 
existing  in  the  party  wall  between  Nos.  246  and  244  West 
69th  street  shall  be  bricked  up ;  that  any  skylights  installed 
in  roof  shall  be  equipped  with  plain  glass,  protected  with 
wire  guards  above  and  below,  and  shall  be  located  not  less 
than  10  ft.  east  of  the  westerly  building  line ;  that  all  per¬ 
mits  shall  be  obtained  within  six  months  and  any  work 
involved  shall  be  completed  within  nine  months  from  the 
date  of  this  action. 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 


FRIDAY  AFTERNOON,  MARCH  4,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

608-31-A.  ~ 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Louis  Shulsky,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 318-330  Grand  street,  southeast 
corner  of  Havemeyer  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  „  „  „ 

Affirmative;  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  ^ 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(608-31-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Louis  Shulsky,  owner,  filed,  December  22,  1931,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  318-330  Grand  street,  southeast  corner  of  Have¬ 
meyer  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
4,  1931  (Order  No.  88225-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  and  Sec.  580-1,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 

and  .  .  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

December  2,  1931,  reads: 

“In  reply  to  your  letter  of  Nov.  21st,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 


requirements  of  order  88225-F  and  that  you  are  unable 
to  do  so  due  to  the  fact  that  the  Bd.  of  Standards  and 
Appeals  will  not  accept  an  appeal  for  the  reason  that  the 
time  limit,  twenty  days,  had  elapsed,  and  request  dis¬ 
missal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore  your  request  is  denied.” ; 

and  . 

Whereas,  the  building  is  noil-fireproof,  four  stories  (47 
ft.  6  in.)  in  height,  154  ft.  by  100  ft.  in  area;  OCCUPIED: 
1st  story,  stores,  forty-two  persons;  upper  stories,  dance  hall 
and  lodge  rooms ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1924  and  has  been  continually  occupied  the  same  as  at 
present;- the  area  of  the  building  is  subdivided  by  fireproof 
walls  into  smaller  areas,  the  largest  of  which  is  about  5,000 
sq.  ft.,  and  all  communicating  doorways  are  provided  with 
fireproof  doors ;  the  entire  area  of  the  building  above  the 
second  story  is  less  than  10,000  sq.  ft. ;  the  premises  faces 
upon  three  streets  and  is  provided  with  adequate  means  of 
exits ;  furthermore,  the  building  is  equipped  throughout  with 
fire  extinguishers  and  fire-fighting  appliances  as  required  by 
the  fire  commissioner;  and 

Whereas,  the  order  is  placed  due  to  the  area  being  ir 
excess  of  10,000  sq.  ft. ;  and 

Whereas,  the  building  is  subdivided  by  fire  walls  so  thal 
no  area  is  in  excess  of  5,000  sq.  ft.  and  all  openings  are  pro¬ 
tected  with  self-closing,  fireproof  doors. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  b< 
and  it  hereby  is  granted,  permitting  the  elimination  of  th< 
gravity  tank  and  suction  tank,  on  condition  that  the  standpip* 
system  shall  be  supplied  from  the  city  main  with  a  pressure 
of  thirty-five  pounds  at  the  street  level,  fed  two  ways,  an< 
that  the  standpipe  system  shall  be  installed  to  comply  witl 
the  rules  in  all  other  respects. 


1078-27-A. 

APPELLANT— 410  West  207th  Street  Corp.,  owner. 
SUBJECT — Application  for  reopening — modification — re  Ap 
peal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 408-410  West  207th  street,  Mar 
hattan. 
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APPEARANCES— 

For  Appellant :  C.  H.  Potter  and  D.  L.  Dean. 
ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(1078-27-A) 


Whereas,  410  West  207th  Street  Corp.,  owner,  filed, 
October  5,  1927,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  408-410  West  207th  street,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  7,  1927  (Order  No.  39584-LC),  reads: 

“You  are  hereby  ordered  and  required  to : 

“1.  Remove  all  liquefied  chlorine  from  the  prem¬ 
ises.”  ; 
and 

Whereas,  the  building  is  fireproof,  four  stories  in  height, 
75  ft.  by  90  ft.  in  area  (also  a  water  pool  adjoining  at 
west  side);  OCCUPIED  as  a  bath  house:  1st  story, 
chlorinator  and  lockers,  150  persons;  2nd  story,  office  and 
restaurant,  150  persons ;  3rd  story,  lockers,  150  persons ; 
4th  story,  resting  space;  located  partly  in  a  business  dis- 
'  trict  and  partly  in  a  residence  district ;  and 

Whereas,  the  appellant  proposes  to  store  150  pounds  of 
chlorine  in  a  special  apparatus  constructed  for  the  purpose, 

!  enclosed  in  an  air-tight  compartment  located  on  the  first 
story  and  vented  to  the  outer  air,  for  the  proper  sterilization 
of  water  used  in  the  bathing  pool ;  and 
Whereas,  the  appellant  contends  that  this  method  of 
sterilization  is  essential  to  the  business  and  used  in  a  con- 
1  siderable  number  of  pools  within  and  also  outside  the  City 
of  New  York ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  February  21,  1928,  on  certain  conditions,  and  appel¬ 
lant  requests  a  modification  of  these  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  forty  pounds  of 
chlorine  shall  be  installed  on  the  premises  at  one  time  in 
two  100-pound  metal  containers,  one  container  to  be  held 
in  reserve  and  only  one  container  to  be  at  work  at  any 
one  time,  both  containers  to  be  immersed  at  all  times  in 
water;  that  the  two  chlorine  containers  and  the  apparatus 
to  operate  same  shall  be  installed  in  a  fireproof  enclosure, 
vented  to  the  outer  air,  with  a  sprinkler  head  in  the  en¬ 
closure  and  a  remote  control  valve  on  the  outside  of  the 
fireproof  room. 

361-31-A. 

APPELLANT — John  J.  Hallahan,  for  Estate  of  John  J. 
Hallahan,  owner. 

SUBJECT — Application  for  reopening — modification— re  Ap¬ 
peal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 142-146  West  49th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Bernard  S.  Deutsch. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . *  ’  .  0 

Absent  . .  q 

THE  RESOLUTION— 

(361-31-A) 

Whereas,  John  J.  Hallahan,  for  Estate  of  John  J.  Halla¬ 
han,  owner,  filed  July  20,  1931,  an  appeal  from  an  order 

firG  commissioner,  affecting  premises 
1\3-146  West  49th  street,  Borough  of  Manhattan;  and 

i'i  loown  ?e  TTder  °f  the  fire  commissioner,  dated  May 
3  3,  1931  (Order  No.  85191-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sections  580-581,  Ch.  5 
Code  of  Ordinances  and  Rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals.”; 
and 

t  ^EREAS'  ^ie  decision  of  the  fire  commissioner,  rendered 
July  16,  1931,  reads: 

This  will  reply  to  your  letter  of  July  1st,  1931,  with 
reference  to  Order  85191-F,  in  which  you  request  re- 
lssuance  of  this  violation  up  to  the  present  date  as  you 
would  like  to  ask  for  a  modification  in  reference  to 
same,  and  in  according  to  date  May  13th,  1931  your 
time  for  appeal  has  expired. 

“Your  request  that  we  reissue  Order  85191-F  as  of 
present  date  is  denied.”; 
and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 

ho^  ’Fnrn'ppir1,11'  K  90  ft  j n.  area=  OCCUPIED  as  a 
hotel,  EQUIPPED  with  a  standpipe  system;  and 

•  VlnfREAf'  the,  app?llant  claims  the  building  was  erected 
in  1901  and  at  that  time  complied  with  all  the  requirements 
ol  law;  that  the  standpipes  are  fed  from  a  large  tank  8  000 
gallons  capacity,  the  bottom  of  which  is  16  ft.  above ’the 
hose  outlet  in  the  highest  story;  and 
Whereas,  the  building  was  erected  in  1901,  at  which  time 
the  present  standpipe  system  was  installed ;  and 
Whereas,  this  appeal  was  granted  by  the  board  on  cer¬ 
tain  conditions  and  appellant  requests  a  modification  of  these 
conditions  as  to  linen  storage. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele- 
vatmn  of  the  bottom  of  the  tank  above  the  top  story  outlet 
the  building  being  twelve  stories  in  height,  the  pent  house 
in  excess  of  25  per  cent  of  the  roof  area,  on  condition  that 
the  bottom  of  the  tank  shall  be  not  less  than  13  ft.  4  in 
above  the  top  story  roof  outlet;  that  the  hose  in  the  top 
story  shall  be  equipped  with  J^-inch  nozzles;  that  the  use 
of  the  pent  house  shall  be  confined  to  the  storage  of  linens, 
or  if  any  other  use  is  desired,  aproval  of  such  use  shall  first 
be  obtained  from  the  bureau  of  buildings  and  the  fire  depart¬ 
ment,  and  that  the  standpipe  system  shall  comply  with  the 
rules  in  all  other  respects  and  building  be  not  increased  in 
height  or  area. 

230-31-A. 

APPELLANT— Peter  C.  Spence,  chief,  Bureau  of  Fire  Pre¬ 
vention;  Sulken  Block  Realty  Co.,  owner. 
SUBJECT— Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  4425  issued  by  the  superintendent  of  build¬ 
ings  under  date  of  March  22,  1922 
PREMISES  AFFECTED — 117  West  33rd  street,  Manhat¬ 
tan. 
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APPEARANCES—  r  .  .  ,  . 

For  Apellant :  Inspector  Maher  of  fire  department. 

For  Owner  of  Premises:  D.  J.  Comyns. 

For  Administration:  Assistant  Superintendent  ot 
Buildings  William  D.  Brush,  Assistant  Engineer 
Samuel  Becker  and  Assistant  Engineer  Charles 
Bennett  of  bureau  of  buildings. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted ;  appeal  to  revoke  certificate  of  occupancy 
granted. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  ij 

Negative  . 

Absent  . . 


THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(230-31- A) 

Whereas,  Bureau  of  Fire  Prevention,  Fire  Department, 
City  of  New  York,  filed,  May  19,  1931,  an  appeal  for  the 
revocation  of  Certificate  of  Occupancy  No.  4425  issued  under 
date  of  March  22,  1922,  by  the  superintendent  of  buildings, 
affecting  premises  117  West  33rd  street,  Borough  of  Manhat¬ 
tan;  and  ...  r  c  .  ■ 

Whereas,  the  building  is  non-fireproof,  five  stones  in 

height,  25  ft.  by  100  ft.  in  area;  OCCUPIED:  1st  story, 
restaurant,  9  persons;  2nd  story,  beauty  shop,  4  persons;  3rd 
story,  storage  and  tailor,  5  persons;  4th  story,  embroideiy 
and  office,  6  persons;  5th  story,  manufacturing  curtains,  5 

persons ;  and  . 

Whereas,  the  contention  of  the  fire  department  is  as  fol¬ 
lows  (dated  May  13,  1931)  : 

“Re  premises  117  West  33rd  street,  Manhattan. 

“The  Bureau  of  Fire  Prevention  hereby  makes  appli¬ 
cation  for  appeal  for  the  revocation  of  Certificate  of 
Occupancy  4425  issued  under  date  of  March  22,  1922.. 

"This  appeal  is  submitted,  due  to  decision  of  Magis¬ 
trate  Richard  F.  McKiniry,  sitting  in  the  Municipal 
Term  Court  on  March  13,  1931,  in  the  case  of  the  People 
vs.  Sulken  Block  Realty  Co.,  117  West  33rd  street, 
New  York,  dismissing  the  complaint  of  the,  fire  depart¬ 
ment  as  embodied  in  violation  760-LD,  reading: 

“  ‘Discontinuing  the  use  of  the  premises  for  manu¬ 
facturing  purposes  for  the  reason  that  the  building  is 
of  non-fireproof  construction  and  exits  do  not  con¬ 
form  to  the  requirements  of  Section  270  of  the 
Labor  Law.’ 

“which  decision  was  to  the  effect  that  Certificate  of  Occu¬ 
pancy  4425  of  1922,  bureau  of  buildings,  was  binding  on 
the  fire  commissioner  until  revoked  by  the  board  of 
standards  and  appeals. 

“The  building  is  non-fireproof,  five  and  one  story  and 
cellar  in  height;  2,500  sq.  ft.  of  area  on  first  story  and 
2,250  sq.  ft.  on  second,  third,  fourth  and  fifth  stories, 
consisting  of  brick  walls;  floors  of  single  1-inch  joisted 
with  metal  ceiling;  roof  joisted;  occupied  as  follows 
(occupancy  report  of  May  8th,  1931)  : 

Non- 

Story  Occupancy  Mfg.  Mfg.  Total 


Cellar  Boiler,  storage  for  restaurant  0  6  6 


1st  story  Restaurant  .  0  9  9 

2nd  story  south  Beauty  shop .  0  4  4 

2nd  story  north  Vacant  . 

3rd  story  south  Tailor  .  1  1  2 


3rd  story  north  Stor.  &  showroom — wall  paper  0  3  3 
4th  story  south  Embroidery  (mfg.) .  3  0  3 


4th  story  north  Office — filing  cards .  0  3  3 

5th  story  Curtains  (mfg.)  .  4  1  5 

TOTAL .  8  27  25 


“EXITS:  Interior  stairway  enclosed  in  fire-resisting 
material  consisting  of  2)4  inch  cement  plaster  on  ex¬ 
panded  metal  on  metal  supports  and  party-wall  balcony, 
taking  in  one  window  on  rear  of  building  connected  to 
a  horizontal  bridge  which  connects  the  adjoining  build¬ 
ing  to  the  west  with  building  122  West  34th  street. 

"New  Building  Application  No.  15-1920  was  filed  for 
the  erection  of  three,  five  and  one  story  and  cellar  build¬ 
ings  at  117,  119  and  121  West  33rd  street,  Manhattan, 
exactly  similar  in  construction  and  one  (No.  119)  being 
the  subject  of  a  similar  appeal,  being  filed  for  the  same 
reasons. 

“The  appellant  contends  that  the  certificate  of  occu¬ 
pancy  was  issued  in  error,  as  this  building  is  of  non- 
fireproof  construction  and  five  stories  in  height,  while 
section  270,  subdivision  1,  of  the  labor  law,  requires 
that  all  buildings  where  a  factory  is  being  conducted 
of  more  than  four  stories  in  height  shall  be  of  fireproof 
construction,  and  that  the  certificate  of  occupancy  shall 
be  revoked  on  the  following  grounds  and  evidence  sub¬ 
mitted  : 

“1.  That  the  original  Certificate  of  Occupancy  No. 
3119,  issued  May  5,  1921,  was  not  issued  for  factory 
purposes. 

“2.  Exhibit  A.  Calendar  716-21-S  of  the  board  of 
standards  and  appeals — where  the  petition  was  filed 
against  a  decision  of  the  superintendent  of  buildings, 
which  read : 

“  ‘Proposed  use  of  this  building  as  a  factory  is  con¬ 
trary  to  Section  72-1.’ 

“NOTE:  Building  is  non-fireproof  and  five  stories  in 
height,  erected  under  N.  B.  15-1920. 

“The  petitioner  in  the  second  preamble  states  the 
building  is  non-fireproof  and  erected  for  a  store  and  offict 
building  and  the  occupancy  filed  indicated  violation  o: 
certificate  of  occupancy.  The  then  petitioner  requesting 
the  factory  occupancies  of  fourth  story  of  fifteen  per 
sons  and  of  fifth  story  of  twenty-two  persons  be  al 
lowed  to  remain  until  the  expiration  of  the  longest  lease 
expiring  on  February  1,  1924.  The  board  dismissed  peti 
tion  because  the  case  was  not  properly  before  them. 

“It  is  to  be  noted  that  there  has  been  various  change: 
of  occupancy  and  the  conditions  of  leases  have  changec 
many  times.  (See  Exhibit  M.) 

“3.  See  Exhibit  (B).  Three  communications  date< 
May  12,  1921;  May  19,  1921,  and  June  4,  1921,  fron 
the  then  superintendent  of  buildings,  Rudolph  P.  Miller 
regarding  premises  121  West  33rd  street,  built  unde 
same  N.  B.  Plan  15-1920,  as  the  building  under  discus 
sion,  Superintendent  Miller  contended  that  applicatioi 
(N.  B.  15-1920)  was  for  a  new  building  and  being  ove 
four  stories  in  height  could  not  be  approved  for  factor; 
purposes  because  it  was  not  of  fireproof  construction  am 
refers  to  Certificate  No.  3119  as  issued  only  for  office 
on  upper  floors. 

“4.  See  Exhibit  C.  Opinion  of  the  corporation  counse 
dated  December  4,  1923,  given  to  Julius  Miller,  Presi 
dent  of  the  Borough  of  Manhattan,  in  reply  to  a  coni 
munication  from  the  then  superintendent  of  buildings 
Charles  A.  Brady,  in  which  the  corporation  counse 
opines  that  a  certificate  of  occupancy  should  not  b 
issued  for  a  factory  use  in  a  non-fireproof  building  mor 
than  four  stories  in  height. 

“It  is  to  be  noted  that  this  opinion  disposes  of  th 
bureau  of  buildings’  contention  in  Certificate  of  Occu 
pancy  4425-22.  See  Exhibit  D.  A  non-fireproof  build 
ing  of  more  than  four  stories  in  height  could  be  use 
provided  the  occupancy  did  not  bring  the  building  withi 
the  ‘factory  building’  classification. 

“5.  See  Exhibit  D.  Certificate  of  Occupancy  4425 
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1922  advises  it  supersedes  Certificate  3119,  issued  May 
5,  1921,  and  purports  to  cover  factory  occupancy  pro¬ 
viding  the  building  is  not  occupied  as  a  ‘factory  building,’ 
but  the  live  load  on  the  second,  third,  fourth  and  fifth 
stories  is  only  sixty  pounds  instead  of  one  hundred  and 
twenty  pounds,  as  required  by  the  building  code. 

"6.  See  Exhibit  E.  Order  760-LD  of  the  fire  de¬ 
partment  issued  August  12,  1926,  to  discontinue  the 

manufacturing  occupancy  for  the  reason  that  building  is 
of  non-fireproof  construction. 

"7.  See  Exhibit  F.  Court  disposition  sheet  of  In¬ 

spector  Duffy,  bureau  of  fire  prevention,  of  January 
3,  1927,  in  which  owner  pleaded  guilty  of  being  in  viola¬ 
tion  of  section  270  of  the  labor  law  and  received  a  sus¬ 
pended  sentence. 

“8.  See  Exhibit  G.  Court  disposition  sheet  of  In¬ 

spector  Duffy  of  the  bureau  of  fire  prevention  on  second 
offense  in  Court  of  Special  Sessions  in  which  this  court 
did  not  uphold  the  certificate  of  occupancy  and  found 
the  owner’s  representative  guilty  and  suspended  sentence. 

“9.  See  Exhibit  H.  Court  disposition  sheet  of  In¬ 
spector  Duffy  of  the  bureau  of  fire  prevention  on  third 
offense  before  the  Court  of  Special  Sessions,  where  the 
judges  ruled  on  January  27,  1928,  that  certificate  of  oc¬ 
cupancy  had  no  consideration  as  building  was  over  four 
stories  in  height  and  non-fireproof  and  instructed  the 
owner  to  discontinue  the  factory  occupancy,  adjourning 
the  case  to  February  16,  1928,  when  the  factory  occu¬ 
pancy  was  vacated  and  found  the  owner  guilty,  suspend¬ 
ing  sentence. 

"10.  See  Exhibit  I.  Letter  from  Department  of  Labor 
dated  September  19,  1929,  submitting  complaint  for  lack 
of  exits  on  the  fourth  story  front. 

"11.  See  Exhibit  J.  Letter  from  fire  department  to 
the  bureau  of  buildings  calling  the  latter’s  attention  to 
the  fact  that  this  department  had  obtained  a  conviction 
in  court  and  submitting  the  matter  to  them  for  enforce¬ 
ment,  which  letter  was  never  answered. 

12.  See  Exhibit  K.  Court  disposition  sheet  dated 
December  2,  1930,  of  Inspector  Anderson  of  the  bureau 
of  fire  prevention  indicating  owner  being  found  guiltv 
and  fined  $25.00. 

“13.  See  Exhibit  L.  Court  disposition  sheet  dated 
March  13,  1931,  of  Inspector  Anderson  of  the  bureau 
of  fire  prevention  where  Magistrate  Richard  F.  McKiniry 
ruled  that  certificate  of  occupancy  issued  by  the  bureau 
of  buildings  is  binding  on  the  fire  department  unless 
revoked  by  the  board  of  standards  and  appeals. 

“14.  See  Exhibit  M.  Occupancies  of  the  building 
taken  at  various  times  from  April  1,  1921,  to  December 
10,  1930,  which  indicate  a  continuous  factory  occupancy, 
and  at  most  of  these  inspections,  indicating  a  ‘factory 
building’  occupancy,  violating  the  certificate  of  occupancy, 
even  if  it  was  not  issued  in  error.” 
and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows : 

“Cal.  No.  230-31-A. 

“Premises  117  West  33rd  street,  Manhattan. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  February  11,  1932,  a  committee  of  the  board,  con- 
si sting  of  I  emporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross,  visited 
an^r1,n-spe.cted  the  Prerr”ses  under  appeal  in  this  case. 

This  is  an  appeal  brought  by  the  fire  prevention 
bureau  of  the  fire  department  to  revoke  Certificate  of 
Occupancy  No.  4425  issued  under  date  of  March  22,  1922 
(this  date,  however,  apparently  should  be  March  4, 

The  conditions  and  recommendations  of  the  commit¬ 
tee  are  practically  the  same  as  described  in  the  report 

r  i  xt  committee  in  regard  to  119  West  33rd  street, 
Lai.  Ro.  241-31-A,  with  one  or  two  minor  exceptions, 
such  as  the  number  of  persons  actually  employed  in  fac¬ 
tory  work  at  the  time  of  the  inspection. 


I  he  committee  is  of  the  opinion,  therefore,  due  to  the 
fact  that  one  of  the  principal  reasons  for  the  enactment 
oi  the  labor  law  was  the  safe  working  conditions  of 
the  factory  employees  which  the  inspection  disclosed 
does  not  exist  in  this  building,  the  present  use  under 
the  present  conditions  should  be  discontinued  and  recom¬ 
mends  the  granting  of  this  appeal  to  revoke  the  certificate 
of  occupancy. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“GEORGE  L.  ROSS, 

“JOHN  GUILFOYLE.” 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted  and 
Certificate  of  Occupancy  No.  4425-1922  be  and  it  hereby  is 
revoked. 


241-31-A. 

APPELLANT— -Peter  C.  Spence,  chief,  Bureau  of  Fire  Pre- 
^  vention ;  Sulken  Block  Realty  Co.,  owner. 
SUBJECT — Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  4426-1922  issued  by  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 119  West  33rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Inspector  Peter  Maher  of  fire  de¬ 
partment. 

For  Owner  of  Premises:  D.  J.  Comyns. 

For  Administration:  Assistant  Superintendent  of 
Buildings  William  D.  Brush,  Assistant  Engineer 
Samuel  Becker  and  Assistant  Engineer  Charles 
Bennett  of  bureau  of  buildings. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted,  appeal  to  revoke  certificate  of  occupancy 
granted. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 4 

Negative  . ’  .  0 

Absent  .  n 

THE  VOTE  TO  GRANT—  . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 4 

Negative  .  0 

Absent  .  ,, 

THE  RESOLUTION—  . 

(241-31-A) 

Whereas,  Bureau  of  Fire  Prevention,  represented  by  Peter 
C.  Spence,  chief,  filed,  May  19,  1931,  an  appeal  with  the 
board  of  standards  and  appeals  for  the  revocation  of  Certifi¬ 
cate  of  Occupancy  No.  4426-1922  issued  under  date  of  March 
4  1922,  affecting  premises  119  West  33rd  street,  Borough  of 
Manhattan;  and 

Whereas,  the  statement  of  the  fire  department,  dated  May 
15,  1931,  reads  as  follows: 

“This  appeal  is  submitted,  due  to  the  decision  of  Magis¬ 
trate  Richard  F.  McKiniry,  sitting  in  the  Municipal  T?rm 
Court,  on  March  13,  1931,  in  the  case  of  the  People  vs. 
Sulken  Block  Realty  Co.  of  117  West  33rd  street,  Man¬ 
hattan,  dismissing  the  complaint  of  the  fire  department 
as  embodied  in  violation  94139-LD,  reading: 

“  ‘Discontinue  the  use  of  the  premises  for  factory 
purposes  for  the  reason  that  same  is  not  of  fire¬ 
proof  construction  and  the  exits  do  not  conform  with 
((  the  requirements  of  Section  270  of  the  Labor  Law.’ 
“This  decision  was  to  the  effect  that  Certificate  of  Oc¬ 
cupancy  4426  issued  by  the  superintendent  of  buildings 
was  binding  on  the  fire  commissioner  unless  revoked  by 
the  board  of  standards  and  appeals. 

“The  building  is  _  five  and  one  story  and  cellar,  or¬ 
dinary  brick  building;  floors — single,  1  inch  joi'sted- 
wooden  beams;  metal  ceilings;  roof  beams  of  wood 
covered  by  metal.  Area  is  2,500  square  feet  on  first 
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story  and  2,250  square  feet  on  second,  third,  fourth  and 
fifth  stories. 

“Occupied  as  follows  (occupancy  report  of  May  8, 
1931)  : 

Non- 

Story  Occupancy  Mfg.  Mfg.  Total 

5th  story  north  Tailor  .  3  1  4 

5th  story  south  Vacant  . . 

4th  story  Beads  (mfg.)  .  H  1  43 

3rd  story  S.E.  Jeweler  .  4  3  4 

3rd  story  S.W.  Neckwear  (mfg.)  .  4  0  4 

3rd  story  north  Vacant . 

2nd  story  south  Shoe  showroom  .  0  1  1 

2nd  story  north  Furs  (mfg.)  .  3  0  3 

1st  story  Dress  sales  .  0  2  2 

1st  story  Restaurant  .  0  2  2 

Cellar  Storage  for  restaurant .  0  4  4 


TOTAL  .  21  14  35 

“The  exits  consist  of  an  interior  stairway  enclosed  in 
fire-resisting  material,  consisting  of  2*4  inches  of  cement 
on  expanded  metal,  on  metal  supports,  and  horizontal  exit 
consisting  of  iron  balconies  on  each  story  connected  to 
an  iron  bridge  which  extends  to  122  West  34th  street. 

“New  Building  Application  No.  15-1920  was  filed  with 
and  approved  by  the  bureau  of  buildings,  Manhattan, 
for  the  erection  of  three  five-story  and  one-story  and 
cellar  buildings  at  117,  119  and  121  West  33rd  street, 
the  first  (117)  being  the  subject  of  similar  appeal  ac¬ 
companying  this  one. 

“The  appellant  contends  that  Certificate  of  Occupancy 
No.  4426-1922  of  superintendent  of  buildings,  Manhattan, 
was  issued  in  error  as  this  building  is  of  non-fireproof 
construction,  over  four  stories  in  height,  occupied  by 
factories,  and  contends,  further,  that  the  certificate  should 
be  revoked  on  the  following  grounds: 

“1.  The  original  Certificate  of  Occupancy  No.  3119, 
issued  May  5,  1921,  by  the  bureau  of  buildings  was  issued 
for  office  use  and  did  not  allow  factory  occupancy. 

“2.  See  Exhibit  A.  Calendar  716-21-S  of  the  board 
of  standards  and  appeals — where  the  petition  was  filed 
against  a  decision  of  the  superintendent  of  buildings, 
which  read : 

“  ‘Proposed  use  of  this  building  as  a  factory  is 
contrary  to  Section  72-1.’ 

“Note:  Building  is  non-fireproof  and  five  stories  in 
height,  erected  under  N.  B.  15-1920. 

“The  petitioner  in  the  second  preamble  states  the  build¬ 
ing  is  non-fireproof  and  erected  for  a  store  and  office 
building  and  the  occupancy  filed  indicated  violation  of 
certificate  of  occupancy.  The  then  petitioner  submitted 
the  factory  occupancies  of  fifteen  persons  on  third  story 
and  twenty  persons  on  the  fifth  story,  to  remain  until 
the  expiration  of  the  longest  lease,  expiring  on  February 
1,  1924.  The  board  dismissed  petition  because  the  case 
was  not  properly  before  them. 

“It  is  to  be  noted  that  there  has  been  various  changes 
of  occupancies  and  the  conditions  of  leases  have  changed 
many  times  (See  Exhibit  H). 

“3.  See  Exhibit  B.  Three  communications  dated  May 
12,  1921;  May  19,  1921,  and  June  4,  1921,  from  the  then 
superintendent  of  buildings,  Rudolph  P.  Miller,  regard¬ 
ing  premises  121  West  33rd  street,  Manhattan,  built 
under  the  same  N.  B.  Plan  15-1920  as  the  building  under 
discussion.  Superintendent  of  Buildings  Miller  contended 
that  application  (N.  B.  15-1920)  was  for  a  new  building 
and  being  over  four  stories  in  height  could  not  be  ap¬ 
proved  for  factory  purposes  because  it  was  not  of  fire¬ 
proof  construction  and  refers  to  Certificate  of  Occupancy 
No.  3119  as  issued  only  for  offices  on  upper  floors. 

“4.  See  Exhibit  C.  Opinion  of  the  corporation  coun¬ 
sel  dated  December  4,  1923,  given  to  Julius  Miller,  then 
President  of  the  Borough  of  Manhattan,  in  reply  to 
communication  from  the  then  superintendent  of  buildings, 


Charles  A.  Brady,  in  which  the  corporation  counsel 
opines  that  a  certificate  of  occupancy  should  not  be 
issued  for  a  factory  use  in  a  non-fireproof  building  more 
than  four  stories  in  height. 

“It  is  to  be  noted  that  this  opinion  disposes  of  the 
bureau  of  buildings’  contention  in  Certificate  of  Occu¬ 
pancy  No.  4426-1922  (See  footnotes  on  Exhibit  D)  which 
purports  to  legalize  ‘factory’  occupancy,  providing  such 
an  occupancy  is  not  large  enough  to  bring  the  premises 
within  the  ‘factory  building’  classification. 

“5.  See  Exhibit  D.  Certificate  of  Occupancy  4426-22, 
issued  March  4,  1922,  advises  it  supersedes  Certificate  of 
Occupancy  No.  3119,  issued  May  5,  1921,  which  signifies 
that  ‘factory’  occupancy  is  allowable,  providing  the  build¬ 
ing  is  not  occupied  as  ‘factory  building,’  but  the  live  load 
allowed  on  the  second,  third,  fourth  and  fifth  stories  is 
only  sixty  pounds  instead  of  one  hundred  and  twenty 
pounds. 

“6.  See  Exhibit  E.  Order  94139-LD,  issued  April 

13,  1926,  by  the  fire  department  and  requiring : 

“  ‘Discontinue  the  use  of  the  premises  for  factory 
purposes  for  the  reason  that  same  is  not  of  fireproof 
construction  and  the  exits  do  not  conform  with  the 
requirements  of  Section  270  of  the  Labor  Law.’ 

“7.  See  Exhibit  F.  Letter  of  September  19,  1929, 

from  the  Department  of  Labor  submitting  complaint 

relative  to  unsafe  conditions  in  that  there  is  only  one  exit 
from  front  loft  on  fourth  story. 

“8.  See  Exhibit  G.  Court  disposition  sheet  dated 

March  13,  1931,  of  Inspector  Anderson  of  the  bureau 
of  fire  prevention  in  which  it  indicates  that  Magistrate 
Richard  F.  McKiniry  upheld  the  contention  of  the  de¬ 
fendant’s  counsel  that  Certificate  of  Occupancy  4426-1922 
was  binding  on  the  fire  commissioner  and  it  was  our 
action  to  have  the  certificate  revoked  and  dismissed— 
the  complaint  of  the  fire  department. 

“9.  See  Exhibit  H.  Occupancies  of  the  building  taken 
at  various  times  from  March  18,  1922,  to  December  12, 
1930,  which  indicate  a  continuous  ‘factory’  occupancy, 
and  at  most  of  these  inspections  indicating  a  ‘factory 
building’  occupancy,  violating  the  certificate  of  occu¬ 
pancy,  even  if  it  was  not  issued  in  error.” 

and 

Whereas,  a  committee  of  the  board  inspected  these  prem¬ 
ises  and  reports  as  follows : 

“Cal.  No.  241-31- A. 

“Premises  119  West  33rd  street,  Manhattan. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  February  11,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  Ross,  visited 
and  inspected  the  premises  under  appeal  in  this  case. 

“This  is  an  appeal  brought  by  the  fire  department  anc 
reads  as  follows : 

“  ‘Discontinue  the  use  of  the  premises  for  factor) 
purposes  for  the  reason  that  same  is  not  of  fireprooi 
construction  and  the  exits  do  not  conform  with  the 
requirements  of  Section  270  of  the  Labor  Law.’ 

“This,  also,  is  a  request  for  revocation  of  the  cer¬ 
tificate  of  occupancy,  which  is  the  appeal  made  by  the 
fire  department  under  Cal.  No.  230-31-A,  for  premise; 
117  West  33rd  street,  which  building  is  similar  and  oc¬ 
cupied  in  a  similar  manner  to  119  West  33rd  street,  the 
building  under  appeal  in  this  case. 

“Briefly,  the  history  of  this  case  is  as  follows : 

“This  building  was  erected  under  Application  N.  B 
15-1920,  approved  for  stores  and  offices,  and  so  was 
built,  and  that  application  also  included  117  West  33rc 
street,  which  was  erected  at  the  same  time. 

“Subsequently,  the  lessee  of  the  premises  119  Wes 
33rd  street,  who  is  the  present  lessee  under  a  twenty- 
one-year  lease,  as  stated  in  appeal  under  Cal.  No.  716 
21-S,  rented  for  factory  occupancy  two  floors,  believing 
at  that  time  that  having  25  per  cent  factory  use  as  al- 
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lowed  under  the  building  zone  resolution,  in  a  business 
district,  would  not  classify  this  building  as  a  factory 
within  the  meaning  of  the  labor  law. 

“This  25  per  cent  factory  allowance  in  the  building 
zone  resolution  refers,  however,  to  floor  area  and  not 
number  of  occupants. 

“Shortly  thereafter,  on  February  24,  1921,  the  fire  de¬ 
partment  issued  Order  No.  19348-F  to  discontinue  the 
use  of  the  premises  for  factory  purposes  until  two  re¬ 
quired  means  of  exit  had  been  provided  in  accordance 
with  the  requirements  of  section  79-b-l  of  the  labor  law. 

“Accordingly,  Alteration  Plan  419  of  1921  was  filed 
with  the  bureau  of  buildings  to  provide  this  second  means 
of  exit  from  each  story. 

"The  bureau  of  buildings,  under  date  of  June  23,  1921, 
notified  the  applicant  as  follows  in  reference  to  applica¬ 
tion  for  examination  of  the  alteration  plans: 

“  ‘Proposed  use  of  this  building  as  a  factory  is 
contrary  to  Section  72-1. 

“‘(Note:  The  building  is  non-fireproof  and  5 
stories  in  height,  erected  under  NB-15  of  1920; 
plans  not  further  considered.)’ 

“(It  might  be  noted  here  that  this  number  of  the 
section  is  apparently  in  error  and  it  should  be  section 
270-1  of  the  labor  law.) 

“From  this  decision  of  the  superintendent  of  buildings 
an  appeal  was  taken  to  this  board  under  Cal.  No.  716- 
21-S  and  the  appeal  was  for  the  use  of  the  two  floors 
rented  for  factory  purposes  until  the  expiration  of  the 
leases  then  existing,  the  longest  of  which  would  expire 
on  February  1,  1924. 

“After  a  public  hearing  by  the  board  on  September  30, 
1921,  the  board  dismissed  the  application  as  not  being 
properly  before  the  board. 

“On  March  4,  1922,  the  superintendent  of  buildings 
issued  a  new  certificate  of  occupancy,  known  as  No. 
4426,  to  supersede  the  one  in  force,  known  as  No.  3119, 
issued  May  5,  1921,  permitting  a  limited  factory  use  in 
the  building  in  accordance  with  art.  1,  section  2,  sub¬ 
division  10  of  the  labor  law,  which  section  defines  the 
meaning  of  a  factory  building  to  be  one  in  which  at 
least  one-tenth  or  more  than  25  per  cent  of  all  the  per¬ 
sons  employed  in  the  building  are  engaged  in  factory 
work.  This  certificate  of  occupancy  has  never  been  re¬ 
voked. 

“On  October  30,  1923,  the  President  of  the  Borough 
of  Manhattan  addressed  a  communication  to  the  corpora¬ 
tion  counsel  requesting  an  opinion  as  to  whether  or  not 
section  2,  subdivision  9,  applies  to  section  270  of  the 
labor  law,  which  subdivision  states  that  a  factory  is  a 
mill,  workshop,  etc.,  where  more  than  one  person  is 
engaged  at  manufacturing,  and  that  the  provisions  of 
this  chapter  affecting  structural  changes  and  alterations 
shall  apply  to  factories  or  to  any  building,  etc.,  where 
more  than  five  persons  are  engaged  in  such  work. 

“The  corporation  counsel’s  opinion,  dated  December  4, 
1923,  in  substance  stated  that  any  building  erected  after 
1913  and  in  which  more  than  five  persons  were  engaged 
in  factory  work  would  have  to  comply  with  section  270 
of  the  labor  law. 

“This  opinion  was  subsequently  reaffirmed  by  the 
corporation  counsel  in  answer  to  a  communication  of 
the  President  of  the  Borough  of  Manhattan,  dated  July 
6,  1931,  which  opinion  was  handed  down  on  January  20. 
1932. 

“It  would  seem,  therefore,  that  a  certificate  of  occu¬ 
pancy  was  issued  by  the  building  superintendent  for  a 
limited  factory  use  of  these  buildings  prior  to  the  first 
opinion  of  the  corporation  counsel  and  has  continued  in 
force  since  that  time.  It  would  further  seem  that  the 
lessee  of  these  premises  in  occupying  the  building,  in 
accordance  with  the  certificate  of  occupancy  issued  by 
the  administrative  official  having  jurisdiction  thereof  in 
1922  and  up  to  and  including  the  present  time,  has  estab¬ 
lished  more  or  less  of  a  vested  right  to  continue  such 


use,  so  long  as  he  complies  with  the  requirements  of  this 
•  certificate  of  occupancy. 

On  inspection  of  the  premises  by  the  committee  of 
the  board,  as  noted  in  this  report,  it  was  found  that 
twenty-two  persons  were  engaged  in  factory  work  in  the 
building  above  the  first  story.  The  total  number  of  per¬ 
sons  permitted  under  the  certificate  of  occupancy  in  force 
in  the  building  being  two  hundred  and  ten,  this  is  in 
ltS^,a  v‘ola^Pn  °f  the  existing  certificate  of  occupancy. 

I  he  conditions  in  the  building  were  such,  in  the  opin¬ 
ion  of  the  committee,  as  to  make  it  unsafe  for  continued 
factory  occupancy  unless  proper  alterations  and  changes 
are  made,  lliis  particularly  applies  to  the  present  means 
of  exit  and  the  exit  door  to  the  inside  stairway  which 
opens  in  and  numerous  other  defects  which  should  be 
corrected  to  make  the  building  comply  with  the  pro¬ 
visions  of  the  labor  law. 

“Section  718-d  of  the  charter  provides  that  an  appeal 
may  be  taken  to  this  board  from  any  determination  or 
decision  of  the  superintendent  of  buildings  or  fire  com- 
missioner.  In  this  instance  the  fire  department  did  not 
file  a  formal  decision  of  the  superintendent  of  buildings 
on  a  request  to  revoke  the  certificate  of  occupancy,  but, 
since  the  superintendent  of  buildings  is  without  power  to 
revoke  a  certificate  of  occupancy  (section  411-a,  sub¬ 
division  5  of  charter ) ,  this  board,  for  the  purpose  of 
saving  time,  accepted  this  appeal,  in  view  of  opinion, 
i\o.  8300,  dated  December  4,  1923,  of  the  corporation 
consel,  namely :  ‘When  the  terms  of  a  certificate  of 
occupancy  are  not  complied  with,  the  certificate  may  be 
vacated  by  the  Board  of  Appeals  on  the  complaint  of 
either  the  Fire  Commissioner  or  the  Superintendent  of 
Buildings.’ 

“Considering  the  facts  as  stated  in  this  report  and 
having  in  mind  the  three  opinions  of  the  corporation 
counsel,  regarding  the  question  at  issue,  it  would  seem 
that  the  present  certificate  of  occupancy  was  issued  in 
error.  The  owner  or  lessee  of  these  premises,  therefore, 
has  had  the  advantage  of  the  error  for  a  period  of  ap¬ 
proximately  ten  years. 

“The  committee  is  of  the  opinion,  therefore,  due  to 
the  fact  that  one  of  the  principal  reasons  for  the  enact¬ 
ment  of  the  labor  law  was  the  safe  working  conditions  of 
the  factory  employees  which  the  inspection  disclosed 
does  not  exist  in  this  building,  the  present  use  under 
the  present  conditions  should  be  discontinued  and  recom¬ 
mends  the  granting  of  this  appeal  to  revoke  the  certificate 
of  occupancy. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE, 
“GEORGE  L.  ROSS.” 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted  and 
the  Certificate  of  Occupancy  No.  4426-1922  be  and  it  hereby 
is  revoked. 


PETITIONS  FOR  VARIATIONS. 

595-31-S. 

PETITIONER — Samuel  Rosenblum,  for  Hoy  Realty  Co., 
Inc.,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 160  Madison  avenue  (fifth 
floor),  Manhattan. 

APPEARANCES— 

For  Petitioner:  L.  B.  Santangelo. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1932,  at 
2  p.  m.,  on  request  of  petitioner.  Final  disposition. 


518-31-S 

PETITIONER — Edward  P.  Doyle,  for  Louis  Perry  Coak- 
ley,  owner. 
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SUBJECT — Variation  of  the  labor  law,  as  cited  m  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECT  ED — 53  West  56th  street,  Manhat¬ 
tan. 

APPEARANCES—  „  n  . 

For  Petitioner:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  hre  de- 

ACTION  OF  BOARD— Laid  over  to  March  18,  1932,  at 


2  p.  m., 


<•-  - -  ' 

to  obtain  additional  certificate  of  occupancy. 


PETITIONER — James  Kearney,  for  Estate  of  George  W. 

Wilson,  owner.  .  ,  .  , 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orcleis 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 93-99  Nassau  street,  28-30  Ann 
street  and  135-139  Fulton  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  James  Kearney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1932,  at 
2  p.  m.,  to  consult  with  owner  as  to  factory  occu¬ 
pancy. 


305  30—S 

PETITIONER— Philip  J.  Sinnott,  substituted  for  Croker 
National  Fire  Prevention  Engineering  Co.,  tor  303- 
311  Fourth  Avenue  Corp.,  lessee. 

SUBJECT _ Variation  of  the  labor  law,  as  cited  in  an  order 

*  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 303-311  Fourth  avenue  and  107- 
113  East  23rd  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1932,  at  2 
p.  m.,  on  written  request. 


580-31-S. 

PETITIONER— Haarlem  House,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 311-313  East  116th  street,  Man¬ 
hattan. 

APPEARANCES—  m 

For  Petitioner:  Gabriel  T.  Torre. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 


THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  ( 

Absent  .  ( 


THE  RESOLUTION— 

(612-31-S) 

Whereas,  J.  L.  Hernon,  for  Nancy,  Inc.,  lessee,  filed 
December  24,  1931,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  tht 
superintendent  of  buildings,  affecting  premises  37-41  Eas 
58th  street,  36-54  East  59th  street  and  617-627  Madison  ave 
nue,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  16,  1931  (Violation  Order  No.  6209)' 
reads : 

“In  that  of  having  laid  wood  flooring  in  showroom 
on  the  3rd  floor,  contrary  to  Section  264  of  the  Labo 
Law. 

“You  are  hereby  directed  to  immediately  remove  wooi 
floors  in  showrooms  3rd  story. 

“Alt.  1271-30: 

“This  violation  filed  to  supersede  violation  4311-3 
you  are  hereby  directed  to  remove  the  above  violatio 
forthwith.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  (122  ft. 
in  height,  200  ft.  10  in.  by  150  ft.  and  200  ft.,  irregular,  i! 
depth;  OCCUPIED  for  offices,  showrooms  and  25  per  cer 
for  factory  use,  not  more  than  490  persons  per  story 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  sign: 
system;  EXITS:  three  interior  fireproof  stairways,  extend 
ing  from  the  first  story  to  roof,  enclosed  in  fireproof  part: 
tions,  with  fireproof  doors  at  openings;  and 

Whereas,  the  petitioner  claims  the  building  was  erecte 
in  1930;  the  floor  construction  consists  first  of  a  4-inc' 
concrete  slab,  then  3  inches  of  cinder  filling,  on  top  of  th: 
is  1  inch  of  neat  cement,  the  tongue  and  groove  wood  flooi 
ing  13/16  inch  thick  is  then  laid  upon  the  finished  cemei 
in  a  coat  of  mastic;  the  laying  of  such  wood  flooring 
identical  with  the  method  of  laying  linoleum  and  rubber  ti 
flooring  permitted  under  the  amended  labor  law ;  furthe: 
more,  the  petitioner  contends  the  floor  in  question  as  coi 
structed  reduces  the  fire  hazard  to  a  minimum. 

Resolved,  that  the  board  of  standards  and  appeals  do< 
hereby  make  a  variation  in  the  requirements  of  the  labc 
law,  and  the  petition  be  and  it  hereby  is  granted,  only  : 
far  as  it  affects  two  rooms  on  the  third  floor  located  at  tl 
south  central  portion  of  the  building,  one  having  an  area  ' 
approximately  26  ft.  by  21  ft.  10  in.  and  the  other  26  ft.  1 
approximately  17  ft.,  adjoining  each  other,  on  condition  th 
there  shall  be  no  factory  work  of  any  nature  or  descriptk 
conducted  in  this  portion  of  the  building;  that  the  rooms 
designated  shall  be  separated  from  the  balance  of  the  buil 
ing  by  terra  cotta  brick  partitions,  not  less  than  6  inch 
thick,  with  self-closing,  fireproof  doors  at  the  openings;  th 
this  wood  floor  shall  be  in  addition  to  any  requirements  f 
fireproof  construction  required  under  the  building  cod 
granted,  further,  on  condition  that  no  further  installation 
non-fireproof  material  shall  be  permitted  in  this  building  oth 
than  as  installed  on  the  same  floor  on  the  north  side  of  t 
building  granted  under  a  previous  variation  by  this  board. 


612-31-S. 

PETITIONER— J.  L.  Hernon,  for  Nancy,  Inc.,  lessee..  . 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 37-41  East  58th  street,  36-54 
East  59th  street  and  617-627  Madison  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  J.  L.  Hernon. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD— Petition  granted  on  condition. 


436-31-S. 

PETITIONER — Croker  National  Fire  Prevention  Enginee 
ing  Co.,  for  Vendome,  Inc.,  lessee. 

SUBJECT — -Variation  of  the  labor  law,  as  cited  in  an  ord 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 18  East  49th  street,  Manh: 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 
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ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(436-31-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Vendome,  Inc.,  lessee,  filed,  September  5,  1931,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  18  East  49th  street,  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
24,  1931  (Order  No.  84528-ED),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270  of 
the  Labor  Law.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  4,  1931,  reads : 

“In  reply  to  your  letter  of  Sept.  4th,  1931,  requesting 
rescindment  and  reissuance  of  Order  84528ED  affecting 
above  premises,  you  are  advised  that  your  request  must 
be  denied.”; 
and 

Whereas,  the  building,  erected  in  1917,  is  fireproof,  seven 
.  stories  in  height,  25  ft.  by  90  ft.  5  in.  in  area  at  first  story 
and  25  ft.  by  87  ft.  5  in.  in  area  above;  OCCUPIED:  cellar, 
stock  and  shipping  room,  3  persons ;  1st  story,  grocery  store, 
9  persons;  2nd  story,  beauty  parlor,  6  persons;  3rd  story, 
dressmaking,  18  persons ;  4th  story,  beauty  parlor,  2  persons ; 
5th  story,  vacant  at  present ;  6th  story,  shoemaking,  5  per¬ 
sons;  7th  story,  office,  5  persons;  EXITS:  an  interior  steel 
strings  and  risers,  slate  tread  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  3-inch  terra  cotta  block  parti¬ 
tions,  with  fireproof  doors  at  openings;  a  fire  escape  on 
the  rear  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  from  the  roof  to  the  yard,  with 
.  EGRESS  from  the  termination  of  the  fire  escape  by  means 
of  connection  to  fire  escape  on  the  building  to  the  rear; 
ROOFS  of  adjoining  buildings:  to  east,  one  story  lower;  to 
west,  three  stories  lower ;  and 
Whereas,  petitioner  contends  that  there  is  in  existence 
a  certificate  of  occupancy,  No.  4424-1922,  permitting  an  oc¬ 
cupancy  of  fifty-five  persons  on  the  first  story  and  thirty 
persons  on  each  story  above  the  first  story  and  which  ex¬ 
pressly  permits  the  number  of  people  at  manufacturing  “not 
to  exceed  one-tenth  of  all  persons  permitted  by  the  certificate 
of  occupancy  or  in  any  case  more  than  twenty-five”;  that 
there  are  not  more  than  twenty-five  persons  employed  at 
manufacturing  in  the  building,  and  contends,  further,  that 
.  similar  orders  have  been  put  on  this  building  several  times 
m  the  last  ten  or  twelve  years  and  each  time  same  have 
been  rescinded  by  the  fire  department,  one  previous  order 
having  been  issued  on  account  of  the  old  certificate  of  occu¬ 
pancy,  No.  592,  not  stating  that  manufacturing  was  per¬ 
mitted,  and  on  the  issuance  of  the  present  certificate  the 
order  was  rescinded ;  and 

Whereas,  the  building  was  erected  in  1916  or  1917  and 
certificate  of  occupancy  issued  by  the  superintendent  of  build¬ 
ings  in  1922  for  a  factory  occupancy  not  to  exceed  more 
than  one-tenth  or  more  than  twenty-five  of  all  persons  per¬ 
mitted  in  the  building  by  the  certificate  of  occupancy;  and 
vYhereas,  the  building  is  fireproof,  seven  stories  in 
height. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  permit¬ 
ting  not  more  than  twenty  persons  to  be  engaged  at  factory 
occupancy  in  the  entire  building,  on  condition  that  the  egress 
from  the  termination  of  the  rear  fire  escape  shall  be  from 
the  rear  yard  to  the  yard  of  the  adjoining  premises  to  the 
west,  which  yard  level  is  not  more  than  approximately  2  ft. 
above  the  yard  of  the  premises  under  appeal  and  access  to 
which  shall  be  by  steps  to  an  opening  in  the  fence  not  less 
than  3  ft.  wide,  the  doors  of  the  same  to  be  unlocked  at  all 
times,  thence  through  the  yard  of  the  adjoining  premises  to 
the  west  direct  to  East  49th  street ;  that  the  consent  of  the 
owner  of  the  adjoining  premises  to  the  west  of  this  means 
of  egress  shall  be  filed  with  the  fire  department,  and  that 
the  building  otherwise  shall  comply  with  section  271  of  the 
labor  law  and  the  factory  exit  rules  of  board. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 
579-31-SA. 

PETITIONER — Truscon  Steel  Co.,  owner. 

SUBJECT — Insulmesh  Material,  approval  of. 
APPEARANCES— 

For  Petitioner:  Walter  S.  Grigsby. 

For  Administration :  None. 

ACTION  OF  BOARD — Report  of  engineer  adopted;  mate¬ 
rial  approved. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  o 

Absent  .  q 

THE  VOTE  TO  APPROVE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  o 

Absent  .  q 

THE  RESOLUTION— 

(579-31-SA) 


Whereas,  Trucson  Steel  Co.,  owner,  filed,  December  2, 
19.il,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  their  material  known  as  Insulmesh;  and 

Whereas,  this  material  was  the  subject  of  an  inspection  by 
a  committee  of  the  board  composed  of  Temporary  Chairman 
Connell,  Commissioners  Holland  and  Guilfoyle  and  Assistant 
Engineer  Huber,  and,  also,  the  subject  of  an  inspection  and 
test  by  the  Columbia  Laboratories,  in  the  presence  of  the 
representatives  of  the  bureau  of  buildings  in  the  City  of  New 
York;  and 

Whereas,  it  has  been  approved  by  the  bureau  of  build¬ 
ings  in  the  City  of  New  York  for  the  boroughs  of  Manhattan, 
The  Bronx  and  Queens,  and  no  determination  having  been 
given  by  the  bureau  of  buildings  of  the  Borough  of  Richmond 
and  a  disapproval  having  been  rendered  by  the  bureau  of 
buildings  of  the  Borough  of  Brooklyn. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  material  known  as  Insulmesh  for  use  as  a 
plaster  base  in  the  City  of  New  York  in  lieu  of  wood  lath, 
except  for  fire-retarding  construction,  on  condition  that  the 
paper  backing  shall  be  waterproof  on  the  inside  face  and  the 
metal  shall  meet  the  requirements  of  metal  lath  the  same  as 
permitted  in  plaster  work  under  the  building  code  and  shall 
be  not  less  than  No.  23  gauge. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  8,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  March  1,  1932 ;  the  minutes  of  the  regular 
meeting  of  the  board  held  on  Tuesday  afternoon,  March  1, 
1932,  and  the  minutes  of  the  special  meeting  of  the  board 
held  on  Tuesday  afternoon,  March  1,  1932,  at  3  p.  m.,  were 
approved  as  printed  in  Bulletin  No.  10,  Vol.  NvII. 


BUILDING  ZONE  CASES. 

558-31-BZ. 

APPLICANT— Jackson  Avenue  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— North  side  of  Queens  boule¬ 
vard,  between  64th  street  and  65th  street,  Winfield, 
Borough  of  Queens. 

APPEARANCES—  .  tt 

For  Applicant:  Clarence  H.  Fay  and  Edwin  H. 
Updike. 

For  Opposition:  Francis  Finkehoy,  John  P.  Mar¬ 
shall,  Joseph  Dauenhouer  and  Elizabeth  Al- 
monsy. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1932,  at  10 
a.  m..  for  inspection  and  report  by  a  committee  of 
the  board. 


570-31-BZ. 

APPLICANT— Edward  J.  Bausch,  for  Gross  &  Lemmer- 
man,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  corner  of  231st  place 
and  Merrick  road,  Laurelton,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  E.  Bausch. 

For  Opposition :  Donald  D.  Curtis,  Harry  Rubin 
and  Frank  L.  Reichert. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


609-31-BZ. 

APPLICANT— Martin  J.  Ort,  for  Estate  of  Edward  Bren¬ 
nan,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 3469-3471  Bronx  boulevard, 
west  side,  150  ft.  north  of  East  210th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  E.  Kirby  and  Mrs.  Brennan. 
For  Opposition :  Andrew  J.  Kennedy. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


619-31-BZ. 

APPLICANT — James  Kearney,  for  Estate  of  Israel  Miller, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED— 148-16  to  148-26  111th  avenue 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  Joseph  A.  Rubino. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1932,  at  K 
a.  m.,  for  inspection  and  report  by  a  committee  o' 
the  board. 


2-32-BZ. 

APPLICANT — John  M.  Baker,  for  Simon  P.  Emorj 
owner. 

SUBJECT— Application  (re  decision  of  the  super intenden 
of  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  statior 
PREMISES  AFFECTED— 1662-1668  Westchester  avenu 
and  1685-1691  Metcalf  avenue,  southwest  corner,  Th 
Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Baker  and  Edward  V 
Murphy.  1  ; 

For  Opposition:  Charles  H.  Schaefer,  Jacob  Franl 
Julius  Solomon,  R.  J.  Baum,  Mr.  Rubinowit 
and  Raphael  Davis. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1932,  £ 
10  a.  m.,  for  inspection  and  report  by  a  committe 
of  the  board. 


499-31-BZ.  fc.  | 

APPLICANT— Charles  D.  Cords,  for  Louis  Cherleck  an 
Catherine  Cherleck,  owners. 

SUBJECT— Application  (re  decision  of  the  super intendei 
of  buildings),  under  section  21  of  the  building  zor 
resolution,  to  permit  in  a  business  district  the  erei 
tion  and  maintenance  of  a  gasoline  service  statio 
(previously  denied;  reopened  February  2,  1932). 
PREMISES  AFFECTED— 262-10  Hillside  avenue,  soutl 
west  corner  of  263rd  street,  Floral  Park  Garden 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords,  Pauline  Ferris  ar 
Allan  R.  Taft.  A 

For  Opposition:  James  F.  Delaney  and  David  Han 
ACTION  OF  BOARD— Laid  over  to  April  1,  1932,  at  1 
a.  m,.,  for  inspection  and  report  by  a  committee  c 
the  board. 


122-31-BZ. 

APPLICANT— James  Kearney,  for  Andrew  N.  Mille 
owner.  ‘  j 

SUBJECT — Application  for  reopening — modification — re  A] 
plication  (decision  of  the  superintendent  of  buih 
ings),  under  section  21  of  the  building  zone  resolt 
tion,  to  permit  in  a  business  district  the  erectit 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 141-09  Lincoln  avenue,  nort 
west  corner  of  142nd  street,  South  Jamaica,  Bo 

ough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  Kearney. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  f< 
hearing  March  29,  1932,  at  10  a.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEA1 
USIG — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 
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364-31-BZ. 

APPLICANT — Emil  Guterman,  for  James  Carter,  owner. 

SUBJECT — Application  for  reopening — reconsideration  under 
new  facts,  previously  denied — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AEEECTED — 139-15  South  Conduit  boule¬ 
vard  (Sunrise  highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  Rosedale,  Borough 
of  Queens. 

APPEARANCES — 

For  Applicant :  A.  Horwitz. 

For  Opposition:  None. 

\CTION  OF  BOARD — Application  reopened:  to  be  set 
for  Calendar  Call  when  papers  are  completed. 

'HE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  0 

Absent  .  0 


2-32-BZ. 

PPLICANT — Herbert  Benon,  for  George  White,  owner. 
UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  portion  of  an  existing  building 
to  a  garage  for  more  than  five  (5)  motor  vehicles. 
REMISES  AFFECTED — 6513-6519  Fifth  avenue,  north¬ 
east  corner  of  66th  street,  Brooklyn. 
PPEARANCES — 

For  Applicant :  Herbert  Benon. 

For  Opposition  :  Plarrv  Nellis,  Rev.  Carl  Pederson 
and  Joseph  D.  Calcapno. 

CTION  OF  BOARD — Application  granted  on  condition. 

HE  VOTE—  . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  0 

Absent  . o 


HE  RESOLUTION— 

(12-32-BZ) 

Whereas,  Herbert  Benon,  for  George  White,  owner,  filed', 
nuary  7,  1932,  an  application,  under  the  building  zone 
solution,  to  permit  in  a  business  district  the  change  of 
cupancy  of  a  portion  of  an  existing  building  to  a  garage 
•  more  than  five  (5)  motor  vehicles;  premises  6513-6519 
fth  avenue,  northeast  corner  of  66th  street,  Borough  of 
ooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ly  March  8.  1932,  after  due  notice  bv  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
ie  resolution  show  that  Fifth  avenue  is  in  a  business  and 
'estricted  district:  66th  street  is  in  a  business  district; 

;h  street  is  in  a  business  and  unrestricted  district,  and  67th 
M  is  in  a  residence  district :  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
idered  Tanuarv  4.  1932  (re  Applic.  No.  23-1932).  reads: 

“The  following  objections  have  been  filed  by  the 

examiners : 

“Proposition  is  contrary  to  the  Zone  Resolution,  Art.  2, 
Sec.  4a,  Subdivision  15. 

“The  change  of  occupancy  of  a  building  erected  as  a 
showroom  and  service  station  to  showroom  and  a  garage 
for  more  than  5  motor  vehicles.  Building  erected  under 
Permit  15906  of  1923.  Certificate  of  occupancy  No. 
12391  dated  June  12th,  1924.”; 

Vhfreas  the  existing  building  is  of  non-fireproof  con- 
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st' auction,  one  story  in  height,  with  a  frontage  of  64  ft.  and 
a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution— hardship ;  and 

Whereas,  after  full  argument  by  all  parties  of  interest 
the  opposition  agreed  to  granting  of  this  application  providing 
conditions  imposed  in  following  resolution  are  complied  with. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap- 
phcation  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  no  entrances  of  any  nature  or  description  on  the  66th 
street  frontage  of  the  property;  that  any  windows  on  the 
66th  street  frontage  of  the  property  shall  have  the  sills  not 

fian  1  ?'  6  m'  a5°Ve  the  sidewalk  level  and  be  equipped 
with  fixed  frame  and  sash;  that  the  rear  wall,  or,  in  this 
instance  the  easterly  wall  of  the  building  and  north  gable 
wall  shall  be  unpierced  throughout  its  entire  height  and 
length :  that  any  vehicular  entrances  to  the  building' shall  be 
confined  to  the  northerly  end  of  the  Fifth  avenue  frontage; 
that  this  permit  shall  be  limited  to  the  one-story  building 
now.  on  the  premises;  that  there  shall  be  no  motor  vehicle 
lepan  work  of  any  nature  or  description  permitted  on  the 
premises;  that  there  shall  be  no  gasoline  storage  of  any 
nature  or  description  permitted  on  the  premises  other  than 
the  gas  in  the  tanks  of  the  cars  stored  thereon;  that  all  ad¬ 
vertising  signs  indicating  non-conforming  use  shall  be  con¬ 
fined  to  the  Fifth  avenue  frontage  and  limited  to  one  pro¬ 
jecting  electric  sign  indicating  the  name  and  nature  of  the 
business,  conducted  on  the  premises  or  fixed  letters  on  the 
show  windows  or  facade  on  the  Fifth  avenue  frontage-  that 
'?nV  skylights  installed  shall  be  set  back  from  the  rear  lot 
line  not  less  than  15  ft.,  equipped  with  plain  glass,  protected 
with  wire  guards  above  and  below ;  that  any  vehicular  open- 
ing  op  the  Fifth  avenue  frontage  shall  be  not  more  than 
14  tt.  wide  with  curb  cuts  not  more  than  14  ft.  wide-  that 
a  return  of  drawings  involving  structural  changes  shall  be 
made  to  this  board  before  submission  to  building  superin- 
endent  for  approval ;  that  all  permits  required  shall  be  ob- 
tained_  within  six  months  and  any  work  involved  thereby 
shall  be  completed  within  nine  months  from  the  date  of  this 
action. 


868-29-BZ. 

A  P  p  L I C  A  N  T— Ed  ward  J.  Bausch,  for  Elmer  Senger  and 
William  Herold,  present  owners. 
v  L  EJECT  Application  for  reopening — extension  of  tem¬ 
porary  permit— re  Application  (decision  of  the  super- 
mtendent  of  buildings),  under  section  7f  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 91-17  to  91-19  Liberty  avenue, 
northwest  corner  of  92nd  street  (Bigelow  place), 
Ozone  Park,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Jacob  E.  Bauch. 

(  I  ION  OF  BOARD — Application  reopened  and  tempo- 
-  rarv  permit  extended  for  one  year 

THE  VOTE  TO  REOPEN- 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . . .  4 

Negative  . ’  ’  ’ .  „ 

Absent  .  „ 

THE  VOTE  TO  EXTEND  PERMIT— . P" 

Affirmative :  Temporary  Chairman  Connell  Com¬ 
missioners  Holland  and  Guilfovle  and  Chief 

McElligott . _  4 

Negative  . „ 

Absent  .  ^ 
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THE  RESOLUTION— 

(668-29-BZ) 

Whereas,  Edward  J.  Bausch,  for  Lemmerman  Bros.,  Inc., 
owner,  filed,  November  14,  1929,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  motor  vehicle  repair  shop ; 
premises  91-17  to  91-19  Liberty  avenue,  northwest  corner 
of  92nd  street  (Bigelow  place),  Ozone  Park,  Borough  ot 

Queens;  and  ,  ,  .  ..  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Liberty  avenue  is  in  a  business 
district;  92nd  street,  north  of  Liberty  avenue,  is  in  a  business 
district ;  92nd  street,  south  of  Liberty  avenue,  is  in  a  resi¬ 
dence  district,  and  Rockaway  boulevard  is  in  a  business 

district;  and  .  .... 

Whereas,  the  decision  of  the  superintendent  ot  buildings, 
rendered  October  16,  1929  (Plan  No.  N.  B.  7019-29), 
reads t 

“The  erection  of  an  automobile  repair  ^  shop  in  a 
business  district  is  contrary  to  Article  2,  Section  4  of 
the  Zone  Law.” ; 

and  ...  ,  .  _  , 

Whereas,  the  proposed  building  is  to  be  of  fireprooi  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  41.7  ft. 
and  a  depth  of  100  ft.,  irregular;  to  be  occupied  as  a  motor 
vehicle  repair  shop ;  and 

Whereas,  it  would  appear  from  the  testimony  that  the 
property  is  unproductive  of  a  reasonable  return  in  conform¬ 
ing  use  because  of  the  surrounding  and  abutting  non-con¬ 
forming  uses;  and 

Whereas,  by  the  testimony  of  the  opposition  it  has  been 
stated  that  store  properties  have  been  vacant  and  are  still 
vacant ;  and 

Whereas,  this  application  was  granted  for  a  temporary 
period  and  applicant  requests  an  extension  of  the  period. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7,  sub¬ 
division  f,  for  a  temporary  period  of  one  year  from  March 
11,  1932,  on  condition  that  the  building  shall  not  exceed  in 
height  one  story  above  grade ;  that  the  repairs  shall  be  re¬ 
stricted  to  manual  operation^  and  no  power-driven  machinery, 
other  than  a  one-half  horsepower  electric  drill,  with  no  anvil 
or  open  forge  maintained  or  operated  on  the  premises  j  that 
the  northerly  rear  and  westerly  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  that  there  shall  be 
no  vehicular  door  opening  within  25  ft.  of  the  northerly  gable 
wall  on  the  92nd  street  front  and  not  more  than  one  vehicular 
door  in  Liberty  avenue  front,  and  shall  not  exceed  a  width  of 
10  ft.  in  the  clear;  that  any  advertising  displayed  shall  be 
restricted  to  flat  wall  signs  on  the  Liberty  avenue  front; 
that  the  exterior  of  the  building  on  street  front  shall  be 
finished  with  light-colored  face  brick  with  dark-colored  face 
brick  trim  or  architectural  terra  cotta  or  natural  stone 
trim,  and  that  all  permits  required  shall  be  obtained  within 
six  months  and  any  work  involved  shall  be  completed  within 
six  months  from  the  date  of  this  action. 


184-29-BZ. 

APPLICANT — Francis  J.  MacIntyre,  for  Arenal  Realty 
Co.,  owner,  and  23  West  65th  Street  Corp.,  lessee. 

SUBJECT — Request  for  reopening — extension  of  time  to 
complete  work — made  by  Block  &  Hesse,  architects 
— re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7e  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 42-46  West  66th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant :  B.  C.  Bloch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(184-29-BZ) 

Whereas,  Francis  J.  MacIntyre,  for  Arenal  Realty  Co., 
owner,  and  23  West  65th  Street  Corp.,  lessee,  filed,  March 
21,  1929,  an  application,  under  the  building  ozne  resolution, 
to  permit  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  42-46  West  66th  street,  Borough  of  Manhattan; 

and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  16,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  (56th  street  and  West  65th 
street  are  both  in  a  business  district,  and  that  Central  Park 
West  is  in  a  residential  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  26,  1929  (re  N.  B.  Applic.  No.  30-1929), 
reads : 

“1.  Location  of  proposed  garage  is  contrary  to  Sec. 

4,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  six  stories  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  100  ft.  5  in.;  to  be  occupied  as  a  garage  | 
for  the  storage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  application  is  predicated  under  section  7, 
subdivision  e ;  and 

Whereas,  this  street  between  the  intersecting  street,  is 
substantially  occupied  and  developed  now  in  non-conforming 
use  occupancy  in  business  designation,  the  board  deems  that 
under  section  7,  subdivision  e,  and  section  21,  in  view  of1 
the  surrounding  conditions  and  circumstances,  the  applicant 
is  entitled  to  relief ;  and 

Whereas,  this  application  was  granted  by  the  board  on 
certain  conditions  and  applicant  requests  an  extension  of  time, 
the  case  having  been  in  court.  L 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  structure  shall  be  erected  fireproof  throughout;  that  the 
requirements  of  the  building  zone  resolution  shall  be  com¬ 
plied  with  in  all  other  respects ;  that  the  front  elevation 
shall  be  finished  with  natural  stone  or  light-colored  face  brick 
with  stone  trimmings;  that  the  front  elevation  shall  be  of  at¬ 
tractive  architectural  design ;  that  a  return  of  the  design 
of  the  facade  shall  be  presented  to  this  board  for  approval 
before  submission  to  the  bureau  of  buildings;  that  there 
shall  be  no  portable  gasoline  tanks  maintained  or  operated 
on  the  premises ;  that  any  vehicular  opening  on  the  street 
front  shall  not  exceed  10  ft.  in  the  clear;  that  the  building 
shall  be  equipped  with  standpipe  and  sprinkler  equipment, 
that  the  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length;  that  any  advertising  displayed 
shall  be  restricted  to  flat  wall  signs  not  above  the  second 
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ry  level  and  to  not  more  than  one  electric  projecting 
n  indicating  the  name  and  title  of  the  business  conducted 
the  premises;  that  all  permits  required  shall  be  obtained 
.bin  nine  months  and  any  work  involved  shall  be  completed 
bin  eighteen  months  from  the  date  of  this  action— March 
1932. 


i-28-BZ. 

’PLICANT— Bertram  G.  Eadie,  substituted  for  J.  J. 

Gloster,  for  Ethel  Samuels,  owner. 

OBJECT  Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  nine  (9)  metal 
garages  for  the  storage  of  nine  (9)  motor  vehicles 
and,  also,  the  installation  of  a  gasoline  service  sta¬ 
tion. 

EMISES  AFFECTED — Southeast  corner  of  Hylan 
boulevard  and  Evans  street,  Grant  City,  Borough 
of  Richmond. 

PEARANCES— 

For  Applicant:  Thomas  Nunley. 

For  Opposition :  None. 

TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

E  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 

E  VOTE  TO  EXTEND  TIME—” 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 

E  RESOLUTION— 

(653-28-BZ) 

Whereas,  Bertram  G.  Eadie,  substituted  for  J.  J.  Gloster, 
Ethel  Samuels,  owner,  filed,  August  3,  1928,  an  appli- 
on,  under  the  building  zone  resolution,  to  permit  in  a 
ness  district  the  erection  and  maintenance  of  nine  metal 
ages  for  the  storage  of  nine  motor  vehicles  and,  also,  the 
allation  of  a  gasoline  service  station ;  premises  southeast 
ler  of  Hylan  boulevard  and  Evans  street,  Grant  City, 
ough  of  Richmond ;  and 

/hereas,  a  public  hearing  was  held  on  this  application 
the  hoard  of  standards  and  appeals,  at  its  regular  meet- 
April  23,  1929,  after  due  notice  by  publication  in  the 
ktin  of  the  Board  of  Standards  and  Appeals ;  and 
hereas,  the  use  district  maps  accompanying  the  building 
.  resolution  show  that  Hylan  boulevard,  Evans  street 
Seaver  avenue  are  in  business  districts ;  and 
hereas.  the  decision  of  the  superintendent  of  buildings 
ered  July  31,  1928  (re  N.  B.  App.  No.  1505-28) 
Is: 

“Your  application  N.  B.  1505-28,  premises  South¬ 
east  corner  of  Hylan  boulevard  and  Evans  street,  Grant 
City  for  the  erection  of  a  gasoline  selling  station  is 
hereby  disapproved,  being  contrary  to  the  Zoning  Reso¬ 
lution.”  ; 

'hereas,  the  decision  of  the  superintendent  of  buildings, 
ered  November  21,  1928,  reads : 

“Supplementing  our  letter  of  July  31,  1928,  and  in 
accordance  with  your  request  of  November  13,  1928, 
the  aforesaid  plan  for  the  erection  of  nine  individual 
garages  is  hereby  disapproved,  being  contrary  to  the 
Zoning  Resolution.” ; 

h£REAS.  it  is  proposed  to  erect  a  non-fireproof  office, 
one-car  metal  garages,  four  grease  pits,  bury  nine  550- 
>n  gas  tanks,  two  oil  tanks  and  erect  eleven  pumps  for 


the  purpose  of  conducting  a  garage  for  nine  cars  and  a 
gasoline  service  station  within  a  business  district ;  and 

W  hereas,  applicant  has  filed  94  per  cent  consents  of  an 
area  fixed  by  the  board  and  deemed  affected,  and  the  board 
deems  that  a  denial  of  this  application  would  constitute 
unnecessary  hardship  and  practical  difficulty  within  the  pur- 
\iew  of  section  21  of  the  building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  April  23,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed,  and 
under  date  of  February  24,  1932,  requests  a  further  exten¬ 
sion  of  the  time  limit. 

Resolved  that  the  board  of  standards  and  appeals  does 
Hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  the 
erection  of  nine  individual  one-car  garage  storage  units  and 
3  -^aSfi!ine  ,Serv1^  station,,  all  substantially  in  accordance 
with  the.  plans  filed  in  this  case,  on  condition  that  there 
shall  be  incorporated  along  the  building  line  on  both  street 
fronts  a  concrete  curbing  not  less  than  12  inches  in  height- 
t.^at,ino  gasoline  pump  shall  be  erected  or  maintained  within 
10  it.  of  the  building  line;  that  the  three  single  garage 

units  located  at  the  southerly  rear  end  of  the  plot  shall  be 
erected  on  the  building  line;  that  the  grease  racks  shall  be 

located  on  the  rear  of  the  garage  units;  that  there  shall  be 

not  more  than  three  driveways,  not  one  of  which  shall 

exceed  10  ft.  in  width,  with  curb  cuts  located  directly  in 
trout  of  same;  that  no  driveway  on  any  street  front  shall 
be  installed  within  10  ft.  of  the  corner  formed  by  the  inter¬ 
section  of  Evans  street  and  Hylan  boulevard;  that  any 
permits  required  shall  be  obtained  within  six  months  from 
March  18,  1930,  and  all  work  involved  thereby  completed 
within  one  year  from  March  18,  1,932. 


201-30-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Harriet  Haber 
and  W.  B.  Co.,  owner;  request  for  reopening  made 
by  Henry  J.  Nurick,  architect. 

SUBJECT  Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build- 
lngs),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 28-12  31st  street  and  30-15 
Newtown  avenue,  northwest  corner,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  None. 

AC  I  ION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  . 

Absent  . - .  .  n 

THE  VOTE  TO  MODIFY  '  RESOLUTioN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  () 

THE  RESOLUTION— 

(201-30-BZ) 

Whereas,  Joseph  D  Nunan,  Jr.,  for  Harriet  Haber  and 

Wj  L\,Co,’  °™ners’  filed-  March  T  1930,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  (previously  with¬ 
drawn  for  a  garage  and  gasoline  station)  ;  premises  28-12 
31st  street  and  30-15  Newtown  avenue,  northwest  cornei 
Cong  Island  City,  Borough  of  Queens;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  27,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Newtown  avenue  is  in  a  business 
district;  31st  street  is  in  a  business  district,  and  30th  street 

is  in  a  residence  district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  3,  1930  (re  Plan  No.  6970-30),  reads: 
“The  erection  of  a  garage  for  more  than  o  motor 
vehicles  located  within  a  business  district  is  contrary  to 
Section  4  of  the  Zone  Law.  ; 


Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  and  basement  in  height, _  with  a  frontage 
of  164  ft.  4  in.  on  31st  street  and  81  ft.  5  in.  on  Newtown 
avenue ;  to  be  occupied  as  a  garage  for  the  storage  of  more 

than  five  motor  vehicles;  and 

Whereas,  this  case  was  withdrawn  at  meeting  held  on 
September  30,  1930,  and  reopened  on  December  9,  1930 ;  in 
withdrawn  case  it  was  proposed  to  maintain  a  gas  station  on 
part  of  the  premises;  in  reopened  case  the  proposed  gas 
station  is  eliminated,  and  it  is  proposed  to  erect  stores  along 
the  Newtown  avenue  front  of  the  premises;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution ;  and 
Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  January  27,  1931,  on  certain  conditions,  and 
applicant  requested  a  modification  of  these  conditions,  and 
now  owner,  through  his  architect,  Henry  J.  Nunck,  requests 
a  further  modification  as  to  use  of  Store  No.  4  and  open- 
ings. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of  the 
building  zone  resolution,  and  that  the  application  be  and  it 
hereby  is  granted  for  a  one-story  building  above  grade,  ot 
fireproof  construction,  on  condition  that  there  shall  be  con- 
structed  on  entire  Newtown  avenue  front  of  building  with  a 
50  ft.  return  on  31st  street,  excepting  entrances  to  garage  as 
noted,  showrooms,  offices  or  stores,  such  showrooms  and 
offices  or  stores  on  the  street  fronts  shall  be  separated  from 
the  garage  portion  by  unpierced  walls,  except  for  two  open¬ 
ings  in  the  8-inch  wall  at  rear  of  Store  No.  4,  one  opening 
to  be  not  more  than  3  ft.  by  7  ft.,  equipped  with  a  self¬ 
closing,  fireproof  door,  the  other  opening  a  window  3  ft.  by 
3  ft  constructed  fireproof,  with  fixed  frame  and  sash  glazed 
with  wire  glass;  that  there  shall  be  but  two  openings  to 
garage  on  the  31st  street  front,  which  openings  shall  be  not 
more  than  12  ft.  in  width,  with  curb  cuts  directly  in  front 
of  said  opening,  not  more  than  14  ft.  wide,  and  on  the 
Newtown  avenue  front  of  the  building  at  the  westerly  end 
an  opening  of  not  more  than  12  ft.  in  width  shall  be  located, 
with  curb  cuts  directly  in  front  of  same  not  more  than  14  ft. 
wide;  that  the  front  elevation  of  both  the  31st  street  and 
Newtown  avenue  fronts  shall  be  of  face  brick  with  archi¬ 
tectural  terra  cotta  or  natural  stone  trim;  the  depth  of 
the  stores  on  street  front  shall  be  not  less  than  25  ft.  ;  there 
shall  be  no  portable  gasoline  tanks  operated  outside  the 
building  line ;  there  shall  be  no  roof  signs  advertising  garage 
occupancy;  there  shall  be  no  advertising  signs  on  the  New¬ 
town  avenue  front  advertising  the  garage  and  any  advertising 
signs  for  the  garage  occupancy  on  the  31st  street  frontage 
shall  be  confined  to  one  projecting  electric  sign,  indicating 
the  name  and  nature  of  the  business ;  that  the  rear  and  gable 
walls  shall  be  unpierced  throughout  their  entire  height  and 
length-  that  any  skylights  installed  in  the  roof  shall  be  set 
back  at  least  2o’ft.  from  the  lot  lines  and  shall  be  constructed 
with  metal  frames,  glazed  with  plain  glass,  with  wire  guards 
above  and  below;  that  all  windows  installed  on  the  31st 
street  front,  other  than  those  of  store  and  office,  shall  have 
sills  not  less  than  6  ft.  above  sidewalk  grade;  that  a  return 
of  the  drawings  shall  be  made  to  this  board  before  submitting 
same  to  the  bureau  of  buildings  for  approval ;  that  all  per¬ 
mits  required  shall  be  obtained  within  six  months  and  all 


work  involved  thereby  completed  within  eighteen  months 
from  the  date  of  this  action. 


268-31-BZ. 

APPLICANT — Nicholas  Madonna,  owner. 

SUBJECT— Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  “D” 
area  district  the  erection  and  maintenance  of  an 
apartment  building  not  conforming  with  the  building 
zone  resolution  (previously  laid  over  for  full  vote 
of  the  board). 

PREMISES  AFFECTED— 234  East  203rd  street,  south 
side,  42.16  ft.  west  of  Valentine  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott  and  Abraham 
Spirer. 

For  Opposition :  Joseph  Madonna. 

ACTION  OF  BOARD— Action  of  board  of  November  24, 
1931,  rescinded;  application  granted  on  condition. 
THE  VOTE  TO  RESCIND  FORMER  ACTION— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . ••••  0 

Absent  .  0 

THE  RESOLUTION— 

(268-31-BZ) 

Whereas,  Nicholas  Madonna,  owner,  filed,  May  28,  1931, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  use  and  “D”  area  district  the  erection  and 
maintenance  of  an  apartment  building  not  conforming  with 
the  building  zone  requirements ;  premises  234  East  203rd 
street,  south  side,  42.16  ft.  west  of  Valentine  avenue,  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  23,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  East  203rd  street  is  in  a  residence 
use  and  D  area  district;  East  202nd  street  is  in  a  residence 
use  and  D  area  district;  Valentine  avenue  is  in  a  residence 
use  and  D  area  district,  and  Grand  concourse  is  in  a  residence 
use  and  D  area  district ;  and 

Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  May  25,  1931,  reads : 

“The  plans  and  specifications  submitted  by  you  for 
the  erection  of  one  Multiple  Dwelling  located  at  S.S. 
E.  203rd  St.  42.16'  West  of  Valentine  Ave.,  Bronx,  have 
been  disapproved  this  day  for  the  following  reasons:  , 
“1.  Rear  yards  in  a  ‘D’  district  must  be  at  least  20.0'. 
No  more  than  60%  of  the  lot  can  be  occupied.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  four  stories  (44  ft.)  in  height,  with  a  frontage 
of  25  ft.  and  a  depth  of  87  ft. ;  to  be  occupied  as  an  apartment 
building ;  and 

Whereas,  the  area  of  the  lot  is  25  ft.  by  100  ft.  (2,500 
sq.  ft.),  the  area  of  building  is  87  ft.  by  25  ft.  (27  ft.  by 
13  ft.),  equals  1,824  sq.  ft.,  approximately  73  per  cent  of 
lot  occupied  by  building;  zone  resolution  permits  a  max¬ 
imum  of  60  per  cent ;  also  the  zone  resolution  requires  a  20 
ft.  deep  rear  yard  instead  of  the  proposed  13  ft.  rear  yard: 
and 

Whereas,  this  application  for  reconsideration  of  the  vote 
of  the  board  was  laid  over,  subject  to  an  inspection  by  a 
committee  of  the  board,  which  inspection  was  made  and  re- 
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port  of  same  read  at  this  hearing  and  which  report  recom¬ 
mends  the  approval  of  this  application,  one  of  the  committee 
being  the  one  dissenting  voter,  and  the  report  reads : 

"Cal.  No.  268-31-BZ. 

“Premises  234  East  203rd  street,  south  side,  42.16  ft. 
west  of  Valentine  avenue,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  Noveber  18,  1931,  a  committee  of  the  board, 
consisting  of  Temporary  Chairman  Connell  and  Com¬ 
missioners  Holland  and  Guilfoyle,  visited  and  inspected 
the  premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  residence  use  and  ‘D’  area  district  the 
erection  and  maintenance  of  an  apartment  building  not 
conforming  with  the  building  zone  requirements. 

“A  public  hearing  was  held  on  this  application  July 
28,  1931,  at  which  time  the  vote  for  the  granting  of 
this  application  by  the  board  stood  three  in  the  affirm¬ 
ative  and  one  in  the  negative.  Subsequently,  the  ap¬ 
plicant  requested  reconsideration  of  this  vote.  The  re¬ 
consideration  was  then  laid  over  subject  to  an  inspection 
by  a  committee  of  the  board. 

“The  premises  in  question  are  now  occupied  by  a 
detached,  frame  building,  two  and  one-half  stories  in 
height.  The  applicant  seeks  to  improve  the  property 
with  a  four-story  apartment  house  and,  in  order  to  ob¬ 
tain  sufficient  room  space,  seeks  to  occupy  73  per  cent 
of  the  lot  instead  of  60  per  cent,  as  allowed  under  the 
building  zone  resolution,  and  to  extend  the  building  to 
within  13  ft.  of  the  rear  lot  line  instead  of  maintaining 
a  20  ft.  deep  rear  yard  as  required  by  the  zoning  law. 

“Adjoining  the  property  to  the  west  there  is  now 
erected  a  six-story  apartment  house,  the  rear  of  which 
building  comes  within  10  ft.  of  the  rear  lot  line. 

“The  grade  of  the  property  immediately  to  the  rear 
of  the  premises  under  appeal  and  facing  on  East  202nd 
street  is  about  5  ft.  to  6  ft.  higher  than  the  grade  of 
the  premises  under  appeal  and  is  developed  at  the  present 
time  with  a  one-story  masonry  structure  used  as  a 
garage,  the  rear  wall  of  which  is  built  on  the  rear  lot 
line  of  the  property  under  appeal.  This  condition  makes 
a  masonry  and  rock  face  the  top  of  which  is  about  17  ft. 
above  the  elevation  of  the  grade  of  the  property  under 
appeal. 

“Adjoining  the  premises  under  appeal  to  the  east  is  a 
one-story  taxpayer,  used  for  store  purposes. 

“There  have  been  filed  with  this  appeal  no  objections 
and  no  consents. 

“The  development  of  this  property  in  accordance  with 
the  law,  as  an  apartment  house,  using  but  60  per  cent 
of  the  lot  area  and  maintaining  a  20  ft.  rear  yard  would 
hardly  permit  of  a  practical  development,  and,  in  view  of 
the  surrounding  conditions,  the  committee  is  of  the  opin¬ 
ion  that  this  application  is  justified  under  section  21 — 
hardship — and  would  not  in  any  way  affect  the  adjoining 
and  abutting  properties,  and,  therefore,  recommends  the 
granting  of  this  appeal. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  the  report  of  the  committee  on  inspection  shows 
that  the  property  could  hardly  be  developed  for  conforming 
use  in  accordance  with  the  requirements  as  to  area  and 


depth  of  rear  yard  and  bring  a  reasonable  return  on  the 
investment;  and 

\\  hereas,  this  application  was  granted  by  the  board  at 
its  meeting,  November  24,  1931,  on  certain  conditions,  and 
attorney  for  the  objector  requested  a  reopening  of  the  case 
on  the  ground  that  his  client  had  not  been  properly  notified. 

Resolved,  that  the  resolution  of  the  board  of  November 
24,  1931,  be  and  it  hereby  is  rescinded ;  and 

W  hereas,  the  board  deems  that  a  denial  of  this  application 
would  devolve  unnecessary  hardship  and  practical  difficulty 
upon  the  applicant  as  within  the  meaning  of  section  21  of 
the  building  zone  resolution. 

Resolved,  further,  that  the  board  of  standards  and  appeals 
does  hereby  make  a  variation  in  the  application  of  the  area 
district  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  total  area  of  the  proposed  building  does  not  exceed  73 
per  cent  of  the  area  of  the  lot  and  that  the  rear  wall  of  the 
building  shall  be  set  back  not  less  than  13  ft.  from  the  rear 
lot  line,  the  building  to  be  limited  to  four  stories  above 
grade;  that  the  building  zone  resolution,  the  building  code 
and  the  multiple  dwelling  law  shall  otherwise  be  complied 
with  in  all  respects;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  all  work  completed  within 
eighteen  months  from  the  date  of  this  action. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  temporary  chairman  called  attention  to  the  following 
cases,  where  notices  of  intention  to  appeal  were  offered  for 
filing,  but  where,  despite  notices  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  admin¬ 
istrative  officials  in  the  performance  of  their  duty 

(383-31-BZ) 

Filed  July  30,  1931 — Premises  3240  Eastchester  road  and 
1500  Givan  avenue,  southeast  corner,  Borough  of 
The  Bronx.  Decision  of  the  superintendent  of  build- 
ings.  Applicant :  De  Rose  &  Cavalieri.  Dismissed 
for  lack  of  prosecution. 


Filed 


THE 


THE 


(605-31-BZ) 

December  12,  1931 — Premises  southeast  corner  of  Main 
street  and  Nassau  boulevard,  Flushing,  Borough 
of  Queens.  Decision  of  the  superintendent  of  build¬ 
ings.  Applicant:  Michaelson  &  Bernknopf.  Dis¬ 
missed  for  lack  of  prosecution. 

VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  q 

Absent  .  q 

RESOLUTION— 


Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  standards  and  appeals  applications,  under  the  build- 
infxrZ°ne  reso^u^on>  affecting  the  premises  in  question;  and 
W  hereas,  the  applicants  have  failed  to  complete  their 
papers  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


Adjourned  4.00  p.  m. 

William  J.  O  Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7 NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  ManhattanP  at 
three,  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 

regular  meeting 

TUESDAY  AFTERNOON,  MARCH  8,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioner s 


Holland  and  Guilfoyle  and  Chief  McElligott. 


THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR: 

ING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  ' 

Negative  .  1 

Absent  .  * 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


80-32-A.  . 

APPELLANT— Louis  Farkas,  adjoining  owner;  Faith 

S UB J ECT— Request ^ or  preferential  hearing  made  by  David  PREMISES  AFFECTED  58  West  15th  street,  Manhat 
S.  Romanov,  attorney  for  appellant— re  Appeal  from 


018-31-A. 

APPELLANT— Metropolitan  Life  Insurance  Co.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  th 
fire  commissioner. 


a  decision  of  the  fire  commissioner — re  Revocation 

of  permit.  , 

PREMISES  AFFECTED— 27-03  Newtown  avenue  and  1-3 
North  Henry  street,  northwest  corner,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  David  S.  Romanov. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
withdrawn.  __ 

THE  VOTE  TO  WITHDRAW  REQUEST— 

Affirmative Temporary  Chairman  Connell,  Com- 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . 

Absent  . 


tan. 

APPEARANCES— 

For  Appellant:  John  H.  Derby. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  ,  „ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


71-32- A. 

APPELLANT— John  Holly  Clark,  Jr.,  for  Morelite  Service 
Stations,  Inc.,  owner. 

SUBJECT — Request  for  preferential  hearing  made  by 
Strongin  &  Hertz,  attorneys  for  Essanarr  Garage 
Corp.,  adjoining  owner — re  Appeal  from  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— West  side  of  New  street,  119.15 
ft.  east  of  Driggs  avenue  and  104  ft.  8)4  in.  north 
of  Broadway,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Theresa  Boland. 

For  Owner  of  Adjoining  Building:  Milton  Hertz 
and  Thomas  W.  A.  Crowe. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
granted  and  set  for  public  hearing  March  29,  1932, 
3.t  2  p  m 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING—  .  „  „  ^ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 


110-32-A. 

APPELLANT— Milton  Hertz,  for  Essanarr  Garage  Corp., 
adjoining  owner;  Morelite  Service  Stations,  Inc., 
owner. 

SUBJECT— Request  for  preferential  hearing— re  Appeal 
from  a  decision  of  the  superintendent  of  buildings— 
re  Revocation  of  certificates  of  occupancy  issued  by 
the  superintendent  of  buildings. 

PREMISES  AFFECTED— West  side  of  Washington  Plaza 
(New  street),  104  ft.  8)4  in.  north  of  Broadway  and 
119.15  ft.  east  of  Driggs  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Theresa  Boland. 

For  Owner  of  Adjoining  Building:  Milton  Hertz  and 
Thomas  W.  A.  Crowe. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  public  hearing  March  29,  1932, 
at  2  p.  m. 


THE  RESOLUTION— 

(618-31-A) 

Whereas,  Metropolitan  Life  Insurance  Co.,  owner,  file 
December  31,  1931,  an  appeal  from  an  order  and  a  decisu 
of  the  fire  commissioner,  affecting  premises  58  West  15 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  N 
vember  13,  1931  (re  Order  No.  90267-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  b< 
tom  of  said  tank  is  not  less  than  20'  above  the  he 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code 
Ordinances  and  rule  91,  of  the  Board  of  Standards  a 
Appeals.” ; 

and  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendei 

December  7,  1931,  reads: 

“This  will  reply  to  your  letter  of  November  27 
1931,  in  which  you  refer  to  Orders  90266-7-8-9-70  a 
state  you  are  making  preparations  toward  complyi 
with  same,  except  Order  90267-F.  You  further  st 
with  relation  to  90267-F,  that  the  question  of  rais 
the  standpipe  gravity  tank  is  now  pending  in  the  corn 
and  that  you  would  prefer  to  take  no  action  until 
courts  have  decided -the  question. 

“This  department  has  no  knolwedge  of  any  act 
pending  before  the  courts  that  would  empower  the  I 
Commissioner  to  hold  Order  90267-F  in  abeyance,  the 
fore,  it  is  our  conclusion  that  the  compliance  with  1 
requirement  must  be  proceeded  with. 

“Regarding  your  query  as  to  whether  there  is  : 
reason  why  an  appeal  should  be  made  to  the  Board 
Standards  and  Appeals  at  this  time,  you  are  advised  i 
the  question  of  appeal  is  one  that  must  be  decided  by 
owner  of  the  premises;  and 


and 


Whereas,  the  building  is  fireproof,  ten  stories  in  hei. 
28  ft.  by  90  ft.  in  area;  OCCUPIED  as  a  tenant  fact 
not  more  than  thirty  persons  per  story;  and 

Whereas,  the  appellant  claims  the  building  was  ere 
and  the  standpipe  system  was  installed  in  1904,  fed  fro: 
3,100-gallon  house  supply  gravity  tank,  the  bottom  of  w 
is  10  ft.  above  the  hose  outlet  at  highest  story;  furtherm 
the  appellant  proposes  to  rearrange  the  house  supply  1 
nection  so  as  to  maintain  a  reserve  of  2,250  gallons 
standpipe  lines  and,  also,  to  install  an  automatic  ele 
filling  pump  directly  connected  with  the  city  water  sup 

and  .  .  . 

Whereas,  the  building  was  erected  in  1904,  at  whicn 
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the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  department  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  eleva¬ 
tion  of  the  bottom  of  the  tank  above  the  top  story  hose  out¬ 
let  and  the  capacity  reserve  for  standpipe  supply,  on  condition 
that  the  elevation  of  the  bottom  of  the  tank  above  the  top 
story  hose  outlet  shall  not  be  less  than  8  ft.  10  in.  and  a 
reserve  of  not  less  than  2,500  gallons  shall  be  maintained 
for  standpipe  system  at  all  times;  that  the  hose  at  top  story 
shall  be  equipped  with  J4- inch  nozzles,  and  that  the  stand¬ 
pipe  rules  shall  be  complied  with  in  all  other  respects  and 
that  the  building  shall  be  not  increased  in  height  or  area. 

— 

28-32-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
for  1730-1748  Broadway  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 208-210  West  56th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(28-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  1730-1748  Broadway  Corp.,  owner,  filed,  January  20, 
;1932,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  208-210  West  56th  street, 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
10,  1931  (Order  No.  78711-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20  ft.  above  the  hose 
outlet  in  the  highest  story.  Sec.  581,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 
iand 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  16,  1932,  reads : 

“This  will  reply  to  your  letter  of  January  8th,  1932,  in 
which  you  state  that  you  have  been  retained  by  the 
owners  of  premises  208-210  West  56th  Street,  to  file  an 
appeal  with  the  Board  of  Standards  and  Appeals  in 
connection  with  your  violation  Order  No.  78711-F,  but 
the  Board  of  Standards  and  Appeals  has  declined  to 
accept  this  case  due  to  the  fact  that  the  order  is  more 
than  twenty  (20)  days  old  and  request  that  we  rescind 
this  order  and  reissue  same  at  a  later  date  so  that  you 
may  present  this  case  promptly  before  the  Board.  Your 
request  to  rescind  and  reissue  order  78711-F  is  denied.” ; 
ind 

Whereas,  the  building  is  fireproof,  eight  stories  and  pent¬ 
house  (92  ft.)  in  height,  50  ft.  by  114  ft.  2  in.  in  area; 
OCCUPIED  as  a  hotel ;  and 

Whereas,  the  appellant  claims  the  building  was  erected  in 
901,  equipped  with  a  standpipe  system  fed  from  two  house 
upply  gravity  tanks,  cross-connected  above  roof  level ;  one 
ank  is  of  2,000  gallons  capacity  with  1,600  gallons  reserved 
or  standpipes,  the  bottom  of  which  is  12  ft.  2  in.  above 
ipse  outlet  in  penthouse  and  22  ft.  7  in.  above  hose  outlet  in 
lighest  full  story;  the  other  tank  is  of  2,800  gallons  capacity, 
vith  2,200  gallons  reserved  for  standpipes,  the  bottom  of 
Vhich  is  12  ft.  9  in.  above  hose  outlet  in  penthouse  and  23 


tt.  2  in.  above  hose  outlet  in  the  highest  full  story;  fur¬ 
thermore,  the  appellant  contends  that  the  required  reserve  for 
standpipe  lines  is  provided,  the  standpipe  equipment  and 
occupancy  have  been  practically  the  same  since  1901;  and 

Whereas,  the  building  was  erected  in  1901,  at  which  time 
the  present  standpipe  system  was  installed,  the  matter  being 
accepted  by  the  department  having  jurisdiction. 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 
sionei  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  bottom 
of  the  two  tanks  above  hose  outlets  in  the  penthouse  story 
and  the  reserve  maintained  for  the  standpipe  supply,  on  con¬ 
dition  that  the  elevation  of  the  bottom  of  the  tank  shall  not 
be  less  than  12  ft.  2  in.  above  the  hose  outlet  in  the  penthouse 
story ;  as  to  reserve  for  standpipe  system,  on  condition  that 
the  two  tanks  shall  be  so  cross-connected  as  to  maintain  a 
reserve  of  not  less  than  3,500  gallons  for  the  standpipe 
supply ;  that  the  hose  in  the  penthouse  story  shall  be  equipped 
with  Ej-inch  nozzles;  that  such  additional  fire  appliances  as 
shall  be  required  by  the  fire  department  shall  be  installed 
in  penthouse  stories ;  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects,  and  that  the  building 
shall  be  not  increased  in  height  or  area. 


PETITIONS  FOR  VARIATIONS. 

141-31-S. 

PEI  ITIONER  John  W.  Ziegler,  for  John  Wanamaker 
New  York,  owner. 

SUBJECT— Application  for  reopening — amendment — re  Va- 
i  iation  of  the  labor  law,  as  cited  in  an  order  and 
a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 60-74  East  10th  street,  71-91 
East  9th  street,  772-786  Broadway  and  60-74  Fourth 
avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  W.  Ziegler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  April  1,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . .  q 

Absent  .  n 


461-30-S. 

PETITIONER — William  A.  Grey,  for  57th  Street  Luce 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 521-531  West  57th  street  and 
518-528  West  58th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Frank  S.  Parker. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(461-30-S) 

Whereas,  William  A.  Grey,  for  57th  Street  Luce  Corp., 
owner,  filed,  June  30,  1930,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  521-531 
West  57th  street  and  518-528  West  58th  street,  Borough  of 
Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  19,  1930  (re  B.  N.  1078-30),  reads: 
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“YOUR  BUIODING  NOTICE  of  June  3,  1930,  re¬ 
ferring  to  premises  521-31  W  est  57th  St.  has  been  le- 
ceived.  The  proposed  work  is  disapproved. 

“Must  comply  with  Sec.  264  U.L.” ; 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
150  ft.  by  200  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
approximately  150  persons  per  story ;  EQUIPPED  with  a 
sprinkler  system;  EXITS:  four  interior  fireproof  stairways 
extending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions,  with  metal-covered  doors  at  -openings ,  and 

Whereas,  there  are  on  the  first  story  of  the  W  est  57th 
street  front  of  the  building  window  openings  glazed  with 
plate  galss,  the  maximum  area  of  the  glass  being  15  ft.  4  in. 

by  11  ft.  4  in.  high;  and  .  .  . 

Whereas,  petitioner  contends  that  a  strict  compliance  with 
the  labor  law  as  to  the  area  of  the  glass  would  destroy  the 
intended  use  of  the  first  story  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  only  so 
far  as  it  affects  the  windows  on  first  story,  on  condition  that 
said  windows  shall  be  equipped  with  metal  frames  and  sash 
and  glazed  with  >4 -inch  polished  plate  glass,  and  that  the 
labor  law  shall  be  complied  with  in  all  other  respects. 


594-31-S. 

PETITIONER— Archibald  M.  Shrady,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 306-308  East  149th  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  Leo  Koenig. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

A.CTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ® 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  ^ 

Absent  .  0 

THE  RESOLUTION— 

(594-31-S) 

Whereas,  Archibald  M.  Shrady,  owner,  filed,  December 
14,  1931,  a  petition  for  a  variation  from  the  requirements 
of’  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  306-308  East  149th  street,  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  16,  1931  (re  Order  No.  90329-LD),  reads. 

“Discontinue  the  use  of  the  above  premises  occupied 
for  factory  purposes  in  Violation  of  Section  270,  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non- fireproof,  three  stories  (40 
ft.)  in  height,  50  ft.  by  86  ft.  6  in.  in  area  at  first  story  and 
50  ft.  by  77  ft.  11  in.  in  area  above;  OCCUPIED  as  a 
tenant  factory :  1st  story,  25  persons ;  2nd  story,  21  persons ; 
3rd  story,  11  persons;  EXITS:  an  interior  iron  and  marble 
stairway,  extending  from  the  first  story  to  roof,  enclosed  in 
gypsum'  block  partitions,  with  metal-covered  doors  at  open¬ 
ings;  a  fire  escape  on  the  rear  of  the  building,  having  fire¬ 
proof  openings  along  the  course  thereof,  extending  from  the 
second  to  third  story ;  a  gooseneck  ladder  to  roof ;  a  vertical 
iron  ladder  leading  to  bottom  of  shaft,  3  ft.  2  in.  by  3  ft. 
3  in.,  with  door  opening  to  first  story;  ROOFS  of  adjoining 
buildings:  20  ft.  higher  at  east;  26  ft.  higher  at  west;  and 
Whereas,  the  petitioner  proposes  to  provide  a  fire  escape 
on  the  front  of  the  building  in  accordance  with  the  require¬ 
ments  of  the  labor  law,  except  as  to  the  window  openings 
to  the  balconies,  which  will  be  pivoted  windows,  4  ft.  by  5 
ft.  3  in.;  furthermore,  it  is  proposed  to  extending  existing 


rear  fire  escape  balconies  so  as  to  include  windows  of  al 
rear  tenants ;  furthermore,  the  petitioner  contends  that  sue!1 
improvements  will  provide  adequate  means  of  exit  in  cas 
of  fire. 

Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereb 
is  denied. 

_  ■  ij 

20-32-S.  .  .  ] 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Col 
Inc.,  for  Estate  of  T.  Patterson;  John  Cyill,  exect 
tor. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ordf' 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 25-33  Marcy  avenue,  Brooklyi 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  dt 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(20-32-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  In 
for  Estate  of  T  .Patterson,  owner,  filed,  January  14,  1932, 
petition  for  a  variation  from  the  requirements  of  the  labj 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commi 
sioner,  affecting  premises  25-33  Marcy  avenue,  Borough 
Brooklyn;  and 

Whereas,  the  order  of. the  fire  commissioner,  dated  Se 
tember  2,  1931  (Order  No.  88689-LD),  reads: 

“1.  Enclose  the  interior  stairways  serving  as  a  i 
quired  means  of  exit,  and  the  landings,  platforms  a 
passageways  connecting  therewith  on  all  sides  with  par 
tions  of  fire-resisting  material  extending  continuous 
from  the  1st  story  to  3  ft.  above  the  roof  north  si' 
and  from  the  cellar  to  3  ft.  above  the  roof  south  si«, 
constructed  as  per  rules  of  the  Board  of  Standards  a  I 
Appeals.” ; 

and 

Weiereas,  the  decision  of  the  fire  commissioner,  render  I 
January  7,  1932,  reads : 

“In  reply  to  your  letter  of  Oct.  3rd,  1931,  advisi: 
that  you  have  been  retained  by  the  owners  to  appl 
from  the  requirements  of  Order  88689-LD  and  that  y. 
are  unable  to  do  so  due  to  the  fact  that  the  Board  ! 
Standards  and  Appeals  will  not  accept  an  appeal  « 
the  reason  that  the  time  limit,  twenty  days,  had  elaps 
and  request  dismissal  and  reissuance  of  the  above  ordf 
“You  are  advised  that  the  order  cannot  be  dismis: 
or  reissued.  Therefore,  your  request  is  denied.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  < 
ft.  9  in.)  in  height,  130  ft.  2]/2  in.  by  60  ft.  and  35  ft.,  irrej 
lar,  in  depth;  OCCUPIED:  cellar,  storage  and  boiler  ron 
2  persons ;  1st  story,  packing  and  shipping,  12  persons ;  ‘i 
story,  manufacture  of  shoes,  30  persons ;  3rd  story,  ma 
facture  of  shoes,  20  persons;  4th  story,  manufacture  of  she 
17  persons;  EQUIPPED  with  a  fire  alarm  signal  systei 
EXITS:  two  interior  wooden  stairways,  extending  from 
first  story  to  top  story,  enclosed  on  first  story  in  pla; 
board  partitions,  at  upper  stories  in  double-thick  board  pa1 
tions,  metal-covered  on  both  sides,  with  fireproof  doors i 
openings ;  the  southerly  stairway  extends  to  the  cellar,  3 
closed  in  wood  partitions;  ROOFS  of  adjoining  buildin 
one  story  lower  at  east  and  north ;  and 

Whereas,  the  petitioner  proposes  to  cover  all  stair 
enclosure  partitions  where  not  now  covered  with  26  ga: 
metal  on  both  sides;  that  the  order  was  issued  on  accc 
of  thirty-seven  persons  instead  of  twenty-five  persons  be 
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nployed  above  the  second  story ;  furthermore,  the  petitioner 
intends  that  the  proposed  work  under  the  conditions  is 
•actically  in  compliance  with  the  rules  of  the  industrial 

de. 

Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  requirements  of  the  labor 
w,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
rder  No.  88689-LD,  Item  1,  only  so  far  as  it  affects  the 
otection  of  the  partitions  of  the  stairway  enclosures,  on 
ndition  that  the  enclosures  shall  be  protected  on  both  sides 
th  not  less  than  No.  26  gauge  metal,  lapped;  that  all  open- 
?s  shall  be  equipped  with  self-closing,  fireproof  doors ;  that 
f  stairways  otherwise  shall  comply  with  the  factory  rules 
all  respects ;  that  the  number  of  occupants  shall  be 
fiited  to  not  more  than  thirty-seven  above  the  second 
>ry;  that  the  building  shall  be  equipped  with  fire  alarm 
inal  system  and  fire  drill  and  with  such  additional  fire¬ 
diting  appliances  as  shall  be  required  by  the  fire  depart- 
i  nt ;  that  the  building  shall  be  not  increased  in  height  or 
■a,  and  that  the  labor  law  shall  be  complied  with  in  all 
ler  respects. 


il-31-S. 


'.TITIONER — John  Kaiser,  owner. 

IBJECT— Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner. 

DEMISES  AFFECTED— 242  Ellery  street,  Brooklyn. 
For  Petitioner:  John  Kaiser,  Jr. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THON  OF  BOARD — Petition  reopened  and  resolution 
modified. 

HE  VOTE  TO  REOPEN— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . . .  0 

Absent  .  0 

HE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  q 

Absent  .  q 

E  RESOLUTION— 

(341-31-S) 

Vhereas,  John  Kaiser,  owner,  filed,  July  3,  1931,  a  peti- 
u  for  a  variation  from  the  requirements  of  the  labor  law, 
ated  in  an  order  of  the  fire  commissioner,  affecting  prem- 
■  242  Ellery  street,  Borough  of' Brooklyn;  and 
Vhereas,  the  order  of  the  fire  commissioner,  dated  Tanu- 
3,  J931  (re  Order  No.  81361-LD),  reads: 

“J-  Arrange  fire  escapes  at  north  and  south  sides 
ot  building  serving  as  a  required  means  of  egress  so 
that  each  will  conform  to  section  274  of  the  Labor  Law 
Defects  noted : 

“6.  No  safe  egress  from  south  fire  escape  to  street.”; 


vhereas,  the  building,  erected  in  1906,  is  non-fireproof 
stones  in  height,  25  ft.  by  94  ft.  in  area ;  OCCUPIED  : 
ir,  livery  stable,  1  person;  1st  story,  wagon  storage,  1 

ItttLd™1"  st.ones’  tenant  factories,  20  persons  per  story ; 
U1FPCD  with  a  fire  alarm  signal  system;  EXITS  -  an 
nor  wood  stairway,  extending  from  the  first  story  to 
j  ’  j;ncIose<i  m  wood  stud,  wire  lath  and  plaster  partitions, 
i  |C>l>'u->  doors  at  openings;  a  fire  escape  on  the  front 
ne  building,  having  fireproof  openings  along  the  course 
;e°t,  extending  from  the  top  story  to  the  second  story  bal- 
’  Wlth  EGRESS  from  the  termination  of  the  fire  escape 
■neans  of  counterbalanced  ladder  to  street;  a  fire  escape  on 
rear  south  side!  of  the  building,  having  fireproof  open- 
along  the  course  thereof,  extending  from  the  top  storv 
•  !WIth  gooseneck  ladder  to  roof)  to  the  rear  yard, 


with  EGRESS  from  the  termination  of  the  fire  escape  by 
means  ot  rear  yard  of  premises  to  easterly  rear,  thence  by 
passageway  in  said  premises  to  Park  avenue;  ROOFS  of 
adjoining  buildings:  30  ft.  lower;  and 

Whereas,  petitioner  requests  the  acceptance  of  the  exist¬ 
ing  means  of  egress  from  the  termination  of  the  rear  fire 
escape;  and 

V  herkas,  this  petition  was  granted  by  the  board  on  cer¬ 
tain  conditions  and  petitioner  requested  a  modification  of 
these  conditions  as  to  filing  consent  of  adjoining  owner. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 

o,-!  r  Pet,Tt,ou  be  and  h  hereby  is  granted,  as  to  Order  No.’ 
81  .Ibl-CD,  Item  6,  on  condition  that  the  means  of  exit  from 
the  termination  of  the  south  or  rear  fire  escape  shall  be  up 
to  a  stairway  of  two  risers,  said  stairway  to  be  not  less 
than  3  ft.  wide,  leading  direct  to  yard  in  the  rear  of  817 
Park  avenue,  as  shown  on  the  blueprints  filed  in  this  case 
with  no  door  between  the  yard  in  rear  of  factory  premises 
under  appeal  and  the  yard  in  rear  of  817  Park  avenue 
thence  through  a  3  ft.  wide  passageway  to  the  side  court 
ot  No.  817  Park  avenue,  with  no  door  at  either  end  of  said 
passageway,  thence  by  a  flight  of  stairs  of  three  or  four 
risers  to  the  passageway  of  No.  817  Park  avenue  leading 
direct  to  Park  avenue,  and  that  the  occupancy  shall  be  con¬ 
fined  to  the  legal  capacity  of  the  interior  stairs,  granted 
only  so  long  as  the  requirements  of  the  labor  law  shall  be 
complied  with  in  all  other  respects  and  the  building  shall  be 
not  increased  in  height  or  area,  and  granted  only  so  long  as 
the  present  and  imposed  conditions  as  to  the  means  of  egress 
tiom  termination  of  rear  fire  escape  are  maintained. 


535-31-S. 

PETITIONER  Croker  National  Fire  Prevention  Engineer- 
mg  Co.,  for  Lorenzo  Apruzzo,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 301-303  Third  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

^CHON  OF  BOARD— Petition  granted  on  condition, 
i  nh  V(J  1  E — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . q 

Absent  .  q 

THE  RESOLUTION— 

(535-31-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Go.,  for  Lorenzo  Apruzzo,  owner,  filed,  November  5,  193], 
a  petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner  and  a 
decision  of  the  superintendent  of  buildings,  affecting  premises 
301-303  Third  avenue.  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  26,  1931  (Order  No.  88690-LD),  reads: 

1.  Provide  an  additional  means  of  egress  from  2nd 
story  remote  from  the  interior  stairway  as  per  rules  of 
the  Board  of  Standards  and  Appeals.”; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  26,  1931  (Applic.  No.  11818-1931)’ 
reads :  ’ 

6.  Fire  escape  to  be  remote  from  existing  exit  ”  ■ 
and 

Whereas,  the  building,  erected  in  1912,  is  divided  into  two 
sections,  is  non-fireproof,  two  stories  in  height.  40  ft.  hv 
97  ft.  10'/>  in.  in  area;  OCCUPIED:  1st  story,  iron  and 
dye  works,  6  persons ;  2nd  story,  manufacture  of  clothing- 
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and,  also,  dwelling  (in  the  southerly  section),  23  persons; 
EXITS:  an  interior  iron  stairway  (in  the  north  section), 
extending  from  the  first  story  to  second  story,  enclosed  in 
fireproof  partitions,  with  fireproof  doors  at  openings; 
stairway  (in  the  south  section),  extending  from  the  first  to 
second  story,  enclosed  in  stud,  lath  and  plaster  partitions, 
ROOF  of  adjoining  building:  to  north,  same  level;  and 
Whereas,  this  case  was  denied  by  the  board  on  January 
26  1932,  and  reopened  by  the  vote  of  the  board  on  February 
16'  1932;  petitioner  now  proposes  to  construct  a  doorway 
in’ the  east  wall  of  the  second  story  of  301  Third  avenue, 
leading  to  the  roof  of  the  one-story  extension  of  a  building 
adjoining  to  the  east,  and,  also,  to  construct  a  doorway 
in  the  south  wall  of  301  Third  avenue  leading  to  the  one- 
story  extension  roof  of  303  Third  avenue;  it  is  proposed 
also,  to  construct  a  stairway  leading  from  the  extension  root 
uf  premises  303  Third  avenue  to  the  roof  of  the  premises 
to  the  south  (305  Third  avenue)  ;  petitioner  has  filed  con¬ 
sents  of  owners  of  adjoining  building  to  use  their  premises 

as  exits  in  emergency.  ,  ,  ,  .  . 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted  on  condition 
that  an  opening  shall  be  provided  in  the  rear  wall  of  No. 
301  Third  avenue,  said  opening  to  be  not  less  than  3  it.  wide 
and  7  ft.  high,  equipped  with  self-closing,  fireproof  door,  for 
one  means  of  exit  from  the  second  story  of  No.  301  t°  tlJe 
roof  of  the  first  story  extension  of  the  adjoining  building  to 
the  east ;  also,  that  an  opening  shall  be  provided  in  the  east¬ 
erly  end  of  the  southerly  wall  of  No.  301,  at  second  story 
level,  not  less  than  3  ft.  wide  and  7  ft  high  equipped  with 
self-closing,  fireproof  door,  with  steps  from  the  floor  of  No. 
301  up  to  the  roof  of  the  first  story  extension  of  No  303, 
and  that  iron  steps  shall  be  provided  from  the  southerly 
wall  of  No.  303,  easterly  end,  to  the  roof  of  the  adjoining 
one-story  building  to  the  south;  that  an  opening  shall  be 
provided  in  the  rear  wall  of  second  story  of  No.  303,  not 
less  than  3  ft.  by  7  ft.,  equipped  with  self-closing,  fireproof 
door ;  that  the  three  openings,  two  in  the  southerly  wall  ot 
the  two  buildings  under  appeal,  that  is,  Nos.  301  and  303, 
and  the  one  in  the  rear  wall  of  No.  303,  shall  be  intercon¬ 
nected  by  an  iron  bridge,  equipped  with  flame  shields  under¬ 
neath  not  less  than  3  ft.  wide,  with  proper  hand  rails  satis¬ 
factory  to  the  fire  department;  that  the  occupancy  of  the 
second  story  of  No.  301  shall  be  limited  to  not  more  than 
twenty-three  (23)  persons;  the  second  story  of  No.  303 


to  be  restricted  to  dwelling  occupancy ;  that  the  letters  of 
consent  of  the  owners  of  premises  to  the  east  of  No.  301, 
which  faces  on  Whitwell  place,  and,  also,  from  the  owners 
of  premises  immediately  adjoining  the  premises  under  ap¬ 
peal  on  Third  avenue  to  the  south,  for  this  means  of  egress, 
shall  be  filed  with  the  fire  department;  that  the  labor  law 
shall  be  complied  with  in  all  other  respects,  and  that  the 
•building  shall  be  not  increased  in  height  or  area. 


appliance  SUBMITTED  FOR  approval. 

537-31-SA. 

PETITIONER — Standard  Combustion  Corp.,  owner. 
SUBJECT — Standard  Automatic  Oil  Burner,  Type  11-G, 
approval  of. 

APPEARANCES—  .  . 

For  Petitioner:  Edward  O.  Benjamin. 

For  Administration:  None. 

ACTION  OF  BOARD— Report  of  fire  department  adopted: 
petition  approved. 

THE  VOTE  TO  APPROVE—  „  r 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  i- 

Negative  .  j 

Absent  . 

THE  RESOLUTION— 

(537-31-SA) 

Whereas,  Standard  Combustion  Corp.,  owner,  filed,  No 
vetuber  5,  1931,  a  petition  with  the  board  of  standards  anc 
appeals  for  approval  of  their  device  known  as  the  Standarc 
Automatic  Oil  Burner,  Type  11-G;  and 
Whereas,  this  device  was  submitted  to  the  fire  depart' 
ment  for  test  and  report  and  the  report  of  the  acting  chie 
of  the  bureau  of  fire  prevention  dated  February  29,  1932 
recommends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  approve  the  device  known  as  the  Standard  Automati 
Oil  Burner,  Type  11-G,  for  use  in  domestic  and  commer 
cial  installations  when  installed  in  accordance  with  the  fue 
oil  rules  of  the  board  of  standards  and  appeals  and  in  con: 
formity  with  the  report  of  the  acting  chief  of  the  bureau  o 
fire  prevention 


Adjourned  5.30  p.  m. 

William 


J.  O’Gorman,  Secretary.  ' 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A _ 150  LBS.  WATER  WORKING  PRESSURE 


May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company . 

Walworth  Company . ........... 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 

Croker  National  Fire  Prev.  Eng.  Co - 

Jenkins  Brothers . 

W.  D.  Allen  Mfg.  Co . 

John  Simmons  Co . 

Grinnell  . 

Elkhart  . 


81-20-SA 

899-27-SA 

1307-27-SA 

304-28-SA 

779-28-SA 

890-28-SA 

209-29-SA 

651-30-SA 

14-31-SA 


TYPE  B — 250  LBS.  WATER  WORKING  PRESSUR 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) - 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . . . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company . 

Pratt  &  Cady . 

Elkhart  .  . 


53-21-Sj 

900-27-S 
1151-27-S 
1307 -27-S 
780-28-S 
970-28-S 
268-29-S 
231-30-S 
15-31-S1 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1-25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE.  1 
Copies  of  the  Electrical  Code  are  now  on  sale  at  t 
Distribution  Division  of  the  City  Record  Office,  378  W< 
Broadwav.  Price  30c;  by  mail  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR— Uniform  Certificates  of  Occupancy,  Adoption 
of. 

Administrative  Applications. 

-39  Fifth  avenue,  Manhattan. 

-13-16  Central  Park  West,  Manhattan. 

-20-28  West  72nd  street,  Manhattan. 

-242-248  West  76th  street,  Manhattan. 

-46  West  98th  street,  Manhattan. 

519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

— Quimby  Screw  Pump,  approval  of. 

-Crocker  Gas  Valve,  approval  of. 

Kennell  Gas  Cut-Off  Valve,  approval  of. 

—Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

— Master  Gas  Shut-Off  Valve,  approval  of. 

-  Packless  Gas  Shut-Off  Valve,  approval  of. 

S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

•  Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

-Automatic  Gas  Shut-Off,  approval  of. 

-Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

-Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

-Ludlow  Gas  Cut-Off  Valve,  approval  of. 
-Apex  Gas  Cut-Off  Valve,  approval  of. 

-Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-Koerting  Gear  Pump,  approval  of. 

-Keenan  Gas  Shut-Off  Valve,  approval  of. 
-Leader  Gas  Shut-Off  Valve,  approval  of. 
-Elkhart  Flush  Type  Siamese,  approval  of. 

-Allen’s  Recessed  Fire  Department  Standpipe 
and  Sprinkler  Siamese  Connection,  ap¬ 
proval  of. 

Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

Alert  Gas  Shut-Off  Valve,  approval  of. 

N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 


029-27-A 
030-27-A 
031-27-A 
032-27-A 
726-30- A- 
737-30- S— 

299-31-A — : 


193-21-SA 
610-22-SA 
799-22-SA 
57-23- S A 

124- 23-SA 

125- 23-SA 
;127-23-SA 
232-23-SA — 

275-23-SA 

I  f  l' 

143-23-SA- 
;)2o-23-SA 

452-23- S  A 

; 

B46-23-SA 
-50-23-SA- 
•55-24- SA- 

’63-25-SA — 

64-25-SA 
87-2  7- S  A 
37-27-SA 
14-27-SA 
62-27-SA 


13-28-SA 

12-28-SA- 
58-28-SA — 


42-29-SA 

210-29-SA 

380-29-SA- 

195-30-SA- 

260-30-SA- 

359-30-SA 

568-30-SA- 

730-30-SA- 

32-31-SA- 

125-31-SA- 

137-31-SA- 

250- 31-SA- 

251- 31-SA — 

396-31-SA — 

491-31-SA- 
513-31-SA- 

530-31-SA- 
534-3'1-SA- 
536-3'1-SA- 

541-31-SA- 
584-31-SA- 
592-31-SA- 

597- 31-SA- 

598- 31-SA- 
600-3'1-SA- 

9-32-SA— 
44-32-SA— 


Safe- Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

-A  Diamond  “S”  250  lbs.  2)4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

-Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

-Simplex  Water  Pressure  Reducing  Valve  ap¬ 
proval  of. 

-Scranton  Steam  Pumps,  approval  of. 

-Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

-Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 

-Standpipe  Outlet  Pressure  Reducing  Valve  ap¬ 
proval  of. 

-Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

■SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

Can  t  Pull  Anti-Syphon  Trap,  approval  of. 

Lunkenheimer  2k2-Inch,  Figure  No.  8610, 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

Lunkenheimer  2k2-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No,  37-A  and  No.  37-D,  approval  of. 

-buperfex  Oil  Burning  Heater,  approval  of. 

-Autopulse  Electric  Oil  Pump,  Model  600  ap¬ 
proval  of.  ’ 

-Fano-Flame  Oil  Burner,  approval  of. 

-Page  Fuel  Burner,  approval  of. 

-Standard  Automatic  Oil  Burner,  Tvoe  14-G 
approval  of. 

-DeWalt  Oil  Burner,  approval  of. 

-Fairfield  Oil  Burner,  approval  of. 

-Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

N.  D  T.  Single  Stroke  Gongs,  Typse  No.  134 
AS  and  No.  134  DS,  approval  of. 

-N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046 
1046  A  and  1046  AN,  approval  of. 

-Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 

-Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

Vaporoil  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
winch  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


menf"3  *  °°un<fe  °*  hydrated  lime  per  bag  of 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

ttient. 

1-2H-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

nent. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port 
lft  cement  shall  be  well  mixed  while  dry. 

hydrated  lime  shall  not  he  used  in  concrete  which  is 
deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aoril 
19,  1920,  under  Cal.  No.  153-20-S.  P 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
>vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials 

The  maximum  amount  of  hydrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
7-iven  heing  the  amount  of  lime  which  mav  be  incorporated 
tor  each  ninety-five  pound  bag  of  Portland  cement: 
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disposition  of  cases. 


docket. 

344 

Cases  pending  December  31,  1931 . 

121 

Cases  filed  up  to  March  9,  1932 . 

,  ,  .  25 

Restored  to  calendar . 

Miscellaneous  Applications. 

...  68 

Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

m  ,  .  601 

Totf1  . .  283 

Disposed  of  .  . . 

Cases  pending  March  9,  1932.  318 


Withdrawn  .  ^  , 

Dismissed  .  2q 

Denied .  \ 

Granted  .  qQ 

Granted  on  condition . 

Appliances  approved  . . . .  •  •  * . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . .  •  •  •  . . .  •  . .  2 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . .  62 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . . . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted .  n 

Requests  to  rescind  denied. . . . 

Requests  for  extension  of  time  grante  . 

Requests  for  extension  of  time  denied.. .  ” 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied .  J 

Requests  to  install  granted .  J 

Requests  to  install  denied .  ^ 

Plans  approved  .  .^ .  n 

Plans  disapproved  . . . 

Administrative  requests  granted . . . . . 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  . ••••."•* . ; .  2 

Requests  withdrawn  or  dismissed .  . 

Total  .  283 


WARNING 

nte  .nA  offices  0f  the  board  and  of  the  further  publication  of  the 

Notice  is  hereby  given  to  all  petitioners,  appe  calendars  in  the  daily  press, 

applicants,  and  to  all  lawyers,.  archrtects Jfbef<?e  the  Fourth  That  no  one  is  entitled  to  written  notice  of  the 

representing  owners  or  lessees  in  proceed  0  date  {or  'the  hearing  in  his  case,  and  that  the  plea  of  failure 

board —  to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

First  That  if  they  do  not  appear  in  person  or  by  rep-  business  of  the  board  is  to  dispose  of  all 

resentative  at  the  hearing  of  their  case,  d.sm.ssal  for  lack  »,  reason  that  the  pendancy  of  an 

of  proStion  is  likely  to  result.  “peal  on  tks  ,he  .hands  of  the  adm.mstrat.ve  *, 

S^nd.  That,  due  .and  ampte  notice  of  the  da*  ^  for  ^  m  enforcing  harder ;  there  ore,  no  appeal  o^p^ 

T  rppdtfr  petitioner  to  file  necessary  data,  or  by  any 

Calendar  Number  and  premises  under  the  date  of  the  other  method  of  delay. 

hearing  r  Sixth,  That  no  appeal,  application  or  petition  will  be  aj- 

t  +V,  Aot-  nf  the  cented  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 

Third,  That  no  plea  of  .ignorance  of  the  ^  da*  °«  d  JA  ^  required  by  law  are  supplied,  as  specified  on  the 

of  ^posiln^of1 ^ihe  "afendars^Tthi  buMn  hoard  in  the  blank  appeal,  application  or  pet.t.on  forms. 

BOARD  OF  STANDARDS  AND  APPEALS 

Room  1001,  Municipal  Building, 

New  York  City. 

Name . 

Street . 

P.  . . 

M  v  Subscription  is  to  begin  with  the  issue  for .  1933* 
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Meeting, 
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11, 
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11, 
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10  A.  M. 

Regular 
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15, 
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Approved  Fireline  Hose  Valves. 

Progress  Report. 


f u  .Di-ric  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m 

Special  meetings  as  published  in  this  Bulletin 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Manha^Tan in^S  ^  hdd  R°°m  1013’  MuniciPal  Building, 


nuuKs  ruK  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  win  be  called  in  Room  1013,  Tuesday,  March  22,  1932, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day.  6 

The  next  subsequent  Call  of  th? .Calendar  will  be  on 

Tuesday,  March  29,  1932,  at  2  Wjdoek. 

The  Clerks  Calendar  riot  to  be  confused  with  the 
calendar  of  cases  that  haVe  been  definitely  set  for  hearing 
on  fixed  days.  0  '  ^ 

.  O  0 

NOTICE  TO  APPELLANTS  Abi^  PETITIONERS 

No  appeal,  application  or  peB^^ill  be  entertained  in 
connection  with  which  cour^Vjtfoceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b* 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice.  1 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified’  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  March  16,  1932. 

Cal.  No.  Department.  Premises  Affected. 

130-32-BZ . B.B.B _ 125-135  Kings  highway,  Bklyn., 

_ _  Applic.  1936-32 

129-32-S . F.D . 127-133  W.  36th  st.,  Alan., 

_  L.  D.  91187 

128-32-BZ . B.B.B _ 664-690  Coney  Island  ave., 

_ _  Bklyn.,  Applic.  1086-32 

127-32-BZ . B.B.Bx... 583-589  St.  Ann’s  ave.,  Bx., 

_  N.  B.  47-1932 

126-32-S . F.D . 34-36  Waverly  ave.,  Bklyn., 

_ _  L.  D.  88428 

125-32-SA . F.D . Beacon  Oil  Burner, 

_  Appliance 

124-32-S . F.D . 66-68  W.  38th  st.,  Alan., 

_  Alt.  333-1932 

123-32- A . F.D . 175  Remsen  st.,  Bklyn., 

_  F-89438 

122-32-BZ . B.B.A1 _ 416-426  W.  204th  st.,  Alan., 

_  N.  B.  25-1932 

Restored  to  Calendar. 

327-30-S . F.D . 194-196  Palmetto  st.,  Bklyn., 

_  L.  D.  74566 

228-31- A . F.D . Foot  of  Milton  st.  &  East  River, 

_  Bklyn.,  F-56877 

639-30-S . F.D . 305-313  E.  45th  st.,  Alan., 

_  L.  D.  78928 


CODE 


F.D . Fire  Department 

H.D . . Health  Department 


B.B.B . ..Bureau  of  Buildings,  Brooklyn 

B.B.A1 . Bureau  of  Buildings,  Alanhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  22,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

61-32-BZ. 

APPLICANT — Raphael  Blank,  for  Tolstoi  Realty  Corp., 
owner. 

PREA1ISES — 64-70  Neptune  avenue,  southwest  corner  of 
Hoff  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

68-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Jane  David  Holding 
Corp.,  owner. 

PREMISES— 1641-1649  Eastern  parkway,  northeast  corner 
of  Hopkinson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERA1IT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


69-32-BZ. 

APPLICANT— Celler  &  Kraushaar,  for  Meyer  Kraushaar, 
owner. 

PREMISES — Northeast  corner  of  Murdock  avenue  and 
Cross  Island  boulevard,  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERA1IT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1223-25-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Rink  Realty  Corp., 
present  owner. 

PREMISES — 174-184  Vanderbilt  avenue,  west  side,  124  ft. 
7  in.  north  of  Willoughby  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  alteration  of  a  garage  for  more 
than  five  (5)  motor  vehicles  so  as  to  include  a 
gasoline  service  station  (garage  previously  granted 
by  the  board;  reopened  January  12,  1932). 

25-32-BZ. 

APPLICANT — John  M.  Baker,  for  Cypress  Homes  Corp., 
owner. 

PREMISES — North  side  of  Rockaway  boulevard,  121  ft. 
west  of  75th  street,  Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motoi 
vehicles  and,  also,  a  gasoline  service  station. 


MARCH  22,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision: 
of  the  building  zone  resolution,  Tuesday  morning,  Mar  cl 
22,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
on  the  following  matters : 

cal.  no.  602-31-BZ — Application,  December  18,  1931,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  Samuel  A.  Potter,  applicant,  oi 
behalf  of  Roosevelt-Stone  Land  Cor[ 
and  Sapotter  Realty  Corp.,  owners,  t 
permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
more  than  five  (5)  motor  vehicles  anc 
also,  a  gasoline  service  station ;  premise 
northwest  corner  of  Queens  boulevar 
and  51st  street,  Woodside,  Borough  c 
Queens. 

cal.  no.  427-31-BZ — Application,  August  31,  1931,  unde 
sections  6,  7c  and  21  of  the  building  zon 
resolution,  of  Harry  Urquhart,  applican 
on  behalf  of  Superior  Welding  &  Cul 
ting  Corp.,  owner,  to  permit  in  a  bus 
ness  district  the  occupancy  for  an  ope 
air  parking  space  for  more  than  fiv 
(5)  motor  vehicles  and,  also,  minor  n 
pairs  to  motor  vehicles  of  a  plot  no' 
occupied  by  two  (2)  four-car  garages, 
dwelling  and,  also,  a  motor  vehicle  r< 
pair  shop;  premises  289-291  Palmett 
street  and  577  Knickerbocker  avenu 
Brooklyn. 

cal.  no.  599-31-BZ — Application,  December  16,  1931,  und< 
sections  7a,  7b  and  21  of  the  buildir 
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zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Ideal  Cleaners  & 
Dyers,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  an  existing 
dyeing  establishment ;  premises  237-239 
Nostrand  avenue,  east  side,  25  ft.  north 
of  Kosciusko  street,  Brooklyn. 

L  no.  10-32-BZ — Application,  January  7,  1932,  under  sec¬ 
tions  7a  and  7e  of  the  building  zone 
resolution,  of  Martin  J.  Ort,  applicant, 
on  behalf  of  Marmion  Avenue  Corp., 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Southern  boule¬ 
vard,  184.27  ft.  south  of  East  180th 
street,  The  Bronx. 

-  no.  27-32-BZ — Application,  January  19,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joel  D.  Marder,  applicant,  on  be¬ 
half  of  Columbus  O’D.  Iselin,  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  the  occupancy  of  a  building 
used  as  a  garage  for  five  (5)  motor 
vehicles  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  127  West 
52nd  street,  Manhattan. 

..  no.  55-32-BZ — Application,  February  5,  1932,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Benjamin  Driesler,  Jr.,  ap¬ 
plicant,  on  behalf  of  Realty  Associates, 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
the  installation  of  a  gasoline  service  sta¬ 
tion;  premises  128-138  Brighton  Beach 
avenue,  south  side,  110.8  ft.  west  of 
Calm  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  22,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

1-32-A — 126-130  Franklin  street,  220-224  West  Broadway 
and  2-8  Varick  street,  Manhattan. 

1-32-A — 216-218  East  38th  street,  Manhattan. 

7-32-A — 323-341  East  99th  street,  Manhattan. 

4-32- A — 712-726  East  133rd  street,  The  Bronx. 

6-32-A — 5  East  17th  street  and  6  East  18th  street,  Man¬ 
hattan. 

3-32-A— 34-31  to  34-51  35th  street,  34-34  to  34-54  36th 
street  and  35-01  to  35-41  35th  avenue,  Long 
Island  City,  Borough  of  Queens. 

j-32-A — Erie  Basin  Breakwater,  between  Erie  Basin  and 
Upper  New  York  Bay,  Brooklyn. 

3-32-A — 29  East  29th  street  and  30  East  30th  street, 
Manhattan. 

,’-30- S — 194-196  Palmetto  street,  Brooklyn. 

Petition  for  Variation. 

J-32-S — 228  West  Broadway  and  8  North  Moore  street, 
Manhattan. 

Appliances  Submitted  for  Approval. 

■5-32-SA — Wayne' S-2  Domestic  Oil  Burner,  approval  of. 

1-31-SA — Superfex  Oil  Burning  Heater,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  29,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

545-31-BZ. 

APPLICANT — Harry  Urquhart,  for  William  E,  Martens, 
Jr.,  owner. 

PREMISES — Southwest  corner  of  Webster  avenue  (37th 
avenue)  and  Lockwood  street  (30th  street),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

IO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

603-31-BZ. 

APPLICANT— Stephen  Frontera,  substituted  for  Albert  H. 
Stines,  for  Nancy  Marmelito,  owner. 

PREMISES— West  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of  Queens. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 

16-32-BZ. 

APPLICANT— Hyman  D.  Rapps,  for  Proc  Building  Corp., 
owner. 

PREMISES — 1302-1312  65th  street,  southeast  corner  of  13th 
avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
gasoline  service  station. 

29-32-BZ. 

APPLICANT — Louis  Allmendinger,  for  William  Winckel- 
mann,  owner. 

PREMISES— Southeast  corner  of  Columbia  avenue  (67th 
street)  and  Queens  boulevard,  Winfield,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MARCH  29,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
29,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

CAL.  NO.  122-31-BZ— Application,  March  12,  1931;  granted 
on  certain  conditions  for  a  temporary 
permit  of  two  years  October  8,  1931 ;  re¬ 
opened  to  permit  a  modification  of  the 
resolution  March  8,  1932 — re  Applica¬ 
tion,  under  section  7f  of  the  building 
zone  resolution,  of  James  Kearney,  ap¬ 
plicant,  on  behalf  of  Andrew  N.  Miller, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  141-09 
Lincoln  avenue,  northwest  corner  of 
142nd  street,  South  Jamaica,  Borough 
of  Queens. 

cal.  no.  573-31-BZ — Application,  November  30,  1931,  under 
sections  7e,  7g  and  21  of  the  bpilding 
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zone  resolution,  of  Frank  J.  Fenimore, 
applicant,  on  behalf  of  Rose  Fenimore 
and  Maria  Marchisiello,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
564-566  East  New  York  avenue,  south 
side,  329  ft.  7  in.  east  of  Brooklyn  ave¬ 
nue,  Brooklyn. 


CAL. 


no  489-29-BZ — Application,  July  22,  1929;  withdrawn 
March  18,  1930;  reopened  and  restored 
to  Calendar  February  9,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on  be¬ 
half  of  Mary  G.  Leggett,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  and  resi¬ 
dence  building  (stores  and  dwellings)  ; 
premises  1985-1995  Ocean  avenue,  south¬ 
east  corner  of  Avenue  O,  Brooklyn. 


cal  no  550-31-B Z— Application,  November  16,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Lena  E.  Batchis,  owner,  to 
permit  in  a  residence  use  district  the 
erection  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  2838-2846 
West  2nd  street,  west  side,  106  ft.  V/\ 
in.  north  of  Neptune  avenue,  Brooklyn. 

cal  no.  5S-32-BZ— Application,  February  8,  1932,  under 
section  21  of  the  .  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Fred  W.  Plate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises 
5701-5711  20th  avenue,  southeast  corner 
of  57th  street,  Brooklyn. 

cal.  no.  441-31-BZ— Application,  September  9,  1931;  denied 
January  12,  1932,  under  section  21  of  the 
building  zone  resolution;  reopened  Feb¬ 
ruary  23,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Herman 
Katz,  applicant,  on  behalf  of  Isidore 
Popkin,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
7702-7704  Flatlands  avenue,  southeast 
corner  of  East  77th  street,  Brooklyn. 

cal.  no.  31-32-BZ — Application,  January  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  Cosgrove,  applicant  and 
owner,  to  permit  in  a  residence  use  and 
“E”  area  district  the  erection  and  main¬ 
tenance  of  a  business  building  (store) 
and,  also,  the  omission  of  the  required 
10  ft.  setback  from  the  street  line ; 
premises  500  Henderson  avenue,  south 
side,  74.11  ft.  east  of  David  avenue, 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  29,  1932,  2  P.  M. 

■  Appeals  from  Administrative  Orders. 
402-31  -  A-  -1 60-  L70  Jay  street,  Brooklyn. 


569-31-A— 12-16  East  31st  street,  Manhattan. 

82-32- A — 1-3  South  William  street,  Manhattan. 

7 1-32- A — West  side  of  New  street,  119.15  ft.  east  o 
Driggs  avenue,  and  104  ft.  8)4  in.  north  o 
Broadway,  Brooklyn. 

110-32-A — West  side  of  Washington  Plaza  (New  street) 
104  ft.  8 Vz  in.  north  of  Broadway  and  119.1 
ft.  east  of  Driggs  avenue,  Brooklyn. 

Petitions  for  Variations. 

57_32_S— 155-159  East  23rd  street,  Manhattan. 

86-32- S — 321  Palmetto  street,  Brooklyn. 

Appliance  Submitted  for  Approval. 

125-32- S A— Beacon  Oil  Burner,  approval  of. 


APRIL  1,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stant 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Friday  morning,  April 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  c 
the  following  matters: 

cal.  no.  578-31-BZ — Application,  December  2,  1931,  und' 
section  21  of  the  building  zone  resoli 
tion,  of  Joseph  D.  Nunan,  applicant,  < 
behalf  of  Clara  Carnes  and  Margar 
Wolf,  owners,  to  permit  in  a  busine 
district  the  erection  and  maintenance 
a  gasoline  service  station ;  premises  8 
01  to  80-07  164th  place  and  164-26 
164-34  Union  turnpike,  southeast  corn 
Jamaica,  Borough  of  Queens. 

cal.  no.  563-31-BZ — Application,  November  25,  1931,  und 
section  21  of  the  building  zone  resol 
tion,  of  William  A.  Lacerenza,  applicai 
on  behalf  of  Florindo  Baranello,  own< 
to  permit  in  a  residence  district  t 
alteration  and  change  of  occupancy  fre 
a  residence  use  to  a  business  use;  prei 
ises  1632  Benson  avenue,  Brooklyn. 

cal.  no.  500-31-BZ — Application,  October  9,  1931,  und 
sections  7a  and  21  of  the  building  zo 
resolution,  of  Maurice  Z.  Bungard,  a 
plicant,  on  behalf  of  2762  West  11 
Street  Corp.,  owner,  to  permit  in  a  bu 
ness  district  the  erection  and  main 
nance  of  a  building  to  be  used  as 
poultry  slaughter  house ;  premises  27( 
2764  Cropsey  avenue,  west  side,  80 
north  of  Neptune  avenue,  Brooklyn. 

cal.  no.  558-31-BZ — Application.  November  21,  1931,  unc 
section  21  of  the  building  zone  reso 
tion,  of  Jackson  Avenue  Corp.,  applic: 
and  owner,  to  permit  in  a  business  <3 
trict  the  erection  and  maintenance  oi 
gasoline  service  station;  premises  no 
side  of  Queens  boulevard,  between  6 
street  and  65th  street,  Winfield,  B 
ough  of  Queens. 

cal.  no.  570-31-BZ — Application,  November  28,  1931,  urn 
section  21  of  the  building  zone  resc 
tion,  of  Edward  J.  Bausch,  applicant, 
behalf  of  Gross  &  Lemmerman.  Ii 
owner,  to  permit  in  a  business  disti 
the  erection  and  maintenance  of  a  ga 
line  service  station ;  premises  northe 
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AL.  NO. 

M.  NO. 


AL.  NO. 


iiL.  NO. 
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34-32-A 

4-32-A- 

)5-30-S- 


corner  of  231st  place  and  Merrick  road, 
Laurelton,  Borough  of  Queens. 

619-31-BZ — Application,  December  31,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  Kearney,  applicant,  on 
behalf  of  Estate  of  Israel  Miller,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  148-16  to  148-26 
111th  avenue,  Jamaica,  Borough  of 
Queens. 

2-32-BZ — Application,  January  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  be¬ 
half  of  Simon  P.  Emory,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1662-1668  Westchester 
aveliue  and  1685-1691  Metcalf  avenue, 
southwest  corner,  The  Bronx. 

499-31-BZ — Application,  October  9,  1931;  denied 
January  5,  1932;  reopened  February  2, 
1932,  under  section  21  of  the  building 
zone  resolution,  of  Charles  D.  Cords, 
applicant,  on  behalf  of  Louis  Cherleck 
and  Catherine  Cherleck,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  262-10  Hillside  ave¬ 
nue,  southwest  corner  of  263rd  street, 
Floral  Park  Gardens,  Borough  of 
Queens. 

422-31-BZ — Application,  August  27,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Queens  Operators,  Inc.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits ;  premises 
northwest  corner  of  Springfield  boule¬ 
vard  and  Merrick  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

521-31-BZ— Application,  October  22,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Pantrejay  Realty  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district,  extending  from  an  unrestricted 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
south  side  of  Eastern  boulevard,  Bolton 
avenue  to  White  Plains  avenue,  The 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  1,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

-Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

-119  Harris  avenue  and  Sherman  place  (11-17 
43rd  avenue),  Long  Island  City,  Borough 
of  Queens. 

Petitions  for  Variations. 

-303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 
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141-31-S — 60-74  East  10th  street,  71-91  East  9th  street, 
772-786  Broadway  and  60-74  Fourth  avenue, 
Manhattan. 

51-32-S — 22-24  Clinton  avenue,  Brooklyn. 

Appliance  Submitted  for  Approval. 

65-32-SA — Elkhart  2 Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  5,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

607-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Ben  S. 
Michaelson,  owner. 

„  PREMISES— Northeast  corner  of  239th  street  and  Rocky 
Hill  road,  Bellerose,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

42-32-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Samuel  L.  Schwartz, 
owner. 

PREMISES — 2263-2273  Linden  boulevard,  northwest  corner 
of  Elton  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

67-32-BZ. 

APPLICANT— Mary  Skodnick,  owner. 

PREMISES — Southeast  corner  of  Foch  boulevard  and  219th 
street,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

93-32-BZ. 

APPLICANT — B.  Robert  Swartburg,  for  Department  of 
Hospitals,  City  of  New  York,  owner. 

PREMISES — Welfare  Island,  opposite  East  61st  street 
(garage),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

249-29-BZ. 

APPLICANT — Conroy  &  Hardy,  substituted  for  McCooey 
&  Conroy,  for  Franksonia  Realty  Corp.,  owner. 

PREMISES  2228-2232  Gerritsen  avenue,  southwest  corner 
of  Avenue  U  (old),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn;  reopened  and  restored  to  Calendar  Feb¬ 
ruary  2,  1932). 

364-31-BZ. 

APPLICANT — Emil  Guterman,  for  James  Carter,  owner. 

PREMISES — 139-15  South  Conduit  boulevard  (Sunrise 
highway),  south  side,  74  ft.  east  of  245th  street 
(Prospect  place),  Rosedale,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  under  new  facts  March  8,  1932). 


CALENDAR 


APRIL  5,  1932,  10  A.  M. 

Building  Z one  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  5, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  293-31-BZ— Application,  June  10,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  J.  &  V.  Beach  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
southeast  corner  of  Layton  avenue  and 
Shore  drive,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  5,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

228-31-A — Pier  foot  of  Milton  street,  East  River,  Brooklyn. 
616-31-A — 699-725  Classon  avenue,  Brooklyn. 

62-32-A— 126-132  West  46th  street,  Manhattan. 

63_32-A— 126-132  West  46th  street,  Manhattan. 

66-32- A — 447-449  Fulton  street,  Brooklyn. 

72-32- A — 779-787  Crescent  street,  southeast  corner  of 
Linden  boulevard,  Brooklyn. 

Petitions  for  Variations. 

37-32-S — 2912  Atlantic  avenue,  Brooklyn. 

19-32- S — 15-19  East  33rd  street,  Manhattan. 

84-32- S — 480  Canal  street,  Manhattan. 


APRIL  8,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  April  8, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  604-31-BZ — Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  606-31-BZ — Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  617-31-BZ — Application,  December  30,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Klein,  Kinsley  &  Klein,  appli¬ 
cants,  on  behalf  of  Domenico  Sabatino, 


owner,  to  permit,  partly  in  a  busines 
district  and  partly  in  a  residence  dis 
trict,  the  erection  and  maintenance  of 
garage  for  more  than  five  (5)  mote 
vehicles  and,  also,  a  gasoline  servi< 
station;  premises  east  side  of  Sedgwic 
avenue,  153.11  ft.  south  of  West  1691 
street,  The  Bronx. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


APRIL  15,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stani 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Friday  morning,  April  1 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  ( 
the  following  matters : 

cal.  no.  609-31-BZ — Application,  December  23,  1931,  und> 
section  21  of  the  building  zone  resol 
tion,  of  Martin  J.  Ort,  applicant,  on  b 
half  of  Estate  of  Edward  Brenna 
owner,  to  permit  in  a  residence  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  3469-34 
Bronx  boulevard,  west  side,  150 
north  of  East  210th  street,  The  Bron 

cal.  no.  17-32-BZ — Application,  January  11,  1932,  und 
sections  7e  and  21  of  the  building  zo 
resolution,  of  Frank  Paladino,  applica: 
on  behalf  of  Gerosa  Paladino  Holdi 
Corp.,  owner,  to  permit  in  a  busint 
district  the  erection  and  maintenance 
a  garage  for  more  than  five  (5)  mot 
vehicles;  premises  east  side  of  Websl 
avenue,  170.37  ft.  south  of  East  182 
street,  The  Bronx. 

cal.  no.  564-31-BZ — Application,  November  25,  1931,  unc 
section  21  of  the  building  zone  reso' 
tion,  of  William  A.  Lacerenza,  apf 
cant,  on  behalf  of  Sarah  Silberste 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  ga: 
line  service  station ;  premises  842-S 
Ralph  avenue,  west  side,  280  ft.  north 
Church  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman 


APRIL  15,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

370-31-A — Pier  No.  22,  foot  of  Pacific  street,  East  Rh 
Brooklyn. 


APRIL  15,  1932,  3  P.  M. 

SPECIAL  MEETING. 
Rules. 

217-21-SR — Fuel  Oil  Rules,  Amendment  to. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  MARCH  11,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

422-31-BZ. 

APPLICANT — Queens  Operators,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station, 
motor  vehicle  laundry  and  greasing  pits. 

PREMISES  AFFECTED — Northwest  corner  of  Springfield 
boulevard  and  Merrick  road,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Paul  Wicksman. 

For  Opposition :  L.  Eugene  Decker,  Thomas  F. 

Reid  and  William  B.  Jones. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


528-31-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  George 
W.  Horr,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1932,  at 

1  10  a.  m.,  on  request  of  applicant. 

521-31-BZ. 

APPLICANT — Pantrejay  Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district, 
extending  from  an  unrestricted  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — South  side  of  Eastern  boule¬ 
vard,  Bolton  avenue  to  White  Plains  avenue,  The 

i  Bronx. 

APPEARANCES— 

For  Applicant:  Jacob  S.  Gross. 

For  Opposition :  Peter  A.  Clancy. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1932,  at 
10  a.  m.,  on  reqest  of  applicant’s  representative. 

17-32-BZ. 

APPLICANT — Frank  Paladino,  for  Gerosa  Paladino  Heid¬ 
is  ing  Co.,  owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— East  side  of  Webster  avenue, 
170.27  ft.  south  of  East  182nd  street,  The  Bronx. 

APPEARANCES — 

For  Applicant :  Nathan  Friedman  and  John  Gerosa. 
For  Opposition :  Herbert  Hacker,  William  J.  Kalt, 
S.  L.  Marcus,  Morris  Galt  and  J.  J.  McDonald. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


446-31-BZ. 

APPLICANT — Sibley  &  Fetherston,  for  City  of  New  York, 
Department  of  Hospitals,  owner. 

SUBJECT— Application  for  reopening — re  modification — (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  of  a  motor  vehicle 
repair  shop  and  garage  for  more  than  five  motor 
vehicles  as  an  extension  to  an  existing  garage  (ac¬ 
cessory  to  a  hospital). 

PREMISES  AFFECTED — Northwest  side  of  Brielle  ave¬ 
nue,  1,780  ft.  north  of  Rockland  avenue  (Sea  View 
Hospital  Farm  Colony),  Borough  of  Richmond. 
APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  by 
letter. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  o 

Absent  .  n 


501-31-BZ. 

APPLICANT — A.  S.  Mongiello,  for  M.  Rigat,  owner. 

SUBJECT  -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISEb  AFFECTED — 108-53  to  108-55  Roosevelt  ave¬ 
nue,  west  side,  500  ft.  east  of  108th  street,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  A.  S.  Mongiello. 

For  Opposition:  Samuel  Lopresei. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . ’  y 

Absent  .  y 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  y 

Absent  .  y 

416-31-BZ. 

APPLICANT— S.  Walter  Katz,  for  A.  M.  Beck  Realty 
Corp.,  owner. 

SL  BJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  the  basement  story  of  an 
existing  dwelling  to  business  use  (restaurant) 

PREMISES  AFFECTED — 159  West  73rd  street,  north 
side,  219  ft.  east  of  Amsterdam  avenue,  Manhattan 

APPEARANCES — 

For  Applicant:  Ludwig  Hanauer. 

For  Opposition:  Edward  S.  Glavis,  William  A. 
Stewart,  Charles  G.  Pease,  Bleecker  Leggett 
and  W.  Davis. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  y 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  '  y 


MINUTES 


THE  RESOLUTION— 

(416-31-BZ) 

Whereas,  S.  Walter  Katz,  for  A.  M.  Beck  Realty  Corp., 
owner,  filed,  August  24,  1931,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  the  basement  story  of  an  existing 
dwelling  to  business  use  (restaurant);  premises  159  West 
73rd  street,  north  side,  219  ft.  east  of  Amsterdam  avenue, 
Borough  of  Manhattan;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  11,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  73rd  street  is  in  a  residence  dis¬ 
trict  ;  74th  street  is  in  a  residence  district ;  72nd  street  is  in 
a  business  district,  and  Amsterdam  avenue  is  in  a  business 

district;  and  . 

Whereas,  the  decision  of  the  superintendent  ot  buildings, 
rendered  August  24,  1931  (re  Viol.  Order  50-31),  reads. 

“You  are  hereby  notified  that  the  building  known  as 
number  159  West  73rd  Street,  and  located  in  a  residence 
district  in  the  Borough  of  Manhattan,  does  not  conform 
to  section  3  of  the  Building  Zone  Resolution  of  the  Bd. 
of  Estimate  and  Apportionment  adopted  July  25,  1916, 
in  the  respects  noted  below : 

“In  that  of  occupying  the  basement  floor  as  fol¬ 
lows:  basement,  restaurant  and  kitchen  with  56^  seats, 
business  in  a  residence  district  where  prohibited.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories  and  basement  in  height,  with  a  front¬ 
age  of  20  ft.  and  a  depth  of  55  ft.;  occupied  for  dwelling 
purposes;  it  is  proposed  to  occupy  the  basement  as  a 
restaurant ;  and 

Whereas,  no  legal  non-conforming  uses  have  been  estab¬ 
lished  on  this  block  since  the  former  action  by  this  board  in 
Cal.  No.  516-21-BZ ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


190-29-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Faw  Realty  Co.,  Inc., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1927  Hancock  street,  south 
side,  100  ft.  west  of  Seneca  avenue,  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  A.  Fluhr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(190-29-BZ) 

Whereas,  McCooey  &  Conroy,  substituted  for  Henry  C. 
Brucker,  for  Faw  Realty  Co.,  Inc.,  owner,  filed,  March 
22,  1929,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1927  Hancock  street,  south  side,  100  ft. 
west  of  Seneca  avenue,  Ridgewood,  Borough  of  Queens ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  12,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show’  that  Hancock  street  is  in  a  business 
district ;  Seneca  avenue  is  in  a  business  district ;  Cypress 
avenue  is  in  a  business  district,  and  Weirfield  street  is  in  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  27,  1929  (re  Plan  No.  N.  B.  837-29), 
reads : 

“The  erection  of  a  public  garage  in  a  business  district 
is  contrary  to  the  Zone  Law.” ; 

and 

Whereas,  the  proposed  building  rs  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  91 
ft.  and  a  depth  of  100  ft.  1  in. ;  to  be  occupied  as  a 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
and 

Whereas,  the  applicant  claims  support  under  section  7, 
subdivision  e,  of  the  building  zone  resolution,  in  that  the 
board  granted  a  variation  for  a  garage  upon  the  property 
abutting  the  site  in  question,  which  application  was  predi¬ 
cated  upon  the  rules  of  exception,  particularly  section  7, 
division  e,  of  the  building  zone  resolution;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution  and 
that  a  denial  of  the  application  would  be  arbitrary  dis¬ 
crimination  against  the  applicant ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  12,  1929,  on  certain  conditions,  and  time 
extended  September  16,  1930,  and  the  architect,  Henry  C. 
Brucker,  requests  a  modification  of  the  time  limit  imposed 
and  an  extension  of  time  to  obtain  permits  and  complete 
work  under  date  of  August  18,  1931,  and  owner  now  re¬ 
quests  a  further  extension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout;  that 
it  shall  be  restricted  in  height  to  two  stories  above  grade ; , 
that  the  gable  w’alls  throughout  and  the  rear  wall  of  the 
first  story  shall  be  unpierced ;  that  a  rear  yard  of  not  less 
than  10  ft.  in  depth  for  the  entire  width  of  the  premises 
shall  be  established  and  maintained  at  the  second  story  floor 
level ;  that  fixed  louvre  ventilators  shall  be  incorporated  in 
the  roof  of  the  first  story  extension  at  second  floor  grade; 
that  the  front  elevation  shall  be  finished  in  architectural 
terra  cotta  or  face  brick  of  light  color  with  natural  stone 
or  architectural  terra  cotta  trimming,  and  that  the  parapet 
wall  on  the  front  shall  be  not  less  than  6  ft.  in  height  above 
the  roof  grade;  that  any  ramp  incorporated  shall  be  located 
at  the  southerly  end  of  the  building;  that  any  windows  in¬ 
corporated  in  the  rear  second  story  shall  be  provided  with 
not  less  than  one  pivoted  ventilator  to  each  sash  and  not 
less  than  six  skylights,  as  indicated  in  the  plans,  shall  be 
installed  in  the  roof,  glazed  with  plain  glass,  with  wire 
guards  above  and  below ;  that  the  vehicular  opening  to  the 
ramp  shall  not  exceed  a  width  of  9  ft.  6  in.  in  the  clear; 
that  the  architect  shall  make  a  return  of  the  drawings  to 
this  board  for  approval  in  accordance  with  the  foregoing 
stipulations  before  submitting  same  to  the  superintendent  of 
buildings;  that  any  permits  required  shall  be  obtained  within 
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six  months  from  June  16,  1931,  and  all  work  completed  within 
one  year  from  March  16,  1932. 


480-31-BZ. 

APPLICANT — R.  L.  Giffen,  substituted  for  Christian  S. 
Juell,  for  Long  Island  Theatres  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop  and  a  garage  for  more  than  five  (5) 
motor  vehicles. 

^PREMISES  AFFECTED — South  side  of  Northern  boule¬ 
vard,  101  ft.  east  of  Alain  street,  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  William  T.  Powers. 

For  Opposition :  None. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  0 

THE  RESOLUTION— 

(480-31-BZ) 


j  Whereas,  R.  L.  Giffen,  substituted  for  C.  S.  Juell,  for 
,ong  Island  Theatres  Co.,  Inc.,  owner,  filed,  September  29, 
931,  an  application,  under  the  building  zone  resolution,  to 
krmit  in  a  business  district  the  erection  and  maintenance  of 
motor  vehicle  repair  shop  and  a  garage  for  more  than  five 
lotor  vehicles;  premises  south  side  of  Northern  boulevard, 
01  ft.  east  of  Alain  street,  Flushing,  Borough  of  Queens ; 
;nd 

|  Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  special  meet- 
ig.  Alarch  11,  1932,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
jne  resolution  show  that  Farrington  street  is  in  an  unre- 
ricted  and  business  district ;  Northern  boulevard  is  in  an 
nrestricted,  business  and  residence  district;  Alain  street  is 
J. a  business  district,  and  Linden  street  is  in  a  business  dis- 
ict ;  and 

1  Whereas,  the  decision  of  the  superintendent  of  buildings 
mdered  September  23,  1931  (re  Plan  No.  4607-1931),  reads: 

The  erection  of  an  automobile  service  station, 
motor  repair  shop  and  garage  for  more  than  five 
motor  vehicles  in  a  business  district  is  contrary  to  Art. 
2,  Section  4  of  the  Zone  Law.”; 


Whereas,  the  proposed  building  is  to  be  of  fireproof 
instruction,  three  stories  and  cellar  in  height,  with  a  front- 
;e  of  86.31  ft.  and  a  depth  of  133  ft.  and  136.10  ft.,  irregu- 
'T,  to  be  occupied  as  a  motor  vehicle  repair  shop  and  a 
•rage  for  more  than  five  motor  vehicles ;  and 
;  hereas,  this  application  was  made  the  subject  of  an 
spection  by  a  committee  of  the  board,  report  of  which  in¬ 
action  was  read  and  adopted  at  this  hearing  and  which 
Tort  recommends  the  denial  of  this  application  under  section 
,e  building  zone  resolution,  the  report  reading: 

Cal.  No.  480-31-BZ. 

soutb  side  of  Northern  boulevard,  100  ft.  east 
of  Afarn  street,  Flushing,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  Un  February  26,  1932,  a  committee  of  the  board,  con- 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 


sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

This  is  an  application  under  sections  7e  and  21  of 
the  building  zone  resolution  to  permit  in  a  business  dis¬ 
trict.  the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop  and  a  garage  for  more  than  five  motor 
vehicles. 

The  premises  in  question  have  a  frontage  of  approx¬ 
imately  86  ft.  on  Northern  boulevard  and  a  depth  of 
about  136  ft.  and  are  now  vacant  and  unimproved. 

Plans  filed  with  the  case  indicate  a  frame  building 
on  the  front  of  the  premises.  However,  this  has  been 
demolished  and  only  the  foundation  remains. 

The  north  and  south  sides  of  Northern  boulevard, 
east  of  Main  street  and  for  over  1,000  ft.  therefrom, 
are  separated  from  each  other  by  two  island  public 
parks. 

Section  7,  subdivision  e,  does  not  apply  to  this  ap¬ 
plication,  as  there  is  no  garage  for  more  than  five  cars 
or  stable  for  more  than  five  horses  located  on  Northern 
boulevard  between  the  intersecting  street,  nor,  so  far  as 
is  known,  was  there  any  such  use  prior  to  July  25,  1916, 
or  since  that  time.  The  application,  therefore,  would 
have  to  be  substantiated  under  section  21— hardship. 

“On  the  south  side  of  Northern  boulevard,  between  the 
property  under  appeal  and  Main  street,  are  two-story 
business  buildings,  all  occupied  excepting  the  first  story 
corner  store,  which  is  now  being  renovated. 

“Adjoining  the  property  to  the  east  on  Northern 
boulevard  is  a  large  swimming  pool.  Eastward  from 
this  swimming  pool,  on  Northern  boulevard,  south  side, 
for  a  distance  of  about  800  or  900  ft.,  the  properties 
are  all  developed  with  conforming  business  use,  included 
in  . which  is  the  Fourteenth  Infantry  Armory  and  the 
Friends’  Aleeting  House. 

“The  north  side  of  Northern  boulevard,  from  Main 
street  to  Linden  street,  which  is  the  next  block  east 
of  the  property  under  appeal,  thence  to  the  next  inter¬ 
secting  street  eastward,  which  is  Lovatt  street,  the 
properties  are  all  developed  with  conforming  uses,  with 
the  exception  of  a  gasoline  station  at  the  intersection 
of  Lovatt  street  and  Northern  boulevard. 

“On  the  east  side  of  Lovatt  street  and  Northern  boule¬ 
vard  is  the  Flushing  High  School. 

“On  Main  street,  southward  from  Northern  boule¬ 
vard,  the  properties  are  all  developed  with  conforming 
business  uses.  These  developments  are  mostly  all  occu¬ 
pied. 

“Main  street  and  Northern  boulevard  and  the  ad¬ 
joining  streets  in  this  vicinity  are  extremely  busy 
thoroughfares  and  readily  lend  themselves,  as  is  evidence 
by  the  conditions,  to  business  development. 

As  stated  in  this  report,  there  are  no  non-conforming 
uses  on  the  north  and  south  sides  of  Northern  boulevard 
east  or  west,  of  Main  street  for  from  900  to  1,000  ft.  in 
either  direction. 

“There  have  been  filed  with  this  appeal  eleven  objec¬ 
tions  and  no  consents. 

Due  to .  the  surrounding  extensive  business  develop¬ 
ment  in  this  locality  and  the  objections  of  abutting  and 
affected  property  owners  and  the  development  of  North¬ 
ern  boulevard  with  conforming  uses,  as  noted,  the  com¬ 
mittee  is  of  the  opinion  that  the  application  is  not  sub¬ 
stantiated  under  section  21— hardship— and  recommends 
denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 
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MINUTES 


547-31-BZ.  , 

APPLICANT— Abraham  J.  Feitelberg,  for  Frederick  Snell, 


owner.  . 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  corner  of  Northern 
boulevard  and  244th  street,  Douglaston,  Borough  of 


Queens. 

APPEARANCES— 

For  Applicant:  Abraham  J.  Feitelberg. 

For  Opposition:  A.  Carlson,  Charles  T.  Rice  and 
Eugene  G.  O’Connell. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . .  4 

Negative  .  0 

Absent  .  ® 


THE  VOTE  TO  GRANT— 

Affirmative  . _ . ••••••• 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Absent  . 


THE  RESOLUTION— 

(547-31-BZ) 

Whereas,  Abraham  J.  Feitelberg,  for  Frederick  Snell, 
owner,  filed,  November  12,  1931,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  northeast  corner  of  Northern  boulevard  and  244th  street, 
Douglaston,  Borough  of  Queens;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  11,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  busi¬ 
ness  district ;  244th  street  is  in  a  residence  district,  and  245th 
street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  11,  1931  (re  N.  B.  5140-31),  reads:. 

“The  erection  of  a  gasoline  service  station  in  a  business 
district  is  contrary  to  Article  2,  Section  4  of  the  Zoning 
Resolution.” ; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  99.87  ft.  on  Northern  boulevard  and  100  ft.  on 
244th  street,  upon  which  it  is  proposed  to  erect  a  one-story 
structure,  50  ft.  2  in.  by  25  ft.  in  area,  to  be  used  as  office, 
salesroom  and  lubricating  pits  and,  also,  to  install  the  neces¬ 
sary  tanks  and  pumps  for  a  gasoline  service  station;  and 
Whereas,  this  application  was  made  the  subject  of  .an 
inspection  by  a  committee  of  the  board,  which  inspection 
was  made  and  report  of  said  inspection  read  and  adopted 
at  this  hearing  and  which  report  recommends  the  denial  of 
the  application,  the  report  reading: 

“Cal.  No.  547-31-BZ. 

“Premises  northeast  corner  of  Northern  boulevard  and 
244th  street,  Douglaston,  Borough  of  Queens. 


REPORT  OF  COMMITTEE  OF  INSPECTION. 


“On  February  26,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7c  and  21  of 
the  building  zone  resolution  to  permit  in  a  business  dis- 
i  -v*  the  erection  and  maintenance  of  a  gasoline  service 
s^finn  the  premises  in  question  having  a  frontage  of 
99.87  ft.  on  Northern  boulevard  and  a  depth  of  100  ft., 


lying  wholly  within  a  business  use  district,  and  are  a' 
the  present  time  vacant  and  unimproved. 

“The  adjoining  premises  to  the  east  is  a  plot  of  grounc- 
with  100.28  ft.  on  Northern  boulevard  on  which  then 
is  now  a  gasoline  service  station  with  four  pumps  oi 
the  building  line  and  a  small  one-story  frame  building 
used  as  office,  accessory  use,  etc. 

“This  gasoline  service  station,  from  evidence  submit 
ted  with  this  appeal,  evidently  was  installed  prior  to  th 
prohibition  against  gasoline  service  stations  in  busines 
use  districts. 

“The  owner  of  this  gasoline  service  station  is  th 
owner  of  the  property  under  appeal  and  wishes  t 
transfer  the  gasoline  service  station  located  as  describe, 
to  the  plot  under  appeal;  also  to  enlarge  the  use.of.th 
same,  when  so  located,  and  construct  one-story  building 
for  office  and  accessory  use. 

“Northern  boulevard,  on  the  south  side,  betwee 
Douglaston  parkway  and  247th  street,  is  mostly  vacat 
and  unimproved,  except  the  block  directly  opposite  tl 
premises  under  appeal,  between  244th  street  and  245t 
street,  on  which  is  located  at  the  intersection  of  244t 
street  and  Northern  boulevard  a  very  high-class  bus 
ness  building,  used  as  a  high-class  grocery  store,  tl 
balance  of  the  block  front  to  245th  street  being  used  as 
nursery. 

“On  the  southeast  corner  of  245th  street  and  Norther 
boulevard  on  a  lot  with  a  frontage  of  148  ft.  on  Norther, 
boulevard  there  is  erected  a  very  attractive  two-stoi( 
building  used  as  the  rectory  of  the  church  on  245' 
street. 

“The  north  side  of  Northern  boulevard,  betwet 
Douglaston  parkway  and  247th  street,  is  vacant  at 
unimproved,  with  the  following  two  exceptions: 

“Douglaston  parkway  to  244th  street — cemetery.  TP 
cemetery  being  part  of  block  which  has  a  frontage 
approximately  435  ft.  on  the  boulevard  and  a  depth 
approximately  435  ft.  on  244th  street,  on  which  the 
is  also  erected  the  Zion  Church.  To  the  west  of  t1 
cemetery  on  Northern  boulevard  there  is  now  erect 
and  occupied  an  attractively  built  business  building. 

“The  second  exception  is  a  gasoline  station  as  not 
heretofore  in  this  report.  .  . 

“South  of  Northern  boulevard,  on  all  the  intersecti 
streets,  the  properties  are  very  extensively  develop 
with  attractive  private  detached  dwellings. 

“In  the  opinion  of  the  committee,  due  to  the  extensi1 
residential  development,  north  and  south  of  Northe 
boulevard,  the  properties  along  Northern  boulevard  coi 
be  developed  with  business  uses  and  get  a  reasonal 
return  on  the  investment.  Due,  also,  to  the  numerd 
objections  from  properties  immediately  affected  by  t 
granting  of  this  application,  the  committee  is  of  f 
opinion  that  the  application  is  not  substantiated  unc1 
section  21 — hardship — and  recommends  the  denial  of  t 
appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  the  board  deems  that  applicant  did  not  si 
stantiate  his  bases  of  appeal  brought  under  sections  7c  and 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  bui 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  a 
it  hereby  is  denied. 

329-31-BZ. 

APPLICANT — Jacob  Leiman,  for  Samuel  Meyerow 
owner. 

SUBJECT — Application  (re  decision  of  the  superintend 
of  buildings),  under  section  21  of  the  building  z< 
resolution,  to  permit  in  a  residence  district  the  • 
tension  of  an  existing  business  use  (store). 
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MINUTES 


[PREMISES  AFFECIED — 57-61  71st  street,  Maspeth,  Bor¬ 
ough  of  Queens. 

I  APPEARANCES— 

For  Applicant :  Jacob  Leiman. 

For  Opposition:  Frank  Byrne. 
iAC  I  ION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

:THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . . . . .  q 

Absent  .  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  .  n 

Absent  . .  0 

fl'HE  RESOLUTION— 

(329-31-BZ) 

1. 1 ereaSj  Jacob  Reiman,  for  Samuel  Meyerowitz,  owner, 
[lied,  June  30,  193R  an  application,  under  the  building  zone 
,  esolution,  to  permit  in  a  residence  district  the  extension  of 
n  existing  business  use  (store)  ;  premises  57-61  71st  street 
j.laspeth,  Borough  of  Queens;  and 

|  Whereas,  a  public  hearing  was  held  on  this  application 
y  dle  board  °f  standards  and  appeals,  at  its  special  meet- 
iig,  March  11,  1932,  after  due  notice  by  publication  in  the 

.ulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 

one  resolution  show  that  71st  street  (  Mazeau  street)  is  in 
residence  district ;  57th  drive  is  in  a  residence  district,  and 
3rd  avenue  is  in  a  residence  district;  and 
,  Whereas,  the  decision  of  the  superintendent  of  buildings 
endered  June  15,  1931  (re  Plan  No.  Alt.  6100-1931) 
eads:  /’ 

s  The  extension  of  an  existing  business  building  for 
business  purposes  in  a  residence  district  is  prohibited  by 
t  section  6  (a)  of  the  Zone  Law.”; 

nd 

I  Whereas,  the  premises  consist  of  a  plot  of  ground  havin°" 
i  frontage  of  50  ft.  on  71st  street  and  extending  east  through 
)  72nd  place ;  upon  the  71st  street  front  of  the  plot  there 
t  located  a  two-story  frame  building  approximately  22  ft. 
ont  by  35  ft.  deep,  occupied  on  the  first  story  as  a  store 
id  on  the  second  story  as  a  dwelling;  it  is  proposed  to  add 
,i  extension  having  a  frontage  of  approximately  22  ft  and 
[  depth  of  approximately  9  ft.  4  in.  to  the  front  of  the  first 


and 


seeks  to  extend  the  first  story  store  use  a  distance  of  ap- 
proximately  10  ft.  towards  the  building  line,  in  which 

huUding^ine'  dmg  WOuId  tlien  be  about  5  ft-  back  of  the 

From  evidence  submitted  in  this  application  this  store 
use  has  been  in  existence  for  the  past  nineteen  to  twenty 
years. 

‘‘The  whole  block  front  from  72nd  place  to  58th  ave- 
nue  is  in  the  residence  use  district.  In  the  area  district 
m  which  this  is  located  the  building  could,  if  entirely 
residence,  be  built  to  the  building  line.  y 

The  first  story  of  the  second  building  south  of  the 
premises  under  appeal  on  the  same  side  of  71st  street  is 

whhfni  ft  Mg,rh°Ctry-,j?0re’.-and  lhis  buildinS  extends 
within  4  ft  .of  the  building  line  and  is  also  one  of  the 

objectors  to  this  appeal. 

Directly  opposite  the  premises  under  appeal  on  the 
thWKS-i  ,c.orner  of  5.7th  dnve  and  71st  street  is  a  two- 

mZLl  ThS  °CCUPied  0I1  the  first  story  as  a  meat 

fir  ,  b  .Th(Te  are  several  other  business  uses  on  the 
ffist  stories  of  some  of  the  buildings  on  71st  street  be¬ 
tween  72nd  place  and  58th  avenue.  It  is  evident  from 
an  inspection  of  these  premises,  although  no  actual  esti¬ 
mate  has  been  made,  that  the  extension  as  proposed 
wou  d  not  be  in  excess  of  50  per  cent  of  the  value  of  the 
building  above  the  foundation,  and  it  is  the  opinion  of 
t  le  committee  that  the  building  superintendent  could 
under  section .  6a  of  the  building  zone  resolution  have 
granted  permission  for  this  use,  instead  of  denying  it 
providing  he  could.  establish  the  fact  that  the  propped 

offZS1hn-m-aS  n°K  m  CfCef  of  50  per  cent  of  the  value 
c  t  the  building  above  the  foundation. 

•  „,There  have  been  filed  with  this  appeal  sixteen  ob¬ 
jections  and  an  objecting  petition  containing  seventeen 
names  and  no  consents. 

wn.ilr1!  C°mmittee  is’  therefore-  of  the  opinion  that  it 
Z  It! 1-  Unne1ciessary  and  unwarranted  hardship  not 
&rant  this  application  and  recommends  the  granting 
of  this  appeal  with  such  safeguards  as  will  protect  ad^ 
joining  and  abutting  properties  and  make  of  the  finished 
work  an  attractive  looking  extension.  d 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman.  ’ 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


1  r- - ^  au.  -x  1X1.  LW  Llic  11  Ui.ll  Ul  Iflc  nrst 

ory  of  the  building  and  to  extend  the  store  use  into  the 
oposed  extension;  this  proposed  extension  runs  out  to  the 
ireet  (building)  line;  and 

|  Whereas,  the  premises  involved  were  made  the  subject 
an  inspection  by  a  committee  of  the  board  and  report  of 
id  inspection  read  at  this  hearing  and  adopted  and  which 

adingr-eC°mmendS  ^  granting  of  the  aPpFcation,  the  report 
'  “Cal.  No.  329-31-BZ. 

,  “Premises  57-61  71st  street,  Maspeth,  Borough  of  Queens. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 


Whereas,  the  board  deems  that  applicant  is  entitled  to 
rebel  under  section  21_hardship-„f  the  building  zo"e  resold 


Resolved  that  the  board  of  standards  and  appeals  does 

Stions  o?  Ztodin  thC  aPPliCat5,°n  °f  the  Use  di«trict 

b?a  L^bT  SZXSJSi  Z  ft 

now  on  the  premises  and  a  width  of  approximately  22  ft® 
that  the  extension  when  finished  shall  hare  an  attractive 
the'!?,,.0",  n  ,S'deS  nnd  ,!r°nt  and  an  “active  roofing •  S 

•  “9"  F«b™ry  26,  1932.  a  committee  of  the  board,  con-  deliStess'  ‘L  firS‘  fi‘hry  °f  PrSn^MTnLL™Tbit,ftg 
Sistmg  of  Temporary  Chairman  Connell  and  Commis-  "-T*  Prohibiting  storagf 

aoners  Holland  and  Guilfoyle,  visited  and  inspected  the  Xns  tn  h  °« ts,<?e  buildin^  line ;  all  advertising 

signs  to  be  limited  to  flat  letter  affixed  to  plate  glass  show 

Z  aWrS„°  St°rfe  rnt,  °r  firSt  St0ry  facade  of  thf  building 
hat  a  return  of  the  drawings  shall  be  made  to  this  board 

WsaPPtl?aT  f°re  submissi°n  to  the  superintendent  of  builcU 
mgs,  that  all  permits  required  shall  be  obtained  within 

Zethor,'hitr„:k  co",ple,ed 


sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

.  This  is  <m  application  to  permit  in  a  residence  dis- 
tr]ct  the  extension  of  an  existing  business  use — store. 

I  he  premises  in  question  have  a  frontage  of  50  ft.  on 
71st  street  and  run  through  to  the  next  street  eastward — 
J~nd  place,  and  are  at  the  present  time  developed  by  a 
two-story  frame  building,  22  ft.  in  width,  occupied  on 
the  hrst  story  as  a  store  and  dwelling  use  on  the  second 
story.  This  building  sets  back  at  the  present  time  ap¬ 
proximately  15  ft.  from  the  building  line.  The  applicant 


Adjourned  1.10  p.  m. 
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M  illiam  J,  O  Gorman,  Secretary , 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  MARCH  11,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

4-32-A.  _  . 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Go., 
Inc.,  for  the  Pathescope  Company  of  America,  Inc., 

owner.  .  ,  ,  c 

SUBJECT— Appeal  from  orders  and  a  decision  of  the  hre 

commissioner. 

PREMISES  AFFECTED — 119  Harris  avenue  and  Sherman 
place  (11-17  43rd  avenue),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  T  .  .  . 

For  Appellant:  Herman  E.  Horwood  and  Theodore 

F.  Comstock. 

For  Administration:  Inspector  Meyer  ot  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1932,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


in  the  top  story,  and  in  view  of  the  protection  afforded  by 
the  sprinkler  system,  supplied  from  two  9,000-gallon  pressure 
tanks  and  a  25,000-gallon  gravity  tank  requests  the  ac¬ 
ceptance  of  existing  conditions  as  to  the  location  of  the 
gravity  tank;  and 

Whereas,  the  building  was  erected  in  1913,  at  which  time 
the  present  standpipe  system  was  installed ;  and 

Whereas,  appellant  has  requested  a  modification  of  the 
resolution  in  so  far  as  it  affects  the  area  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
aranted,  only  so  far  as  it  affects  the  elevation  of  the  bottom 
of  the  tank  above  top  story  outlet,  on)  condition  that  eleva¬ 
tion  of  bottom  of  tank  shall  not  be  less  than  10  ft.  above  top 
story  hose  outlet,  and  further,  on .  condition  that  the  hose 
on  top  story  shall  be  equipped  with  /4 -inch  nozzle;  that 
such  additional  fire-fighting  appliances  as  shall  be  requirec 
by  the  fire  department  shall  be  installed ;  that  the  building 
shall  be  not  increased  in  height  or  area,  except  that  an  ex¬ 
tension  of  approximately  56  ft.  on  111th  street  and  approx¬ 
imately  59  ft.  on  110th  street,  running  from  street  to  street 
200  ft.,  one  story  in  height,  this  extension  to  lie  equippei 
with  a  sprinkler  system  installed  satisfactory  to  the  fire  de 
partment  and  also  standpipe  outlets,  and  that  the  standpip 
system  shall  comply  with  the  rules  in  all  other  respects. 


144-31-A. 

APPELLANT— Standard  Gas  Light  Co.,  owner. 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
peal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2138-2156  First  avenue,  400-406 
East  lllth  street  and  401-407  East  110th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  James  F.  Hunter. 

For  Administration:  Inspector  Maher  of  file  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  ® 

Absent  .  ® 

THE  VOTE  TO  MODIFY—  # 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holalnd  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(144-31-A) 

Whereas,  James  F.  Hunter,  for  Standard  Gas  Light  Co., 
owner,  filed,  March  26,  1931,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  2138-2156  First 
avenue,  400-406  East  lllth  street  and  401-407  East  110th 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
10,  1931  (Order  No.  82353-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  outlet 
in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of  Or¬ 
dinances  and  rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  building,  erected  in  1913,  is  fireproof,  ten 
stories  in  height,  107  ft.  by  201  ft.  10  in.  in  area;  OCCU¬ 
PIED  by  one  concern  as  a  gas  meter  and  appliance  repair 
shop  and  for  the  storage  of  gas  refrigerators,  approximately 
500  persons  in  entire  premises ;  and 

Whereas,  appellant  contends  that  the  standpipe  system 
was  installed  in  the  building  in  1913  and  that  the  bottom 
of  the  15,000-gallon  capacity  gravity  tank  (3,500  gallons 
reserved  for  standpipe  use)  is  located  10  ft.  above  the  outlet 


PETITIONS  FOR  VARIATIONS. 


PETITIONER — Philip  J.  Sinnott,  substituted  for  Croke 
National  Fire  Prevention  Engineering  Co.,  for  30J 
311  Fourth  Avenue  Corp.,  lessee. 

SUBJECT _ Variation  of  the  labor  law,  as  cited  m  an  ordc 

and  a  decision  of  the  fire  commissioner. 
PRFMTSFS  AFFECTED— 303-311  Fourth  avenue  and  10. 

m  East  23rd  street,  northeast  corner,  Manhatta' 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  ot  hre  d< 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  193-,, 

2  p.  m.,  on  request  of  petitioner.  Final  dispositio 


PETITIONER— Samuel  Rosenblum,  for  Hoy  Realty  0 

Inc,,  owner.  .  .  , 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  ora 

of  the  fire  commissioner. 

PREMISES  AFFECTED— 160  Madison  avenue  (ht 
floor),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum.  ., 

For  Administration:  Inspector  Maher  of  fire  c 
partment.  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE—  ^  r 

Affirmative :  Temporary  Chairman  Connell,  Gorn- 
missioners  Holland  and  Guilfoyle  and  Cruet 

McElligott  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(595-31-S)  y 

Whereas,  Samuel  Rosenblum,  for  Hoy  Realty  Co.,.  ■ 
owner,  filed,  December  14,  1931,  a  petition  for  a  vanat 
from  the  requirements  of  the  labor  law,  as  cited  m  an  on 
of  the  fire  commissioner,  affecting  premises  160  Macir 
avenue  (fifth  floor),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
6,  1931  (re  Order  No.  83203-LD),  reads: 

“Remove  all  partitions  not  built  of  incombustible  m- 
rial  as  per  Sec.  263  and  270  of  the  Labor  Law.  , 

and  ' . 

Whereas,  the  building  is  fireproof,  seven  stories  (,>•' 
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i  height,  24  ft.  7  in.  by  85  ft.  6  in.  in  area;  OCCUPIED 
s  a  tenant  factory:  1st  story,  dress  goods,  5  persons;  2nd 
ory,  laces,  6  persons;  3rd  story,  dresses,  25  persons;  4th 
ory,  vacant ;  5th  story,  lingerie,  6  persons ;  6th  story,  under¬ 
ear,  5  persons;  7th  story,  vacant;  EXITS:  an  interior 
reproof  stairway,  extending  from  the  first  story  to  roof, 
lclosed  in  fireproof  partitions,  with  fireproof  doors  at  open- 
igs;  a  horizontal  exit  at  each  story  above  the  first  story 
v-  means  of  an  exterior  balcony  at  rear  leading  to  premises 
ijoining  at  north  ;  and 

\\  iiereas,  the  petitioner  claims  the  building  was  erected 
a  1921;  that  this  petition  affects  the  fifth  story  only,  no 
anufacturing  is  conducted  on  said  story,  but  is  used  just  fot 
fice  and  showroom  purposes;  the  building  in  question  is 
nail,  the  occupancy  very  light  and  is  provided  with  adequate 
cits;  furthermore,  the  petitioner  contends  that  the  parti- 
ins  in  question  cause  no  more  of  a  hazard  than  the  neces- 
ry  furniture  which  is  permitted ;  and 

Whereas,  the  building  is  fireproof  and  complies  with  the 
bor  law  in  all  respects,  with  the  exception  of  combustible 
irtitions,  limited  to  the  fifth  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
■reby  make  a  variation  in  the  requirements  of  the  labor 
w,  and  the  petition  be  and  it  hereby  is  granted  on  condition 
at  the  fifth  story  shall  be  in  one  tenancy,  with  not  more 
,an  six  persons  engaged  at  work  on  this  story,  and 
ohibiting  any  factory  work  of  any  nature  or  description 
i  the  fifth  story;  that  this  variation  shall  terminate  at  the 
piration  of  the  lease  of  the  present  lessee  of  the  fifth 
iry,  which  is  in  February,  1933,  and  further,  on  condition, 
at  the  whole  building  otherwise  comply  with  the  labor 
in  all  respects  and  the  building  be  not  increased  in 
ight  or  area. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
'62-2 7-  S  \ 

VTITIONER — W.  D.  Allen  Manufacturing  Co.,  owner 
I. _ - _  _ _ _ 


SUBJECT  Allen’s  Recessed  Fire  Department  Standpipe 
and  Sprinkler  Siamese  Connection,  approval  of. 
APPEARANCES— 

For  Petitioner:  Andrew  L.  Boerner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Chief 
McElligott  .  4 


Negative  .  q 

Absent  .  q 


THE  RESOLUTION— 

(1162-27-SA) 

Whereas,  W.  D.  Allen  Manufacturing  Co.,  owner,  filed, 
October  28,  1927,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  device  known  as  the  Allen’s  Re¬ 
cessed  Fire  Department  Standpipe  and  Sprinkler  Siamese 
Connection ;  and 

Whereas,  this  device  was  submitted  to  a  standard  testing 
laboratory  for  test  and  report,  and  the  report  of  the  said 
laboratory  and  of  the  representative  of  the  fire  department 
and  the  engineer  of  the  board  recommends  the  approval  of 
the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Allen’s  Recessed 
Fire  Department  Standpipe  and  Sprinkler  Siamese  Connec¬ 
tion  on  condition  that  the  pipe  nipples  connecting  the  body 
of  the  Siamese  to  the  pumper  inlet  swivels  shall  be  of  extra 
heavy  brass  or  bronze  and  that  the  Siamese,  as  per  the  ap¬ 
proval  of  the  National  Board  of  Fire  Underwriters,  shall  be 
maintained,  and  be  installed  satisfactory  to  the  fire  depart¬ 
ment. 


Adjourned  3.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  MARCH  11,  1932,  3  P.  M. 

Present:  Temporary  Chairman  Connell,  Commissioners 
blland  and  Guilfoyle  and  Chief  McElligott. 


■-21-SR. 


RULES. 


•TITIONER — Edward  S.  Silver,  for  Perfection  Stove  Co. 
'  BJECT — Fuel  Oil  Rules,  Amendment  to. 


APPEARANCES— 

For  Petitioner:  Arnold  M.  Goldstein,  Mark  Resek, 
William  B.  White,  Paul  Neuman,  Benjamin 
Wetstone  and  Harry  F.  Tapp. 

For  Administration:  Inspector  John  F.  Dixon  and 
Inspector  Maher  of  fire  department. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1932,  at 
2  p.  m.,  for  further  consideration. 

Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  15,  1932. 

resent:  Temporary  Chairman  Connell,  Commissioners 
band  and  Guilfoyle  and  Chief  McElligott  with  Deputy 
ef  Ross  substituting. 

he  minutes  of  the  special  meeting  of  the  board  held  on 
day  morning,  March  4,  1932 ;  the  minutes  of  the  special 
‘ting  of  the  board  held  on  Friday  afternoon,  March  4, 
~ :  the  minutes  of  the  regular  meeting  of  the  board  held 
1  uesday  morning,  March  8,  1932,  and  the  minutes  of 
regular  meeting  of  the  board  held  on  Tuesday  afternoon. 


March  8,  1932,  were  approved  as  printed  in  Bulletin  No.  11, 
Vol.  XVII. 


BUILDING  ZONE  CASES. 

564-31-BZ. 

APPLICANT — William  A.  Lacerenza,  for  Sarah  Silber- 
stein,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
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PREMISES  AFFECTED— 842-852  Ralph  avenue,  west 
side,  280  ft.  north  of  Church  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sol  L.  Youngentob. 

For  Opposition :  Maurice  Raidman,  Samuel  D.  Isaac¬ 
son  and  Paul  H.  Keller. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


004-31-BZ. 

APPLICANT— Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Application  .(re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  Main  street 
and  Nassau  boulevard,  Flushing,  Borough  of 
Queens. 

APPEARANCES—  , 

For  Applicant:  G.  M.  Bernknopf  and  James  A. 

Roe. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


606-31-BZ. 

APPLICANT— Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings) ,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southwest  corner  of  Main  street 
and  Nassau  boulevard,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  G.  M.  Bernknopf  and  James  A. 

Roe. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


617-31-BZ. 

APPLICANT— Klein,  Kinsley  &  Klein,  for  Domenico 
Sabatino,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED— Sedgwick  avenue,  east  side, 
153.11  ft.  south  of  West  169th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  E.  Kinsley  and  John  J. 

Murphy. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


613-31-BZ. 

APPLICANT— Henry  J.  Nurick,  for  J.  Ballenberg  Auto 
Service,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings) ,  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 126-150  Kings  highway  and 
1655-1663  Stillwell  avenue,  southeast  corner,  Brook¬ 
lyn. 

APPEARANCES— None. 


ACTION  OF  BOARD— Application  withdrawn  by  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross .  4 

Negative .  0 

Absent  .  0 


23-32-BZ. 

APPLICANT — Murray  Klein,  for  Sarah  Bogin,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone  1 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 2316  Atlantic  avenue,  south 
side,  50  ft.  west  of  Eastern  parkwav,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Murray  Klein. 

For  Opposition :  Abraham  Eisner. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  fM 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Ross  .  4 

Absent  .  0 

THE  RESOLUTION— 

(23-32-BZ) 

Whereas,  Murray  Klein,  for  Sarah  Bogin,  owner,  filed, 
January  18,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a  motor  vehicle  repair 
shop ;  premises  2316  Atlantic  avenue,  south  side,  50  ft.  west 
of  Eastern  parkway,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  15,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Atlantic  avenue  is  in  a  business 
district ;  Pacific  street  is  in  a  business  district,  and  Eastern 
parkway  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  28,  1931  (re  Applic.  No.  16051-31), 
reads : 

“Application  denied  contrary  to  Art.  2,  Sec.  4a,  par. 
29  of  the  zone  resolution,  automobile  repair  shop  in  a 
business  district.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  29  ft.  11/^2 
in.  and  a  depth  of  100  ft. ;  formerly  occupied  as  a  factory ; 
to  be  occupied  as  a  motor  vehicle  repair  shop;  and 

Whereas,  the  application  is  for  use  of  the  present  one- 
story  building  for  a  motor  vehicle  repair  shop,  to  permit  of 
light  repair  work  such  as  repairs  to  springs;  and. 

Whereas,  the  application  is  predicated  under  section  21 — 
hardship — in  that  it  adjoins  and  abuts  to  the  west  a  garage 
with  a  proposed  gasoline  station  in  the  front,  and  on  the  east, 
conforming  two-story  buildings ;  and 
Whereas,  the  statement  submitted  by  the  applicant  shows 
that  the  building  was  erected  in  1914  and  has  been  in  prac¬ 
tically  continuous  use  with  a  conforming  use  up  to  September 
of  1931. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


485-20-BZ. 

APPLICANT — Raymond  Irrera,  for  2521  Broadway  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7b  of  the  building  zone 


378 


MINUTES 


resolution,  to  permit  a  modification  of  a  resolution 
adopted  by  the  board  for  the  use  of  the  two  (2) 
upper  stories  of  a  building  for  factory  purposes 
(originally  limited  to  office  use)  ;  (previously 
denied;  reopened  under  new  facts  February  2,  1932). 
PREMISES  AFFECTED — 2521-2523  Broadway,  northwest 
corner  of  West  94th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Norman  McNamara,  Raymond 
Irrera  and  John  W.  Springer. 

For  Opposition:  None. 

\CTION  OF  BOARD — Resolution  modified. 

(THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(485-20-BZ) 

Whereas,  Raymond  Irrera,  for  2521  Broadway  Corp., 
j'wner,  filed,  July  16,  1920;  granted  on  certain  conditions 
September  14,  1920;  reopened  June  16,  1931,  under  section  7b 
f  the  building  zone  resolution;  denied  January  12,  1932; 
eopened  February  2,  1932,  an  application,  under  the  building 
one  resolution,  to  permit  a  modification  of  a  resolution 
dopted  by  the  board  for  the  use  of  the  two  (2)  upper  stories 
f  a  building  for  factory  purposes  (originally  limited  to 
ffice  use)  ;  premises  2521-2523  Broadway,  northwest  corner 
f  West  94th  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
|y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig,  March  15,  1932,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
:  Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Broadway  is  in  a  business  dis- 
•ict;  West  94th  street  is  in  a  residence  district;  West  95th 
reet  is  in  a  residence  district,  and  West  End  avenue  is  in 
residence  district ;  and 

>  Whereas,  the  decision  of  the  superintendent  of  buildings, 
mdered  November  27,  1931  (re  Applic.  No.  2467-1931), 
>ads ; 

“1.  State  correct  use  district.  Building  is  partly  in  a 
business  and  partly  in  a  residence  district. 

“2.  The  2nd  and  3rd  floors  must  be  devoted  entirely 
to  office  use  as  per  action  of  Board  of  Standards  and 
Appeals.  (485-20-Building  Zone  Sept.  14th,  1920).”; 
id 


Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  (3)  stories  and  basement  in  height,  with  a 
frontage  of  36  ft.  3  in.  on  Broadway  and  125  ft.  on  West 
94th  street;  the  Broadway  front  of  the  building  is  in  the 
business  district  and  the  westerly  West  94th  street  front  ex¬ 
tends  into  the  residence  district  for  a  distance  of  25  ft.; 
proposes  to  continue  the  use  of  the  basement  and  first  story 
as  store  and  to  change  the  occupancy  of  the  two  upper 
stories  from  business  to  factory  use;  and 

Whereas,  the  board,  under  date  of  September  14,  1920, 
adopted  the  following  resolution : 

Resolved,,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
two  upper  stories  in  the  building  are  to  be  devoted  en¬ 
tirely  to  office  use ;  that  there  shall  be  no  entrance  or 
exit  to  the  store  on  the  ground  floor  in  the  residence 
district  portion  of  the  plot,  except  a  fire  exit,  which 
shall  not  be  over  3  ft.  8  in.  in  width,  and,  on  the  fur¬ 
ther  condition,  that  proper  evidence  as  to  the  ownership 
of  the  property  in  question  shall  be  filed  with  the  board 
of  appeals  and  with  the  superintendent  of  buildings  with¬ 
in  one  week  from  this  date.” 
and 

Whereas,  the  only  objector  to  this  application  on  the 
modification  acted  on  by  the  board  on  January  7,  1932,  has 
withdrawn  his  objection. 

Resolved,  that  the  resolution  adopted  September  14,  1920, 
be  modified,  permitting  factory  work  in  the  second  and  third 
stories  of  the  present  building,  said  work  to  be  that  of  light 
needle  trade  or  similar  light  manufacturing,  on  condition  that 
there  will  be  no  factory  work  conducted  in  the  residence  por¬ 
tion  of  the  building  on  the  second  story;  that  the  present 
factory  work  conducted  in  the  residence  portion  of  the  build¬ 
ing  on  the  third  story  shall  be  discontinued  at  the  expiration 
of  the  present  leases  as  follows :  first,  tailor  shop,  expiring 
in  October,  1932;  second,  dental  laboratory,  expiring  in  July, 
1934;  that  the  factory  work  in  the  entire  building  shall  be 
limited  to  that  permitted  in  the  zoning  resolution  for  business 
use  districts;  that  the  building,  having  been  erected  around 
1920,  comply  with  the  labor  law  in  all  respects,  and  that  the 
resolution  as  of  September  14,  1920,  otherwise  shall  be  com¬ 
plied  with. 


Adjourned  1.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  15,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
.  olland  and  Guilfoyle  and  Chief  McElligott  with  Deputy 
kief  Ross  substituting. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

'8-31-A. 

PPELLANT — Greenpoint  Terminal  Corp.,  owner. 

UBJECT— Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  dismissed  for  lack  of 
prosecution — re  Appeal  from  an  order  of  the  fire 
commissioner. 

REMISES  AFFECTED — Pier  foot  of  Milton  street  and 
East  River,  Brooklyn. 

PPEARANCES — 

For  Appellant :  Daniel  Connolly. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  April  5,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative . ’  0 

Absent  .  n 

THE  VOTE  TO  RESTORE  TO  CALENDAR—”” 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative .  0 

Absent  .  n 


48-32-A. 

APPELLANT— John  J.  Gilmartin,  for  Juilliard  Musical 
Foundation,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 
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PREMISES  AFFECTED— 32-36  West  18th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appelalnt :  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(48-32- A) 

Whereas,  John  J.  Gilmartin,  for  Juilliard  Musical  Founda¬ 
tion,  owner,  filed,  January  29,  1932,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  32-36  West  18th 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  12,  1932  (re  Order  No.  91683-F),  reads; 

“1.  Provide  a  tank  on  roof  of  at  least  3500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  ft. 
above  the  roof  level.  Sec.  580-1,  Ch.  5,  Code  of  Or¬ 
dinances  and  rules  of  the  Board  of  Standards  &  Ap¬ 
peals.”  ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  75  ft.  by  92  ft.  in  area  at  first  story  and  75  ft.  by 
84  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory,  not 
more  than  thirty-five  persons  per  story;  and 

Whereas,  the  appellant  claims  the  standpipe  system  was 
installed  when  the  building  was  erected  in  1907 ;  the  stand¬ 
pipe  system  is  fed  from  a  5,000-gallon  house  supply  tank, 
the  bottom  of  which  is  9  ft.  above  the  hose  outlet  at  the  top 
story;  furthermore,  the  building  is  provided  throughout  with 
a  sprinkler  system,  fed  from  a  10,000-gallon  gravity  tank 
and  7,500-gallon  pressure  tank ;  and 

Whereas,  the  building  was  erected  in  1907,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  department  having  jurisdiction. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  elevation  of  the  bottom 
of  the  tank  above  the  highest  hose  outlet  of  the  standpipe 
system,  on  condition  that  such  elevation  shall  not  be  less 
than  9  ft.  above  such  hose  outlet;  that  the  hose  in  the  top 
story  shall  be  equipped  with  J^-inch  nozzles,  and,  on  the  fur¬ 
ther  condition,  that  the  building  shall  be  equipped  with  an 
approved  existing  sprinkler  system ;  that  the  standpipe  system 
shall  comply  with  the  rules  of  the  board  of  standards  and 
appeals  in  all  other  respects,  and  that  the  building  shall  not 
be  increased  in  height  or  area. 


39-32- A. 

APPELLANT — Croker  Fire  Prevention  Engineering  Corp., 
for  J.  C.  E.  Liquidating  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1750  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Sidney  Strauss. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(39-32- A) 

Whereas,  Croker  Fire  Prevention  Engineering  Corp.,  for 


J.  C.  E.  Liquidating  Corp.,  owmer,  filed,  January  26,  1932, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  1750  Webster  avenue,  Borough  of 
The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  15,  1931  (Order  No.  89571-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  sections  580-581,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  16,  1932,  reads: 

“Under  date  of  November  12th,  1931,  you  requested 
the  rescindment  of  Order  89571-F  giving  as  your  reason 
the  building  is  sprinklered  and  entirely  unoccupied. 

“You  are  advised  that  your  request  for  rescindment 
of  order  89571-F  must  be  denied.”; 

and 

W hereas,  the  buildings  are  non-fireproof,  basement,  three 
and  five  stories  (87  ft.)  in  height,  286.86  ft.  by  55  ft.  and 
100  ft.,  irregular,  in  depth,  about  14,400  sq.  ft.  in  area,  also 
a  one-story  (irregular)  shed,  about  18,700  sq.  ft.  in  area; 
unoccupied ;  and 

Whereas,  the  appellant  claims  the  main  buildings  are 
equipped  throughout  writh  an  automatic  sprinkler  system; 
there  are  five  (5)  city  hydrants  available  in  case  of  fire; 
the  building  is  provided  with  adequate  exits  and  constantly 
under  the  supervision  of  a  watchman ;  furthermore,  the  prem¬ 
ises  have  been  vacant  during  the  past  two  years  and  will 
not  at  any  time  in  the  future  be  occupied  as  a  silk  weaving 
mill. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Order  No.  89571-F,  on 
condition  that  the  buildings  shall  be  equipped  throughout 
with  a  sprinkler  system  in  working  condition  acceptable  to 
the  fire  department  and  that  the  buildings  shall  be  at  all 
times  under  the  supervision  of  a  watchman  with  portable 
clock,  and  granted  only  so  long  as  the  buildings  remain 
vacant  and  unoccupied  other  than  the  work  of  removing 
the  machinery  now  on  the  premises. 


30-32-A. 

APPELLANT — Hector  McG.  Curren,  for  Roman  Catholic 
Diocese  of  Brooklyn,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 346-364  Vanderbilt  avenue, 
northwest  corner  of  Greene  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Fred  Iscoe. 

For  Administration :  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Ross .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(30-32-A) 

Whereas,  Hector  McG.  Curren,  for  Roman  Catholic 
Diocese  of  Brooklyn,  owner,  filed,  January  23,  1932,  an 
appeal  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  346-364  Vanderbilt  avenue,  northwest 
corner  of  Greene  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  6,  1932  (re  Applic.  14720-1931),  reads: 

“5.  Provide  an  approved  standpipe  system.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  four  stories  (59  ft.)  in  height,  196  ft.  8  in.  by 
191  ft.  8  in.,  irregular,  in  area;  OCCUPANCY:  high  school 
for  boys;  and 
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Whereas,  the  appellant  claims  the  total  floor  area  of  the 
building  at  each  story  is  25,425  sq.  ft.,  except  the  fourth 
story,  which  is  16,800  sq.  ft. ;  the  maximum  single  floor 
area  at  basement,  first,  second  and  third  stories  is  10,650 
sq.  ft.,  enclosed  in  8-inch  brick  walls  and  4-inch  terra  cotta 
partitions ;  the  building  is  divided  longitudinally  through  the 
center  at  second,  third  and  fourth  stories  by  6-inch  terra 
cotta  partitions  and  8-inch  brick  walls ;  all  communicating 
doorways  are  provided  with  fireproof,  self-closing  doors ; 
furthermore,  the  building  is  accessible  on  all  sides  and  pro¬ 
vided  with  adequate  means  of  exit;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
is  predicated  on  the  requirement  for  a  standpipe  system,  the 
area  of  the  building  being  in  excess  of  10,000  sq.  ft.;  and 

Whereas,  the  building  is  of  fireproof  construction 
throughout,  subdivided  by  partitions  of  4-inch  terra  cotta, 
or  better,  with  self-closing,  fireproof  doors  into  areas,  none 
of  which  exceed  approximately  11,000  sq.  ft.,  and  the  build- 
ing  is  used  in  its  entirety  as  a  parochial  school  with  no 
sleeping  quarters  and  is  located  on  a  portion  of  a  plot  bounded 
by  four  streets  accessible  on  all  sides ;  and 
.  Whereas,  the.  amended  building  code  permits  the  elimina¬ 
tion  of  a  standpipe  system  in  public  schools  less  than  85  ft 
in  height. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  requirements  of 
the  building  code  be  complied  with  in  all  other  respects; 
that  the  present  use  and  occupancy  shall  remain  unchanged 
and  the  building  be  not  increased  in  height  or  area ;  that  all 
necessary  fire  appliances  required  by  the  fire  department 
shall  be  installed. 


45-32-A. 

APPELLANT— John  J.  Gilmartin,  for  Estate  of  Samuel 
Weil,  owner. 

SUBJECT— Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 116-118  West  14th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOTE^  B^ARD—AppeaI  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputv 

Chief  Ross  . 4 

Negative . o 

Absent  .  n 

THE  RESOLUTION—  . 

(45-32-A) 

Whereas,  John  J.  Gilmartin,  for  Estate  of  Samuel  Weil 
jwner,  filed,  January  28,  1932,  an  appeal  from  orders  and  a 
ecision  of  the  fire  commissioner,  affecting  premises  116- 
wWeSt  14th  street>  Borough  of  Manhattan;  and 
,  hereas,  the  orders  of  the  fire  commissioner,  dated  No¬ 
ember  6,  1931,  read: 

“Order  No.  90004-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  581,  Ch.  5,  Code  of 
Ordinance5,  and  rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 
id 

“Order  No.  90006-F: 

1;  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  rules  of  the  Board  of  Standards  and 
s  and  comply  with  the  following  orders : 

A.  Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above  the 
3500  gallon  mark  only.” ; 
in 

^  hereas,  the  decision  of  the  fire  commissioner,  rendered 
nuary  27,  1932,  reads: 


rep^y  t0  y°ur  letter  of  December  14th, 

1931,  reading: 

In  connection  Fire  Department  Orders  Nos.  90004- 
h  and  90006-F,  affecting  the  above  premises  in  view  of 
t  ie  fact  that  the  existing  tank  and  reserve  was  approved 
by  the  departments  haying  jurisdiction  at  the  time  of 
the  erection  of  this  building,  I  respectfully  ask  recon¬ 
ditions  1,011  °f  theSG  °rderS  t0  aCCCpt  the  existinS  con- 

Your  request  for  reconsideration  of  these  orders  must 
be  denied.  ; 

i  t?e  bui!ding  is  fireproof,  twelve  stories  in 

height,  50  ft.  by  95  ft.  in  area;  OCCUPIED  as  a  tenant 
lactory  twenty-five  persons  per  stony,  except  the  third  story, 
as  a  school,  seventy  persons;  and 

•  ^  I! F^EA?'  tb<f  appellant  claims  the  standpipe  system  was 
installed  when  the  building  was  erected  in  1906;  the  capacity 
ot  standpipe  tank  is  4,000  gallons,  with  2,000  gallons  re¬ 
served  for  standpipe  lines,  the  bottom  of  which  is  6  ft  6  in 
above  the  hose  outlet  in  highest  story;  furthermore,  the  ap¬ 
pellant  contends  the  occupancy  of  the  building  is  non- 
hazardous;  and 

Whereas,  the  building  was  erected  in  1906,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  department  having  jurisdiction. 

Resolved ,  that  the  orders  and  decision  of  the  fire  commis- 
s’oner  be  and  they  hereby  are  modified,  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  90004-F,  Item  1  on 
condition  that  the  elevation  of  the  bottom  of  the  standpipe 
gravity  tank  shall  be  not  less  than  6  ft.  6  in.  above  the 
highest  hose  outlet  and  the  hose  in  top  story  shall  be 

onnnfiPT?  Y2:mch  nozzles ;  granted,  as  to  Order  No. 

90006-F  (Item  1-A  on  condition  that  a  reserve  of  not  less 
lan  2,500  gallons  shall  be  kept  for  the  standpipe  system  at 
all  times;  that  the  building  shall  be  equipped  with  an  ap¬ 
proved  existing,  sprinkler  system  and  building  shall  not  be 
increased  in  height  or  area  and  that  the  standpipe  system 
shall  comply  with  the  rules  of  the  board  of  standards  and 
appeals  in  all  other  respects. 


406-31-A. 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Broadway  &  Main  Street  Corp.,  owner  • 
request  for  reopening  made  by  A.  Paul  Loshen’, 
attorney.  ’ 

SUBJECT— Application  for  reopening — modification — re  Ap¬ 
peal  from  a  decision  of  the  fire  commissioner 

PREMISES  AFFECTED — 135-25  NorZT  ToXvard, 
APPEARANcfs-r0Ugh  °'  ^ 

For  Appellant :  A.  Paul  Loshen  and  Benjamin 
Roth. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
modified. 

THE  VOTE  T(3  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative . 0 

Absent  .  . . 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative .  '  “  ‘  Q 

Absent  . q 

THE  RESOLUTION— 

(406-31-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
,  Broadway  &  Main  Street  Corp.,  owner,  filed,  August 

•  .  •  •  ,  an  appeal  from  a  decision  of  the  fire  commissioner, 

affecting  premises  135-25  Northern  boulevard,  Flushing,  Bor¬ 
ough  of  Queens ;  and 
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Whereas,  the  decision  of  the  fire  commissioner,  rendered 

July  31,  1931  (No.  1278-30),  reads:  . 

“1.  As  plans  indicate,  floor  area  of  premises  is  m  ex¬ 
cess  of  10,000  sq.  feet  and  over  1  story  in  height,  the 
2V2"  fire  line  must  be  maintained  as  per  Section  5°L 
Chapter  5,  Code  of  Ordinances  as  amended  July  9, 
1929.” ; 

31  Whereas,  the  building,  erected  in  1929  is  non-fireproof, 
two  stories  in  height,  44  ft.  &/*  in.  by  278  ft.  5%  in.  in  area 
on  the  first  story  and  44  ft.  65/8  in.  by  89  ft.  4*  m.;  to  be 
OCCUPIED:  cellar,  boiler  room  and  stock;  1st  story,  Dii- 
liard  academy,  offices  and  salesroom,  14  persons;  2nd  story, 
showrooms  for  furniture,  shipping,  etc.,  1  person,  and 

Whereas,  the  appellant  contends  that  the  order  requiri  g 
the  standpipe  system  is  due  to  the  fact  that  the  area  on  tie 
first  story  exceeds  10,000  sq.  ft.,  although  under  the  stand¬ 
pipe  rules  for  a  one-story  building  these  premises  would  be 
exempt  with  an  area  of  15,000  sq.  ft. ;  that  the  area  of  the 
second  story  is  less  than  10,000  sq.  ft.  and  that  the  building 
is  divided  into  two  sections  on  the  first  story  by  a  6-inch 
terra  cotta  partition;  that  they  propose  to  replace  the  wooden 
doors  to  the  toilet  rooms  with  fireproof  doors,  that  they 
will  divide  the  first  story  into  two  sections,  neither  of  which 

exceed  10,000  sq.  ft.;  and  ,  ,  .  ,  ,  .  •. 

Whereas,  this  appeal  was  granted  by  the  board  at  its 

meeting  November  24,  1931,  on  certain  conditions,  and 
owner  requested  a  modification  of  these  conditions  as  to 

westerly  wall  of  corridor.  .  .  .  , 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  rear  of  the  stores,  as  shown  on 
the  plans  submitted  with  this  appeal,  shall  be  separated  from 
the  balance  of  the  first  story  by  an  unpierced  fireproof  wall 
of  6-inch  terra  cotta  or  better,  running  continuously  from 
the  west  outside  wall  of  the  premises  to  the  east  outside 
wall  of  the  premises,  unpierced,  excepting  one  opening,  to 
be  equipped  with  a  self-closing,  fireproof  door  to  the  mam 
corridor  of  the  first  story  leading  to  the  street ,  that  the 
passageway  of  the  second  story  at . the  rear  of  the  showroom 
shall  be  equipped  with  a  self-closing,  fireproof  door  on  the 
showroom  end;  that  the  building  shall  be  not  increased  in 
height  or  area,  and  granted  so  long  as  conditions  as  to  use 
and  occupancy  shall  remain  substantially  unchanged. 


526-31-A.  ,  „  ,  ,  *  l  r 

APPELLANT — Joel  D.  Marder,  for  Brooklyn  Trust  Lo., 

owner.  .  . 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
peal  from  orders  and  a  decision  of  the  fire  commis- 
sioner. 

PREMISES  AFFECTED— 177-179  Montague,  street,  134- 
138  Pierrepont  street  and  47-57  Clinton  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Joel  D.  Marder. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative .  ® 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(526-31-A) 

Whereas.  Toel  D.  Marder,  for  Brooklyn  Trust  Co.,  owner, 


filed,  October  28,  1931,  an  appeal  from  orders  and  a  decision 
of  the  fire  commissioner,  affecting  premiess  177-179  Montague 
street,  134-138  Pierrepont  street  and  47-57  Clinton  street, 
Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  June 
18,  1931,  read : 

“Order  No.  86238-F: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gal- 
Ions  capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  be  not  less  than  20 
feet  above  the  roof  level.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

“Order  No.  86239-F: 

“a.  Provide  a  roof  outlet  for  standpipe  system  properly 
capped. 

“b.  Increase  riser  in  south  stairway  enclosure  from 
3rd  to  4th  stories  from  2T/2"  to  3"  in  diameter. 

“c.  Provide  100'  0"  of  approved  2 l/2"  hose  at  all 
outlets  on  all  stories  in  place  of  present  l/2"  hose. 

“d.  Re-locate  valve  of  hose  outlet  of  standpipe  system 
on  3rd  story,  so  that  the  wheel  controlling  same  is 
within  6  feet,  6  inches  of  stair  landing,  or  within  6'  6" 
of  steps  that  are  within  2'  of  the  standpipe  riser.. 

“e.  Provide  a  Y\"  open  or  automatic  ball  drip  for 
standpipe  line,  inside  of  building  at  lower  level  between 
check  valves  and  outside  Siamese  connections  (3). 

“f.  Paint  the  street  riser,  wall  collars  and  caps  of 
siamese  collection  of  standpipe,  a  fire  department  red. 

“g.  Provide  O.S.  &  Y.  gate  valves  on  each  side  of 
upper  check  valves  in  place  of  plain  gate  valve.  Sec. 
580-1,  Art.  28,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  13,  1931,  reads: 

“In  reply  to  your  letter  of  recent  date,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  Order  86238-F  and  86239-F  and  that 
you  are  unable  to  do  so  due  to  the  fact  that  the  Board 
of  Standards  and  Appeals,  will  not  accept  an  appeal  foi 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed 
and  request  dismissal  and  reissuance  of  the  above  order 
“You  are  advised  that  the  order  cannot  be  dismissec 
or  reissued.  Therefore,  your  request  is  denied.”; 

and 

Whereas,  the  building,  erected  in  1915,  is  fireproof,  thra 
stories  and  attic  (81  ft.  1  in.)  in  height,  having  a  frontag< 
of  81  ft.  6  in.  on  Pierrepont  street.  191  ft.  11  in.  on  Clintoi 
street  and  50  ft.  on  Montague  street,  a  total  area  of  approx 
imately  12,000  sq.  ft.  (gross  area)  on  the  first  story;  OC 
CUPIED  :  cellar,  bank  vaults,  15  persons;  1st  story,  bank,  5! 
persons;  2nd  story,  offices.  40  persons;  3rd  story,  offices,  3( 
persons;  4th  (attic)  story,  24  persons;  and 

Whereas,  the  appellant  contends  that,  the  5,000-gallot 
capacity  gravity  tank  supplying  the  standpipe  system,  havinj 
a  3,500  gallon  fire  reserve,  is  located  4  ft.  11 V2  in.  abovi 
the  highest  outlet;  that  the  building  was  erected  in  1911 
and  at  that  time  no  standpipe  system  was  required;  tha 
the  standpipe  was  installed  voluntarily,  and  requests  the  ac 
ceptance  of  existing  conditions  as  to  the  standpipe  system 

and  _  . 

Whereas,  the  building  was  erected  in  1915,  at  which  tim 
the  present  standpipe  system  was  installed;  and. 

Whereas,  the  order  for  the  standpipe  system  is  based  o 
the  area  of  the  building,  being  in  excess  of  10,000  sq.  ft. 

and  m  ,  . 

Whereas,  at  the  time  of  the  installation  of  the  standpip 
system  there  were  no  requirements  for  a  standpipe  system  i 
buildings  based  on  the  area  of  the  building;  and 

Whereas,  this  appeal  was  granted  by  the  board  on  cer 
tain  conditions  and  appellant  requested  a  modification  of  the? 
conditions  as  to  Items  d  and  g  of  Order  86239-F. 

Resolved,  that  the  orders  and  decision  of  the  fire  comnus 
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sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 

be  and  it  hereby  is  granted,  as  to  Order  No.  86238-F,  on 
condition  that  there  shall  be  a  reserve  of  not  less  than  3,500 
gallons  maintained  for  the  standpipe  system  at  all  times ;  that 
the  bottom  of  the  standpipe  tank  shall  be  not  less  than  4  ft. 
ll}/2  in.  above  the  highest  hose  outlet,  which  is  the  hose 
outlet  of  the  attic,  and  that  the  hose  in  the  attic  and  fourth 
,  floor  shall  be  equipped  with  j4-inch  nozzles;  as  to  Order 
,  No.  86239-F,  Item  (c),  granted  on  condition  that  there  shall 
be  sufficient  hose  provided  at  each  floor  to  cover  the  entire 
>  floor  area  and  that  the  present  lj4-inch  hose,  when  re- 
•  placed,  shall  be  replaced  with  2  *4 -inch  hose;  as  to  Item  d, 
granted  on  condition  only  so  far  as  it  affects  the  hose  out¬ 
lets  of  the  standpipe  system  not  more  than  6  ft.  8  in.  in 
height  above  the  stair  landing  or  within  6  ft.  8  in.  of  steps 
1  that  are  within  2  ft.  of  the  standpipe  riser;  as  to  Item  g, 
granted  on  condition  that  any  existing  valves  shall  be  locked 
open  at  all  times;  that  the  building  shall  be  not  increased 
in  height  or  area  and  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects ;  as  to  Items  a,  b,  e  and 
f,  the  appeal  be  and  it  hereby  is  denied. 


PETITIONS  FOR  VARIATIONS. 

51-32-S. 

PETITIONER— Charles  P.  Cannella,  for  Clinton  &  Flush¬ 
ing,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

I  PREMISES  AFFECTED — 22-24  Clinton  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Margaret  Esposito. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1932,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 

’  327-30- S. 

| PETITIONER — John  Muller,  owner;  request  for  reopening 
made  by  Croker  Fire  Prevention  Corp. 

.SUBJECT — Application  for  reopening — reconsideration,  hav¬ 
ing  been  previously  denied— re  Variation  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 194-196  Palmetto  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Sidney  Strauss. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings  and  Inspector 
Maher  of  fire  department. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear- 
ing  March  22,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  Ross  . 4 

Negative .  0 

Absent  .  0 


>0-32- S. 

PETITIONER — John  J.  Gilmartin,  for  210  Eleventh  Ave- 
4  nue  Corp.,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
->m-, rT^n<^  a  dec'si°n  of  the  fire  commissioner. 
REMISES  AFFECTED— 210-216  11th  avenue  and  564-568 
.  _  West  25th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  dc- 

partment. 

CTION  OF  BOARD — Petition  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  g 

Negative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  g 

THE  RESOLUTION— 

(50-32-S) 

Whereas,  John  J.  Gilmartin,  for  210  Eleventh  Avenue 
Lorp  owner,  filed,  February  2,  1932,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  210-216  11th  avenue  and  564-568  West  25th  street,  Bor¬ 
ough  of  Manhattan ;  and 

r  order  tlle  fire  commissioner,  dated  June 

6,  1931(  (re  Order  No.  85949-LD),  reads: 

“4.  Arrange  entrance  door  to  street  from  stairhall 
at  northeast  corner  of  building  to  open  outwardly,  Sec. 
271  of  the  Labor  Law.  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  28,  1932,  reads :  ’ 

‘‘This  will  reply  to  your  letter  of  December  28th, 
19dl>  m  which  you  request  the  dismissal  of  Order  No. 
85949-LD,  item  4,  for  the  reason  that  the  entrance  door 
to  the  street  from  the  stairhall  at  the  northeast  corner 
of  the  building  is  of  vertical  folding  type  and  this  door 
is  provided  with  a  swing  door  in  one  section  of  same. 

.°ur  request  for  dismissal  of  item  4  of  Order  85949- 
LD  is  denied.”; 
and 

l  the-  buiIdinff  >s  fireproof,  eleven  stories  in 

height,  98  ft.  9  in.  by  100  ft.  in  area;  OCCUPIED  as  a 
tenant  factory,  twenty-five  persons  per  story;  EQUIPPED 
with  a  sprinkler  system;  EXITS:  two  interior  fireproof 
stairways,  extending  from  the  first  story  to  roof,  enclosed  in 
h reproof  partitions,  with  fireproof  doors  at  openings-  an 
open  iron  exterior  stairway  on  the  rear  of  the  building,  hav¬ 
ing  fireproof  openings  along  the  course  thereof,  extending 
from  the  second  story  to  roof,  with  egress  from  second 
story  by  means  of  a  fireproof  passageway  and  stairs  leading 
to  first  story  entrance  hall  and  to  the  street;  and 

Whereas,  the  petitioner  claims  the  entrance  door  affected 
by  the  order  is  a  vertical  folding  door,  11  ft.  4  in.  in  width; 
at  one  end  of  this  folding  door  there  is  a  door  opening’ 

-  ft-  6  in.  by  40  in.,  provided  with  a  door  which  swings  out¬ 
wardly  ;  that  the  door  in  question  is  open  at  all  times  during 
the  occupancy  of  the  building;  furthermore,  such  door  was 
installed  at  the  time  of  erection  of  the  building  in  1910  and 
las  been  accepted  by  all  departments  having  jurisdiction. 

.  e solved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  petition  be 
and  it  hereby  is  denied. 

33-32- S.  ~ 

PETITIONER— Clarence  B.  Plantz,  for  Bond  &  Mortgage 
Guarantee  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

APPEAR ASNCEpCTED~1 1  Easl  mh  Streel'  Mantatta"- 
For  Petitioner:  Clarence  B.  Plantz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOlffT  B0ARD— Petition  panted  on  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Chief 

McElligott .  4 

Negative . o 

Absent  .  g 

THE  RESOLUTION— 

(33-32- S') 

Whereas,  Clarence  B.  Plantz,  for  Bond  &  Mortgage 

Guarantee  Co.,  owner,  filed,  January  25,  1932,  a  petition  for 
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a  variation  of  the  labor  law,  as  cited  m  an  order  of  the 
fire  commissioner,  affecting  premises  11  East  17th  street, 

Borough  of  Manhattan;  and  .  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 

13,  1931  (Order  No.  88384-LD),  reads:  . 

“1.  Arrange  the  fire-escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  conform 
to  Section  274  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals. 

“Defect  noted:  . 

“No  safe  egress  from  termination  of  fire-escape  to 
street.” ; 

and  „  .  ,  . 

Whereas,  the  building  is  non-fireproof,  seven  stones  in 

height,  25  ft.  by  105.98  ft.  in  area  at  first  story  and  25  ft. 
by  98  ft.  0  in.  in  area  above;  OCCUPIED  as  a  tenant  fac¬ 
tory,  not  more  than  ten  persons  per  story;  EQUIPPED 
with  a  fire  alarm  signal  system;  EXITS :  an  interior  non- 
fireproof  (except  first  story,  fireproof)  stairway,  extending 
from  the  first  story  to  top  story,  enclosed  in  fire-resisting 
partitions,  with  fireproof  doors  at  openings ;  an  iron  ladder 
to  roof  scuttle;  a  fire  escape  on  the  rear  of  the  building, 
having  fireproof  openings  along  the  course  thereof,  extending 
from  the  second  story  to  the  roof,  with  egress  from  the 
second  story  to  fire  escape  balconies  on  adjoining  buildings; 

and  . 

Whereas,  the  petitioner  claims  that  safe  egress  from  rear 
fire  escape  balcony  at  second  story  is  maintained  by  connec¬ 
tions  to  fire  escape  balconies  on  adjoining  premises;  a  direct 
connection  to  balcony  on  rear  of  building  No.  13  East  17th 

street  and  to  balcony  on  rear  of  building  No.  16  East  18th 

street  and  a  direct  connection  to  balcony  on  rear  of  No. 
12  East  18th  street;  egress  may  also  be  had  from  second 
story  balcony  by  means  of  a  drop  ladder  to  yard  adjoining 
at  north  and  through  first  story  of  building  No.  14  East 

18th  street  to  the  street;  further  egress  may  be  had  from 

second  story  balcony  by  means  of  a  fixed  iron  stairs  to  yard 
adjoining  at  west  and  through  passageway  in  basement  of 
building  No.  9  East  17th  street  to  the  street;  furthermore, 
the  petitioner  contends  that  the  existing  exits  afford  ade¬ 
quate-  means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  88384-LD,  Item  1,  only  so  far  as  it  affects  the 
egress  from  the  termination  of  the  fire  escape  to  the  street, 
on  condition  that  safe  and  free  egress  from  the  second  story 
balcony  of  the  fire  escape  shall  be  had  to  the  balconies  of 
the  fire  escapes  of  the  adjoining  buildings  as  noted,  No.  16 
East  18th  street,  No.  13  East  17th  street,  No.  12  East  18th 
street  and  by  iron  stairways  to  the  yard  of  No.  9  East 
17th  street,  thence  from  said  yard  through  the  first  story 
direct  to  the  street,  East  17th  street;  that  the  balcony  of 
the  second  story  of  the  building  under  appeal  shall  be  pro¬ 
tected  for  the  full  width  of  the  building  by  a  flame  shield 
directly  underneath  the  said  balcony  for  the  length  of  the 
extension  of  the  first  story  of  the  building  under  appeal ; 
that  a  letter  of  consent  shall  be  filed  with  the  fire  department 
for  this  means  of  egress  from  the  owners  of  the  adjoining 
properties  as  noted  in  this  resolution ;  that  the  drop  ladder, 
as  shown  on  plan  filed  with  this  petition,  to  the  premises  of 
Fire  Engine  Co.  No.  14  shall  be  removed;  that  the  labor  law 
shall  be  complied  with  in  all  other  respects ;  that  the  build¬ 
ing  shall  be  not  increased  in  height  or  area,  and  that  the 
occupancy  shall  be  limited  to  the  capacity  of  the  primary 
means  of  egress. 


639-30-S. 

•PETITIONER— Henry  I.  Oser,  for  Central  Zone  Building, 
Inc.,  owner. 

SUBJECT— Application  for  reopening — amendment — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 305-313  East  45th  street  and 
306-312  East  46th  street,  Manhattan. 


i 

APPEARANCES— 

For  Petitioner:  Julius  Lewis. 

For  Administration:  Inspector  Maher  of  fire  dc 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  former  actioi 
rescinded,  then  granted  on  condition. 

THE  VOTE  TO  REOPEN —  - 

Affirmative :  Temporary  Chairman  Connell,  Com- 
missioners  Holland  and  Guilfoyle  and  Chief  . 

McElligott . 

Negative . 

Absent  . . . 

THE  VOTE  TO  RESCIND  FORMER  ACTION— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative . 

Absent  . 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative . . . 

Absent  . 

THE  RESOLUTION— 

(639-30-S) 

Whereas,  Henry  I.  Oser,  for  Central  Zone  Building,  Inc 
owner,  filed,  October  18,  1930,  a  petition  for  a  variatio 
from  the  requirements  of  the  labor  law,  as  cited  in  an  orde 
of  the  fire  commissioner,  affecting  premises  305-313  Eas 
45th  street  and  306-312  East  46th  street,  Borough  of  Mar 

hattan ;  and  _  M 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sej 
tember  29,  1930  (Order  No.  78928-LD),  reads: 

“1.  Remove  all  articles  or  wares  from  stairway  ei 
closure  or  from  landings,  platforms  or  passageway 
connected  therewith  including  cigar  stand  in  main  ha 
at  first  story  as  per  rules  of  the  Board  of  Standarc 
and  Appeals. 

“3.  Arrange  doors  from  Evening  Telegram  pre: 
room  first  story  to  street  to  open  outwardly,  Sec.  27 
of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  fireproof,  twenty-four  stories 
height,  with  a  frontage  of  125  ft.  on  East  45th  street  ar 
100  ft.  on  East  46th  street  and  a  depth  of  200  ft.  10  in 
the  building  having  been  erected  in  1929;  OCCUPIEI 
basement,  stores  and  manufacturing,  50  persons;  1st  stor 
stores  and  manufacturing,  145  persons;  2nd  to  18th  storie 
manufacturing,  160  persons  each  floor;  19th  to  24th  storie 
manufacturing,  135  persons  each  floor;  EQUIPPED  wi' 
a  sprinkler  system  and  a  fire  alarm  signal  system;  the 
being  located  in  the  first  story  entrance  hall  a  cigar  stan< 
the  outer  doors  of  vestibule  of  store  No.  2  open  inwardly 
and 

Whereas,  the  petitioner  contends  that  the  passenger  el 
vator  hall  leading  out  to  45th  street  in  which  the  cigar  stai 
is  located  can  be  considered  as  a  store  with  an  additional  e> 
to  the  stair  in  the  rear;  this  stair  continues  down  to  tl 
basement  which  is  level  with  the  46th  street  sidewalk,  the 
being  a  difference  in  the  two  streets  equal  to  one  story 
that  was  the  purpose  in  carrying  the  stairs  down  to  tl 
basement  level  and  out  to  46th  street ;  in  addition  the  passe 
ger  elevator  hall  is  very  wide,  being  8  ft.  in  the  clear,  ai 
the  cigar  stand  is  small,  and  contends,  further,  that  the  enti 
building  is  100  per  cent  sprinklered,  including  the  entran 
hall ;  there  are  two  standpipe  risers  and  a  fire  alarm  syste 
and  there  is  no  hazard:  as  to  the  doors  to  the  store  openii 
outwardly,  contends  there  are  two  entrances  to  this  stoi 
the  one  on  the  easterly  side  has  these  doors  opening  ot 
wardlv  and  the  one  on  the  westerly  side  has  a  vestibule,  f 
inner  doors  of  which  open  outwardly  to  the  outer  doors :  th 
are  open  most  of  the  time  opening  inwardly  and  that 
open  these  doors  outwardly  they  would  project  beyond  1 
building  line;  and 
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\\  here  as,  this  case  was  reopened  for  consideration  of 
Item  1  only — the  cigar  stand — item  2  having  been  complied 
with,  and  applicant  now  requests  a  change  in  the  form  of 
the  resolution. 

Resolved,  that  the  action  of  the  board  of  February  1G, 
1932,  dismissing  this  petition  be  and  it  hereby  is  rescinded * 
Resolved,  further,  that  the  board  of  standards  and  appeals 
joes  hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1  (Item  2  having  been  complied  with),  on  condition  that 
jie  amended  rule  10  of  the  factory  exit  rules  shall  be  com¬ 
plied  with  in  all  respects;  as  to  Item  3,  the  petition  be  and 
t  hereby  is  withdrawn. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

15-32-SA. 

r'EiliiONER — Ansonia  Fire  Prevention  Engineering  Co., 
1,  Elkhart  Brass  Manufacturing  Co.,  owner. 

sUBJECT — Elkhart  2)4 -inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

\PPEARANCES — 

For  Petitioner:  Herman  E.  Horwood. 

For  Opposition:  William  F.  Conran. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

VCTION  OF  BOARD — Laid  over  to  April  1,  1932,  at 
2  p.  m.,  for  petitioner  to  have  markings  placed  as 
required. 


9-32-SA. 

’ETITIONER — The  Carborundum  Co.,  owner. 

SUBJECT— Carboradiant  Oil  Burner,  Model  VSS,  approval 

of. 

1PPEARAN1CES — 

For  Petitioner:  Moe  Spiegel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

326-22-SA. 

ETITIONER — The  Anthony  Co.,  owner. 

UBJECT — Application  for  reopening — modification — re  Ap¬ 
proval  of  the  Anthony  Nebulyte  Oil  Burner. 
■PPEARANCES — 

For  Petitioner:  George  F.  Willis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

-CTION  OF  BOARD — Petition  reopened  and  resolution 
interpreted.  The  interpretation  was  as  follows : 
“Resolution  adopted  by  the  board  under  date  of  May 
3,  1924,  which  resolution  approved  the  Anthony 
Nebulyte  Oil  Burner;  interpreted  that  the  board  at 
that  time  approved  the  Anthony  Nebulyte  Oil 
Burner  in  all  sizes,  which  comprise  the  same  type 
as  shown  in  the  folder  submitted  by  the  Anthony 
Nebulyte  Oil  Burner  Co.  with  the  petition.” 

HE  VOTE  TO  REOPEN— 

j  Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative .  0 

Absent  .  0 

HE  VOTE  TO  INTERPRET  RESOLUTION— ' 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative .  0 

Absent  .  0 


1-31-SA. 

CTITIONER — Fairfield  Oil  Heating  Co.,  Inc.,  owner. 
'JBJECT — Fairfield  Oil  Burner,  approval  of. 


APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative .  0 

Absent  .  g 

THE  RESOLUTION— 

(584-31-SA) 

Whereas,  Fairfield  Oil  Heating  Co.,  owner,  filed,  De¬ 
cember  7,  1931,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Fairfield 
Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  the  report  of  the  acting  chief 
of  the  bureau  of  fire  prevention  dated  March  5,  1932,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Fairfield  Oil  Burner 
for  use  in  commercial  and  domestic  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  in  conformity  with  the  report 
of  the  acting  chief  of  the  bureau  of  fire  prevention. 

600-31-SA. 

PETITIONER — Brooklyn  Domestic  Engineering  Corp.,  for 
Eastern  Oil  Equipment,  Inc.,  owner. 

SUBJECT— Easternoil  Automatic  Oil  Burner,  Models  A, 
B  and  C,  approval  of. 

APPEARANCES— 

For  Petitioner:  Thomas  Lupo. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 
McElligott .  4 


Negative .  g 

Absent  .  g 


THE  RESOLUTION— 

(600-31-SA) 

V  hereas,  Brooklyn  Domestic  Engineering  Corp.,  for  East¬ 
ern  Oil  Equipment,  Inc.,  owner,  filed,  December  17,  1931,  a 
petition  with  the  board  of  standards  and  appeals  for  approval 
of  device  known  as  the  Easternoil  Automatic  Oil  Burner, 
Models  A,  B  and  C ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
tor  test  and  report,  and  the  report  of  the  acting  chief  of  the 
bureau  of  fire  prevention  dated  March  5,  1932,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Easternoil  Auto¬ 
matic  Oil  Burner,  Models  A,  B  and  C,  for  use  in  domestic 
and  commercial  installations  when  installed  in  accordance 
with  the  fuel  oil  rules  of  the  board  of  standards  and  appeals 
and  in  conformity  with  the  report  of  the  acting  chief  of  the 
bureau  of  fire  prevention. 


536-31-SA. 

PETITIONER — Standard  Combustion  Corp.,  owner. 
SUBJECT — Standard  Automatic  Oil  Burner,  Type  14-G, 
approval  of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report  of  fire  department. 
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THE  VOTE—  .  _  ..  r 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  q 

Negative . 

Absent  . 

THE  RESOLUTION— 

(536-31-SA) 

Whereas,  Standard  Combustion  Corp.,  owner,  filed,  No¬ 
vember  5,  1931,  a  petition  with  the  board  of  standards  and  ap- 
peals  for  approval  of  their  device  known  as  the  Standard 
Automatic  Oil  Burner,  Type  14-G;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 


for  test  and  report,  and  the  report  of  the  acting  chief  of  the 
bureau  of  fire  prevention  dated  March  5,  1932,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Standard  Automatic 
Oil  Burner,  Type  14-G,  for  use  in  domestic  and  commercial 
installations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  in  conformity 
with  the  report  of  the  acting  chief  of  the  bureau  of  fire 
prevention. 

Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Anthony  Nebulyte  Oil  Burner . 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 
High  Pressure  Burner . 

Best  Calorex  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner.... 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  A  A . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner . 

D’Elia  Oil  Burner . 

Enco  Type  400  Steam  Atomizing  Oil  Burner . . 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Fess  Turbine  Burner . 

Frankfort  Type  P  Oil  Burner . 

Gem  Fuel  Oil  Burner . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

GRD  Fuel  Oil  Atomizer . 

Hammel  Oil  Burner . 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hauck  Venturi  Low  Pressure  Oil  Burner . 

Hayward  Oil  Burner . 

Hoffiy  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Induslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Lientz  Oil  Burner . 


1026-22-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 

1464-21-SA 

45-21-SA 

957-22-SA 

1361-24-SA 

942-21-SA 

397-23-SA 

13-21-SA 

155-31-SA 

1414-23-SA 

509-30-SA 

1149-27-SA 

26-22-SA 

1046-23-SA 

111-26-SA 

348-31-SA 

1636-21-SA 

128- 27-SA 
1278-21-SA 

72-31-SA 

690-30-SA 

88-27-SA 

696-30-SA 

328-27-SA 

689-29-SA 

5-24-SA 

367-30-SA 

314-30-SA 

129- 28-SA 
155-20-SA 


Mahrvel  Low  Pressure  Burner . 

Maxon  Oil  Burner  (New  Style) . 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner.... 

Oil-Elec-Tric  Oil  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . 

Petro  Mechanical  Burner  and  Air  Register - 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner.... 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner . 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner.. 

Steam  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner.... 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate-Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Spiro  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 


859-26-SA 

1036-22-SA 

68-24-SA 

327-31-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 

185- 29-SA 

186- 29-SA 
548-31-SA 
255-31-SA 
792-26-SA 
317-31-SA 
394-30-SA 
617-30-SA 
644-21-SA 
452-31-SA 
735-24-SA 

40-31-SA 

660-30-SA 

438-31-SA 

367-21-SA 

504-23-SA 

341-21-SA 

583-21-SA 

1203-22-SA 

183-22-SA 

92-23-SA 

1254-24-SA 

1444-23-SA 

297-29-SA 

1523-22-SA 

470-31-SA 

454-25-SA 

123-23-SA 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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AMENDMENTS  TO  “STANDPIPE”-“FIREL  INE”  RULES 


Adopted  by  the  board  of  standards  and  appeals  June  13, 
1 1930,  and  December  2,  1930. 

(281-22-SR) 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  engineer,  superintendent  or  other 
person  in  charge  of  the  standpipe-fire  line  system  in  all 
buildings  exceeding  eighty-five  feet  in  height  who  shall  be 
registered,  and  submit  to  an  examination  in  the  Fire  Depart¬ 
ment.  Upon  evidence  of  fitness  to  properly  operate  and  main¬ 
tain  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
that  effect.  The  certificate  shall  contain  the  full  name  and 
a  small  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
ools  and  other  auxiliary  fire  appliances  shall  be  kept 
n  perfect  working  order,  and  at  least  once  a  month  the 
Person  holding  certificate  of  fitness  shall  make  a  thorough 
nspection  of  all  fire  appliances  to  see  that  they  are  in 
Perfect  working  order  and  ready  for  immediate  use  by  the 
Sire  Department.  Fire  pumps  shall  be  tested  every  30  days 
>y  the  person  holding  the  certificate  of  fitness. 


He  shall  also  instruct  all  employees  under  his  charge  in 
tie  use  and  practice  of  all  auxiliary  fire  appliances  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
out  at  least  once  every  two  years,  to  a  pressure  test  of 
htty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
tie  standpipe.  I  his  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
ol  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  such  emer¬ 
gency  control  valves  6  inch  and  larger  shall  be  of  the  by-pass 
type,  except  that  emergency  control  valves  when  required  in 
standpipe  (fire)  line  systems  may  be  of  approved  hydraulic¬ 
ally  controlled  type. 


AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


Adopted  by  the  board  of  standards  and  appeals  January 
,  1931. 

Rule  93 a. 

Ipecifications  and  Performance  Requirements  for 
Adjustable  Pressure  Reducers  for  Use  At  2J4-Inch 
Hose  Outlets  of  Standpipe  Systems. 


1  These  valves  are  for  use  at  outlets  for  2^2-inch  hose  on 
tandpipe  systems  to  permit  securing  adjustment  of  the  water 
ressure  in  hose  and  at  nozzles  as  is  required  in  the  Standpipe 
lules  of  the  Board. 

1.  The  body  and  working  parts  of  the  valve  shall  be  of 
rass  or  bronze  of  a  quality  and  thickness  satisfying  the 
ydrostatic  pressure  test  requirement  given  below  and  corro- 
;  on-resisting.  A  bronze  of  not  less  than  83  per  cent  copper 
nd  5  per  cent  tin  and  of  not  more  than  7  per  cent  zinc  and 
ot  more  than  3  per  cent  lead  will  be  judged  to  furnish  ac- 
fiptable  corrosion  resistance. 

2.  Threaded  parts  for  connection  to  hose  couplings  shall 
■>nform  to  the  New  York  Fire  Department  thread  for  2J^- 
ch  fire  hose. 

2.  The  design  shall  provide  that  the  friction  loss  shall  not 
;<ceed  10  lbs.  when  the  valve  is  in  the  full  open  position  and 
discharging  not  less  than  200  gallons  per  minute. 

4.  It  shall  be  possible  to  operate  the  adjustable  means 
rough  its  full  range  by  means  of  a  regulation  Fire  Depart¬ 
ed  goose-neck  spanner  wrench  or  manually  when  subject 

an  upstream  hydraulic  pressure  of  500  lbs  per  square  inch. 

5.  The  valve  shall  withstand  without  fracture  or  excessive 
ikage  the  application  for  30  minutes  of  an  internal  hydro¬ 
pic  pressure  of  at  least  1,250  lbs.  per  square  inch. 

6.  It  shall  be  possible  to  secure  all  movable  exterior  parts 
the  valve  which  affect  the  pressure  adjustment  so  that  the 
justment  will  be  not  altered  accidentally  or  by  tampering 
thout  giving  evidence  of  the  alteration.  It  shall  be  pos¬ 


sible  to  readily  accomplish  any  desired  adjustment  within  the 
range  specified  below  by  the  use  of  a  regulation  Fire  Depart¬ 
ment  spanner  wrench. 

7.  The  adjustable  means  shall  provide  that  the  waterway 
within  the  body  of  the  valve  shall  be  not  less  than  2.5  square 
inches  in  area  when  in  full-open  position  and  at  least  0.5 
square  inch  when  in  the  fully  reduced  position.  Between 
these  positions  there  shall  be  not  less  than  13  positions  of  the 
pressure  adjusting  means  at  each  of  which  a  positive  pressure 
reduction  shall  be  obtained.  Each  such  position  shall  be  indi¬ 
cated  by  suitable  markings  or  equivalent  means. 

8.  When  necessary,  straightening  vanes  or  baffle  plates  of 
brass  or  bronze,  at  least  No.  14  B&S  gauge  in  thickness  shall 
be  placed  in  the  down-stream  or  discharge  part  of  the  valve 
to  regulate  jet  effect  of  water  and  protect  hose. 

9.  The  valve  shall  be  marked  so  that  it  may  be  identified 
after  installation  to  show  a  registered  name  or  trade-mark, 
together  with  the  Calendar  Number  assigned  to  it  by  the 
Board  of  Standards  and  Appeals  and  the  registered  symbol 
of  endorsed  approval  by  testing  agency.  These  markings 
shall  be  in  letters  and  figures  at  least  %  inch  high. 

10.  The  valve  shall  be  so  marked  as  to  clearly  indicate 
when  it  is  installed  the  upstream  pressure  producing  50  lbs. 
pressure  at  its  discharge  according  to  adjustment  at  which  it 
is  set  as  specified  in  paragraphs  6  of  these  Rules.  These 
markings  shall  be  in  letters  and  figures  at  least  inch  high. 

Not  less  than  tzvo  approved  pressure  reducing  valves  shall 
be  delivered  to  the  office  of  the  Board  of  Standards  and  Ap¬ 
peals,  the  weight  and  other  general  matter  noted,  and  valves 
certified.  One  of  the  wives  shall  then  be  delivered  to  the' 
office  of  the  Fire  Commissioner,  ivith  certified  specifications. 

The  Board  of  Standards  and  Appeals  hereby  serves  notice 
that  approvals  granted  hereunder  are  subject  to  amendments 
or  limitations  as  and  wherever  in  its  opinion  service  condi¬ 
tions  in  buildings  may  require. 
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“STANDPIPE”-“FIRELINE”  RULES  ADOPTED  JUNE  27,  1922 

AMENDED  MAY  18,  1928 


[281-22-SR] 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  sections,  drawn  clearly  and  distinctly,  to  a  scale  of 
id -inch  or  by  permission  of  the  Fire  Commissioner,  /8-inc 
to  the  foot,  for  each  proposed  standpipe  (fire  line)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
bv  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  preliminary  plans  shall 
show  the  size  and  location  of  the  standpipe  (fire  line)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  ot 
hose  etc,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  From  these  approved  preliminary  plans,  three  sets 
of  plans  on  cloth,  in  clean  and  clear  detail,  shall  be  filed  for 
final  approval  by  the  Fire  Commissioner.  A  certified  copy 
of  approved  plans  shall  be  forwarded  to  the  Bureau  of 
Buildings  by  the  Bureau  of  Fire  Prevention,  buch  applic  - 
tion  and  specification  forms  as  may  be  prescribe  y 
Fire  Commissioner  shall  accompany  preliminary  plans,  it  an 
automatic  sprinkler  system  is  provided  throughout  the  build¬ 
ing  or  in  any  portion  of  the  building,  the  plans  shall  include 
a  note  to  that  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  standpipe 
(fire  lines)  shall  be  tested,  for  at  least  one  hour,  under  a 
hydrostatic  pressure  of  not  less  than  300  pounds  per  square 
inch  at  the  street  Siamese,  and  at  each  pump  supply  level,  or 
such  additional  pressures  as  may  be  required  to  give  100 
pounds  at  the  highest  hose  outlet  supplied  by  such  pump, 
except  that  when  a  change  is  made  in  a  source  of  supply, 
minor  changes  are  made  in  an  existing  equipment  pre¬ 
viously  approved,  the  system  shall  be  tested  to  a  pressure 
sufficient  to  give  50  lbs.  per  sq.  in.  at  the  highest  story  hose 
outlet.  These  tests  to  be  made  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Prevention  Bureau.  , 

No  valves,  risers,  or  other  material  portions  of  any  stand¬ 
pipe  (fire  lines)  equipment  shall  be  covered  or  permanently 
concealed  until  tested  and  approved,  in  writing,  by  the  Bu¬ 
reau  of  Fire  Prevention.  ,  , 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  tor  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised,  in  writ¬ 
ing,  by  the  Bureau  of  Fire  Prevention.  . 

When  deemed  necessary  by  the  Fire  Commissioner,  sec¬ 
tional  diagrams  of  the  standpipe  (fire  line)  equipment  in 
buildings  of  large  area  or  height,  not  more  than  three  m 
number  and  printed  on  cloth  in  size  not  less  than  8/2  x  li 
in.,  shall  be  filed  by  the  applicant  for  the  use  of  fire  com¬ 
panies  in  the  district  in  which  the  premises  are  located. 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 

The  engineer,  superintendent  or  persons  in  charge  of  the 
standpipe-fire  line  system  in  all  buildings  exceeding  eighty- 
five  feet  in  height  shall  be  registered,  and  submit  to  an  ex¬ 
amination  in  the  Fire  Department.  Upon  evidence  of  fitness 
to  properly  operate  and  maintain  the  standpipe  system  e 
shall  be  granted  a  Certificate  to  that  effect.  The  certificate 
shall  contain  the  full  name  and  a  small  photograph  of  the 

holder.  > 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 


ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
lools  and  other  auxiliary  fire  appliances  shall  be  kept 
in  perfect  working  order,  and  at  least  once  a  month  the 
person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  the  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subject  to  a  flow  test  with  a  pressure  of  not 
less  than  50  lbs.  at  the  top  floor  outlet,  at  least  once  in  every 
two  years,  test  to  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  ap¬ 
proved  for  use  in  new  standpipe  fire  line  equipments  shall 
bear  the  manufacturer’s  name  and  the  date  of  and  the  num¬ 
ber  of  the  approval.  Certified  copies  of  the  approval,  work¬ 
ing  drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  and  in  buildings  in  course  of  construction  a  hoist 
or  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  man  compe¬ 
tent  to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDINGS.  For  the  application 
of  Section  581  of  Chapter  5  of  the  Code  of  Ordinances  the 
area  of  a  building  shall  be  taken -as  the  area  within  the  ex¬ 
terior  walls,  or  the  area  between  fire  walls. 

When  the  fire  walls  are  constructed  in  accordance  with 
Section  371,  Chapter  5  of  the  Code  of  Ordinances,  and  all 
openings  are  protected  on  both  sides  of  fire  wall  or  walls 
with  automatic  fireproof  self-closing  doorSj  the  area  within 
such  fire  walls  or  exterior  walls  and  a  fire  wall,  shall  be  con¬ 
sidered  a  separate  building. 

Rule  8.  HEIGHT.  The  term  “height”  as  applied  to 

a  building  or  structure,  as  described  in  Chapter  5,  Code  of 

Ordinances,  means  the  vertical  distance  measured  in  a  straight 
line  from  the  curb  level,  to  the  highest  point  of  the  roof 
beams  in  the  case  of  flat  roofs,  and  to  the  average  height 
of  gable  in  case  of  roofs  having  a  pitch  of  more  than  2C 
degrees  with  a  horizontal  plane. 

Rule  9.  STANDPIPE  EQUIPMENT  shall  consis 
of  a  system  of  piping  connected  to  one  or  more  approve* 
sources  of  water  supply  and  provided  with  sufficient  num 
ber  of  hose  outlets  and  hose  located  as  hereinafter  se 
forth,  to  make  possible  the  covering  of  every  portion  o' 
each  floor  area,  with  a  standpipe  hose  stream,  except  tha 

where  the  1st  story  or  basement  or  both  are  occupied  a: 

stores  without  connection  or  communication  with  the  en 
trance  hall  or  stair  enclosure  to  upper  stories,  the  Fir< 
Commissioner  may  permit  the  omission  of  standpipe  pro 
tection  in  such  stores  and,  if  so  omitted,  may  prescribi 
such  portable  protection  as  he  may  deem  necessary.  Cellars 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  sarm 
manner  as  the  stories  above. 
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Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  a  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

Rule  10.  CLASSIFICATION  OF  STANDPIPE-FIRE  . 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as: 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
'as  specified  in  Section  581  of  the  Building  Code,  and  in 

which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

Rule  11.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank 
structure  and  supports  shall  be  approved  by  the  Superintend¬ 
ent  of  Buildings.  The  covers  of  all  unenclosed  standpipe 
tanks  shall  be  conical  in  shape  and  protected  with  a  type 
of  roofing  approved  by  the  Superintendent  of  Buildings. 

Rule  12.  RESERVE  FOR  STANDPIPE.  Gravily  roof 
tanks,  except  as  otherwise  required  by  Rule  83,  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  line  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve.  This  type  of  house  and  stand¬ 
pipe  supply  tank  is  preferred  and  recommended. 

When  two  gravity  tanks  are  used,  one  for  standpipe  fire 
line  service  and  the  other  for  the  house  supply,  the  house 
supply  tank  may  be  so  arranged  that  it  can  only  be  filled  by 
an  overflow  from  the  tank  used  for  standpipe  fire  line  pur¬ 
poses. 

Rule  13.  STANDPIPE  AND  SPRINKLER  SUP¬ 
PLIES.  Standpipe  and  sprinkler  supply  shall  not  be  taken 
from  one  tank  unless  there  is  available  5,000  gallons  of  water 
for  the  standpipe  system  which  shall  be  in  excess  of  the 
amount  of  water  required  for  the  sprinkler  system.  Stand¬ 
pipe  supply  shall  be  taken  from  the  uppermost  portion,  and 
through  the  side  of  the  tank,  or  through  the  bottom,  provided 
that  portion  of  the  pipe  within  the  tank  is  of  brass  or  other 
non-corroding  material. 

Rule  14.  BUILDINGS  IN  GROUP  UNDER  THE 
SAME  OWNERSHIP  AND  OPERATION: 

One  gravity  tank  of  at  least  5,000  gallons  water  capacity 
to  supply  the  largest  unit  of  a  group  of  separate  and  distinct 
buildings  operating  under  one  ownership,  and  located  at  such 
elevation  that  the  bottom  of  the  tank  will  be  at  least  20  feet 
above  the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down  from 
the  bottom  of  the  tank  to  an  underground  header  system 
havu'g  a  Post  Indicator  control  valve  for  each  building 


unit,  the  P.  I.  valves  to  be  located  as  the  Fire  Commis¬ 
sioner  may  direct. 

Rule  15.  UNDERGROUND  PIPING.  All  underground 
piping  shall  be  extra  heavy  cast  iron  installed  in  accordance 
with  the  standard  specifications  of  the  American  Water 
Works  Association:  for  4-inch  lines  Class  C  requirements 
shall  be  used,  6-inch  Class  D,  8-inch  Class  E. 

Rule  16.  ADDITIONAL  TANKS.  W;  .,  in  his  opin¬ 
ion,  the  area  covered  is  excessive  or  the  occupancy  is  such 
that  an  unusual  fire  hazard  is  introduced,  the  Fire  Commis¬ 
sioner  may  require  additional  protection  in  the  nature  of 
additional  tank  or  tanks  located  remote  from  any  other 
standpipe  tank,  or  additional  water  supply  in  the  main 
gravitv  tank,  or  a  fire  pump  and  suction  tank  of  size  and 
capacity  to  be  determined  by  the  Fire  Commissioner  or  the 
Board  of  Standards  and  Appeals,  or  a  combination  of  any 
of  the  foregoing  supplies. 

a  Rule  17.  STANDARD  SOURCE  OF  SUPPLY. 
Gravity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as.  stated  elsewhere  in  these  rules  and  directly  connected 
with  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Rule  18.  TANK  FEED.  Tanks  shall  not  be  fed  through 
the  standpipe  fire  line,  but  shall  be  fed  through  a  separate 
line  at  least  2  inches  in  diameter,  discharging  into  the  top 
of  each  tank  above  the  overflow  level  through  the  side  or 
through  the  bottom,  that  portion  of  the  pipe  within  the 
tank  to  be  of  brass  or  bronze.  An  electric  or  steam  pump 
of  sufficient  capacity  to  deliver  at  least  65  gallons  of  water 
per  minute  at  the  tank  shall  be  provided,  or  if  the  pressure  in 
the  service  line  is  sufficient  and  the  plumbing  is  such  that  a 
minimum  of  65  gallons  of  water  per  minute  may  be  delivered 
to  the  tank,  connection  to  the  house  water  service  main  in 
the  basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  when  a  ball  (float)  valve  is  provided  for 
each  tank.  Floats  shall  be  of  copper. 

Rule  19.  OVERFLOW.  An  overflow  of  diameter  at 
least  as  large  as  that  of  the  fill  line  shall  be  provided 
for  each  roof  standpipe  tank.  The  overflow  line  from  all 
intermediate  tanks  shall  be  at  least  6  inches  in  diameter.  It 
may  be  run  through  the  bottom  of  the  tank,  provided  it  is  of 
brass  or  bronze  and  has  no  joint  inside  of  the  tank,  other¬ 
wise  it  must  be  brought  through  the  side  of  the  tank,  3 
inches  below  the  top  (of  sides).  Overflows  shall  terminate 
in  a  90  degree  elbow  not  more  than  24  inches  above  the  roof. 

Rule  20.  EMERGENCY  DRAIN.  There  shall  be  pro¬ 
vided  for  each  tank  an  emergency  drain  not  less  than  4 
inchesi  in  diameter  connected  directly  to  the  bottom  of  the 
tank  or  to  the  standpipe  supply  line  above  the  tank  check 
and  terminating  not  less  than  30  inches  nor  more  than  4  feet 
above  the  roof  in  a  horizontal  run.  Emergency  drain  shall 
be  provided  with  a  4-inch  O.  S.  &  Y.  gate  valve  located  in 
a  readily  accessible  position  not  more  than  4  feet  above  the 
roof. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
least  20  feet  above  the  level  of  the  roof.  When  the  area  of 
a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 
of  the  pent  house  roof.  In  existing  standpipe  equipment 
the  bottom  of  the  gravity  standpipe  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story. 

Rule  22.  PYRAMID  OR  TOWER  ROOFS.  Where 
the  roof  of  the  bui1d:"g  is  designed  so  as  to  finish  in  t 
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pyramid  or  tower  form,  the  gravity  tank  shall  be  elevated  as 
high  as  practicable,  within  the  pyramid  or  tower.  Provided, 
however,  that  in  all  cases,  the  gravity  tank  is  not  less  thaw 
twenty  (20)  feet  above  the  hose  outlet  in  any  room  or  space 
occupied  other  than  for  tank  houses,  elevator  machinery  or 
machine  shop  for  repairing  elevator  machinery.  _  Fire  ap¬ 
pliances,  as  may  be  required  by  the  Fire  Commissioner,  shall 
be  provided  in  such  tank  houses,  elevator  machine  rooms,  etc 
Rule  23.  ACCESS  TO  TANK.  Access  to  the  top  of 
each  standpipe  tank  shall  be  provided  by;  means  of  an  iron 
gooseneck  ladder  of  substantial  construction  and  rigidly 
braced.  Access  to  the  tanks  on  theatre  building  shall  be 
from  the  stage  level  to  the  roof  by  means  of  double-rung 
ladders  set  at  an  angle  of  not  more  than  70  ,  with  inter¬ 
mediate  landings  every  12  ft.  or  less. 

Rule  24.  HIGH  AND  LOW  WATER  ALARM  Every 
gravity  tank  hereafter  installed  for  standpipe  fire  line  pur¬ 
poses  shall  be  equipped  with  an  electric  closed  circuit  high 
and  luw  alarm  as  provided  under  Rule  88,  in  order  that  it 
may  be  determined  at  any  time  whether  or  not  the  required 
standpipe  reserve  is  in  the  tank,  except  when  the  house  sup¬ 
ply  is  taken  from  the  tank,  or  where  the  house  supply  tank 
can  only  be  filled  from  an  overflow  of  the  standpipe  fire  line 
reserve  tank,  a  high  and  low  alarm  need  not  be  provided 
when  an  automatic  tank  filling  pump  is  installed. 

Rule  25.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  in  the  top  story  stair  enclosure  or 
in  a  heated  enclosure  on  the  mam  roof,  in  the  line  connect¬ 
ing  the  standpipe  tank  with  the  standpipe  riser,  an  approved 
type  swing  check  valve  opening  downstream  toward  riser, 
except  that  where  a  Siamese  connection  has  been  omitted, 
under  these  rules,  no  check  valve  shall  be  required.  An 
O  S  &  Y  gate  valve  shall  be  provided  on  each  side  ot  the 
check  valve  and  shall  be  sealed  open  in  an  approved  manner. 

Rule  26.  HEATING  OF  TANKS.  All  tanks  used 
for  standpipe  supply  purposes  shall  be.  heated  by  means  ot 
steam  supplied  through  a  brass  coil  with  brass  fittings  and 
of  a  tvpe  and  radiating  surface  as  prescribed  by  the  Board  of 
Standards  and  Appeals.  The  heater  shall  be  fed  through  a 
HA-inch  steam  line  with  a  1-inch  return,  separately  trapped. 
The  water  in  the  tank  shall  be  maintained  at  a  temperature 

above  40°  F.  .  ••it, 

Tanks  in  hotels,  hospitals,  institutes  or  similar  buildings 

using  the  tank  supply  seven  days  a  week  supplying  hot  l 
standpipe  and  house  service  lines  shall  not  require  heating. 

I  f  in  an  adequately  heated  enclosure,  interior  heating  o 
tanks  shall  not  be  required. 

Rule  27  LOWEST  SUCTION  TANKS.  Tanks  shall 
have  at  least  10,000  gallon  effective  water  capacity  as  speci¬ 
fied  in  Schedule  A,  reserved  for  the  lowest  fire  pump  use 
exclusively  and  shall  be  constructed  of  steel  or  reinforced 
concrete,  located  below  the  grade,  or  lowest  story,  if  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure,  or 
building  provided  they  are  accessible  and  when  in  his  judg¬ 
ment,  such  location  will  be  more  practicable.  House  supply 
tanks  may  be  connected  to  the  fire  pump  suction  line,  pro¬ 
vided  an  O.  S.  &  Y.  gate  valve,  sealed  closed,  shall  be  pro¬ 
vided  on  such  house  supply  lines. 

Rule  28.  LOWEST  TANK  SUPPLY.  The  lowest  suc¬ 
tion  tanks  shall  be  fed  by  a  connection  at  least  4  inches 
in  diameter  taken  directly  and  independently  from  the  public 
street  main.  The  supply  shall  be  not  less  than  750  gallons  a 
minute,  and  shall  enter  the  suction  tank  above  the  top  or 
through  the  side  near  the  top  of  the  tank  and  shall  be  con¬ 
trolled  by  suitable  bronze  ball  cock  and  copper  float. 

Rule  29.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  cai  - 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  30.  INTERMEDIATE  TANKS.  The  location 
of  intermediate  tanks  hereafter  installed  shall  be  determined 


and  directed  by  the  Fire  Commissioner  and  as  prescribed 
in  Schedule  A.  Each  such  tank  shall  have  at  least  5,000 
gallons  of  water  reserved  exclusively  for  fire  line  and  pump 
purposes.  The  bottom  of  each  tank  shall  be  at  least  20  feet 
above  the  highest  outlet  supplied  therefrom.  The  method 
of  water  supply  to  tanks,  the  overflow,  the  high  and  low 
water  alarm,  the  emergency  drain,  etc.,  shall  be  as  prescribed 
for  tanks  above  the  roof  except  that  the  overflow  and  emer¬ 
gency  drain  shall  be  connected  to  the  drainage  system  of  the 
building  or  discharge  on  intermediate  levels. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  'be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves,  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be- 
directly  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
a  horizontal  connecting  line  shall  be  provided  an  ap¬ 
proved  swing  check  valve  opening  upward,  with  an  O.  S. 
&  Y.  gate  valve,  at  each  side  of  the  check  valve,  in  order 
that  water  pumped  into  the  Siamese  connection  may  enter 
the  entire  equipment  of  the  building,  and  that  each  tank  will 
supply  only  its  portion  of  the  system.  1 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body- 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  emergency 
control  valves  6  inch  and  larger  shall  be  of  the  by-pass  type! 

*  Rule  32.  PIPING,  FITTINGS  AND  VALVES..  Mate 
rials  of  Construction.  All  new  piping  for  standpipe  firi 
lines  shall  be  of  genuine  full  weight  wrought  iron  or  stee1 
and  properly  tested  by  the  manufacturer  to  withstand  th< 
required  water  working  pressures.  All  pipes  shall  be  lap 
welded.  Where  working  pressures  are  in  excess  of  150  lbs 
to  the  square  inch  extra  heavy  cast  iron  body  or  cast  stee 
valves,  malleable  iron  or  cast  steel  fittings  constructed  ii; 
accordance  with  the  specifications  of  the  American  Society  o 
Mechanical  Engineers,  able  to  withstand  the  required  wate 
working  pressure  shall  be  provided.  The  standard  weigh 
fittings  and  valves  may  be  used  where  the  pressure  is  nb 
more  than  150  lbs.  per  sq.  in.  Fittings  in  horizontal  run 
shall  have  long  turns.  All  underground  piping  shall  be  o 
extra  heavy  cast  iron  as  required  by  Rule  15. 

The  water  working  pressure  on  piping,  valves  and  fitting1 
shall  be  determined  by  the  total  head  of  water  plus  50  pound 
at  the  top  floor  hose  outlet  plus  a  factor  of  safety  of  a- 
least  50  per  cent.  Specifications  as  to  the  construction  an' 
water  working  pressure  of  all  piping,  valves  and  fitting 
shall  be  marked  on  plans  filed  with  fire  commissioner. 

Rule  33.  CONSTRUCTION.  Each  standpipe  fire  lin 
riser  shall  be  supported  at  the  bottom  and  at  every  othe 
(alternate)  story,  and  shall  be  properly  braced.  Horizonta 
lines  shall  be  supported  by  standard  heavy  wrought  or  malle! 
able  iron  hangers  attached  to  or  extending  around  an 
over  floor  beams  at  intervals  of  not  more  than  8  ft 
and  at  more  frequent  .intervals  if  deemed  necessary  by  tb 
Fire  Commissioner  and  shall  be  securely  braced  to  withstan 
vibration.  Hangers  may  be  supported  by  straps  or  bars  ex 
tending  over  and  around  bars  of  at  least  1  in.  in  diameter  an 
12  in.  in  length  embedded  in  concrete  floors  parallel  to  an 
at  least  2  in.  from  the  undersurface  or  by  approved  ma 
leable  iron  concrete  inserts.  The  arrangement  of  lines  min 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  pel 
mitted  only  when  unavoidable  or  where  necessary  to  insta> 
horizontal  check  valves.  Except  where  flange  fittings  an 
pipes  are  permitted  elsewhere  in  this  rule,  all  j'oints  shall  1 
screwed  j'oints  made  up  thoroughly  water  tight  with  re 
lead,  litharge  and  glycerine,  or  compressed  graphite  lea 
and  boiled  linseed  oil,  or  any  j'oint  compound  that  shall  1 
approved  by  the  Board  of  Standards  and  Appeals. 
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In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  sand  holes 
or  other  imperfections.  All  joints  shall  be  provided  with 
proper  copper  gaskets. 

All  standpipe  (fire  line)  equipments  shall  be  installed  in  a 
workmanlike  manner. 

Rule  34.  PROTECTION  OF  FIRE  LINES.  Stand¬ 
pipe  lines  when  not  located  within  a  fire  protected  stair  en¬ 
closure  shall  be  protected  against  interior  fire  damage  by 
means  of  at  least  one  inch  asbestos  covering,  or  a  covering 
of  expanded  metal  lath  and  three-quarters  inch  Portland 
cement  plaster  or  by  a  2  in.  terra  cotta  block  encasement. 

Rule  35.  FROST  PROTECTION.  Standpipe  lines  shall 
be  properly  protected  from  freezing  in  the  following  man¬ 
ner: 

One  wrapping  of  tar  paper  equivalent  to  Asphalt  Saturat¬ 
ed  Wool  Felt  paper  weighing  12  lbs.  per  100  sq.  ft. 

Three  (3)  layers  of  standard  1  in.  high  grade  “long  cows’ 
hair”  felt  interposed  and  covered  with  one  (l)  layer  of 
builders’  paper  equivalent  to  red  rosin  sized  sheathing  paper 
weighing  40  lbs.  per  500  sq.  ft. 

One  (1)  covering  of  8  oz.  canvas,  painted  with  two  (2) 
coats  of  waterproof  paint. 

All  wrappings  to  be  independently  applied  and  securely 
fastened  in  place  with  heavy  jute  twine.  Circumferential 
and  longitudinal  joints  to  have  at  least  a  2  in.  lap  staggered 
with  adjacent  layers  and  opposing  leakage  to  the  hair  felt. 

In  groups  of  pipes  each  water  pipe  is  to  be  wrapped  sep¬ 
arately  with  the  tar  paper,  but  subsequent  layers  of  felt  and 
paper  may  be  applied  collectively  if  space  does  not  permit  of 
individual  wrapping. 

Where  a  heating  pipe  is  one  of  the  group,  the  wrapping 
should  be  applied  so  that  the  hot  line  would  serve  all  pipes 
in  the  enclosure.  The  initial  wrapping  of  tar  paper  around 
each  water  pipe  should  be  applied  with  laps  down  and  the 
whole  group  wrapped  with  tar  paper  with  laps  up.  If  due 
to  the  position  of  the  hot  line  sufficient  air  space  would  not 
insulate  the  hair  felt,  then  protection  to  be  effected  by  suit¬ 
able  separators,  or  a  wrapping  of  asbestos  paper  instead  of 
the  tar  paper  around  the  group. 

On  vertical  pipes  particular  provision  to  be  made  to  pre¬ 
vent  slipping  and  tearing  of  insulation  due  to  its  weight. 

To  prevent  slipping  away  of  insulation  at  point  of  entrance 
of  pipes  into  a  tank,  and  to  shed  leakage  from  slip  joints,  a 
16  oz.  duck  to  be  provided,  doubled  and  securely  fastened  to 
bottom  of  the  tank  overlapping  inside  and  outside  the  insula¬ 
tion  of  the  group  for  a  distance  of  18  in.  below  the  tank. 
This  duck  to  be  well  coated  with  paint.  Loose  hair  felt  to 
be  packed  about  connection  at  tank  bottom  to  safeguard 
against  settling. 

Rule  36.  NUMBER  OF  RISERS.  Each  building  front¬ 
ing  on  more  than  one  street  shall  have  at  least  one  riser 
for  each  street  front.  For  the  application  of  this  rule  a 
corner  building  shall  not  be  considered  as  facing  on  more 
than  one  street  when  it  is  on  but  one  corner.  In  all  cases 
regardless  of  area  or  location  there  shall  be  a  sufficient 
number  of  risers,  so  that  any  portion  of  each  floor  area 
may  be  covered  by  the  stream  from  a  standpipe  hose  not 
exceeding  100  ft.  in  length. 

Rule  37.  FIRE  TOWER  RISER.  Each  standpipe  riser 
shall  be  located  within  a  stair  enclosure  and  one  riser  must 
;be  located  in  main  stairway  or  fire  tower. 

Where  impracticable  to  locate  a  riser  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  it  to  be  located 
immediately  adjacent  to  a  stair  enclosure,  public  corridor  or 
other  suitable  place. 

Rule  38.  HOSE  STREAM  ALLOWANCE.  Not  more 
than  10  feet  will  be  allowed  for  the  throw  of  hose  stream, 
except  where  the  static  pressure  at  the  hose  outlet  is  15  lbs. 
or  more,  when  20  ft.  will  be  allowed. 


Rule  39.  SIZE  OF  CROSS-CONNECTION.  Where 
there  are  two  or  more  risers  in  a  standpipe  (fire  line) 
equipment,  all  risers  shall  be  cross-connected  by  piping  of 
a  diameter  at  least  equal  to  the  diameter  of  the  largest 
nser,  but  in  no  case  shall  the  cross-connection  be  less  than 
nve  inches. 

Rule  40.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  hereafter  erected  exceeding  250  ft. 
in  Right,  as  described  in  Schedule  A,  an  electric  contrifugal 
hre  pump  shall  be  kept  in  readiness  for  immediate  use  of 
the  hire  Department  during  all  hours  of  the  night  and  day. 
including  Sundays  and  holidays. 

ARRANGEMENT  AND  SUPPLY  OF  FIRE 
rUMl  b.  Fire  pumps  shall  be  conneoted  to  the  standpipe 
systems  and  have  a  capacity  of  750  gallons  of  water  per 
minute  at  a  pressure  of  from  50  to  80  lbs.  at  uppermost 
hose  outlet,  fed  from  such  pumps.  Fire  pumps  shall  draw 
irom  steel  or  reinforced  concrete  suction  tanks.  For  the 
purpose  of  testing  fire  pumps  a  4  in.  diameter  branch 
shall  be  taken  from  the  discharge  line  at  the  pump  side  of 
die  check  valve  and  run  to  the  suction  tank  over  the  side  or 
through  the  side  above  the  overflow  level.  From  this  branch 
there  shall  be  taken  a  4  in.  line  with  an  approved  type  pres- 
sure  relief  valve,  extending  to  the  tank  in  a  manner  similar 
to  that  of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the 
4  in.  relief  branch  and  the  tank  there  shall  be  placed  an  O. 

^  valve,  which  shall  be  kept  closed  except  during 

a  test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
of  same  diameter  as  the  main  riser. 

PUMPS42'  NUMBER  AND  LOCATION  OF  FIRE 

SCHEDULE  A 


Height  from 

U  ppermost 
Hose  Outlet 

to  grade* 

Total  No. 
of  Pumps 
Required 

Approximate  Location  of  Pumps 

1st  Pump  |  2nd  Pump  |  3rd  Pump  I  4th  Pump 

Above  level 
of  First 
Pump 

Above  leva 
of  First 
Pump 

Above  level 
of  First 
Pump 

250'  to  400' 

1 

Below  grade 
level 

401'  to  500' 

2 

Below  grade 
level 

200'  to  250' 

501' to  600' 

2 

Below  grade 
level 

250'  to  300' 

601'  to  700' 

3 

Below  grade 
level 

200'  to  250' 

400'  to  500' 

701'  to  800' 

3 

Below  grade 
level 

250'  to  300' 

500'  to  600' 

801'  to  900' 

4 

Below  grade 
level 

200'  to  250' 

400'  to  500' 

600'  to  750' 

901'  to  1000' 

4 

Below  grade 
level 

250' 

500' 

760' 

ou*  The  uPPermost  hose  outlet  shall  not  include  pent  house 

Rifle  43.  FIRE  PUMPS  IN  BUILDINGS  EXCEED¬ 
ING  1  000  FEET.  All  buildings  exceeding  1,000  feet  from 
grade  level  to  uppermost  hose  outlet  shall  be  provided  with 
a  hre  pump  for  every  250  feet  of  elevation  above  the  centre 
line  of  the  lowest  pump. 


Rule  44.  TANK  CAPACITIES.  Suction  tanks  supply- 
ing  the  first  or  lowest  pump  shall  contain  not  less  than  10  000 
gallons  reserved  for  fire  pump.  Intermediate  tanks  and 
uppermost  supply  tanks  for  buildings  between  250  and  400 
ft.  as  described  in  above  schedule  shall  contain  not  less  than 
5.000  gallons  reserved  for  fire  pump.  Uppermost  supply 
tanks  on  all  other  buildings  shall  contain  not  less  than  3  500 
gallons  reserve  for  standpipe  fire  line.  Suction  tanks  shall 
be  of  the  open  type. 
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Rule  45.  TANK  STRAINERS.  All  supply  tanks  shall 
be  provided  with  bronze  strainers  at  pump  and  riser  intake 

lmRule46.  CENTRIFUGAL  FIRE  PUMPS.  Fire  pumps 
installed  under  these  rules  shall  have  a  capacity  of  <50 
G  P.  M.  and  shall  be  of  the  multi-stage  motor  driven  Cen¬ 
trifugal  type  designed,  constructed  and  installed  to  render 
the  highest  possible  efficient  and  reliable  fire  service. 

The  pump  shall  be  located  in  a  room  of  fireproof  con¬ 
struction,  properly  ventilated,  lighted  and  drained,  enclosed 
in  eight  (8)  inch  brick  or  concrete  walls  with  approved  fire 
doors  at  openings  and  with  fireproof  floor  and  ceiling  eon- 
struction.  If  located  in  the  lowest  story  of  the  building,  the 
pump  shall  be  placed  on  a  foundation  not  less  than  one  (1) 
foot  in  height.  The  pump  room  shall  be  readily  accessible 
safp  pstcss  for  the  attendant. 

The  pumping  equipment  shall  be  adaptable  for  heavy  duty 
service  having  all  parts  of  ample  strength  with  liberal  water 
passage  and  all  working  parts  exposed  to  corrosion  o.  phos- 

phTrhebrp0umps  shall  be  fitted  with  fire  fittings  consisting  of 
capacity  name  plate,  pressure  gauges,  relief  valves,  hose 
manifold  and  three  (3)  approved  2^4  in.  hose  valves  with 
Standard  Fire  Department  male  threads.  Fire  pumps  shall 
take  suction  supply  under  a  head  of  water  and  in  no  case 
shall  there  be  less  than  six  (6)  feet  between  water  level  in 

tank  and  centre  line  of  pump. 

The  pump  specifications  shall  be  within  the  uniform  re¬ 
quirements  of  “The  National  Standard”  as  adopted  by  the 

following  associations :  ,  _ 

Associated  Factory  Mutual  Companies, 

National  Board  of  Fire  Underwriters, 
or  as  approved  by  the  Board  of  Standards  and  Appeals. 

Fire  pumps  to  be  designed  to  operate  at  not  less  than  fi  e 
(5)  pre  determined  speeds  to  give  five  (5)  pre-de  ermmed 
pressures  which  will  insure  a  maximum  pressure  of  80  lbs. 
and  a  minimum  pressure  of  50  lbs.  throughout  the  building. 

Fire  pump  equipment  shall  be  so  designed  that  it  H't. 
operate  normally  at  least  five  (5)  speeds  to  provide  a  mini¬ 
mum  of  50  lbs.  pressure,  and  where  more  than  one  pump >  u 
required  it  shall  be  capable  of  pumping  to  the  level  of  the 
next  highest  pump  station  in  case  of  breakdown  of  inter¬ 
mediate  pumping  unit.  ,  .  .. 

To  provide  for  this  standby  service  the  fire  pump  sha11 
run  at  nine  (9)  pre-determined  speeds,  namely,  five  (5)  tor 
continuous  service  and  four  (4)  for  standby  service. 

Rule  47.  GENERAL  SPECIFICATIONS.  Pumping 
equipment  shall  be  free  from  defects  in  design,  workman¬ 
ship  and  material  and  shall  give  proper  and  continuous 
operation  under  the  conditions  of  service  specified  and  shall 
be  subject  to  approval  of  the  Board  of  Standards  <md 

^Materials  entering  into  construction  of  this  equipment 
shall  be  the  best  quality  of  their  respective  kinds  and  all 
parts  shall  be  amply  proportioned  so  as  to  be  adaptable  «or 

heavy  duty  service.  .  ,  .  .  « 

CASING:  Casing  shall  be  of  close  grained  cast  iron  and 
divided  horizontally,  and  having  suction  and  discharge  con¬ 
nections  in  the  lower  half,  so  that  the  top  casing  can  be  re¬ 
moved  without  breaking  water  connections  Casing  shall 
have  in  addition  to  flange  bolts,  additional  heavy  bolts  in¬ 
side  of  flange  to  prevent  leakage  between  stages.  Casing 
shall  be  tested  and  guaranteed  to  withstand  pressure  50% 

in  excess  of  working  pressure.  .  ,  .  « 

SHAFT:  Shaft  shall  be  made  of  best  grade  nickel  steel 
and  shall  be  ground  all  over  to  close  limits  and  a  high  finish. 

IMPELLERS:  Impellers  shall  be  of  the  enclosed  type  of 
best  grade  of  phosphor  bronze  finished  all  over. 

WEARING  RINGS:  Shall  be  of  phosphor  bronze  and 
of  renewable  labyrinth  or  other  equal  type.  Impeller  wear¬ 
ing  rings  shall  be  securely  attached  to  impeller,  and  casing 
ring  shall  be  securely  locked  in  the  casing. 

SHAFT  SLEEVES:  Shaft  sleeves  shall  be  of  bronze 
and  extend  through  stuffing  boxes  to  protect  the  shaft  from 
corrosion  and  wear  from  the  packing. 


BEARINGS :  Bearing  brackets  shall  be  of  the  best  grade 
of  close  grained  cast  iron  and  securely  bolted  to  the  lower 
half  of  the  casing. 

Bearing  brackets  shall  contain  cast  iron  bearings  linitd 
with  high  grade  babbitt  and  shall  be  removable.  Each  bear¬ 
ing  shall  be  equipped  with  two  oil  rings  to  insure  proper 
lubrication. 

COUPLING:  Coupling  shall  be  of  best  grade  ccrt  iron 
finished  ail  over  and  keyed  to  shaft.  The  two  halves  shall, 
be  connected  by  coupling  pins,  transmitting  power  through 
rubber  bushings,  vulcanized  on  steel  sleeves. 

STUFFING  BOXES:  Stuffing  boxes  shall  be  of  suf¬ 
ficient  depth  to  prevent  excessive  leakage  and  shall  contain 
water  seal  rings  of  bronze. 

PACKING.:  Packing  shall  be  held  in  place  by  bronze 
glands  horizontally  split  and  bolted  together. 

BED  PLATE:  Bed  plate  shall  be  of  cast  iron  of  heavy 
box  type  and  provided  with  finished  pads  to  which  the  pump 
is  bolted  and  doweled.  Foundation  bolt  rings  shall  be  drilled 
for  foundation  bolts.  Jack-screw  pads  to  be  cast  with  bee 
and  jack-screws  furnished  to  assist  in  aligning.  Bed  plat< 
shall  be  provided  with  ample  drio  rims,  drilled  and  tappet 
for  piping  connections  on  both  ends. 

PAINTING:  Pumps  shall  be  painted,  filled,  rubbed  dotw 
to  an  even  surface  and  finished  with  a  drab  steel-color  ma 
chine  paint,  and  the  inside  of  the  oil  reservoirs  in  the  bear 
ing  brackets  to  be  painted  white  with  a  special  oil-resistinj 
paint. 

Rule  48.  SPECIFICATIONS  FOR  ELECTRICA1 
CONTROL  AND  OPERATION  OF  FIRE  PUMPS. 

TESTING:  Pumps  shall  be  tested  at  the  plant  of  manu 
facturer  to  prove  that  they  can  fulfill  requirements  c 
specifications  and  guarantees  made. 

MOTOR:  (a)  Direct-current  motors  must  be  of  tb 

shunt  or  cumulative  compound  wound  types.  The  speed  c 
the  motor  at  no  load  must  not  exceed  the  speed  at  full  loa: 
by  more  than  10%. 

Alternating  current  motors  shall  be  of  a  slip  ring  tyq 
that  will  surely  start  and  attain  full  speed  under  the  currei 
supply  conditions  where  pump  is  to  be  installed.  Approv; 
of  fire  pump  installations  will  be  contingent  on  proper  attei 
tion  being  given  to  the  features  mentioned  herein. 

(b)  With  a  room  temperature  not  exceeding  40  deg.  ( 
motors  shall  be  designed  for  a  temperature  rise  not  exceei 
ing  40  deg.  C.  when  carrying  their  rated  full  load  contin 
ously  and  shall  also  be  able  to  run  continuously  with  an  ove 
load  of  15%  without  stress  and  without  injurious  rise  in  t 
temperature.  Motors  shall  be  able  to  withstand  under  tl 
above  room  temperature  an  overload  of  25%  for  2  hou 
or  a  momentary  overload  of  50%  without  injury.  .No  ele 
trical  or  mechanical  weakness  should  develop  during  the 
tests.  The  rise  in  temperature  shall  be  measured  in  accor 
atice  with  the  Standardization  Rules  of  the  American  I 
tttiuOe  of  Electrical  Engineers. 

Motors  shall  be  of  such  capacity  that  at  rated  volta 
115%  of  its  full  load  ampere  rating  will  not  be  exceed 
under  any  conditions  of  pump  load. 

(c)  Motor  and  control  apparatus  must  be  protected  frt 
water  coming  from  possible  leakage,  or.  breakage  of  a 
connection  at  the  pump  or  other  piping  in  its  vicinity,  i 
chiding  hose  lines  which  may  be  connected  to  the  pump. 

(d)  Motor  windings  shall,  be  thoroughly  impregnated  w 
an  insulating  compound  suitable  for  resisting  moisture. 

(e)  Bearing  shells  and  caps  for  motors  shall  be  of  1 
split  type  on  at  least  the  driving  end,  to  permit  removal  a 
replacement  without  disturbing  the  motor  or  shaft  after 
stallment. 

VARIABLE  SPEED  CONTROL  OF  MOTORS  si 
be  provided  except  for  fire  pumps  in  theatres  as  requn 
under  Rule  86.  Not  less  than  five  stages  of  speed  variat 
will  be  permitted. 
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AUTOMATIC  STARTERS  will  not  be  permitted  ex- 
■pt  as  provided  for  under  Rule  86  (Theatres,  etc.)  of 
tandpipe  Fire  Line  Rules. 

CONTROLLING  EQUIPMENT :  The  following  speci- 
-ations  coyer  the  construction  and  installation  of  con- 
olling  equipments  of  manually  operated  devices  for  the 
oitrol  of  electric  motors  driving  fire  pumps. 

In  materials,  details  of  construction,  test  and  installation, 
cept  as  modified  or  supplemented  by  these  requirements, 
1  parts  of  the  equipment  shall  comply  with  Chapter  9  of 
e  Code  of  Ordinances. 

All  equipments  shall  be  specifically  approved  for  fire 
mp  controlling  purposes. 

DESIGN:  (a)  The  design  of  all  parts  must  be  such  as 
secure  simplicity,  strength,  durability  and  ease  of  opera- 

■n. 

(b)  All  parts  must  be  mounted  on  one  or  more  panels  of 
te,  marble  or  other  approved  material,  supported  in  a  sub- 
ntial  manner  on  an  iron  frame,  and  the  entire  equipment 
M  comply  with  the  requirements  for  switchboards  in  Chap- 

9  of  the  Code  of  Ordinances. 

(c)  All  parts, _  such  as  bearings,  cams  and  latches,  the 
^ration  of  which  is  liable  to  be  interfered  with  by  cor- 
;ion,  must  be  made  of  phosphor  bronze  or  similar  metal, 
,:ept  where  magnetic  qualities  are  essential.  Springs  must 
of  phosphor  bronze  or  similar  metal,  or  protected  against 
rosion  in  approved  manner. 

OPERATING  MECHANISM:  (a)  The  operation  shall 
such  that  the  motor  is  directly  started  by  a  single  lever, 
ich  shall  be  arranged  to  move  in  one  direction  from  the 
ial  to  the  final  position. 

b)  Electrical  actuating  devices  will  not  be  approved. 

c )  Where  direct  current  is  used,  an  auxiliary  field  re- 
ance  shall  be  provided  which  can  be  used  to  increase  the 
tor  speed  10  per  cent. 

RESISTANCES:  Starting  resistances  must  be,  unless 
de  of  the  motor,  of  the  grid  type,  and  comply  with  the 
uirements  of  starting  duty  rheostats  as  given  in  Chapter 
f  the  Code  of  Ordinances. 

)VERLOAD  PROTECTION:  (a)  Each  motor  lead 
st  be  protected  by  a  circuit-breaker.  With  direct  current 
.ors,  leads  must  be  protected  by  a  single-pole  circuit- 
iker  in  each  lead,  or  by  an  approved  double  coil,  double 
-  circuit-breaker  so  designed  that  each  pole  must  be  closed 
:pendently  of  the  other. 

b)  Circuit-breakers  to  be  calibrated  to  400  per  cent,  of 
mal  motor  current. 

c)  No  fuses  nor  other  overload  release  devices  except 
-uit-breakers  are  permitted,  except  in  instrument  and 
ft  light  leads. 

VIRING:  All  wiring  shall  be  installed  in  rigid  iron 
iuit. 

WITCH :  An  approved  knife  switch  for  independent 
•ces  of  supply  must  be  provided,  having  one  pole  for  each 
)ly  wire  in  circuit. 

HOT  LAMP  AND  INSTRUMENTS:  (a)  A  pilot 
?  connected  on  the  motor  side  of  the  circuit-breaker  must 
irovided  to  indicate  the  presence  of  voltage  on  the  line. 

>)  A  voltmeter  and  ammeter  must  be  provided  and  suit- 
amounted  and  connected  as  a  part  of  the  control  equip- 

ARKING:  (a)  A  name  plate  must  be  provided  giving 
name  of  the  manufacturer  and  the  rating  of  the  equip- 
t  in  volts  and  amperes. 

»)  All  line  and  motor  terminal  connections  must  be  suit- 
marked  so  that  they  can  be  readily  identified. 

JNTROL  PANEL:  The  control  panel  shall  be  con¬ 
ned  of  a  high  grade  of  electrical  slate  or  marble  or 
approved  material. 

le  supporting  frame  shall  be  so  arranged  that  the  bot- 
of  the  panel  will  not  be  less  than  24  inches  above  the 


oai^l  h  ,°F  APPARATUS:  The  control 

panel  shall  be  located  close  to  and  within  sight  of  the  motor 

nn  nthUmP  r00m  Used  for  no  other  purpose  and  containing 
no  other  apparatus  except  the  fire  pump,  its  motor  and  it* 

^PPi!fnCeS  provided*  the  controlling  equipment 
shall  be  placed  in  this  room. 

•  .■*’he  control  panel  shall  be  so  protected  that  it  will  not  be 
injured  by  water  escaping  from  pump  or  connections. 

Except  where  special  permission  is  granted  by  the  Fire 
Commissioner  the  controlling  equipment  shall  be  protected 
from  mechanical  injury  by  one  of  the  following  methods: 

(a)  Grille  or  lattice  partitions  so  placed  as  to  completely 

enclose  the  control  panel  and  starter.  P  y 

(b)  The  entire  equipment  of  the  panel  and  starter  may 
e  enclosed  at  the  sides,  front,  back  and  top  in  a  thoroughly 

than  No3  qed  ^  lr°n  °r  Steel  Cablnet  of  “<**«« 

man  No.  12  U.  b.  metal  gauge  in  thickness  with  hinged 

doors  with  glass  panel  in  front  of  pilot  light.  When  pane!  is 

a  fireproof  room  and  not  subject  to  mechanical  injury  an 

enclosing  cabinet  shall  not  be  required. 

EQUIPMENT:  The  entire  equipment  shall 
subject  to  test  and  inspection  by  representatives  of  the 
hire  Commissioner. 

SUPPLY:  Where  the  power  supply  can  be 

riKtinrt  1  tW0  ue?,arfe  Street  feeders’  two  separate  and 
distinct  services  shall  be  installed. 

Where  current  is  taken  from  an  underground  Edison 
three-wire  system  and  the  power  lines  are  protected  by  ap¬ 
proved  conduit  from  a  point  where  they  enter  the  building 
to  the  control  panel  in  the  pump  room,  it  wall  be  considered 
an  acceptable  source  of  power  supply. 

Isolated  Plant:  Where  the  source  of  supply  is  an  isolated 
plant  located  in  the  building  an  auxiliary  service  of  suf- 
ncient  capacity  shall  be  obtained  from  some  outside  source. 

I  ransmission  Lines:  (a)  The  lines  between  the  power 
planes  and  the  pump  room  must  be  of  such  number,  so 
arranged  and  so  located  that  there  will  be  small  chance  of 
an  interruption  of  service  to  the  motor,  due  to  accident  to 

conduit S"  A  Winng  ^  thC  PUmP  r°°m  mUSt  be  in  aPProved 

Where  the  valves  involved  are  large  and  the  crippling  of 
this  pump  service  would  seriously  affect  the  protection  of 
the  property,  at  least  two  separate  lines  from  the  power 
plant  or  plants  to  the  pump  installation  shall  be  provided, 
the  lines  must  be  run  by  separate  routes  or  in  such  manner 
mat  a  failure  of  both  at  the  same  time  will  be  only  a  re¬ 
mote  possibility. 

(b)  Each  line  between  the  power  plant  and  pump  room 
shall  be  of  such  size  that  its  safe  carrying  capacity  as  given 
in  Chapter  9  of  the  Code  of  Ordinances  will  not  be  exceeded 
by  the  load  carried. 

Where  direct  current  motors  are  used,  the  voltage  at  the 
motors  must  not  drop  more  than  5  per  cent,  below  the  volt¬ 
age  rating  of  the  motors  when  the  pumps  are  being  driven 
at  rated  output,  pressure  and  speed,  and  the  lines  between 
and  power  stations  are  carrying  their  peak  loads 
When  alternating  current  motors  are  used,  the  voltage  at 
the  motors  under  these  same  conditions  must  not  drop  more 
than  8  per  cent,  below  the  voltage  rating  of  the  motors. 

(c)  I  he  overload  protective  devices  at  the  power  plants, 
and  where  provided  at  various  points  on  the  lines,  must  be 
of  such  rating  and  so  set  that  they  will  open  the  circuit  only 
under  short  circuit  conditions. 

Approved  fuses  may  be  used,  if  desired,  except  for  the 
protection  of  the  pump  motor  where  circuit  breakers  are 
required.  The  fuses,  however,  must  be  of  such  size  that  an 
overload  or  short  circuit  at  the  motor  or  its  control  ap¬ 
paratus  will  not  cause  them  to  open  the  circuit,  but  instead, 
the  circuit  breaker  protecting  the  motor. 

TRANSFORMERS:  Where  it  is  necessary  to  install 
transformers  they  shall  be  installed  in  accordance  with 
Chapter  9  of  the  Code  of  Ordinances. 
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Rule  49.  SIGNALLING  DEVICES.  All  buildings  where 
variable  speed  control  of  fire  pump  motors  is  required  shall 
be  equipped  with  an  approved  coded  closed  circuit  signalling 
system.  The  signalling  stations  shall  be  located  one  on  each 
floor  at  main  riser.  This  system  shall  be  so  arranged  that 
a  coded  signal  can  be  transmitted  to  the  pump  rooms.  An 
eight-inch  gong  shall  be  provided  in  all  pump  rooms  and  at 
such  other  locations  as  the  Fire  Commissioner  may  direc  . 
All  apparatus  used  in  connection  with  the  signalling  system 
shall  be  of  an  approved  type  and  installed  as  outlined  m 
rules  governing  the  installation  of  interior  fire  alarm 
systems. 

At  alternate  signal  sending  stations  there  shall  be  provided 
an  approved  closed  circuit  strap  key  enclosed  in  a  sheet 
metal  box  equipped  with  a  paracentric  Fire  Department  lock 
and  approved  hinges.  . 

The  strap  key  shall  be  connected  in  series  with  the  box 
circuit  of  the  signal  sending  station. 

A  card  of  instructions  shall  be  placed  in  the  pump  room 
giving  code  numbers  of  signalling  stations,  the  pressures  o 
tainable  at  different  speeds  of  the  motor  and  such  other  in¬ 
formation  the  Fire  Commissioner  may  direct. 

Rule  50.  RELAY  STANDPIPE  SYSTEM.  All  build¬ 
ings  hereafter  erected  exceeding  400  ft.  from  grade  to  high¬ 
est  hose  outlet  shall  be  provided  with  an  intermediate  com¬ 
bination  gravity  and  suction  standpipe  supply  tank  and  a  hre 
pump  as  required  under  Schedule  A. 

Each  tank  shall  have  at  least  5,000  gallons  of  water  re- 
jerved  for  the  fire  lines  and  shall  be  connected  to  hre  line 
system  as  described  in  Rule  30  for  intermediate  tanks  except 
that  in  addition  to  the  requirements  of  Rule  30,  there  shall  be 
provided  a  long  turn  by-pass  8  inches  in  diameter  around  the 
tank  check  valve  and  the  O.  S.  &  Y.  gate  valves  An  8-inch 
O.  S.  &  Y.  gate  valve  SEALED  CLOSED  shall  be  provided 

in  the  by-pass  line. 

Each  tank  shall  be  provided  with  overflow  and  emer¬ 
gency  drain  lines  as  required  in  Rules  19  and  20,  except  that 
such  lines  shall  drain  to  roofs  of  set  backs  on  building,  or 
into  house  drain  lines  providing  the  house  drain  line  or  lines 
are  equal  in  sum  total  to  the  sum  total  in  diameter  of  the 

drain  lines. 


starting  and  operating  pump,  closing  main  line,  gate  valvi 
and  opening  by-pass  valve. 

Rule  53.  FIRE  LINE  TELEPHONE.  In  all  building: 
where  a  variable  speed  control  of  fire  pump  motors  is  re 
quired  there  shall  be  provided  a  multiple  telephone  systen; 
with  a  master  telephone  in  each  pump  room,  and  in  the  mair 
lobby  and  individual  telephones  located  on  alternate  floor 
near  the  main  fire  line  riser. 

The  operation  of  the  system  shall  be  such  that  any  in. 
dividual  telephone  may  call  and  converse  directly  with  an 
master  telephone.  The  master  telephones  may  call  and  con' 
verse  directly  with  each  master  telephone. 

A  six-inch  vibrating  call  bell  shall  be  located  at  the  maste’ 
telephones.  , 

The  master  telephones  in  pump  room  below  grade  lev«, 
shall  be  equipped  with  a  loud  speaking  receiver  so  that  th 
voice  can  be  clearly  and  audibly  heard  at  a  distance  of  n< 
less  than  fifteen  feet  from  the  receiver. 

WIRING:  The  wiring  for  the  telephone  system  shall  n< 
be  smaller  than  No.  18  rubber  covered  wire  installed  in  rig 
iron  conduit.  The  conduit  system  shall  contain  no  conducto 
other  than  fire  line  telephone  conductors. 

The  fire  line  telephone  system  shall  be  properly  maintainr 
and  ready  for  use  by  the  Fire  Department  at  all  times. 

Rule  54  MAIN  LINE  EMERGENCY  CONTRC, 
VALVES  IN  BUILDINGS  OVER  400  FEET  I 
HEIGHT  (per  Schedule  A).  At  the  base  of  the  main  fe; 
riser  or  below  the  hose  outlet  valves  on  the  first  story , 
each  pump  room  elevation,  and  at  each  approximate  or 
third  the  height  above  the  fire  pump  elevations  and  the  pur. 
or  roof  tank  next  above,  there  shall  be  provided  O.  S.  &  , 
emergency  control  valves  in  the  main  feed  riser  propei 
numbered  and  shown  on  the  fire  pump  blue  print  here; 
fore  described. 


The  fire  pump  shall  have  a  capacity  of  not  less  than  7o0 
gallons  of  water  per  minute  and  shall  deliver  through  the 
standpipe  main  feed  riser  at  a  pressure  not  less  than  50  lbs 
to  the  square  inch  at  the  highest  hose  outlet  fed  by  said 

pump. 

All  fire  pumps  shall  be  located  on  a  raised  base  at  least  24 
inches  above  the  floor  and  on  the  floor  below  the  supply 
tank  with  the  suction  line  as  direct  as  practicable. 

The  pump  discharge  line  shall  be  connected  to  the  main 
feed  riser  feeding  up,  and  outside  the  horizontal  tank  check 
valve  line,  and  the  upward  swinging  check  valve  m  the  main 
riser.  An  O.  S.  &  Y.  gate  valve  shall  be  provided  at  a 
point  between  the  pump  discharge  connection  and  the  up¬ 
ward  swinging  check  valve  SEALED  OPEN. 

The  fire  pump  and  motor  shall  be  located  in  a  watertight 
room  as  close  to  fire  tower  as  practicable,  properly  drained 
by  a  3-inch  line  to  house  drain  or  scuppers  in  exterior  wall 
The  electric  switch  controlling  the  motor  shall  be  marked 
on  panel  “FIRE  PUMP  SWITCH”  in  1  inch  white  letters 
on  a  red  background. 

Rule  51.  NUMBERING  ON  VALVES.  All  gate  valves 
on  tanks,  fire  lines  and  pumps  shall  be  numbered  by  3-inch 
red  metal  disc  with  white  numbers  2  inches  high  secured  to 
wheel  of  valves. 

Rule  52  PUMP  ROOM  DIAGRAM.  A  white  and 
black  print  drawn  to  a  scale  of  one-quarter  inch  to  the  foot 
shall  be  provided  in  a  glass  frame  showing  the  tank,  hre 
pump,  all  pipe  lines  and  valves.  The  number  of  each  valve 
shall  be  shown  in  addition  to  purpose  of  each  water  line. 

The  print  shall  include  instructions  as  to  method  of 


Rule  55.  EMERGENCY  TOOL  BOX.  Where  k 
pumps  are  required  under  these  rules  there  shall  be  pi' 
vided  in  each  pump  room  an  emergency  fire  departin' 
tool  box,  painted  a  fire  department  red,  with  3-inch  wh 
letters  reading,  “Emergency  fire  line  tool  box.  dne  b 
shall  be  secured  to  the  wall  and  be  fitted  with  a  fire  depa 
ment  lock  and  contain  the  following: 

1 —  3-foot  Stillson  wrench.  | 

4 — 2j4-inch  plugs  with  pipe  threads.  *•,  j 

4 — 2^4-inch  caps  with  hose  threads. 

2 —  Spanner  wrenches  of  Fire  Department  patterm 

4 — 2 £2 -inch  double  female  hose  connections,  with  Fire  1 
partment  threads. 

Rule  56.  EMERGENCY  AND  TESTING  HOI 
Where  fire  pumps  are  required  under  these  rules  there  si 
be  provided  in  each  pump  room  not  less  than  two  50 
lengths  of  rubber  lined  2^-inch  hose,  of  Fire  Depart* 
quality,  and  one  1^-inch  nozzle  of  controlling  type, 
couplings  to  be  of  Fire  Department  pattern  and  thre. 
Hose  shall  be  supported  by  hooks  secured  to  enclosure  w 
of  pump  room. 

Rule  57.  LOCATION  OF  LOWER  FIRE  PUMP 
RELATION  TO  HORIZONTAL  LINE  CONTK 
VALVES.  In  a  single  main  riser  system  the.  fire  P'1 
discharge  line  to  riser  shall  be  as  short  as  practicable.  . 

In  a  two  (2)  main  riser  system  the  pump  discharge 
to  cross  connection  shall  be  located  between  the  two  ris 
An  emergency  gate  valve  of  the  O.  S.  &  Y.  type,  se 
open,  shall  be  provided  in  the  cross-connection  on  each 
of  the  discharge  line  connection. 

In  a  three  (3)  main  riser  system  the  pump  discharge 
shall  be  connected  to  the  cross-connection  on  each  sid; 
the  central  riser.  Three  (3)  emergency  gate  valves  as  a 
shall  be  provided  as  follows:  One  (l)  at  the  base  0 
central  main  riser  and  one  (1)  on  each  side  of  the  disc 

line  connection  on  the  riser  side. 

In  a  four  (4)  main  riser  system  the  pump  discharge 
to  the  cross-connection  shall  be  centrally  located  so  a 
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provide  two  risers  on  each  side  of  pump  conne  *ion.  An 
emergency  gate  valve  shall  be  provided  in  the  cross-connec¬ 
tion  on  each  side  of  the  discharge  connection. 

In  a  five  (5)  main  riser  system  the  pump  discharge  line 
shall  be  connected  on  each  side  of  the  third,  or  central  riser, 
and  shall  be  provided  with  gate  valves  located  as  described 
in  a  3  riser  system. 

In  a  six  (6)  main  riser  system  the  pump  discharge  line 
shall  be  centrally  located  so  as  to  provide  three  risers  on 
each  side  of  pump  connection  and  shall  be  provided  with 
gate  valves  located  as  described  in  a  two  and  four  riser 
system. 

For  the  purpose  of  this  rule  a  main  riser  is  any  vertical 
riser  other  than  a  branch  riser  with  not  more  than  three  (3) 
hose  outlets  above  the  cross-connection. 

Rule  58.  EMERGENCY  SAFEGUARDS.  For  the 
purpose  of  prolonging  the  use  of  the  standpipe  fire  lines  in 
:ase  of  failure  or  break,  it  is  necessary  to  provide  and  prop- 
:rly  locate  emergency  gate  valves  of  the  O.  S.  &  Y.  type 
is  follows : 

Rule  59.  EMERGENCY  VERTICAL  LINE  CON- 
rROL  VALVES.  All  standpipe  fire  line  systems  hereafter 
nstalled  in  buildings  over  four  (4)  stories  or  50  ft.  in 
leight,  and  up  to  400  ft.,  as  described  in  Schedule  B,  shall  be 
irovided  for  as  follows:  In  each  riser  an  O.  S.  &  Y.  gate 
alve  shall  be  provided  below  the  first  story  hose  outlet.  If 
he  interior  stairway  extends  from  hallway  on  first  story  to 
:ellar  the  gate  valve  shall  be  located  within  the  stairway  en- 
ilosure  below  the  first  story  level. 

A  two-way  2  H -inch  hose  outlet  tee  with  two  2  *4 -inch  ap- 
troved  valves,  one  of  which  may  be  capped,  shall  be  pro¬ 
ved  in  all  main  risers  6  ft.  to  7  ft.  above  floor  or  stair 
anding  level  of  first  story  with  the  O.  S.  &  Y.  control  valve 
>elow  the  outlet  tee. 

Where  a  single  main  riser  system  or  a  main  riser  feed 
ystem  is  installed  and  the  uppermost  hose  outlet  exceeds 
50  ft.  above  grade  level  there  shall  be  provided  in  each 
iser  0.  S.  &  Y.  gate  valves,  in  addition  to  the  gate  valve 
elow  the  first  story  hose  outlet  at  approximately  the  level 
bove  grade  hereafter  specified. 

SCHEDULE  B 


H tight  from 

Uppermost 
Hose  Outlet 
to  Grade 

Total 
Number 
of  Valves 
Required 

Approximate  Location  of  Valves  Above  Grade 

1st 

Valve 

|  2nd  |  3rd 

Valve  |  Valve 

|  itli 
Valve 

[  5th 
Valve 

6th 

Valve 

50'  to  200' 

2  to  3 

Below 
the  1  sty. 
outlet 

75' 

150' 

00'  to  250' 

2  to  8 

<( 

75' 

150' 

50'  to  300' 

3  to  4 

it 

75' 

150' 

225' 

00'  to  400' 

4  to  6 

it 

75' 

150' 

225' 

300' 

Rule  60.  UPPER  CROSS-CONNECTION  EMER- 
ENCY  CONTROL  VALVES.  When  a  two  (2)'  main 
ser  system  is  installed  there  shall  be  provided  O.  S.  &  Y. 
nergency  gate  valves  between  the  risers  in  each  cross-sec- 
on,  located  within  the  stairway  enclosure  when  practicable, 
'  as  near  the  door  to  main  stairway  of  fire  tower  as  prac- 
cable,  and  where  the  uppermost  hose  outlet  exceeds  150 
.  above  grade,  the  risers  shall  be  provided  with  O.  S.  &  Y. 
ite  valves  as  described  in  Schedule  B. 

Where  a  three  (3)  main  riser  system  is  installed  there 
■all  be  provided  O.  S.  &  Y.  gate  valves  between  any  two 
the  risers  in  each  cross-connection  and  one  in  the  central 
ser  at  each  cross-connection. 

Where  a  four  (4)  main  riser  system  is  installed  there 
iall  be  provided  O.  S.  &  Y.  gate  valves  in  each  cross- 
section  between  the  2  central  risers,  so  as  to  provide  2 
»ers  on  each  side  of  control  valves. 


Where  a  five  (5)  mam  riser  system  is  installed  there  shall 
be  provided  O.  S.  &  Y.  gate  valves  between  the  second  and 
third  central  riser  in  each  cross-connection  and  one  in  the 
central  riser  at  each  cross-connection  as  described  in  a  3 
riser  system. 

Where  a  six  (6)  main  riser  system  is  installed  there  shall 
be  provided  O.  S.  &  Y.  gate  valves  centrally  located  in 
each  cross-connection  so  as  to  provide  3  risers  on  each  side 
ot  gate  valve  as  described  in  a  two  and  four  riser  system. 

TPnr6  ^ATw?iVE^T  CROSS-CONNECTION  CON¬ 
TROL  VALVES.  When  the  building  is  provided  with  a 
hre  pump  as  required  by  the  Rules  the  gate  valves  required 
in  the  lowest  cross-connection  shall  be  located  as  described 
under  location  of  Fire  Pumps  and  Horizontal  Line  control 
valves. 

Rule  62  FIRE  TOWER  RISER.  Where  the  building 
is  provided  with  an  exterior  enclosed  fireproof  stairway  or 
hre  tower  the  main  riser  shall  be  installed  in  such  stairway 
and  properly  protected  from  freezing  in  accordance  with 
these  rules  unless  stairway  is  adequately  heated. 

Rule  63.  VALVE  SEALED  OPEN.  All  O.  S.  &  Y. 
gate  valves  shall  be  located  in  an  accessible  position  and  be 
sealed  open  in  an  approved  manner. 

Rule  64.  LADDERS  TO  VALVES.  Where  the  gate 
valve  is  more  than  7  ft.  above  any  floor  or  stair  landing  a 
single  rung  iron  ladder  with  J^-inch  rungs  and  not  less  than 
10  inches  between  strings  shall  be  provided  at  each  gate 
valve  properly  secured  at  top  and  bottom 

Rule  65.  VALVE  SIGNS.  vVhere  the  gate  valves  on 
the  upper  cross-connections  are  not  located  in  the  stair 
enclosure,  a  sign  with  red  background  and  white  letters  not 
less  than  3  inches  high  shall  be  painted  on  the  face  of  the 
wall  within  the  stairway  enclosure  on  the  story  where  the 
gate  valve  is  located,  which  shall  read  as  follows : 
‘STANDPIPE  CONTROL  VALVE  NO.  0  IN  LOFT." 

Where  a  standpipe  riser  is  located  in  a  fire  tower  a  tign 
with  red  background  and  3-inch  letters  as  above  shall  be 
painted  on  the  wall  at  fire  tower  exit  door,  which  shall 
read:  “STANDPIPE  IN  TOWER,”  except  on  that  story 
on  which  the  emergency  control  valve  is  located,  there  the 
sign  shall  read:  “STANDPIPE  CONTROL  VALVE 
NO.  0  IN  TOWER.” 

Rule  66.  VALVES  NUMBERED.  All  emergency  con¬ 
trol  valves  shall  be  numbered  by  means  of  a  metal  disc  not 
less  than  3  inches  in  diameter  painted  red  with  a  white 
number  not  less  than  2  inches  high  and  shall  be  secured  to 
wheel  of  valve  by  chain  or  metal  clamp. 

Rule  67.  FIRE  LINES  PAINTED.  All  standpipe  lines 
not  located  within  a  stairway  enclosure  or  public  corridor 
and  including  the  Siamese  connection  street  riser  wall  collars 
and  caps  shall  be  painted  a  Fire  Department  red 
Rule  68.  SIAMESE  CONNECTIONS  FOR  FIRE 
DEPARTMENT  USE.  Each  standpipe  system  shall  be 
provided  with  one  or  more  approved  type  3  inch  x  3  inch  in¬ 
let  Siamese  connections  for  use  by  the  Fire  Department  as 
hereinafter  set  forth.  When  a  building  faces  on  but  one 
street  and  has  a  frontage  of  less  than  2501  ft.  and  requires 
but  one  four  (4)  inch  diameter  standpipe  riser  one  Siamese 
connection  shall  be  provided;  where  the  street  frontage 
exceeds  200  ft.  in  length  and  requires  but  two  four  (4) 
inch  diameter  standpipe  risers  two  Siamese  connections 
shall  be  provided  for  each  200  ft.  of  street  frontage  or  frac¬ 
tion  thereof.  Buildings  exceeding  250  ft.  in  height  shall  have 
not  less  than  two  Siamese  steamer  connections  for  each  riser 
and  buildings  not  more  than  250  ft.  in  height  shall  have  at 
least  one  Siamese  connection  for  each  6  inch  riser.  Build¬ 
ings  having  frontages  on  more  than  one  street  shall  have 
a  Siamese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than  one 
Siamese  connection  is  required  they  shall  be  properly  dis¬ 
tributed,  and  not  grouped,  as  the  Fire  Commissioner  may 
direct. 

Rule  69.  SIAMESE  HEADERS.  Siamese  header, 
shall  be  independent  of  each  other  and  lead,  as  direct  as 
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practicable,  to  riser  or  cross-connection  header.  There  shall 
be  at  least  2  Siamese  for  every  8-inch  riser  and  at  least 
Siamese  for  every  4  or  6  inch  riser.  Where  there  are 
more  than  one  riser,  the  Siamese  headers  shall  dlvlde  °n 
each  side  of  any  emergency  control  valve  in  the  cross-c 
nection,  and  such  headers  shall  be  equal  in  sum  total  to  the 
sum  total  of  all  risers  on  either  side  of  the  emergency 
■rol  valves. 

No  Siamese  header  shall  be  larger  than  6  inches.  Siamese 
risers,  when  extending  through  sidewalk,  shall  be  of  bronze 
or  fitted  with  a  brass  sleeve,  packed  with  a  waterproof  com¬ 
pound  between  sleeve  and  riser. 

Rule  70.  SIAMESE  OMITTED.  Any  building,  other 
*han  theatre  with  stage,  not  over  45  feet  in  height  shall 
not  be  required  to  have  a  Siamese  connection  except  when 
each  building  is  on  a  water-front  or  when  15  °“e  ,a 
group  of  buildings  and  has  a  cross-connection  to  the  stand¬ 
pipe  equipment  in  one  or  more  of  the  other  buildings. 

Rule  71.  LOCATION.  Each  Siamese  connection  placed 
on  the  street  front  of  a  building  shall  be  located  not  less 
than  18  inches  and  not  more  than  36  inches  above  the  side¬ 
walk  level  and  shall  be  set  in  a  horizontal  position  and 
shall  be  readily  accessible  for  Fire  Department  use.  Each 
Siamese  shall  have  cast  in  the  body  on  top  or  on  wall  plate, 
in  letters  at  least  1  inch  in  length  and  not  less  than  /&  inch 
in  depth,  the  word  “STANDPIPE.” 

The  piping  connecting  the  Siamese  with_  the  standpipe 
equipment  proper  shall  be  not  less  than  5  in.  in  diameter 
where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  Siamese 
may  be  4  in.  in  diameter. 

Rule  72.  SIAMESE  CHECK  AND  DRIP.  In  each 
line  between  the  Siamese  connection  and  the  standpipe  sys¬ 
tem  there  shall  be  placed  an  approved  type  swing  check 
valve  located  where  practicable  within  10  feet  from  the  build¬ 
ing  wall.  Between  the  Siamese  and  its  check  valve  there 
shall  be  placed  a  ^-inch  automatic  ball  drip  of  an  approved 
type  which  will  close  under  a  pressure  of  not  more  than  7 
lbs.  per  square  inch. 

Rule  73.  SIAMESE  CONNECTIONS  FOR  FIRE- 
BOAT  USE,  EXCEPT  WHERE  THE  SOURCE 
OF  SUPPLY  IS  FROM  THE  STREET  MAIN 
DIRECT.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fireboat  use  exclusively  shall  be  3r/2  in. 
x  3J4  in*  at  inlets  with  Fire  Department  female  thread. 
Between  Siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  j4-in.  open  drip  without  valve 
or  cock,  or  a  j4-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fireboat  and  shore  Sia¬ 
mese  the  shore  Siamese  shall  have  male  connections  and  shall 
be  without  clappers,  but  shall  have  on  each  inlet  a  3  in.  gate 
valve  with  Fire  Department  male  thread  for  hose  connection. 
Check  valve  shall  not  be  provided  for  the  land  end  Siamese. 

Rule  74.  HOSE  OUTLETS.  When  practicable  all 
hose  outlets  shall  be  placed  within  a  stair  enclosure.  They 
shall  be  2l/2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more 
than  6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  indicating  the 
location  of  the  outlet.  Where  there  is  a  4-in.  riser  system  its 
termination  above  roof  shall  be  a  21^2-in.  outlet  hose  valve 
properly  capped. 


Rule  75.  MAIN  ROOF  OUTLETS.  All  6  and  8-in, 
main  riser  systems  which  extend  to  intermediate  or  tl 
highest  roof  level  shall  be  provided  with  not  less  than  thr 
2/2-inch  hose  valve  manifolds  with  male  threads.  Ro 
outlets  shall  be  located  not  less  than  24  in.  nor  more  than 
ft.  above  the  roof  and  each  valve  shall  be^  provided  wi 
regulation  2/2 -in.  Fire  Department  caps.  Where  roof  ot 
lets  cannot  be  located  within  a  heated  stair  enclosure,  t 
control  valve  shall  be  located  below  the  roof  and  sh; 
have  a  long  stem  extending  above  the  roof  .with  a  wh< 
handle  at  the  upper  end.  Between  the  long  stem  valve  a: 
the  roof  outlet  there  shall  be  a  y2  in.  open  drip  extending 
a  sink  or  a  ^  in.  automatic  ball  drip  of  approved  type. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outle 
above  roof  shall  not  be  required. 

Rule  76.  SPANNER  WRENCH.  A  spanner  wren 
may  be  provided  at  each  hose  outlet  valve,  such  wrench  sh 
be  of  the  gooseneck  Fire  Department  pattern. 

Rule  77.  BRANCH  LINE  SIZE.  No  branch  line  n 
be  less  than  4  in.  in  diameter,  except  that  any  branch  fr, 
a  riser  ur  cross-connection  to  but  one  hose  outlet  may 
2p2  in.  if  not  over  four  (4)  feet  in  length,  and  may  b( 
in.  in  diameter  if  not  more  than  twenty-five  (25)  feet 
length. 

Rule  78.  NOZZLES.  All  2}4-in.  fire  hose  shall  be  p 
vided  with  approved  smooth  bore  nozzles  15  in.  in  leng 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  tl 
1J4  in.  in  diameter. 

Rule  79.  HOSE.  Each  outlet  other  than  the  roof  0 
let  shall  have  attached  thereto  2 y2  in.  unlined  linen  h( 
except  that  in  buildings  or  premises  that  do  not  cont 
occupancies  storing,  handling  or  using  inflammable  mot 
picture  films  or  nitro  cellulose  products,  and  which  are 
classified  as  hazardous,  the  Fire  Commissioner  may  per 
in  addition  to  the  2^-inch  outlet  and  hose  the  installat 
of  in.  unlined  linen  hose  and  valve.  There  shall  not 
more  than  100  ft.  of  hose  at  any  outlet,  as  required 
Section  581,  Chapter  5,  Code  of  Ordinances.  No  sir 
length  of  hose  shall  be  less  than  50  ft. 

All  hose  used  in  connection  with  the  standpipe  fire 
system  shall  be  at  least  equal  in  material  and  constructor 
the  type  of  hose  bearing  the  approval  label  of  the  Natic 
Board  of  Fire  Underwriters. 

Rule  80.  COUPLINGS.  Hose  couplings  for  stand] 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Dep 
ment  pattern  and  thread.  *  , 

Rule  81.  RACKS.  All  standpipe  hose  shall  be 
pended  from  racks  of  stamped  steel,  malleable  iron  or  0 
metal  equal  thereto,  of  approved  swing  type,  so  designed 
constructed  that  they  will  permit  of  ready  and  easy  ref 
of  hose  for  use.  The  racks  shall  be  supported  securely 
substantially  from  standpipe  risers  or  wall,  except  that  wl 
a  cast  nipple  of  non-corroding  material  is  screwed  into 
hose  outlet  valve  the  rack  may  be  suspended  from 
nipple.  The  minimum  thickness  of  nipple  to  be  5/16 
In  no  case  will  automatic  racks  be  permitted. 

Racks  shall  be  not  more  than  7  feet  6  inches  above 
floor. 

Rule  82.  HOSE  CABINETS.  Hose  racks  may 
installed  in  cabinets,  provided  the  cabinets  are  conspicuc 
located  within  a  stair  enclosure,  and  are  of  a  size  suffi< 
to  accommodate  the  entire  equipment  and  permit  of 
handling  of  hose  and  operation  oc  valve. 

In  theatres  cabinets  may  be  permitted  outside  of 
enclosures,  provided  they  are  conspicuous,  and  that  dt 
performances  the  cabinets  are  illuminated  by  means  0 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a  < 
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umy;  witnout  lock  and  shall  have 
e  words  ‘FIRE  HOSE”  painted  on  the  glass  in  letters 
t  less  than  inches  in  height. 

Rule  83.  REGULATION  AND  REDUCTION  OF 
RESSURES.  All  buildings  hereafter  erected  over  250  ft. 
height  and  which  do  not  exceed  400  ft.  in  height  from 
e  grade  to  highest  hose  outlet  shall  be  provided  with  a 
of  gravity  tank  of  not  less  than  5,000  gallons. 

'Where  the  above  described  height  exceeds  400  feet,  fire 
mp  and  suction  tanks  shall  be  provided  as  described  under 
hedule  A. 

Where  the  pressure  on  any  hose  outlet  valve  exceeds  50 
.  either  approved  outlet  pressure  reducers,  set  as  pre- 
•lbed  by  the  Chief  of  the  Fire  Department,  or  the  Board 
Standards  and  Appeals,  shall  be  provided  at  such  outlets. 
}ule  84.  BUILDINGS  IN  COURSE  OF  EREC- 
ON.  In  buildings  in  course  of  erection  standpipe  fire 
is !  shall  be  carried  up  with  each  story  after  the  structure 
.ches  'the  7th  story  or  a  height  of  85  ft.,  and  there  shall 
provided  an  outside  Siamese  pumper  connection  in  a 
>per  and  accessible  place.  Regulation  hose  outlets  on 
h  story  above  the  2nd  shall  be  provided  as  the  work  pro- 
sses.  Hose  outlets  shall  be  provided  with  male  threads 
Fire  Department  pattern,  with  hose  and  nozzle  attached 
at  least  every  second  outlet.  The  top  and  bottom  of  each 
:r  and  all  cross  connections  shall  be  securely  capped  at  all 
es  during  the  progress  of  the  work  except  when  work  on 
standpipe  fire  line  is  in  progress  at  that  point.  Tern¬ 
ary  standpipe  risers  used  in  construction  work  and  not 
.than  3  inches  in  diameter  for  buildings,  not  exceeding  400 
in  height,  and  of  larger  diameter,  in  buildings  exceeding 
ft.  in  height,  when  maintained  to  supply  water  at  all 
cs,  may  be  accepted  in  lieu  of  the  regulation  standpipe, 
vided  it  is  equipped  with  hose  outlets,  hose  and  Siamese  as 
aired  above. 

.levators  or  hoists  shall  be  provided  as  required  in  Rule  6. 
ule  85.  PLACES  COVERING  LARGE  AREAS. 

P  yards,  oil  storage  plants,  amusement  or  exhibition  parks 
other  enclosures  when  deemed  necessary  by  the  Fire 
nmissioner  shall  have  one  yard  hydrant  and  hose  for 
i  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
e  than  250  ft.  distance  between  hydrants.  Hydrants  and 
cient  approved  hose  and  a  smooth  bore  l^-inch  Under- 
ers  playpipe  shall  be  placed  in  an  approved  hose  house, 
ted  red,  with  words  “FIRE  HOSE”  in  6-inch  white  let- 
on  door.  Where  the  area  exceeds  20,000  sq.  ft.  and  not 
:eding  40,000  sq.  ft.  in  area,  a  gravity  tank  of  at  least 
00  gallons  capacity,  elevated  50  ft.  above  the  yard,  or 
ft.  above  the  highest  structure  in  the  yard,  or  a  ’fire 
P  of  at  least  1,000  gallons  a  minute  capacity,  with  a 
ion  tank  of  at  least  25,000  gallons  capacity,  or  river 
ion  supply  shall  be  provided.  Plants  exceeding  40,000 
ft.  in  area  shall  be  provided  with  a  fire  pump  of  not 
than  1,000  gallons  per  minute  capacity,  suctioning  from 
nk  or  sump  of  at  least  30,000  gallons  capacity.  The 
Commissioner  may  permit  suction  from  a  river  or  well 
i  his  opinion  the  required  quantity  of  reasonably  clean 
r  may  be  obtained  thereby,  except  that  where  river 
on  is  proposed  and  standpipe  primary  water  supply  is 
1  from  street  main,  approval  of  the  proposition  shall  be 
:ned  also  from  the  Department  of  Water  Supply,  Gas 
'Electricity.  In  addition  to  yard  hydrants,  the  Fire  Com- 
ioner  may  require  one  Monitor  nozzle  with  remote  con- 
for  each  40,000  sq.  ft.  of  area  or  fraction  thereof  when 
'.is  opinion  an  unusual  hazard  exists  or  may  exist, 
itor  nozzles  shall  be  located  as  ordered  by  the  Fire 
missioner. 

tndpipe  risers  may  be  connected  to  yard  hydrant  systems 
'  such  systems  are  provided  with  gravity  tanks  in  ac- 
ince  with  this  rule,  or  when  same  conforms  with  Rule 
ibdivision  A  (city  main  connection), 
rd  hydrant  systems  connected  to  city  main  shall  be  pro- 
with  Post  Indicator  valve  located  in  an  accessible  posi¬ 
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tion  The.  Post  Indicator  valve  shall  be  sealed  or  locked  open 
and  be  painted  a  Fire  Department  red. 

Yard  hydrant  systems  with  more  than  one  hydrant  shall  not 
be  connected  to  City  mains  outside  of  the  high  pressure  fir* 
service  area,  unless  approved  by  the  Board  of  Standards  and 
Appeals. 

Provision  for  steamer  connections,  fireboat  connections 
oressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

•  Fifu  fx^nf»uishing  equipments  in  addition  to  the  forego¬ 

ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
p  ants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards.  -  - 

Lule  86.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  .  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also  be  sup¬ 
plied  by  approved  electric  pump  or  pumps  having  a  capacity 

•  n f  •i5^St  25°.  gals'  per  m!nute  at  100  lbs.  per  square  inch 
m  buildings  without  occupancy  above  the  roof  and  at  125 
lbs.  per  square  inch  pressure  in  buildings  having  any  oc¬ 
cupancy  above  the  auditorium  roof.  Power  for  pumps  shall 
be.  supplied  by  electric  motors  of  sufficient  horsepower  to 
drive  pump  without  sign  of  overload.  Pumps  shall  be  by¬ 
passed  to  suction  tanks,  as  provided  for  elsewhere  in 
these  rules  under  FIRE  PUMPS.  Pumps  shall  suction 
from  steel  or  reinforced  concrete  tanks  of  not  less  than 
5,000  gallons  water  capacity.  Pumps  shall  deliver  initial 
supply  of  water  and  shall  be  connected  to  an  approved 
electric  device  which,  upon  a  reduction  of  pressure  below 
the  allowable  minimum,  will  automatically  start  the  pump 
and.  upon  a  restoration  of  the  required  pressure,  will  auto¬ 
matically  shut  off  the  pump.  The  automatic  starting  de¬ 
vice  shall  be  set  to  cut  in  at  60  lbs.  pressure  and  to  cut 
out  at  80  lbs.  pressure.  In  addition  to  the  automatic  start¬ 
ing  device  there  shall  be  provided  a  hand  starter  for  emer¬ 
gency  use  and  there  shall  also  be  provided  a  pressure  gauge 
on  the  panel  board. 

.  Rule  87.  STREET  MAIN  CONNECTIONS.  Sub¬ 
ject  to  the  requirements  of  the  Department  of  Water  Sup- 
ply,  Gas  and  Electricity,  the  size  of  each  standpipe  connec¬ 
tion  to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
\\  ai.er  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  approved 
type  allowing  free  flow  of  water.  Supply  through  the 
meter  shall  be  checked  against  the  Fire  Department  Siamese 
Supply  and  against  tank  supply. 

Where,  due  to  the.  presence,  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  88.  HIGH  AND  LOW  WATER  ELECTRIC 
ALARMS.  The  high  and  low  water  electric  alarm  for 
gravity  tanks  shall  be  so  constructed  and  arranged  that  a 
decrease  in  the  quantity  of  water  below  the  required  fire 
line  reserve  shall  cause  an  alarm  to  be  given  in  either  the 
pump  room  or  engineer’s  room.  An  annunciator  shall  be 
provided  in  connection  with  the  alarm  system.  The  high 
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and  low  tell  tale  electric  devices  for  gravity  tanks  shall  be 
so  constructed  that  they  will  not  be  affected  by  moisture  and 
the  parts  shall  be  heavy  and  rugged.  The  level  of  the  water 
in  the  gravity  tank  shall  be  indicated  by  an  approved  device. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  vibrating  gong  of  at  least  6 
inches  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically.  The 
control  cabinet  shall  be  arranged  for  conduit  installation 
and  shall  be  located  in  the  engineer’s  room  or  pump  room 
where  it  will  be  under  supervision  of  the  person  in  charge 

of  the  standpipe  supply.  .  . 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of  Chap¬ 
ter  9  of  the  Code  of  Ordinances.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Independent  electric  generating  plants. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  a  110  volt  lighting  serv¬ 
ice  a  suitable  cut-out  is  to  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
system  shall  be  the  first  connection  on  the  house  side  of  and 
as  near  as  practicable  to  the  meter.  When  batteries  are 
used  to  operate  the  system  they  shall  be  placed  in  an  ap¬ 
proved  cabinet  provided  with  a  lock  and  key. 

Rule  89.  DRY  PIPE  VALVE.  A  dry  pipe  valve 
shall  be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be  main¬ 
tained  dry,  but  in  the  event  of  a  hose  valve  being  opened, 
the  dry  pipe  valve  automatically  releases  the  water  into  the 
standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  are  impracticable,  dry  pipe 
valves  may  be  installed. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  system  oper¬ 
ated  from  the  control  station  at  each  hose  outlet.  Dry  pipe 
valve  shall  be  located  as  near  as  practicable  to  the  standpipe 
system,  in  an  enclosed  place,  protected  from  mechanical  in¬ 
jury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall  below 
25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth  of  the 
water  pressure  in  any  case.  Not  more  than  16  hose  outlets 
shall  be  supplied  through  one  dry  pipe  valve.  The  air  com¬ 
pressor  shall  have  a  capacity  of  not  less  than  11  cu.  ft. 
per  minute,  and  the  air  supply  for  the  pump  shall  be  taken, 
if  possible  from  a  room  containing  dry  air,  or  it  shall  pass 
through  a  drying  chamber  containing  calcium  chloride  in 
order  to  avoid  the  introduction  of  moisture  into  the.  system. 

A  closed  circuit  alarm  shall  be  provided  in  connection  with 
each  dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  90.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from,  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter  with 
remote  control. 

Rule  90a.  ROOF  SETBACK  HOSE  OUTLETS.  A 


two-way  hose  outlet  tee,  with  one  outlet  properly  capped 
i»hall  be  provided  in  the  standpipe  risers  on  floor  level  of  an) 
intermediate  roof  setbacks  on  all  buildings  exceeding  on< 
hundred  feet  in  height  when  the  following  conditions  exist 

1.  When  the  building  has  a  frontage  of  fifty  feet  or  over 

2.  And  there  are  adjoining  roofs,  window  openings  oi 
tither  exterior  exposures  within  fifty  feet  of  the  roof  parapet 

3.  And  the  depth  of  the  setback  exceeds  ten  feet. 

4.  And  the  setback  exceeds  cne  hundred  feet  abov 

grade  level.  _  „  .  . 

Rule  91.  EXISTING  STANDPIPES.  Standpipe  fir 
line  equipments  which  were  approved  by  the  Fire  Com 
missioner  as  conforming  to  the  rules  and  regulations  thei 
being  enforced,  shall  not  ibe  required  to  be  altered  to  con 
form  to  the  provisions  of  these  rules,  except  where  sub 
stantial  additions  or  extension  in  height  or  area  is  mad 
to  the  building,  when  these  rules  shall  apply  if  deeme' 
advisable  or  necessary  by  the  Fire  Commissioner,  and  ex 
cept  that  all  such  fire  line  systems  shall  have  or  be  provide 
with  the  following: 

1.  Roof  gravity  tank  shall  have  a  reserve  of  approxi 
mately  3,500  gallons  of  water  for  fire  line. 

2.  The  bottom  of  the  gravity  tank  shall  be  not  less  tha 
20  feet  above  the  hose  outlet  in  the  highest  story. 

3.  A  4-inch  emergency  drain  with  gate  valve. 

4.  House  lines  taken  from  outside  of  tank. 

5.  Tank  properly  heated  and  provided  with  overflow 

line. 

6.  Tank  shall  not  be  fed  through  fire  line. 

7.  Tank  to  be  fed  at  not  less,  than  65  gallons  a  minul 
by  pump  or  direct  city  connection. 

'  H.  An  iron  ladder  of  substantial  construction,  proper! 
braced,  extending  to  top  of  tank.  | 

9.  At  least  one  gate  valve  at  the  downstream  side  ( 
tank  check  unless  a  gate  valve  has  been  installed  on  eitht 

side  of  check.  . 

10.  Hose  valves  and  hose  not  less  than  2  kz  inches  !, 
good  serviceable  condition.  No  automatic  hose  valves  pe 

mitted.  .... 

11.  Wheel  of  hose  valve  within  6  ft.  6  in.  of  stair  lan< 

ing  or  of  steps  within  2  ft.  . 

12.  An  open  or  automatic  ball  drip  between  the  siame 

■heck  and  Siamese. 

13.  Approved  3  in.  x  3  in.  Siamese,  with  approved  cap 

14.  The  words  “STANDPIPE”  cast  in  the  body  t 
the  valve,  or  on  metal  plates  secured  to  Siamese  riser,  1 
secured  to  face  of  building  behind  the  Siamese. 

15.  The  Siamese  street  riser,  wall  collars  and  caps  paint 
a  Fire  Department  red. 

16.  Outlet  pressure  reducers  on  all  hose  outlet  valv 
where  the  pressure  exceeds  50  lbs.  per  square  inch. 

17.  In  factory  or  other  buildings  of  hazardous  use,  whe 
the  fire  lines  are  not  within  a  protected  stair  enclosure  a 
may  be  subjected  to  fire  exposure  because  of  such  locatu 
they  shall  be  protected  by  asbestos  covering,  wire  la 
and  cement,  or  terra  cotta  blocks  as  described  in  the 
rules. 

18.  Fire  lines  shall  be  protected  from  freezing  as  spe 

fied  in  these  rules.  t 

19.  The  tank  shall  be  provided  with  a  high  and  u 

water  electric  alarm,  except  where  there  is  an  automa 
filling  pump  installed.  t 

20.  The  bonnets  or  caps  of  all  Siamese  or  tank  cnt 
valves  which  have  been  in  the  fire  lines  for  at.  least  1 
vears,  where  practicable,  shall  be  removed  and  the  interior 
valve  cleaned  of  all  rust  or  other  accumulations.  The  be 
nf  the  valve  shall  then  be  given  a  good  coat  of  red  lead  s 
linseed  oil. 

Rule  92.  HOSE  OUTLET  VALVE.  Hose  outlet  val 
shall  be  2V%  in. 

A— All  hose  outlet  valves  hereafter  installed  in  buildii 
not  exceeding  300  feet  in  height,  or  for  the  uppermost  i 
feet  in  any  building,  shall  conform  to  the  following  sp< 
fications : 
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1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
a.  in  area. 

2.  They  shall  show  not  more  than  5  lbs.  friction  loss 
or  a  flow  of  300  gallons  per  minute. 

1  3.  They  shall  close  tightly  against  300  lbs.  hydraulic 
*ressure  under  normal  working  conditions. 

4.  They  shall  stand  a  hydrostatic  pressure  test  of  750  lbs. 
er  sq.  in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
posing  300  times  under  150  lbs.  pressure  without  leaking  at 
.uffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Only  angle  globe  valves  shall  be  permitted. 

B— Hose  outlet  valves  hereafter  installed  in  buildings  ex- 
reding  300  feet  in  height,  except  as  provided  for  in 
ubdivision  A,  shall  show  not  more  than  5  lbs.  fric- 
on  loss  for  a  flow  of  300  gallons  per  minute;  they  shall 
‘ose  tightly  against  500  lbs.  hydraulic  pressure  under  normal 
orking  conditions;  they  shall  stand  a  hydrostatic  test  of 
'250  lbs.  per  square  inch  for  30  minutes  and  not  distort; 
iey  shall  stand  the  operation  of  full  opening  and  closing 
10  times  under  250  lbs.  hydraulic  pressure  without  leaking 
stuffing  box  or  seat.  They  shall  be  of  brass  or  best  grade 
r  valve  bronze. 

:  Straight-way  gate  valves  may  be  submitted  for  test. 

All  hose  outlet  valves  hereafter  installed  shall  have  cast  in 
e  body  of  the  valve: 

rl.  The  manufacturer’s  name  or  trade-mark. 

2.  The  working  pressure  of  the  valve. 

3-  The  approval  number  of  the  Board  of  Standards  and 
,ppeals. 

Not  less  than  2  approved  hose  valves  shall  be  delivered  to 
e  office  of  the  Board  of  Standards  and  Appeals,  the 
fight  and  other  general  matter  noted,  and  valves  certified, 
pe  of  the  valves  shall  then  be  delivered  to  the  office  of  the 
re  Commisioner,  with  certified  specifications. 

Rule  93.  SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein- 
'ter  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
el.  brass  or  any  other  suitable  metals  of  sufficient  strength 
comply  with  Item  8  of  this  specification.  All  movable 
rts,  clappers,  swivels  and  all  bolts,  washers,  nuts,  screws 
1  pm  bearings  and  all  swivel  bearings  shall  be  of  non- 
rrodible  metal. 

Clapper  valve  seats  shall  be  made  of  non-corrodible 
tal  and  shall  be  machined  to  insure  a  tight  seat  for  clapper 
ves. 


3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

than  tLhC-n ;n.s,ide,diameter  of  valve  seats  shall  not  be  less 
5aVhe  TdG  diaumeterJ  of  the  hose  couplings.  The  area 
than^  water^ay  bey°nd  ^he  valve  seats  shall  not  be  less 
le  combined  areas  of  the  waterways  through  the  two 

Ihan  nofb  Aea  t!le  waterwa^  of  each  in™ 

maximum  cpenfng"  *  PPer  whe"  in  a  pos!,ion  of 

fmn  •  CIaiPpe7  -sha11  be  .so  hunS  that  when  Siamese  connec- 
seatedS  P  3  honzontal  Position  the  clappers  will  be 

of6a  IT'’5’  atta<fejI  t0£e  body  of  the  siame*e  by  mean, 
of  a  collar  expanded  cold  or  screwed  into  the  body  of 

e  Siamese  or  with  other  bearing  surface  extending  en¬ 
tirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  Item  8. 

7.  Clapper  valves  must  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 

meir  °n^n,ng  whe!?  the  P^ssure  on  the  steamer 
side  is  iso  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs  or 
more  greater  than  the  standpipe  pressure. 

?'afnenSe  1uconn/cti°ns  must  stand  a  hydraulic  pressure 
conditions  °°  ^  *°r  3°  mmutes  under  normal  working 

9-  Chipper  valves  shall  be  tight  for  any  pressure  on 
standpipe  side  up  to  300  lbs. 

..  10.,  APPro^ed  caPst  or  P^gs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

•J1-  ^he  inlet  swivels  to  Siamese  connection  shall  be  pro- 
v.ded  with  threads  to  fit  the  Fire  Department  hose. 

oMhe  K?  wo/d  “STANDPIPE”  shall  be  cast  into  the  top 
of  the  body  of  the  Siamese  or  on  wall  plate,  in  1  in.  letters 
not  less  than  %  of  an  inch  in  depth. 

Where  there  is  a  fire  boat,  siamese  connection  in  the 


13. 


_  .  uvai  oiauicse  connection  in  th 

same  system  with  ,  a  land  end  siamese  connection,  clappe 
valves  shall  be  omitted  from  the  land  end  siamese.  PP 

o^SatV'^g  FaUS£  •  A!I  -r,U,es  and  re£u,atmns  previousl 
adopted  and  conflicting  with  these  rules  are  hereby  rescindec 

William  E.  Walsh,  Chairman. 
William  J.  O’Gorman,  Secretary. 


APPROVED  FIRELINE  HOSE  VALVES 
'PE  A — 150  LBS.  WATER  WORKING  PRESSURE 
lay  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 

irbanks  Company .  81-20-SA 

mworth  Company .  899-27-SA 

;B.  C  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

A-er  National  Fire  Prev.  Eng.  Co .  304-28-SA 

in  Simmons  Go .  209-29-SA 

.  651-30-SA 

.  14-31-SA 


nnell 

diart 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 

New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-SA 

Walworth  Company .  qnn  c  a 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

7  P-  E-Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28  SA 

Croker  National  Fire  Prev.  Eng.'  Co! !!.'!!!  .*  970-28-SA 

Fairbanks  Company .  268-29-SA 

Elkhart  .  .  1  °'bA 


15-31-SA 


BUILDING  CODE  ON  SALE, 
opies  of  the  Building  Code  are  now  on  sale  at  the 
triDution  Division  of  the  Citv  Record  Office,  378  West 
lachvay.  Price  $125;  by  mail  $1.35 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  bv  mail  35c. 
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disposition  of  cases. 


DOCKET. 

Cases  pending  December  31,  . .  344 

Cases  filed  up  to  March  16,  1932 .  43® 

OQ 

Restored  to  calendar . 

Miscellaneous  Applications. 

.  77 

Requests  to  reopen . 

4 

Requests  to  amend . 

23 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation .  4 

Disposed  of  . 

Cases  pending  March  16,  1932 .  310 


Withdrawn  .  31l 

Dismissed  .  ® 

Denied .  “j 

Granted  . 

Granted  on  condition . 


2! 


Appliances  approved  ... . . . . . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . . . ; . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . . . 

Requests  to  rescind  denied .. .  1 

Requests  for  extension  of  time  granted .  1 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit,  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved  . 

Administrative  requests  granted . •  •  • . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . , . 

Requests  withdrawn  or  dismissed . 


Total 


31 


WARNING 


A'sn  ffcs  sss  aas  -  * 


applicants,  ami  iu  cm  iawjwo,  4.1,- 

representing  owners  or  lessees  in  proceedings  before  the 

board — 


First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 


lciivjai  o  in  iwv  i 

Fourth,  That  no  one  is  entitled  to  written  notice  of.  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendancy,  of  £ 
appeal  or  petition  ties  the  hands  of  the  administrative  ofl 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitK 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  ar 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plai 

_ ! J  In.,?  «-»  riinnl  oc  CUAPlTlPn  Oil  tl 


•  ,  m,  .  nn  _1pa  of  ignorance  of  the  date  of  the  cepted  tor  tiling  unless,  ai  tne  umc  m  nmig, 

h eLtz’Jn  be  entertained  ii  view  of  this  publication  and  and  data  required,  by.  law  are  supplied,  as  specified  on  tl 

oftTe  pSiLg  of  the  calendars  on  the  bulletin  board  in  the  blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

T find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LET1N  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t 

Name . 

\  '  1 

Street . 

P.  . . 

Mv  Subscription  is  to  begin  with  the  issue  for . .  1032. 
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BOARD  OF  STANDARDS  AND  APPEALS 
HENRY  L.  CONNELL 
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Single  Copies  5  cents  ,  q 

By  mail,  7  ceni*  1,5 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

)ffice — Municipal  Building,  Rooms  1001  to  1015. 

ELEFHONE — WORTH  2-0184. 

Iffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  k) 
12  noon. 

Ill  communications  should  he  addressed  to  the  chairman  of 

the  board 

CONTENTS 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  29,  1932,' 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  5,  1932,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  oirder  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Special 

Meeting, 

March 

18, 

1932, 

Minutes  of 

2  P.  M. 

Special 

Meeting, 

March 

18, 

1932, 

Minutes  of 
10  A.  M. 

Regular 

Meeting, 

March 

22, 

1932, 

Minutes  of 

2  P.  M. 

Regular 

Meeting, 

March 

22, 

1932, 

Correction. 

Proposed  Amendments  to  Fuel  Oil  Rules. 
Progress  Report. 

Correction. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
jc  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  bp 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

Nezv  Cases  Filed  up  to  March  23,  1932. 


Cal.  No.  Department.  Premises  Affected. 

138-32- A . B.B.Q _ 51-19  Queens  blvd.,  Sunnyside, 

_  Q.,  Alt.  3049-31 

137-32- A . B.B.M _ 1521  Third  ave.,  Man., 

_  N.  B.  27-1932 

136-32- A . F.D . 1282-1300  Broadway,  Man., 

_  F-91480 

135-32-S . F.D . 2-12  E.  58h  st.,  Man., 

_  Decision 

134-32-A . F.D . 2633  Stillwell  ave.,  Bklyn., 

_  L.  C.  43283 

133-32-SR . B.B . Building  Code, 

. _  Rule 

132-32- A . B.B.Bx. .  .1650  Adee  ave.,  Bx., 

_  Decision 

131-32-A . F.D . 2689-2693  Third  ave.,  Bx., 

_  F-92637 


Restored  to  Calendar. 

36-20-BZ . B.B.B _ 3086-3096  Fulton  st.,  Bklyn., 

-  Applic.  1638-32 

60-31-BZ . B.B.B.... 6317-6327  Fifth  ave.,  Bklyn., 

-  Applic.  338-30 

375-31-S . B.B.M _ 65-69  Nassau  st.,  Man., 

-  Decision 

442-31-BZ . B.B.R _ 305-311  New  Dorp  lane,  Rich., 

-  Applic.  1049-31 


F.D - 

H.D. . . 

B.B.B. . 

B.B.M. 

B.B.Q. 

B.B.R. 

B.B.Bx 

T.H.D. 


CODE 

. Fire  Department 

. . . Health  Department 

. Bureau  of  Buildings,  Brooklyn 

_ Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

. Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  29,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

545-31-BZ. 

APPLICANT — Harry  Urquhart,  for  William  E.  Martens, 
Jr.,  owner. 

PREMISES — Southwest  corner  of  Webster  avenue  (37th 
avenue)  and  Lockwood  street  (30th  street),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

603-31-BZ. 

APPLICANT — Stephen  Frontera,  substituted  for  Albert  H. 
Stines,  for  Nancy  Marmelito,  owner. 

PREMISES — West  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of  Queens. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 


16-32-BZ. 

APPLICANT — Hyman  D.  Rapps,  for  Proc  Building  Corp. 
owner. 

PREMISES — 1302-1312  65th  street,  southeast  corner  of  13tl 
avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  ; 
gasoline  service  station. 


29-32-BZ. 

APPLICANT — Louis  Allmendinger,  for  William  Winckel 
mann,  owner. 

PREMISES — Southeast  corner  of  Columbia  avenue  (67tl 
street)  and  Queens  boulevard,  Winfield,  Borough  o 
Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 


MARCH  29,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  Marc* 
29,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
on  the  following  matters : 

cal.  no.  122-31-BZ — Application,  March  12,  1931 ;  grantei 
on  certain  conditions  for  a  temporar; 
permit  of  two  years  October  8,  1931 ;  re 
opened  to  permit  a  modification  of  th 
resolution  March  8,  1932 — re  Applica 
tion,  under  section  7f  of  the  buildinj 
zone  resolution,  of  James  Kearney,  ap 
plicant,  on  behalf  of  Andrew  N.  Miller 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  141-0 
Lincoln  avenue,  northwest  corner  c 
142nd  street,  South  Jamaica,  Boroug 
of  Queens. 

cal.  no.  573-31-BZ — Application,  November  30,  1931,  unde 
sections  7e,  7g  and  21  of  the  buildin 
zone  resolution,  of  Frank  T.  Fenimort 
applicant,  on  behalf  of  Rose  Fenimor 
and  Maria  Marchisiello,  owners,  to  per 
mit  in  a  business  district  the  erectio 
and  maintenance  of  a  garage  for  mor 
than  five  (5)  motor  vehicles;  premise 
564-566  East  New  York  avenue,  sout 
side,  329  ft.  7  in.  east  of  Brooklyn  ave 
nue,  Brooklyn. 

cal.  no.  489-29-BZ — Application,  July  22,  1929;  withdraw 
March  18,  1930;  reopened  and  restore 
to  Calendar  February  9,  1932,  under  se( 
tion  21  of  the  building  zone  resolutioi 
of  Bennett  &  Koeppel,  applicants,  on  b< 
half  of  Mary  G.  Leggett,  owner,  to  pel 
mit  in  a  residence  district  the  erectic 
and  maintenance  of  a  business  and  res 
dence  building  (stores  and  dwellings) 
premises  1985-1995  Ocean  avenue,  soutl 
east  corner  of  Avenue  O,  Brooklyn. 

cal.  no.  550-31-BZ — Application,  November  16,  1931,  und< 
section  21  of  the  building  zone  resoli 
tion,  of  Henry  J.  Nurick,  applicant,  c 
behalf  of  Lena  E.  Batchis,  owner, 
permit  in  a  residence  use  district  tl 
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erection  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  2838-2846 
West  2nd  street,  west  side,  106  ft.  1J4 
in.  north  of  Neptune  avenue,  Brooklyn. 

cal.  no.  58-32-BZ — Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Fred  W.  Plate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises 
5701-5711  20th  avenue,  southeast  corner 
of  57th  street,  Brooklyn. 

,  cal.  no.  441-31-BZ — Application,  September  9,  1931 ;  denied 

January  12,  1932,  under  section  21  of  the 
building  zone  resolution;  reopened  Feb¬ 
ruary  23,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Herman 
Katz,  applicant,  on  behalf  of  Isidore 
Popkin,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
7702-7704  Flatlands  avenue,  southeast 
corner  of  East  77th  street,  Brooklyn. 

cal.  no.  31-32-BZ — Application,  January  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  Cosgrove,  applicant  and 
owner,  to  permit  in  a  residence  use  and 
“E”  area  district  the  erection  and  main¬ 
tenance  of  a  business  building  (store) 
and,  also,  the  omission  of  the  required 
10  ft.  setback  from  the  street  line; 
premises  500  Henderson  avenue,  south 
side,  74.11  ft.  east  of  David  avenue, 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MARCH  29,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

402-31-A— 160-170  Jay  street,  Brooklyn. 

569-31-A — 12-16  East  31st  street,  Manhattan. 

82-32- A — 1-3  South  William  street,  Manhattan. 

71-32-A— West  side  of  New  street,  119.15  ft.  east  of 
Driggs  avenue,  and  104  ft.  8 1/2  in.  north  of 
Broadway,  Brooklyn. 

110-32- A — West  side  of  Washington  Plaza  (New  street), 
104  ft.  8 y2  in.  north  of  Broadway  and  119.15 
ft.  east  of  Driggs  avenue,  Brooklyn. 

Petitions  for  Variations. 

57-32-S — 155-159  East  23rd  street,  Manhattan. 

86-32-S — 321  Palmetto  street,  Brooklyn. 

Appliance  Submitted  for  Approval. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 


APRIL  1,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
f  tuu  a  Puh'1(j  hearing  under  the  provisions 

moo  6  Elding  z°ne  resolution,  Friday  morning,  April  1, 
1932  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


cal.  no.  578-31-BZ — Application,  December  2,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  applicant,  on 
behalf  of  Clara  Carnes  and  Margaret 
Wolf,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  80- 
01  to  80-07  164th  place  and  164-26  to 
164-34  Union  turnpike,  southeast  corner, 
Jamaica,  Borough  of  Queens. 

cal.  no.  563-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  applicant, 
on  behalf  of  Florindo  Baranello,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use;  prem¬ 
ises  1632  Benson  avenue,  Brooklyn. 

cal.  no.  500-31-BZ — Application,  October  9,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Maurice  Z.  Bungard,  ap¬ 
plicant,  on  behalf  of  2762  West  17th 
Street  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a 
poultry  slaughter  house;  premises  2762- 
2764  Cropsey  avenue,  west  side,  80  ft. 
north  of  Neptune  avenue,  Brooklyn. 

CAL.  NO.  558-31-BZ— Application,  November  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jackson  Avenue  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  Queens  boulevard,  between  64th 
street  and  65th  street,  Winfield,  Bor¬ 
ough  of  Queens. 

cal.  no.  570-31-BZ — Application,  November  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Bausch,  applicant,  on 
behalf  of  Gross  &  Lemmerman,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  231st  place  and  Merrick  road, 
Laurelton,  Borough  of  Queens. 

cal.  no.  619-31-BZ— Application,  December  31,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  Kearney,  applicant,  on 
behalf  of  Estate  of  Israel  Miller,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  148-16  to  148-26 
111th  avenue,  Jamaica,  Borough  of 
Queens. 

cal.  no.  2-32-BZ— Application,  January  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  M.  Baker,  applicant,  on  be¬ 
half  of  Simon  P.  Emory,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1662-1668  Westchester 
avenue  and  1685-1691  Metcalf  avenue, 
southwest  corner,  The  Bronx. 

cal.  no.  499-31-BZ— Application,  October  9,  1931;  denied 
January  5,  1932;  reopened  February  2, 
1932,  under  section  21  of  the  building 
zone  resolution,  of  Charles  D.  Cords, 
applicant,  on  behalf  of  Louis  Cherleck 
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and  Catherine  Cherleck,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  262-10  Hillside  ave¬ 
nue,  southwest  corner  of  263rd  street. 
Floral  Park  Gardens,  Borough  of 
Queens. 


CAL. 


no  422-31-BZ— Application,  August  27,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Queens  Operators,  Inc.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station,  motor  vehicle 
laundry  and  greasing  pits ;  premises 
northwest  corner  of  Springfield  boule¬ 
vard  and  Merrick  road,  Jamaica,  Bor¬ 
ough  of  Queens. 


CAL.  NO. 


521-31-BZ’ — Application,  October  22,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Pantrejay  Realty  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district,  extending  from  an  unrestricted 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
south  side  of  Eastern  boulevard,  Bolton 
avenue  to  White  Plains  avenue,  The 
Bronx. 


CAL.  NO.  55-32-BZ— Application,  February  5,  1932,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Benjamin  Driesler,  Jr.,  ap¬ 
plicant,  on  behalf  of  Realty  Associates, 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
the  installation  of  a  gasoline  service  sta¬ 
tion;  premises  128-138  Brighton  Beach 
avenue,  south  side,  110.8  ft.  west  of 
Calm  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  1,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

24-32- A — Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

4-32-A — 119  Harris  avenue  and  Sherman  place  (11-17 
43rd  avenue),  Long  Island  City,  Borough 
of  Queens. 

Petitions  for  Variations. 

375-31-S — 65-69  Nassau  street,  Manhattan. 

395-30-S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

141-31-S— 60-74  East  10th  street,  71-91  East  9th  street, 
772-786  Broadway  and  60-74  Fourth  avenue, 
Manhattan. 

51-32-S — 22-24  Clinton  avenue,  Brooklyn. 

Appliance  Submitted  for  Approval. 

65-32-SA— Elkhart  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  5,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

607-31-BZ. 

APPLICANT— Michaelson  &  Bernknopf,  for  Ben  S. 
Michaelson,  owner. 

PREMISES— Northeast  corner  of  239th  street  and  Rocky 
Hill  road,  Bellerose,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

42-32-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Samuel  L.  Schwartz, 
owner. 

PREMISES— 2263-2273  Linden  boulevard,  northwest  corner 
of  Elton  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

67-32-BZ. 

APPLICANT— Mary  Skodnick,  owner. 

PREMISES — Southeast  corner  of  Foch  boulevard  and  219th 
street,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

93-32-BZ.  , 

APPLICANT— B.  Robert  Swartburg,  for  Department  of 
Hospitals,  City  of  New  York,  owner. 

PREMISES— Welfare  Island,  opposite  East  61st  street 
(garage),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 


249-29-BZ. 

APPLICANT— Conroy  &  Hardy,  substituted  for  McCooey 
&  Conroy,  for  Franksonia  Realty  Corp.,  owner. 

PREMISES— 2228-2232  Gerritsen  avenue,  southwest  cornet 
of  Avenue  U  (old),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previouslj 
withdrawn ;  reopened  and  restored  to  Calendar  Feb¬ 
ruary  2,  1932). 


364-31-BZ. 

APPLICANT— Emil  Guterman,  for  James  Carter,  owner. 

PREMISES— 139-15  South  Conduit  boulevard  (Sunrisi 
highway),  south  side,  74  ft.  east  of  245th  stree 
(Prospect  place),  Rosedale,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon> 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station  (previous!: 
denied;  reopened  under  new  facts  March  8,  1932). 


APRIL  5,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  April  < 


404 


CALENDAR 


1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  293-31-BZ — Application,  June  10,  1931,  under  sec¬ 
tion  21  of  tlie  building  zone  resolution, 
of  J.  &  V.  Beach  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
southeast  corner  of  Layton  avenue  and 
Shore  drive,  The  Bronx. 

cal.  no.  61-32-BZ — Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Raphael  Blank,  applicant,  on  be¬ 
half  of  Tolstoi  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  64-70  Neptune  avenue, 
southwest  corner  of  Hoff  street,  Brook¬ 
lyn. 

cal.  no.  68-32-BZ— Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

cal.  no.  1223-25-BZ — Application,  November  24,  1925; 

granted  on  certain  conditions  for  a 
garage  July  20,  1926 ;  reopened  January 
12,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Rink  Realty  Corp., 
present  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business 
district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  so  as 
to  include  a  gasoline  service  station 
(garage  previously  granted  by  the 
board)  ;  premises  174-184  Vanderbilt 
avenue,  west  side,  124  ft.  7  in.  north  of 
Willoughby  avenue,  Brooklyn. 


19-32-S  15-19  East  33rd  street,  Manhattan. 
84-32-S — 480  Canal  street,  Manhattan. 


APRIL  8,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREB\  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Friday  morning,  April  8, 
1932  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  604-31-BZ— Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  606-31-BZ— Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  617-31-BZ— Application,  December  30,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Klein,  Kinsley  &  Klein,  appli¬ 
cants,  on  behalf  of  Domenico  Sabatino, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gai  age  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station ;  premises  east  side  of  Sedgwick 
avenue,  153.11  ft.  south  of  West  169th 
street,  The  Bronx. 


cal.  no.  25-32-BZ — Application,  January  18,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  M.  Baker,  applicant,  on 
behalf  of  Cypress  Homes  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
.  also,  a  gasoline  service  station ;  prem¬ 
ises  north  side  of  Rockaway  boulevard, 
121  ft.  west  of  75th  street,  Woodhaven, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  5,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

6168'33|'A^Paori?0trnf  Milt°n  Street’  East  RivcL  Brook 
ro’oo'^A--699'725  Classon  avenue,  Brooklyn. 

M1o'a~126'132  West  46th  street,  Manhattan. 

iV?St  46th  street>  Manhattan. 

7910 447-449  Fulton  street,  Brooklyn. 

72-32-A— 779-787  Crescent  street,  southeast  corner 
Linden  boulevard,  Brooklyn. 

Petitions  for  Variations. 

37-32-S— 2912  Atlantic  avenue,  Brooklyn. 


CAL.  NO.  081  31-BZ — Application,  December  10,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  Sustick,  applicant,  on 
behalf  of  Andrew  De  Riso,  owner,  to 
pei  mit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1157-1167  East 
New  York  avenue,  north  side,  45  ft.  5-% 
in.  east  of  Portal  stret,  Brooklyn. 

CAL.  NO.  410-31-BZ— Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louis  De  Vito,  owner,  to 
permit,. partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  .maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 


A  E  r  under 

section  21  of  the  building  zone  resolu- 

u0u’,r0f  ?aTeI  A’  Potter-  applicant,  on 
behalf  of  Roosevelt- Stone  Land  Corp. 
and  Sapotter  Realty  Corp.,  owners  to 
permit  in  a  business  district  the  erec- 
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tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station ;  premises 
northwest  corner  of  Queens  boulevard 
and  51st  street,  Woodside,  Borough  of 
Queens. 

no  427-31-BZ — Application,  August  31,  1931,  under 
sections  6,  7c  and  21  of  the  building  zone 
resolution,  of  Harry  Urquhart,  applicant, 
on  behalf  of  Superior  Welding  &  Cut¬ 
ting  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  occupancy  for  an  open 
air  parking  space  for  more  than  five 
(5)  motor  vehicles  and,  also,  minor  re¬ 
pairs  to  motor  vehicles  of  a  plot  now 
occupied  by  two  (2)  four-car  garages,  a 
dwelling  and,  also,  a  motor  vehicle  re¬ 
pair  shop;  premises  289-291  Palmetto 
street  and  577  Knickerbocker  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  8,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

41-32-A — 216-218  East  38th  street,  Manhattan. 

79-32-A — 29  East  29th  street  and  30  East  30th  street, 
Manhattan. 

90-32-A— 46-50  East  58th  street,  Manhattan. 


TO  PERMIT  in  a  business  district  the  maintenance  of  a 
gasoline  service  station  (previously  granted  for  a 
temporary  period  of  two  (2)  years;  reopened  Janu¬ 
ary  12,  1932). 


69-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Meyer  Kraushaar, 
owner. 

PREMISES— Northeast  corner  of  Murdock  avenue  and 
Cross  Island  boulevard,  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  12,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

32-32-A— 32nd  to  50th  streets,  from  Third  avenue  to  the 
Bay,  Brooklyn. 

35- 32- A — 150  Pierrepont  street  and  189-191  Montague 

street,  Brooklyn. 

36- 32-A— 157-165  West  46th  street  and  1560  Broadway, 

Manhattan. 

76-32- A — 43-45  Waverly  avenue,  Brooklyn. 

81-32- A — 1941-1953  Broadway,  Manhattan. 

87-32-A— 327-333  East  29th  street,  Manhattan. 


APRIL  15,  1932,  10  A.  M. 

SPECIAL  MEETING. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  12,  1932,  AT  2  P.  M. 

Buildmg  Zone  Cases. 

52-32-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Long  Island  Rail¬ 
road  Co.,  owner. 

PREMISES— Southwest  corner  of  Woodside  avenue  and 
Rowam  avenue  (65th  street),  Woodside,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  buildmg  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

64-32-BZ. 

APPLICANT— Emil  Guterman,  for  Anna  Weiss,  owner. 

PREMISES— 3917-3921  White  Plains  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

77-32-BZ. 

APPLICANT— Frederick  J.  Flynn,  for  Joseph  Lagana  and 
Paul  Lagana,  owners. 

PREMISES— Northeast  corner  of  Nassau  boulevard  and 
Utopia  parkway,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

216-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Helen  Eckerman, 
present  owner. 

PREMISES — Southwest  corner  of  Nassau  boulevard  and 
Little  Neck  road,  Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  April  15, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  609-31-BZ — Application,  December  23,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Estate  of  Edward  Brennan, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  3469-3471 
Bronx  boulevard,  west  side,  150  ft. 
north  of  East  210th  street,  The  Bronx. 

cal.  no.  17-32-BZ — Application,  January  11,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  applicant 
on  behalf  of  Gerosa  Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  o' 
a  garage  for  more  than  five  (5)  motoi 
vehicles;  premises  east  side  of  Webstei 
avenue,  170.37  ft.  south  of  East  182nc 
street,  The  Bronx. 

cal.  no.  564-31-BZ — Application,  November  25,  1931,  unde: 

section  21  of  the  building  zone  resolu 
tion,  of  William  A.  Lacerenza,  appli 
cant,  on  behalf  of  Sarah  Silbersteir 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station ;  premises  842-85 
Ralph  avenue,  west  side,  280  ft.  north  o 
Church  avenue,  Brooklyn. 

cal.  no.  599-3 1-BZ — Application,  December  16,  1931,  unde 
sections  7a,  7b  and  21  of  the  buildin 
zone  resolution,  of  Henry  J.  Nurick,  ap 
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plicant,  on  behalf  of  Ideal  Cleaners  & 
Dyers,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  an  existing 
dyeing  establishment ;  premises  237-239 
Nostrand  avenue,  east  side,  25  ft.  north 
of  Kosciusko  street,  Brooklyn. 

■al.  no.  10-32-BZ — Application,  January  7,  1932,  under  sec¬ 
tions  7a  and  7e  of  the  building  zone 
resolution,  of  Martin  J.  Ort,  applicant, 
on  behalf  of  Marmion  Avenue  Corp., 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Southern  boule¬ 
vard,  184.27  ft.  south  of  East  ISOth 
street,  The  Bronx. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


APRIL  15,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

47-32-A — 323-341  East  99th  street,  Manhattan. 

3, 0-31- A — Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

Petition  for  Variation. 

555-31-S— 93-99  Nassau  street,  28-30  Ann  street  and  135- 
139  Fulton  street,  Manhattan. 


APRIL  15,  1932,  3  P.  M. 

SPECIAL  MEETING. 
Rules. 

217-21-SR — Fuel  Oil  Rules,  Amendment  to. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

i?DTnAvSPECIAI<  MEETING  cision  of  the  superintendent  of  buildings)  under 

FRIDAY  MORNING,  MARCH  18,  1932.  sections  7b,  7c,  7e,  7g  and  21  of  the  buildmg  zone 

Present:  Temporary  Chairman  Connell,  Commissioners  trirf'lnT'  t0.,perrnit>  fartly  in  an  unrestricted  dis- 

lolland  and  Guilfoyle  and  Chief  McElligott  t  ‘f  .  Partly  in  a  business  district,  the  erection 

_  and  maintenance  of  a  garage  for  the  storage  of  more 

than  five  (5)  motor  vehicles,  an  automobile  repair 
BUILDING  ZONE  CASES.  nTir„r^0p  and’  als0>  a  gasoline  service  station. 

87-31-BZ.  PREMISES  AFFECTED— 6317-6327  Fifth  avenue  east 

APPLICANT — Emanuel  Sustick,  for  Andrew  De  Riso,  APPEARANCES-  ^  °£  ^  Brook1^- 

UBJECT— Application  (re  decision  of  the  superintendent  ACTION  OF  BOARD-^ Apulcafio^reonen  i  r 

of  buddings),  under  section  21  of  the  building  zone  Calendar Call  Aprdf  mS at  2 o m 

resolution,  to  permit  partly  in  a  business  district  THE  VOTE  TO  REOPEN’  AND  SET  FOR  CAT  EM 
and  partly  in  a  residence  district,  the  erection  and  DAR  CALL _  "  UUK  CALL  A- 

'REMISESAPFErTFn  ,  Affirmative:  Temporary  Chairman  Connell,  Com- 

ixniui&Urb  APP ELI  ED— 1157-1167  East  New  York  ave-  missioners  HnllanH  at,rl  ,  7  . 

nue,  north  side,  45  ft.  oH  in.  east  of  Portal  street.  EE  Unlfoyle  and  Ch.ef 

Brooklyn.  Neo-ativp  &  .  4 

APPEARANCES-  Ah  fern  .  0 

For  Applicant :  Emanuel  Sustick.  .  0 

__T^^or  Opposition:  David  H.  M.  Weynberg.  KrtQ  _ 

..CTION  OF  BOARD — Laid  over  to  April  8,  1932,  at  ° 

10  a.  m.,  for  inspection  and  report  by  a  committee  APPLICANT — William  F.  Regan,  for  Frederick  Wellman 

of  the  board.  owner.  ’ 

0-3i  B7  ‘  SUBJECT— Application  (re  decision  of  the  superintendent 

rB/"  of  buildings),  under  section  21  of  the  building  zone 

■PPLICANT— Edward  L.  Kelly,  for  Louis  De  Vito,  resolution,  to  permit,  partly  in  a  business  district 

owner.  anq  partly  in  a  residence  district,  the  erection  and 

OBJECT— Application  (re  decision  of  the  superintendent  service  station. 

of  buildings),  under  section  21  of  the  building  zone  CAUSES  AFFEC TED— 130-23  Springfield  boulevard 

resolution,  to  permit,  partly  in  a  business  district  apppaS1*  vrrSro  Borough  of  Queens. 

and  partly  m  a  residence  district,  the  erection  and  '  1  EAKAJNICES— 

maintenance  of  a  gasoline  service  station  Por  -Applicant:  Benry  P.  Hallock. 

REMISES  AFFECTED— 17S-14  Horace  Harding  boule-  ACTmUUWnlTn  <£°T  C  Dickel- 

vard  sooth  side,  117.71  ft.  west  of  Utopia  parkway,  THF  vnw  mwmSfel1?'1  withdrawn. 

Flushing,  Borough  of  Queens.  1  HE  VOTE  TO  WITHDRAW— 

PPEARANCES—  Affirmative:  Temporary  Chairman  Connell,  Com- 

P°r  Applicant :  Jacob  Chizner.  missioners  Holland  and  Guilfoyle  and  Chief 

■CTION  OF  BOARD — Laid  over  to  April  8,  1932,  at  -\r  McElligott  .  4 

?°  a-  m.,  on  written  request  of  attorney  for  ob-  Negative  .  0 

jectors.  ADsent  . 

-31-BZ.  528-31-BZ 

CoSroSn’  fOT  Bay  Ridge  S,0r-  APPLI^rTL™raS  °,R0Urke  Ga,,ag"er’  f0r  W. 

-  JECT— Application  for  reopening— reconsideration  under  SUBJECT— Application  (re  decision  nf 
new  facts,  previously  denied-re  Application  (de-  ‘  of  builSfngst lie? 
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resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road,  Flushing,  Borough  of 
Queens. 

APPEARANCES—  ,  _  „  . 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
for  a  temporary  period  of  two  years. 

THE  VOTE—  .  _  „  „ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(528-31-BZ) 

Whereas,  Thomas  O’Rourke  Gallagher,  for  George  \\  . 
Horr,  owner,  hied,  October  28,  1931,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  70-52  Kissena  boulevard,  Flushing,  Borough  of  Queens ; 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  18,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kissena  avenue  is  in  a  business 
district,  and  70th  road  and  153rd  street  are  in  a  residence 

district;  and  .  .... 

Whereas,  the  decision  of  the  superintendent  ot  buildings, 

rendered  October  16,  1931,  reads : 

“The  erection  of  a  gasoline  service  station  located 
within  a  business  district  and  extending  into  a  residence 
district  is  contrary  to  Section  4,  subdivision  A-46  and 
section  3  of  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  lying 
wholly  within  a  business  district,  having  a  frontage  of  ^100 
ft.  on  Kissena  boulevard  and  a  frontage  of  100  ft.  on  70th 
road,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
20  ft.  by  20  ft.  in  area,  and  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and 

Whereas,  the  applicant  wishes  to  amend  his  application  to 
section  7,  subdivision  f,  for  a  temporary  permit  of  two 
years. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  under  section  7,  subdivision  f,  for  a 
temporary  permit  of  two  years  for  the  use  of  the  premises 
for  a  gasoline  service  station;  that  all  pumps  shall  be  set 
back  not  less  than  10  ft.  from  the  building  line ;  that  there 
shall  be  but  one  entrance  to  the  gasoline  service  station  on 
70th  road  and  two  entrances  on  Kissena  boulevard,  each 
entrance  to  be  not  more  than  12  ft.  wide,  with  curb  cuts  not 
more  than  14  ft.  wide;  that  any  buildings  for  accessory  use 
shall  be  limited  to  one  story  in  height  and  confined  to  the 
rear  of  the  property;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  any  work  involved  thereby 
completed  within  one  year  from  the  date  of  this  action. 


334-31-BZ. 

APPLICANT — Shirley  Kahn,  for  American  Seal  Kap  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  the  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop  (previously  dismissed  for 
lack  of  prosecution;  reopened  and  restored  to  Cal¬ 
endar  January  5,  1932). 


PREMISES  AFFECTED— 11-11  to  11-27  44th  drive  (Not 
avenue) ,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Shirley  Kahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  of  mspectioi 
adopted;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE- 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . . . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative  . . . . . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Absent  . 


THE  RESOLUTION— 

(334-31-BZ) 

Whereas,  Shirley  Kahn,  for  American  Seal  Kap  Corf 
owner,  filed,  July  1,  1931;  dismissed  December  4,  1931,  an 
restored  January  5,  1932,  an  application,  under  the  buildir 
zone  resolution,  to  permit  in  a  business  district  the  chang 
of  occupancy  of  an  existing  building  to  a  garage  for  moi 
than  five  motor  vehicles  and,  also,  a  motor  vehicle  repa 
shop;  premises  11-11  to  11-27  44th  drive  (Nott  avenue 
Long  Island  City,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on.  this  applicatic 
by  the  board  of  standards  and  appeals,  at  its  special  mee 
ing,  March  18,  1932,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildii 
zone  resolution  show  that  44th  drive,  north  side,  east  or 
point  100  ft.  east  of  11th  street,  is  in  a  business  distric 
44th  drive,  north  side,  west  of  a  point  100  ft.  east  of  11 
street,  is  in  an  unrestricted  district ;  44th  drive,  south  sic 
east  of  11th  street,  is  in  a  business  district ;  44th  drive,  sou 
side,  west  of  11th  street,  is  in  an  unrestricted  district,  ai 
44th  road  is  in  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  October  7,  1931  (re  Viol.  No.  792-1931),  read 
“Contrary  to  the  Zoning  Law — a  building  for  the  pv 
pose  of  an  automobile  repair  shop  and  garage  for  stora 
of  more  than  5  automobiles  in  a  business  district.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  cc 
struction,  one  story  in  height,  with  a  frontage  of  200  ft.  a 
a  depth  of  100  ft. ;  to  be  occupied  as  a  garage,  for  me 
than  five  motor  vehicles  and,  also,  a  motor  vehicle  rep; 
shop ;  and 

Whereas,  the  report  of  the  committee  of  inspection  rec 
as  follows : 

“Cal.  No.  334-31-BZ. 

“Premises  11-11  to  11-27  44th  drive  (Nott  avenue),  Lo 
Island  City,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION 
“On  February  18,  1932,  a  committee  of  the  board,  c< 
sisting  of  Temporary  Chairman  Connell  and  Comrr 
sioners  Holland  and  Guilfoyle,  visited  and  inspected 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardshil 
to  permit  in  a  business  district  a  change  in  occupai 
of  the  existing  building  to  a  garage  for  more  than  f 
motor  vehicles  and,  also,  a  motor  vehicle  repair  shoj 
“The  premises  in  question  have  a  200  ft.  frontage 
Nott  avenue  or  44th  drive  and  a  depth  of  100  ft.  and. 
now  developed  with  a  one-story  non-fireproof  buildi 
intended  to  be  used  as  a  factory,  and,  according  to 
applicant,  was  erected  in  1920,  the  present  applic 
having  purchased  the  premises  about  two  years  ago. 

“From  the  general  construction  of  the  building  : 
the  entrance  to  the  same  it  would  seem  that  the  build 
is  evidently  intended  to  be  used  as  a  garage. 
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“Forty-fourth  drive,  from  a  point  100  ft.  east  of  11th 
street  on  the  north  side  and  from  11th  street  on  the  south 
side,  and  running  thence  easterly,  is  in  the  business  use 
zone.  1  he  rear  of  the  premises  under  appeal  on  44th 
road  and  the  100  ft.  between  the  premises  and  11th  street 
are  in  the  unrestricted  zone. 

“On  the  northeast  corner  of  44th  drive  and  11th  street 
there  is  a  two-story  factory  building  used  by  the  Amer¬ 
ican  Seal  Kap  Corp.,  the  owners  of  the  premises  under 
appeal. 

“Adjoining  the  property  to  the  east  on  44th  drive  the 
properties  are  all  vacant  except  90  ft.  on  the  northwest 
corner  of  21st  avenue  (Van  Alst  avenue)  and  44th 
drive,  which  are  developed  with  two  and  four-story  build¬ 
ings  with  conforming  uses. 

“On  the  south  side  of  44th  drive,  between  lltli  street 
and  21st  avenue,  approximately  one-third  of  the  frontage 
towards  11th  street  is  vacant  and  the  balance  towards 
Van  Alst  avenue  is  developed  with  four-story  apartment 
houses. 

“All  the  properties  on  44th  drive,  between  11th  street 
and  21st  avenue,  practically,  are  now  developed  and  ob¬ 
ject  to  the  granting  of  this  appeal. 

“There  are  no  non-conforming  uses  from  44th  drive, 
east  of  11th  street,  for  a  distance  of  1,000  ft.  or  more. 

“It  is  well  to  note  at  this  time  that  the  building  in 
question  has  an  area  of  20,000  sq.  ft.  and  is  an  inside 
lot  within  the  fire  limits.  The  building  code  requires 
any  business  building  more  than  7,500  sq.  ft.  in  area  on 
an  inside  lot  within  the  fire  limits  to  be  fireproof. 

“The  committee  is  of  the  opinion,  due  to  the  con¬ 
forming  use  development  of  44th  drive,  as  noted,  with  no 
non-conforming  uses,  the  large  number  of  objections  and 
no  consents,  the  application  is  not  substantiated  under 
section  21  hardship — and  recommends  denial  of  the  ap¬ 
peal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  by  a  committee  of  the  board,  which  inspection  was 
made  and  report  of  which  was  read  at  this  hearing  and  is 
incorporated  herewith  and  which  report  recommends  the 
denial  of  the  application. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

572-31-BZ. 

APPLICANT — Martin  C.  Ort,  for  Augusta  Gahrman, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 112-05  to  112-07  Sutphin  boule¬ 
vard,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

Eor  Applicant:  Frederick  W.  Gahrman. 

For  Opposition:  Alexander  Rubin. 

CTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  denied. 

I  HE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Chief 


McElligott  . 4 

Negative  .  0 

Absent  .  n 

i'HE  VOTE  TO  GRANT— 

Affirmative  .  0 
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Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Absent  . 

THE  RESOLUTION— 

(572-31-BZ) 

. .  ,  hereas,  Martin  C.  Ort,  for  Augusta  Gahrman,  owner, 
filed,  November  30,  1931,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  112-05  to  112-07 
^tphm  boulevard,  Jamaica,  Borough  of  Queens;  and 
Whereas  a  public  hearing  was  held  on  this  application 
.  y  *■ le  hoard  of  standards  and  appeals,  at  its  special  meet- 
E’fh  . arch  18,  1932,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sutphin  boulevard  is  in  a  business 
district.;  112th  avenue,  east  of  Sutphin  boulevard,  is  in  an 
unrestricted  district;  112th  avenue,  west  of  Sutphin  boulevard 
is  m  a  residence  district;  114th  avenue,  east  of  Sutphin 
boulevard,  is  in  an  unrestricted  district,  and  153rd  street  is 
in  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  27,  1931  (re  Plan  No.  N.  B  5996-31)’ 
reads :  • 

2.  Contrary  to  amended  Building  Zone  Resolution 
the  erection  and  maintenance  of  a  gasoline  service  sta- 

tl?n  ,?n^°  a  business  district  from  an  unrestricted  dis¬ 
trict.  ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  41.83  ft.  and  a  depth  of  330  ft. ;  the  front 
(Sutphin  a\enue)  portion  of  the  plot  is  in  the  business  dis- 
tnct  and  the  rear  portion  of  the  plot  is  in  the  unrestricted 
district;  on  the  portion  of  the  plot  100  ft.  to  the  east  of 
Sutphin  boulevard  and  lying  in  the  unrestricted  district  there 
is  located  an  auto  repair  shop ;  to  the  west  of  this  building 
and  within  the  business  district  there  is  located  a  one-story 
auto  laundry  and  crankcase  service  building;  the  Sutphin 
avenue  front  of  the  plot  is  vacant  for  a  depth  of  64  ft.  6  in.  • 
it  is  proposed  to  use  this  vacant  portion  of  the  plot  as  a 
gasoline  service  station;  and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  this  hearing  and  which  re¬ 
port,  incorporated  herein,  recommends  the  denial  of  this  an- 
plication,  the  report  reading: 

“Cal.  No.  572-31-BZ. 

Piemises  112-05  to  112-07  Sutphin  boulevard,  Jamaica 
Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  Pn  piaiJ;b  L  1932,  a  committee  of  the  board,  con- 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  |s  an  application  under  sections  7c  and  21  of 
the  building  zone  resolution  to  permit,  partly  in  an  un¬ 
restricted  district  and  partly  in  a  business  district  the 
ei  “Pm?11  an<^  jnaintenance  °f  a  gasoline  service  station. 

The  premises  in  question  have  a  frontage  of  41.83  ft. 
oil  Sutphin  boulevard  and  a  depth  of  330  ft.,  100  ft.  of 
which  depth  lies  in  the  business  use  district,  the  balance 
in  an  unrestricted  use  district.  The  portion  in  the  un¬ 
restricted  use  district  makes  of  153rd  street  a  dead-end 
street,  as  this  street  is  not  developed  southward  further 
than  the  property  under  appeal. 

“At  the  present  time  there  is  erected  on  the  premises 
a  one-story  building,  35  ft.  6  in.  of  which  is  in  the 
business  district  and  68  ft.  in  the  unrestricted  district  In 
this  budding  there  is  now  being  conducted  an  auto  repair 
shop  and  auto  laundry  and  crankcase  service  station 

cerPficate  of  occupancy  has  been  issued  bv  the 
budding  superintendent  for  the  use  of  the  building  in  the 
unrestricted  use  district  for  a  motor  vehicle  repair  shop 
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and  a  certificate  of  occupancy  has  also  been  issued  re¬ 
cently  by  the  superintendent  of  buildings  for  the  portion 
of  the  building  in  the  business  use  district  for  an  auto 
laundry.  This  building,  however,  is  one  building.  A 
partition  wall  has  been  erected,  evidently  since  the  erec¬ 
tion  of  the  building,  and  located  on  the  dividing  line  be¬ 
tween  the  unrestricted  district  and  the  business  district. 
This  partition  wall  has  a  doorway  opening  for  the  lull 
height  and  for  a  width  of  15  to  18  ft.  and  the  wall  is 
equipped  with  a  sliding  door.  The  exit  and  entrance 
for  this  building  is  from  the  Sutphin  boulevard  _  front 
of  the  premises.  There  is  a  rather  small  opening  in  the 
easterly  end  of  the  northerly  wall  of  the  premises.  At 
the  time  of  the  inspection  same  was  boarded  up. 

“On  the  front  of  the  premises,  facing  Sutphin  boule¬ 
vard,  there  is  a  large  sign  erected  with  the  following  ad¬ 
vertisement  :  ‘Sutphin  Boulevard  Oarage. 

“On  the  westerly  end  of  the  southerly  wall,  which  is 
the  portion  of  the  wall  nearest  to  Sutphin  boulevard  and 
in  the  business  use  district,  there  is  painted  a  large  sign 
advertising:  ‘Auto  Laundry,  Greasing,  Welding  and 

Motor  Vehicle  Repair  Work.’ 

“No  action  has  ever  been  taken  by  this  board  tor  the 
extension  of  an  auto  repair  shop  from  an  unrestricted 
use  district  to  a  business  use  district  on  this  property. 

“On  the  west  side  of  Sutphin  boulevard,  opposite  the 
premises  under  appeal,  between  114th  avenue  and  112th 
avenue,  the  properties,  with  the  exception  of  two  proper¬ 
ties  with  approximately  127  ft.  frontage,  are  developed 
with  two-story  buildings,  store  use  on  the  ground  floor 
nnrl  dwellings  ahove.  in  which  there  are  thirteen  stores 


and  three  vacant. 

“On  the  same  side  as  the  property  under  appeal,  be¬ 
tween  112th  avenue  and  114th  avenue,  the  properties  are 
vacant  with  the  following  exceptions :  The  pi  operty 
under  appeal  and  the  northeast  corner  of  114th  avenue 
and  Sutphin  boulevard,  which  is  developed  with  four 
two-story  buildings,  stores  on  the  ground  floor  and 
dwellings  above,  one  store  being  vacant. 

“There  are  at  the  present  time  no  non-conforming 
uses  on  Sutphin  boulevard  from  114th  avenue  northward 
to  beyond  111th  road. 

“There  have  been  filed  with  this  appeal  one  objection 
and  seventeen  consents. 

“Section  7c  does  not  apply  to  this  application  as  there 
is  at  the  present  time  no  existing  gasoline  station  in 
the  unrestricted  use  district  nor  is  it  proposed  to  erect 
any  gasoline  station  in  the  unrestricted  portion  of  this 
property. 

“Section  7c  permits  as  follows: 

“  ‘Permit  the  extension  of  an  existing  or  proposed 
building  into  a  more  restricted  district  under  such  condi¬ 
tions,  etc.’ 

“Due  to  these  conditions,  the  committee  is  of  the  opin¬ 
ion  that  the  application  is  not  substantiated  under  section 
21 — hardship — and  recommends  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


and 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  bases  of  appeal  brought  under  sections  7c  and  21  of  the 
building  zone  resolution. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


478-31-BZ. 

APPLICANT — Joseph  P.  Powers,  for  Frank  Coiro, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 


tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 71-08  Amstel  boulevard,  north 
side,  80  ft.  east  of  Beach  72nd  street,  Arverne,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Powers. 

For  Opposition:  None. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(478-31-BZ) 

Whereas,  Joseph  P.  Powers,  for  Frank  Coiro,  owner, 
filed,  September  28,  1931,  an  application,  under  the  building 

zone  resolution,  to  permit  in  a  business  district  the  erection 

and  maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  71-08  Amstel  boulevard,  north  side,  80 
ft.  east  of  Beach  72nd  street,  Arverne,  Borough  of  Queens; 

and  .  •  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  18,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Amstel  boulevard  is  in  business  and 
unrestricted  districts;  Hammels  boulevard  and  Beach  71st 
street  are  in  a  business  district ;  Beach  72nd  street  is  in  busi¬ 
ness  and  unrestricted  districts,  and  Failing  street  is  in  un¬ 
determined  and  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  9,  1931,  reads: 

“2.  The  erection  of  a  garage  for  more  than  fivi 
motor  vehicles  within  a  business  district  is  contrary  tc 
the  provisions  of  Section  4-A  of  the  Zone  Resold 
tion.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproo 
construction,  one  story  in  height,  with  a  frontage  of  80  ft 
and  a  depth  of  80  ft. ;  rear,  70  ft.  6  in. ;  to  be  occupied  a 
a  garage  for  more  than  five  (5)  motor  vehicles;  and 
Whereas,  this  application  was  made  the  subject  of  a 
inspection  by  a  committee  of  the  board,  report  of  which  in 
spection  was  read  and  adopted  at  this  hearing  and  which  re 
port,  incorporated  herein,  recommends  the  granting  of  th 
application  under  section  21  of  the  building  zone  resolutioi 
the  report  reading : 

“Cal.  No.  478-31-BZ. 

“Premises  71-08  Amstel  boulevard,  north  side,  80  ft.  ea: 
of  Beach  72nd  street,  Arverne,  Borough  of  Queens. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  March  10,  1932,  a  committee  of  the  board,  cot 
sisting  of  Temporary  Chairman  Connell  and  Comma 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  tl 
premises  under  appeal. 

“This  is  an  application  under  section  21  of  the  buildin 
zone  resolution  to  permit  in  a  business  district  the  ero 
tion  and  maintenance  of  a  garage  for  more  than  fh 
motor  vehicles. 

“The  premises  in  question,  lying  wholly  within  tl 
business  use  district,  have  a  frontage  of  100  ft.  on  Amst 
boulevard  and  are  vacant  at  the  present  time,  except  < 
noted.  On  the  west  side  of  the  premises  there  is 
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two-story  brick  dwelling.  Centrally  located  on  the 
premises  there  is  a  wooden  shed  which  is  to  be  removed. 

“The  applicant  seeks  to  erect  a  garage  on  that  portion 
of  the  plot  not  now  occupied  by  the  dwelling  as  noted. 

“On  Amstel  boulevard,  between  Hammels  boulevard 
and  Beach  72nd  street,  immediately  opposite  the  prem¬ 
ises  under  appeal,  the  premises  lie  wholly  within  a  busi¬ 
ness  use  district  and  are  at  the  present  time  mostly  all 
developed  with  non-conforming  uses,  such  as  gasoline 
station,  poultry  slaughter  house,  garage,  etc. 

“Immediately  west  of  Beach  72nd  street  on  Amstel 
boulevard  the  premises  lie  within  the  unrestricted  use  dis¬ 
trict,  with  the  exception  of  the  northwest  corner  of 
Amstel  boulevard  and  Beach  72nd  street,  which  is  de¬ 
veloped  with  an  old-time  frame  hotel. 

“East  of  the  premises  under  appeal,  on  Amstel  boule¬ 
vard  and  running  for  some  distance  eastward,  the  prem¬ 
ises  are  developed  with  conforming  uses,  mostly  rather 
attractive  dwellings. 

“Immediately  to  the  north  of  the  premises  the  prop¬ 
erties  are  in  an  undetermined  use  district. 

“The  property  under  appeal  seems  to  be  from  the 
general  developed  conditions  and  the  use  district  of  this 
section  the  dividing  line  between  conforming  develop¬ 
ments  and  non-conforming  developments. 

“There  have  been  fded  with  this  appeal  three  objections 
and  fifteen  consents.  Of  the  three  objectors,  only  one, 
in  the  opinion  of  the  committee,  would  be  affected  by 
the  granting  of  this  application,  and  that  is  the  owner 
of  the  property  immediately  in  the  rear  of  the  premises 
under  appeal,  which  property  lies  wholly  within  an  un¬ 
determined  district. 

“Due  to  the  present  development  of  the  adjacent  prop¬ 
erties  and  the  close  proximity  of  the  property  under  ap¬ 
peal  to  the  unrestricted  use  district  and  the  undetermined 
district,  the  deyelopment  of  the  property  under  appeal 
with  a  conforming  use  would  hardly  be  warranted. 

“The  committee,  therefore,  is  of  the  opinion  that  the 
application  is  substantiated  under  section  21 — hardship — 
and  recommends  the  granting  of  the  appeal. 

“(Signed)  HENRY  E.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  district 
emulations  of  the  building  zone  resolution,  and  that  the  ap- 
ilication  be  and  it  hereby  is  granted  on  condition  that  the 
'uilding  shall  be  restricted  to  one  story  in  height  above  grade, 
rea  of  building  not  to  be  in  excess  of  that  shown  on  plans  sub¬ 
bed  with  this  appeal,  set  back  from  the  building  line  of 
Amstel  boulevard  about  20  ft. ;  that  the  rear  and  gable  walls 
hall  be  unpierced  throughout  their  entire  height  and  length ; 
ny  skylights  in  the  roof  shall  be  set  back  from  the  lot  lines 
bout  15  ft.,  glazed  with  plain  glass,  protected  with  wire 
;uards  above  and  below ;  the  front  elevation  shall  be  of  face 
’.rick  with  architectural  terra  cotta  or  stone  trim;  any 
igns  advertising  the  non-conforming  use  conducted  on  the 
remises  shall  be  restricted  to  one  projecting  electric  sign 
adicating  the  name  and  nature  of  the  business  conducted 
n  the  premises ;  no  portable  gasoline  tanks  shall  be  operated 
r  maintained  on  the  premises;  any  vehicular  opening  to  the 
jarage  shall  be  limited  to  one  opening  located  practically  in 
he  center  of  the  front  face  of  the  building  and  shall  be  not 
lore  than  12  ft.  wide  with  curb  cut  directly  in  front  thereof 
ot  more  than  14  ft.  wide;  the  roof  of  the  garage  shall  be  of 
lat  design;  all  permits  required  shall  be  obtained  within  six 
nonths  and  all  work  involved  shall  be  completed  within 
ighteen  months  from  the  date  of  this  action. 

44-31-BZ. 

APPLICANT — Croker  National  Fire  Prevention  Engineer- 
ing  Co.,  for  John  Centrone,  owner. 

UBJECT— Application  (re  decision  of  the  superintendent 


of  buildings),  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 784-786  Hart  street,  east  side, 
.  ^00  ft-  south  of  Knickerbocker  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Llerman  E.  Horwood. 

For  Opposition:  Joseph  A.  Pisarro. 

AC  1  ION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition. 

I  HE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . q 

Absent  . .  .  .  n 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . "  0 

Absent  .  q 

THE  RESOLUTION— 

...  (544-31-BZ) 

VV  iiereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  John  Centrone,  owner,  filed,  November  10,  1931, 
an  application,  under  the  building  zone  resolution,  to  permit 
m  a  business  district  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles;  premises  784- 
786  Hart  street,  east  side,  200  ft.  south  of  Knickerbocker 
avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
ly  the  board  of  standards  and  appeals,  at  its  special  meet- 
.  ar(ft  after  due  notice  by  publication  in  the 

bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hart  street,  DeKalb  avenue, 
Knickerbocker  avenue  and  Wilson  avenue  are  all  in  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  22,  1931  (re  App.  13449-31),  reads: 

Pioposed  public  garage  for  more  than  five  motor 
vehicles  to  be  located  in  a  business  use  district  is  con¬ 
trary  to  Art.  2,  Sec.  4  of  Zone  Resolution  ”  • 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  and  a  depth  of  100  ft.,  upon  which  are 
located  a  stable,  wagon  yard,  and  on  the  south  portion  a 
frame  structure  occupied  on  the  second  story  as  a  dwelling; 
it  is  proposed  to  remove  the  stable,  wagon  yard  and  other 
structures  and  to  erect  thereon  a  one-story  garage  for  more 
than  five  motor  vehicles;  it  is  proposed,  also,  to  make  the 
alteration  in  such  a  manner  that  the  existing  second  story 
residence  portion  will  remain;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  this  hearing  and  which 
leport,  incorporated  herein,  recommends  the  granting  of  the 
application  with  such  restrictions  as  the  board  seems  fit  to 
impose,  the  report  reading: 

“Cal.  No.  544-31-BZ. 

“Premises  784-786  Hart  street,  east  side,  200  ft.  south  of 
Knickerbocker  avenue,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  ^9)  1932,  a  committee  of  the  board  con¬ 

sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

This  is  an  application  under  sections  7e  and  21  of  the 
building  zone  resolution  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more  than 
five  motor  vehicles. 

“The  premises  in  question  have  a  frontage  of  50  ft 
on  Hart  street  and  a  depth  of  1 00  ft.,  on  which  at  present 
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there  is  a  two-story  frame  building  used  for  dwelling 
purposes  and  in  the  rear  a  stable  used  at  the  time  of 
the  inspection  for  the  stabling  of  nineteen  horses.  This 
stable  is  operating  under  permit  issued  by  the  Board 
of  Health  and  has  been  in  existence  prior  to  July  25, 
1916. 

“On  the  south  side  of  the  premises  there  is  an  open 
shed  used  for  the  storage  of  wagons. 

“Adjoining  the  premises  to  the  south  is  a  one-story 
building  used  as*  a  milk  distributing  station  for  a  dairy 
and  in  which  seven  automobiles  are  stored,  work  in  this 
dairy  building  being  conducted  at  all  hours  of  the  day 
and  night. 

“The  applicant  seeks  to  erect  a  building  for  garage 
usage,  one  story  in  height,  covering  the  entire  lot,  leaving 
the  second  story  of  the  present  dwelling  for  dwelling 
purposes. 

“Hart  street,  between  Wilson  avenue  and  Knicker¬ 
bocker  avenue,  is  completely  developed  mostly  with  old- 
time  three-story  frame  dwellings,  in  a  great  many  in¬ 
stances  with  business  use  on  the  first  story,  also  garage 
use  on  the  first  story. 

“The  committee  is  of  the  opinion  that  the  abolishing 
of  the  present  stable  and  the  establishing  of  a  well- 
conducted  garage  of  limited  capacity  would  create  a 
better  condition  for  the  surrounding  properties  than  ob¬ 
tains  at  the  present  time. 

“The  committee  is  also  of  the  opinion  that  the  appli¬ 
cation  is  fully  substantiated  under  section  7e  of  the  build¬ 
ing  zone  resolution. 

“There  have  been  filed  with  this  appeal  twenty-nine 
objections  as  of  March  2,  1932,  and  no  consents. 

“In  view  of  the  present  use  and  condition  of  the  prop¬ 
erty  under  appeal  and  the  property  immediately  abutting 
to  the  south,  and  the  substantiation  of  the  application 
under  section  7e,  and  the  bettering  of  the  present  con¬ 
ditions  by  the  granting  of  this  application,  the  committee 
recommends  the  favorable  consideration  of  this  appeal 
for  a  limited  occupancy. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


Whereas,  the  board  deems  that  the  applicant  has  substan¬ 
tiated  his  bases  of  appeal  brought  under  sections  <e  and  21 
of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  for  the  use  of  the 
entire  plot,  50  ft.  by  100  ft.,  to  be  developed  with  a  two- 
story  building,  the  first  floor  of  which  is  to  be  used  as  a 
garage  for  the  trucks  of  the  owner  of  the  premises,  on  con¬ 
dition  that  no  space  shall  be  rented  out  for  automobiles  or 
trucks  and  that  the  storage  shall  be  limited  to  approximately 
fifteen  (15)  cars;  that  the  second  story  of  this  two-story 
building,  having  an  area  of  approximately  25  ft.  by  59  ft. 
shall  be  used  as  a  dwelling;  that  the  one-story  portion 
(garage)  of  the  building  shall  be  of  fireproof  construction 
throughout ;  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  any  skylights  shall 
be  set  back  from  the  lot  lines  and  equipped  with  plain  glass, 
protected  with  wire  guards  above  and  below;  no  gasoline 
shall  be  stored  on  the  premises  for  sale ;  no  portable  gasoline 
tanks  to  be  permitted  on  the  premises;  any  gasoline  storage 
shall  be  used  for  the  trucks  of  the  owner  of  the  premises; 
there  shall  be  no  advertising  signs  of  any  nature  or  descrip¬ 
tion  indicating  a  public  garage;  the  front  elevation  of  the 
first  story  portion  of  the  premises  shall  be  of  face  brick 
with  architectural  terra  cotta  or  stone  trim;  any  vehicular 
entrance  to  the  garage  portion  shall  be  confined  to  the  central 
portion  of  the  premises  and  shall  be  not  more  than  12  ft. 
wide  with  curb  cuts  not  more  than  14  ft.  wide  and  limited 
to  one  opening;  there  shall  be  an  enclosed  stairway  exit  for 
the  dwelling  portion  leading  direct  to  the  street  with  no 
connection  to  the  garage;  there  shall  be  no  opening  between 
dwelling  portion  of  the  building  and  the  garage;  all  permits 
required  shall  be  obtained  within  six  months  and  all  work 
involved  thereby  completed  within  eighteen  months  from  the 
date  of  this  action. 


Adjourned  12.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  MARCH  18,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Chief  McElligott. 

APPEAL  FROM  ADMINISTRATIVE  ORDER. 

18-32-A. 

APPELLANT — John  W.  Creedon,  receiver,  for  J.  Warren’s 
Garage,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 252-262  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Harry  S.  Bodin. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW—  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 
McElligott  .  4 


Negative 
Absent  , 


PETITIONS  FOR  VARIATIONS. 

555-31-S. 

PETITIONER — James  Kearney,  for  Estate  of  George  \V 
Wilson,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 93-99  Nassau  street,  28-30  Am 
street  and  135-139  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  James  Kearney. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1932,  a 
2  p.  m.,  on  request  of  petitioner. 


621-31-S 

PETITIONER— Walter  J.  Bloss,  for  Otto  J.  Bloss,  ownei 
SUBJECT — Variation  of  the*  labor  law,  as  cited  in  an  orde 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 429-431  Kent  avenue,  Brooklyr 
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MINUTES 


:  APPEARANCES— 

For  Petitioner:  Walter  J.  Bloss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
•THE  VOTE—  . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(621-31-S) 

Whereas,  Walter  J.  Bloss,  for  Otto  J.  Bloss,  owner,  filed, 
December  31,  1931,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  429-431  Kent  avenue, 
Borough  of  Brooklyn ;  and 

.  Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember^  11,  1931  (Order  No.  90928-LD),  reads: 

“1.  Arrange  the  fire  escape  at  north  side  of  building 
}  serving  as  a  required  means  of  egress  so  that  same  will 
conform  to  Section  274  of  the  Labor  Law. 

“D.  No  safe  egress  from  termination  of  fire  escape  to 
f  street.” ; 
and 

Whereas,  the  building  is  non- fireproof,  seven  stories  (72 
ft.)  in  height,  44.5  ft.  by  115.5  ft.  in  area;  OCCUPIED: 
[1st  and  2nd  stories,  storage,  4  persons  each  story;  3rd  story, 
manufacture  of  brass  goods,  12  persons;  4th  and  5th  stories, 
machine  shop,  6  persons  each  story ;  6th  story,  manufacture 
.»f  steel  goods,  6  persons;  7th  story,  vacant;'  EQUIPPED 
.vith  a  fire  alarm  signal  system;  EXITS:  an  interior  wooden 
stairway,  extending,  from  the  first  story  to  top  story,  en- 
losed.  in  brick  partitions,  with  fireproof  doors  at  openings ; 
i  horizontal  opening  at  first  and  third  stories  to  adjoining 
raiding  at  north;  a  fire  escape  on  the  north  side  of  the 
raiding  projecting  over  the  adjoining  premises,  having  fire- 
>roof  openings  along  the  course  thereof,  extending  from  the 
hird  story  to  top  story,  gooseneck  ladder  to  roof,  with 
‘gress  from  third  story  balcony  to  third  story  of  adjoining 
raiding  at  north,  thence  by  means  of  an  enclosed  interior 
tairway  to  the  street  or  by  means  of  a  front  fire  escape  to 
idewalk;  ROOFS  of  adjoining  buildings:  10  ft.  lower  at 
outh;  three  stories  lower  at  north;  and 
Whereas,  the  petitioner  claims  the  horizontal  opening  at 
hird  story  of  the  building  in  question  to  the  adjoining  build- 
ng  at  north  is  equipped  with  fireproof,  self-closing  doors, 
yhich  provides  an  additional  means  of  egress  from  the  third 
tory  fire  escape  balcony  to  the  fireproof  enclosed  interior 
tairf  •  rhe  buildi?g  in  Question  leading  direct  to  the  street ; 
ne  buildings  are  in  a  single  ownership;  the  corresponding 
tory  of  each  building  is  used  in  common  by  one  tenant ; 
urthermore,  the  petitioner  contends  the  nature  of  business 
onducted  on  the  premises  is  non-hazardous  and  the  exits  are 
dequate. 

Resolved  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  labor 
jlw’  and  tbe  petition  be  and  it  hereby  is  granted,  to  permit 
ne  means  of  egress  from  the  termination  of  the  fire  escape 
s  shown  on  the  plans  submitted  with  this  appeal,  on  condition 
Pat  the  opening  in  the  party  wall  on  the  third  story  be 
mcRed  upj.that  the  balcony  of  the  fire  escape  on  the  front 
the  building  423-427  Kent  avenue  be  extended  to  take  in 
e  window  opening,  on  the  building  known  as  429-431  Kent 
venue  and  an  additional  opening  on  423  and  427,  said  open- 
•fp  ,  ,be  equipped  with  self-closing,  fireproof  door  at 
u  level;  that  the  second  and  first  story  be  provided 
Jnf.fi?  ™<;ans  of  exit  satisfactory  to  the  fire  depart- 
that  1 16  means  °f  egress  from  the  termination  of 
J  °n  the  third  story  of  the  four-story  build- 

K,  ^-427  Kent  avenue,  be  down  an  interior  stairwav  of 
e  tour-story  building,  located  in  the  northerly  side  of  the 

hh'S-  ryi,bui,ding:  that  the  labor  law  shall' be  complied 
in-Jit"  3  l  °iher  r?sPects  and  the  occupancy  limited  to  the 
Jl  hJ  f-he  prin\ary  l^ans  of  exit;  that  the  building 
be  not  increased  in  height  or  area,  and  granted  only 


so  long  as  the  two  buildings  in  question,  the  four-story  build- 
shfpaU<  t  lG  seven‘story  building,  remain  in  the  same  owner- 


518-31-S. 

PETITIONER— Edward  P.  Doyle,  for  Louise  Perry  Coak- 
ley,  owner. 

SUL  j  EC  I'— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  de- 
superintendent  of  buildings. 

PREMISES  AFFECTED— 53  West  56th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Edward  P.  Doyle,  Jacob  L.  Holtz- 
man  and  Joseph  Siegel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOTE-BOARD— Petition  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . ’  .  Q 

Absent  . . .  o 

the  resolution— 

(518-31-S) 

Whereas,  Edward  P.  Doyle,  for  Louise  Perry  Coakley, 
owner  filed,  October  21,  1931,  a  petition  for  a  variation 
iom  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  53  West 
abth  street,  Borough  of  Manhattan;  and 
M  itereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember^,  1931  (Order  No.  88893-LD),  reads: 

.  }'  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Sec.  270  of  the 
Labor  Law.”; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  1,  1931,  reads : 

“P  Windows  at  the  front  on  56th  St.  side  exceed 
720  sq.  in.  in  area.”; 
and 

W  1 1 ereas,  the  decision  of  the  fire  commissioner,  rendered 
October  17,  1931,  reads: 

.  “This  will  reply  to  your  letter  of  September  28th,  1931, 
in  which  you  state  you  have  been  authorized  by  the 
owner  to  file  a  petition  with  the  Board  of  Standards 
and  Appeals  from  Order  88893-LD  and  request  that  we 
be  good  enough  to  re-issue  the  order  because  you  need 
a  few  more  days  in  which  to  prepare  the  papers  for  the 
petition. 

“Your  request  to  re-issue  Order  88893  must  be 
denied.  ; 
and 

Whereas,  the  building  is  of  fireproof  construction  six 
stones  (75  ft)  in  height,  19  ft.  4  in.  by  100  ft.  5  in.  in 
aiea,  OCCUPIED:  1st  story,  store,  7  persons;  2nd  story, 
vacant;  upper  stories,  manufacture  of  men’s  suits  and  sound 
records,  10  persons  per  story;  EXITS:  an  interior  fireproof 
stairway,  extending  from  the  first  story  to  roof,  enclosed  in 
fireproof  partitions,  with  fireproof  doors  at  openings ;  a  hori¬ 
zontal  fireproof  bridge  exit  at  fifth  story  to  building  adjoining 
at  northwest;  an  exterior  fireproof  stairway  on  the  rear 
of  the  building,  having  fireproof  door  openings  along  the 
course  thereof,  extending  from  the  second  story  to  the^roof, 
with  egress  from,  the  termination  at  second  story  to  roof  of 
first  story  extension  of  building  adjoining  at  northwest  over 
such  roof  to  second  story  stair  hall,  or  fire  tower  leading 
directly  to  57th  street;  and 

Whereas,  the  petitioner  claims  that  the  superintendent  of 
buildings  in  acting  on  request  for  certificate  of  occupancy 
has  connected  the  building  in  question  with  building  Nos 
48-50  West  57th  street  as  a  unit;  the  front  windows  of  the 
building  in  question  are  glazed  with  plate  glass,  the  maximum 
area  of  a  single  light  at  first  story  is  9  ft.  by  11  ft  at  each 
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minutes 


story  above  is  7  ft.  by  8  ft. ;  to  reduce  the  area  of  the  glass 
to  720  sq.  in.  would  destroy  the  architectural  feature  of  the 

front. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to  fire 
department  order  No.  88893-LD,  to  discontinue  the  use  of 
the  premises  for  factory  purposes,  on  condition  that  the  exit 
from  the  termination  of  the  fire  tower,  rear  of  the  premises, 
second  story,  shall  be  by  means  of  a  fireproof,  fully  en¬ 
closed  passageway  satisfactory  to  the  fire  department  across 
the  roof  of  the  first  story  extension  of  No.  50  West  57th 
street  said  fireproof  passageway  to  lead  direct  to  the  passage¬ 
way  of  the  fire  tower  of  50  West  57th  street;  this  passage¬ 
way  shall  be  enclosed  on  all  sides  with  unpierced  walls  floors 
and  ceilings,  excepting  two  openings,  equipped  with  selt- 
closing,  fireproof  doors,  one  on  the  north  wall  and  one  on  the 
south  wall,  the  doors  to  swing  in  the  line  of  travel  and  to  be 
the  size  required  under  the  labor  law,  and  that  the  occupancy 
of  the  building  under  appeal,  53  West  56th  street,  shall  be 
limited  to  the  capacity  of  the  primary  means  of  exit  of  the 
53  West  56th  street  building,  this  condition  to  prevail  only  so 
long  as  the  two  buildings,  50  West  57th  street  and  53  West 
56th  street,  are  in  the  same  ownership  and  under  the  same 
management,  on  further  condition  that  an  auxiliary  stairway 
connecting  the  first  story  to  the  cellar  shall  be  built  of  incom¬ 
bustible  material,  properly  enclosed  on  the  cellar  story  and 
open  on  the  first  story,  this  auxiliary  stairway  to  be  in  addi¬ 
tion  to  all  required  legal  means  of  egress ;  granted,  further, 
on  condition  that  the  57th  street  building  shall  be  made  to 
comply  with  the  labor  law  and  the  factory  occupancy  properly 
determined,  and  as  to  the  decision  of  the  superintendent  of 
buildings,  granted,  only  so  far  as  it  affects  the  windows  on 
the  first  three  stories,  on  condition  that  these  windows  be 
equipped  with  metal  frames  and  sash,  glazed  with  J/4-inch 
polished  plate  glass,  no  pane  of  glass  on  second  and  third 
stories  to  be  wider  than  4  ft.  6  in.,  and  further,  on  condition 
that  the  building  shall  comply  with  the  labor  law  in  all 
other  respects  and  shall  also  comply  with  the  building  code 
and  the  building  zone  resolution  and  the  building  shall  be  not 
increased  in  height  or  area. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

1 193-21-SA. 

PETITIONER— Quimby  Pump  Co.,  owner. 

SUBJECT— Petition  for  approval  of  the  use  of  a  primer 
pump  in  connection  with  the  Quimby  Screw  Pump 
which  was  previously  approved. 
APPEARANCES— 

For  Petitioner:  Harry  J.  Callaghan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Report  of  fire  department  adopted 
and  appliance  approved  in  accordance  therewith. 
THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1193-21-SA) 

Whereas,  William  E.  Quimby,  for  Quimby  Pump  Co. 
owner,  filed,  October  21,  1921,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known  as 
the  Quimby  Screw  Pump  for  operation  with  fuel  oil  burning 
installations;  and 

Whereas,  under  date  of  January  20,  1922,  the  board  ap¬ 
proved  the  Quimby  Screw  Pump,  2 -inch  and  454-inch,  foi 
general  use  in  fuel  oil  burning  installations;  and 

Whereas,  at  the  time  of  approval  no  question  was  raiset 
as  to  the  use  of  a  hand  primer  for  this  pump,  but  such  quesl 
tion  has  since  been  raised  and  the  matter  referred  to  thi 
fire  department  for  test  and  report,  and  a  report  of  th» 
chief  of  the  bureau  of  fire  prevention  dated  March  15,  1932 
recommends  approval  of  the  primer  with  certain  restrictions 
Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  approve  the  Quimby  Screw  Pump,  254-inch  and  4J4 
inch,  for  use  in  fuel  oil  burning  installations,  permitting. th 
use  of  a  hand  operated  primer  for  oil  burning  installation 
using  oil  not  greater  than  18  degrees  Baume.  1 


Adjourned  4.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  22,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  March  11,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  March  11, 
1932;  the  minutes  of  the  special  meeting  of  the  board  held 
on  March  11,  1932,  at  3  p.  m. ;  the  minutes  of  the  regular 
meeting  of  the  board  held  on  Tuesday  morning,  March  15, 
1932,  and  the  minutes  of  the  regular  meeting  of  the  board 
held  on  Tuesday  afternoon,  March  15,  1932,  were  approved 
as  printed  in  Bulletin  No.  12,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

602-31-BZ. 

APPLICANT— Samuel  A.  Potter,  for  Roosevelt- Stone  Land 
Corp.  and  Sapotter  Realty  Corp.,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 


PREMISES  AFFECTED — -Northwest  corner  of  Quee 
boulevard  and  51st  street,  Woodside,  Borough 
Queens. 

APPEARANCES— 

For  Applicant:  Charles  G.  F.  Wahle  and  Samuel 
Potter. 

For  Opposition:  Tobias  A.  Keppler,  William  H( 
man,  Seymour  Ripans  and  George  Blake. 
ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at 
a.  m.,  for  inspection  and  report  by  a  committee 
the  board. 


427-31-BZ. 

APPLICANT — Harry  Urquhart,  for  Superior  Welding 
Cutting  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendi 
of  buildings),  under  sections  6,  7c  and  21  of  1 
building  zone  resolution,  to  permit  in  a  busini 
district  the  occupancy  for  an  open  air  parking  sp; 
for  more  than  five  (5)  motor  vehicles  and,  al 
minor  repairs  to  motor  vehicles,  of  a  plot  now  oci 
pied  by  two  (2)  four-car  garages,  a  dwelling  a 
also,  a  motor  vehicle  repair  shop. 


MINUTES 


I 

I _ 

PREMISES  AFFECTED — 289-291  Palmetto  street  and  577 
Knickerbocker  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  J.  Monroe. 

For  Opposition:  George  W.  Herz  and  Tobias  A. 

Keppler. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1932,  at  10 
a.  m.,  on  request  of  applicant’s  representative.  Final 
disposition. 


i09-31-BZ. 

APPLICANT — -Henry  J.  Nurick,  for  Ideal  Cleaners  & 
Dyers,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  dyeing  establish¬ 
ment. 

PREMISES  AFFECTED — 237-239  Nostrand  avenue,  east 
side,  25  ft.  north  of  Kosciusko  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition :  Arthur  De  Matteis  and  Saul 
Hammer. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1932,  at 
10  a.  m.,  on  request  of  attorney  for  opposition. 


0-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Marmion  Avenue  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  7e  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 

’REMISES  AFFECTED — Southern  boulevard,  west  side, 
184.27  ft.  south  of  East  180th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  M.  H.  Milholland. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


5-32-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Realty  Asso¬ 
ciates,  Inc.,  owner. 

JUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an  existing 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  the  installation  of  a  gasoline 
service  station. 

’REMISES  AFFECTED — 128-138  Brighton  Beach  avenue, 
south  side,  110.8  ft.  west  of  Calm  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Gerard  I.  Walters. 

For  Opposition:  Samuel  Stern.  Aaron  Powsner, 
Julius  M.  Bodger,  Samuel  Lipoff  and  Joseph 
Goldberg. 

CTION  OF  BOARD — Laid  over  to  April  1,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 

- - 

i-20-BZ. 

APPLICANT — William  C.  Winters,  for  Schindler  Bros., 
present  owners. 

UBJECT — Application  for  reopening — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7e  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  of 
a  garage  for  more  than  five  (5)  motor  vdiiclcs. 


PREMISES  AFFECTED — 3086-3096  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  C.  Winters. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call  when  papers  are  completed. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  o 

Absent  . o 


442-31-BZ. 

APPLICANT — William  V.  McDevit,  for  M.  Palace, 
owner, 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 305-311  New  Dorp  lane,  east 
side,  120*  ft.  north  of  Clawson  avenue,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Abraham  Horwitz. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call  when  papers  are  completed. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  o 

Absent  .  , 


27-32-BZ. 

APPLICANT- — Joel  D.  Marder,  for  Columbus  O'D.  Iselin, 
owner. 

SUBJEC1 — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  the  occupancy  of  a  building  used  as  a 
garage  for  five  (5)  motor  vehicles  to  a  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 127  West  52nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Joel  D.  Marder. 

For  Opposition :  None. 

AC  I  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(27-32-BZ) 

Whereas,  Joel  D.  Marder,  for  Columbus  O’D.  Iselin, 
owner,  filed,  January  19,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
conversion  of  the  occupancy  of  a  building  used  as  a  garage 
for  five  (5)  motor  vehicles  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  127  West  52nd  street,  Borough 
of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  March  22,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

V  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  52nd  street  is  in  a  business 
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district;  West  53rd  street  is  in  a  business  district;.  Sixth 
avenue  is  in  a  business  district,  and  Seventh  avenue  is  in  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  23,  1931,  and  January  19,  1932  reads: 

“Relative  to  your  application  for  a  certificate  of  occu¬ 
pancy  for  the  above  premises,  you  are  advised  that  cer¬ 
tificate  to  supersede  certificate  No.  15029  permitting  6 
cars  in  garage  cannot  be  issued  by  this  Bureau  as  a 
garage  for  more  than  5  cars  is  not  permitted  in  a  busi¬ 
ness  district.” ; 

and  .  . 

“Answering  your  letter  of  January  13,  1932,  we  wish 
to  advise  you  that  the  use  of  premises  as  a  garage  for 
more  than  5  cars  is  prohibited  in  a  business  district 
under  Article  2  of  Zoning  Resolution.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  (3)  stories  in  height,  with  a  frontage  of 
24  ft.  6  in.  and  a  depth  of  100  ft.  5  in. ;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  section  21  on  the  grounds  of  unnecessary 
hardship  and  practical  difficulties. 

Resolved,  that  the  board  of  standards,  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  present  three-story  building  now  erected  on 
the  premises  for  use  of  the  first  story  only  for  the  storage 
of  seven  cars,  all  in  control  of  the  owner  of  the  building 
erected  on  the  premises,  on  condition  that  said  cars  shall 
be  of  the  pleasure-car  type,  prohibiting  storage  of  trucks 
or  taxicabs;  that  no  space  shall  be  rented  for  storage  of 
cars  on  the  premises ;  that  there  shall  be  no  signs  of  any 
nature  or  description  allowed  on  the  premises  advertising 
any  non-conforming  use;  that  the  garage  portion  of  the 
premises  shall  be  separated  from  the  dwelling  portion  by 
an  unpierced  floor  and  walls;  that  the  boiler  room,  located 
in  the  rear  of  premises,  shall  be  separated  from  the  garage 
portion  by  open  court  and  unpierced  walls,  as  shown  on  tiie 
plan  submitted  in  this  appeal;  that  any  openings  to  the 
court  from  the  garage  shall  be  equipped  with  self-closing, 
fireproof  doors;  that  the  ceiling  of  the  garage  shall  be 
fire-retarded  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals;  that  the  stairway  leading  from  the 
workshop  to  the  garage  shall  be  enclosed  in  fireproof  walls, 
any  openings  to  be  equipped  with  self-closing,  fireproof 
doors;  that  an  iron  balcony  not  less  than  3  ft.  8  in.  wide 
shall  be  provided  connecting  the  chauffeurs’  workshop  to  an 
opening  in  the  dwelling  portion  on  second  story  rear,  equipped 
with  flame  shield  underneath ;  there  shall  be  no  opening  cr 
connection  between  the  dwelling  portion  of  this  building  and 
the  stairs  leading  thereto  with  the  garage  other  .  than  as 
heretofore  noted  in  this  resolution,  and,  further,  it  is  under¬ 
stood  that  this  variation  is  granted  only  for  the  use  of  the 
present  building,  first  story,  and  to  the  present  owner  of 
the  present  building  and  is  not  to  be  used  as  a  basis  for  an 
application  for  a  public  garage  on  this  plot ;  that  there  shall 
be  no  gasoline  storage  of  any  nature  or  description  on  the 
premises  other  than  in  the  tanks  of  cars  stored  thereon,  and 
that  all  permits  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  nine  months 
from  the  date  of  this  action. 


653-29-BZ. 

APPLICANT — David  L.  Blick,  for  Jack  J.  Falk,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
obtain  permits  and  to  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


PREMISES  AFFECTED — 6401-6411  Fort  Hamilton  ave¬ 
nue  and  956-972  64th  street,  southeast  corner, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Blick. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  ( 

Absent  .  I 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott. .  < 

Negative  .  ( 

Absent  .  ( 

THE  RESOLUTION— 

(653-29-BZ) 


Whereas,  David  L.  Blick,  for  Jack  J.  Falk,  owner,  filed 
November  7,  1929,  an  application,  under  the  building  zon< 
resolution,  to  permit  in  a  business  district  the  erection  anc 
maintenance  of  a  garage  for  the  storage  of  more  than  fiv< 
motor  vehicles ;  premises  6401-6411  Fort  Hamilton  avenu< 
and  956-972  64th  street,  southeast  corner,  Borough  of  Brook 
lyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
ing,  March  18,  1930,  after  due  notice  by  publication  in  tb 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildin; 
zone  resolution  show  that  Fort  Hamilton  avenue  is  in  ; 
business  district ;  Ninth  avenue  is  in  an  unrestricted  dis 
trict,  and  Tenth  avenue,  64th  street,  from  a  point  100  ft.  eas 
of  Ninth  avenue  to  a  point  100  ft.  east  of  Tenth  avenue 
65th  street,  from  a  point  100  ft.  east  of  Ninth  avenue  to  r 
point  100  ft.  east  of  Tenth  avenue,  are  all  in  a  business  dis 
trict ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  10,  1929  (App.  No.  15529-29),  reads: 

“Proposed  public  garage  to  be  located  in  business  us 
district  is  contrary  to  Art.  II,  Sec.  4-a  of  Zone  Resolu 
tion.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproo, 
construction,  one  story  in  height,  with  a  frontage  of  101.6 
ft.  on  Fort  Hamilton  avenue  and  153.39  ft.  on  64th  street 
to  be  occupied  as  a  garage  for  the  storage  of  more  thai 

five  motor  vehicles ;  and 

Whereas,  the  board  deems  that  the  property  is  sub 
stantially  surrounded  by  non-conforming  uses  and  that  th 
applicant  is  entitled  to  relief  under  section  21  of  the  buildin 
zone  resolution;  and 

W hereas,  this  application  was  granted  by  the  board  at  it 
meeting,  March  18,  1929,  and  applicant  requested  extension 
of  time,  and  now  requests  a  further  extension. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  building  zone  resolution,  and  the) 
the  application  be  and  it  hereby  is  granted  on  condition  the 
the  building  shall  be  constructed  fireproof  throughout  an 
shall  not  exceed  one  story  in  height  above  grade;  that  th 
southerly  and  easterly  gable  walls  shall  be  unpierced  through 
out  their  entire  height  and  length ;  that  the  exterior  of  tb 
walls  on  the  street  front  shall  be  finished  with  light-colore 
face  brick  and  dark-colored  face  brick  trim  at  openings  C| 
architectural  terra  cotta  with  natural  stone  trim;  that  ther 
shall  be  not  more  than  two  vehicular  openings  on  eithe 
street  front,  no  opening  to  exceed  a  width  of  10  ft.  in  tl 
clear  with  curb  cuts  located  directly  in  front  of  the  oper 
ings :  that  the  parapet  wall  of  the  street  fronts  shall  be  n( 
less  than  6  ft.  above  the  roof  level  and  shall  be  of  ped 
ment  design ;  that  there  shall  be  no  advertising,  other  tha 
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one  projecting  electric  sign  on  the  Fort  Hamilton  avenue 
frontage,  restricted  and  confined  to  the  name  and  title  of  the 
business  conducted  on  the  premises,  but  there  shall  be  no 
other  advertising  exposed  or  displayed ;  that  there  shall  be  no 
portable  gasoline  tanks  maintained  or  operated  on  the  prem¬ 
ises  outside  the  building  line ;  that  all  permits  required  shall 
be  obtained  within  nine  months  from  March  23,  1932,  and  all 
work  involved  thereby  completed  within  one  year  from  June 
23,  1932. 


72-30-BZ. 

APPLICANT — Martin  J.  Ort,  for  William  F.  Doyle,  for 
The  Connelly  Construction  Co. ;  request  for  reopen¬ 
ing  made  by  Benjamin  Driesler,  Jr.,  architect,  for 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  of  a  garage  and  the  installation  of  a  gasoline 
service  station  (previously  granted  by  the  board 
for  a  garage). 

PREMISES  AFFECTED — 3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Driesler,  Jr.  . 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 

'THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(72-30-BZ) 


^Whereas,  Martin  J.  Ort,  for  William  F.  Doyle,  for  The 
Connelly  Construction  Co.,  owner,  filed,  January  30,  1930, 
in  application,  under  the  building  zone  resolution,  to  permit 
n  a  business  district  the  alteration  of  a  garage  and  the  in¬ 
stallation  of  a  gasoline  service  station  (previously  granted 
jy  the  board  for  a  garage ;  reopened  December  23,  1930)  ; 
premises  3491-3507  Fort  Hamilton  parkway,  south  side,  264 
t.  5  in.  east  of  36th  street,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
he  board  of  standards  and  appeals,  at  its  regular  meet- 
ng,  March  31,  1931,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
cone  resolution  show  that  Fort  Hamilton  parkway,  north 
;ide,  is  in  a  residence  district;  Fort  Hamilton  parkway, 
>outh  side,  is  in  a  business  district;  Minna  street  is  in  a 
esidence  district,  and  36th  street  is  in  an  unrestricted  dis- 
rict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  December  29,  1930  (re  App.  No.  671-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  at 
the  front  of  a  garage  in  a  business  use  district,  is  con¬ 
trary  to  Art.  II,  Sec.  4a  of  Zone  Resolution.”; 
nd 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
traction,  one  story  in  height,  with  a  frontage  of  140  ft. 
nd  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  and  a 
asoline  service  station;  and 

Whereas,  the  board  deems,  after  inspection  of  the  prem- 
,es  by  a  committee  of  the  board,  that  the  applicant  has  sub¬ 


stantiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution — hardship;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  31,  1931,  on  certain  conditions,  and  owner 
requests  an  extension  of  time. 

A  e solved,  that  the  board  of  standards  and  appeals  does 
hereby  make -  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  front  wall  shall  be  set  back  from  the  building  line  of 
Fort  Hamilton  parkway  not  less  than  25  ft.;  that  there 
shall  be  but  two  driveway  entrances  into  the  proposed  garage, 
each  entrance  to  be  not  more  than  11  ft.  wide,  one  located 
at  the  extreme  westerly  end  of  the  premises,  the  side  walls 
of  the  garage  to  be  carried  out  to  the  building  line;  that 
all  pumps  shall  be  set  at  least  10  ft.  back  of  the  building 
line ,  that  there  shall  be  erected  along  the  building  line  a 
permanent  concrete  curbing  not  less  than  12  in.  wide  and  12 
in.  high,  with  but  four  openings  in  the  same,  two  directly 
in  front  of  the  proposed  entrances  to  the  garage  and  two 
lor  the  use  of  the  gasoline  service  station,  the  openings  for 
the  gasoline  service  station  to  be  not  more  than  12  ft.  wide, 
eac  h  with  curb  cuts  to  be  not  more  than  14  ft.  wide,  each 
to  be  located  directly  in  front  of  the  entrances;  that  the 
gable  walls  of  the  buildings  shall  extend  to  building  line; 
that  the  inside  of  these  gable  walls  for  a  distance  of  25  ft', 
back  of  the  building  line  and  front  of  wall  in  rear  of  gas 
station  shall  be  faced  with  white  enamel  brick,  panel  de¬ 
sign  ;  that  all  advertising  shall  be  confined  to  the  illuminated 
globes  of  the  pumps  in  so  far  as  affects  the  gasoline  service 
station ,  that  the  front  wall  shall  be  unpierced  for  vehicular 
use  other  than  prescribed  in  this  resolution;  that  any  other 
openings  shall  be  confined  to  that  of  windows  or  doorway, 
not  mor  e  than  3  ft.  8  in.  in  width ;  that  all  permits  shall  be 
obtained  within  six  months  from  March  31,  1931,  and  any 
work  involved  thereby  shall  be  completed  within  one  year 
from  March  31,  1932,  and  that  the  resolution  of  October 
28,  1930,  be  complied  with  in  all  other  respects. 


443-29-BZ. 

APPLICANT — Helklar  Realty  Corp.,  owner. 

SUBJECT  Application  for  reopening — extension  of  time  to 
complete  work— re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e,  7g 
and  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — East  side  of  Webster  avenue, 
700  ft.  north  of  East  204th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  Glasstole. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  .  ’  ’ "  q 

Absent  .  n 

THE  VOTE  TO  EXTEND  TIME— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . o 

Absent  . ...  o 

THE  RESOLUTION— 

(443-29-BZ) 

Whereas,  Charles  L.  Craig,  for  Helklar  Realty  Corp. 
owner,  filed,  June  29,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  east  side  of  Webster  avenue 
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700  ft.  north  of  East  204th  street,  Borough  of  The  Bronx; 

and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  8,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue,  west  side,  south 
of  East  205th  street,  is  in  a  business  district;  Webster  ave¬ 
nue,  west  side,  north  of  East  205th  street,  is  in  a  residence 
district;  Webster  avenue,  east  side,,  is  in  a  business  dis¬ 
trict,  and  Decatur  avenue  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  31,  1929  (N.  B.  776-29),  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height  above  grade  of  Webster 
avenue,  with  a  frontage  of  100  ft.  and  a  depth  of  109  ft., 
irregular;  to  be  occupied  as  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  and 

Whereas,  the  board  has,  under  the  rule  of  exception,  sec¬ 
tion  7,  subdivision  e,  of  the  building  zone  resolution,  granted 
several  variations  for  garages  on  this  same  street  front  be¬ 
tween  the  same  intersecting  streets;  and 
Whereas,  the  applicant  has  supported  his  appeal  with  at 
least  71  per  cent  consents  of  affected  property  owners,  and 
his  failure  to  obtain  the  required  consents  within  the  pur¬ 
view  of  section  7,  subdivision  g,  of  the  building  zone  resolu¬ 
tion,  was  due  to  the  refusal  of  consent  by  prospective  com¬ 
petitors  ;  and 

Whereas,  the  board  deems  that  a  denial  of  the  application 
would  be  arbitrary  discrimination  against  the  applicant  and 


unnecessary  hardship  and  practical  difficulties  would  devolve 
upon  him  as  within  the  meaning  of  section  21  of  the  build¬ 
ing  zone  resolution,  and  the  variation  is  a  proper  exercise  of 
discretion  under  section  7,  subdivision  e;  and 

Whereas,  applicant  requested  an  extension  of  time  to  com¬ 
plete  work  and  now  requests  a  further  extension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  two  stories  above 
grade  and  shall  be  constructed  fireproof ;  that  the  southerly 
gable  wall  shall  be  unpierced  throughout  its  entire  height 
and  length,  and  that  the  northerly  gable  wall  shall  be  finished 
with  light-colored  face  brick;  that  the  front  elevation  shall 
be  finished  with  light-colored  face  brick  with  dark  brick  trim, 
architectural  terra  cotta  or  natural  stone  trimming;  that 
the  parapet  wall,  street  front,  shall  be  of  pediment  design 
and  shall  be  not  less  than  6  ft.  in  height  above  roof;  that 
any  advertising  displayed  shall  be  restricted  to  not  more  than 
one  projecting  electric  sign,  indicating  the  name  and  title 
of  the  business  conducted  on  the  premises  or  to  flat  wall 
signs  on  the  frieze  of  first  story ;  that  there  shall  be  no 
portable  gasoline  storage  tanks  maintained  or  operated  on 
the  premises ;  that  the  vehicular  entrance  shall  not  exceed  a 
width  of  10  ft.  in  the  clear,  and  any  ascending  ramp  above 
street  level  shall  be  set  back  from  the  building  line  not  less 
than  10  ft.  on  grade  with  sidewalk  level ;  that  any  permits 
required  shall  be  obtained  within  six  months  from  April 
8,  1930,  and  all  work  involved  completed  within  one  year 
from  April  21,  1932. 


Adjourned  3.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  22,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

41-32-A. 

APPELLANT— Standard  Sound  Recording  Corp.,  lessee.. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 216-218  East  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Alexander  Cohen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at  2 
p.  m.,  to  file  new  plans. 


47-32-A. 

APPELLANT— Samuel  Fassler,  superintendent  of  bureau 
of  buildings ;  Julius  Peznik,  owner. 

SUBJECT — Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  11038. 

PREMISES  AFFECTED— 323-341  East  99th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Owner  of  Premises :  Joseph  B.  Uniacke. 
ACTION  OF  BOARD— Laid  over  to  April  15,  1932,  at  2 
p.  m.,  on  request  of  owner’s  representative. 


79-32- A. 

APPELLANT — Martha  Washington  Hotel  Corp.,  owner. 
SUBJECT — Appeal  from  orders  and  a  decision  of  the  fin 
commissioner. 

PREMISES  AFFECTED— 29  East  29th  street  and  30  Eas 
30th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  N.  Bittoni. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at 
p.  m.,  on  request  of  appellant’s  representative. 


75-22-  A 

APPELLANT — Consolidated  Shipbuilding  Corp., .  owner 
request  for  reopening  made  by  Todd  Dry  Doc 
Engineering  &  Repair  Corp. 

SUBJECT — Application  for  reopening — modification — reAf 
peal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— Corner  of  New  York  Centn 
Railroad  Tracks  and  East  177th  street,  The  Brom 
APPEARANCES— 

For  Appellant :  J.  A.  Flynn. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 
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MINUTES 


1-32-A. 

PPELLANT — William  T.  Powers,  for  Paramount  Publix 
Corp.,  lessee. 

OBJECT — Appeal  from  orders  of  the  fire  commissioner. 
REMISES  AFFECTED — 34-34  to  34-54  36th  street,  34- 
31  to  34-51  35th  street  and  35-01  to  35-41  35th  ave¬ 
nue,  Long  Island  City,  Borough  of  Queens. 
PPEARANCES — 

For  Appellant :  William  T.  Powers. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  withdrawn  after  argument. 
HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott .  4 

Negative  .  0 

Absent  .  0 


-32-A. 

PPELLANT — John  J.  Gilmartin,  for  Heflow  Realty  Corp., 
owner. 

jJBJECT — -Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 5  East  17th  street  and  6  East 
18th  street,  Manhattan. 

PPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 


fE  RESOLUTION— 

(56-32-A) 

Whereas,  John  J.  Gilmartin,  for  Heflow  Realty  Corp., 
ner,  filed,  February  6,  1932,  an  appeal  from  an  order  of 
'  fire  commissioner,  affecting  premises  5  East  17th  street 
16  East  18th  street,  Borough  of  Manhattan;  and 
aY  hereas,  the  order  of  the  fire  commissioner,  dated  Janu- 
W  18.  1932  (re  Order  No.  91603-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  580-1,  Ch.  5,  Code  of  Or¬ 
dinances  and  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 
i 

Whereas,  the  building  is  fireproof,  eight  stories  (112  ft.) 
height,  37  ft.  6  in.  by  184  ft.  in  area;  OCCUPIED  as 
tenant  factory,  not  more  than  thirty  persons  per  story; 

P  hereas,  the  appellant  claims  the  building  was  erected 
1900  and  equipped  with  a  standpipe  system  fed  from  a 
00-gallon  gravity  house  supply  tank  the  bottom  of  which 
■20  ft.  above  the  hose  outlet  at  the  top  story ;  furthermore, 
appellant  contends  that  the  present  standpipe  system  and 
:k  have  been  approved  by  the  departments  having  juris- 
ition  at  the  time  of  installation;  and 
v  hereas,  the  building  was  erected  in  1900,  at  which  time 
present  standpipe  system  was  installed  and  apparently 
epted  by  the  departments  having  jurisdiction. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
lereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
•  'nted,  only  so  far  as  it  affects  the  capacity  of  the  tank, 
'condition  that  a  reserve  of  not  less  than  2,500  gallons 
be  maintained  for  the  standpipe  system  at  all  times ; 
t  the  standpipe  system  shall  comply  with  the  rules  in  all 
jr  respects,  and  that  the  building  shall  be  not  increased 
1  "eight  or  area. 


21-32-A. 

APPELLANT— Thomas  J.  Kinney,  for  Walter  Shuttle- 
^  worth,  Inc.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis- 
sioner. 

PREMISES  AFFECTED— 220-224  West  Broadway,  126- 
130  Franklin  street  and  2-8  Varick  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Thomas  J.  Kinney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

A£TION  OF  B0ARD— • Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(21-32-A) 

Whereas  Thomas  J.  Kinney,  for  Walter  Shuttleworth, 
Inc.  owner,  filed,  January  15,  1932,  an  appeal  from  an  order 
ot  the  fire  commissioner,  affecting  premises  220-224  West 
broadway,  126-130  Franklin  street  and  2-8  Varick  street 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember^  29,  1931  (re  Order  No.  86772-F),  reads: 

1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
fi  om  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  rear  of  building 
or  other  approved  protection,  as  per  Sec.  375,  Art.  18* 
Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  ten 
stories  and  basement  in  height,  45  ft.  9  in.  by  74  ft.  8 Y&  in. 
and  89  ft.  6  in.,  irregular,  in  depth ;  OCCUPIED  as  a 
tenant  factory,  not  more  than  fourteen  persons  per  storv  * 
and  J  ’ 

\Y  hereas,  the  appellant  claims  there  are  eighteen  win¬ 
dows  on  the  north  side  of  the  building  affected  by  the  order  ; 
the  three-story  building  causing  the  exposure  is  used  by  the 
fire  department  for  Hook  and  Ladder  Company  No.  8;  the 
air  shaft  separating  the  buildings  is  about  15  sq.  ft.  in  area; 
the  building  in  question  is  equipped  throughout  with  a 
Sprinkler  system  and  fire  alarm  system  connected  to  the  Na¬ 
tional  District  Telegraph  Co.,  and,  also,  with  a  standpipe 
system;  seven  of  the  eighteen  windows  affected  by  the  order 
are  provided  with  steel  frames;  furthermore,  the  appellant 
contends  that  it  would  be  of  more  advantage  to  the  fire  de¬ 
partment  to  allow  the  windows  in  question  to  remain  in 
their  present  condition  unchanged. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  Order  No.  86772-F,  on  condition  that  the 
six  windows  in  the  2nd,  3rd  and  4th  stories  (windows  affected 
in  this  violation),  shall  be  equipped  with  metal  frames  and 
sash,  glazed  with  wire  glass,  within  a  period  of  six  months  • 
that  the  windows  above  the  fourth  story  shall  each  be  pro¬ 
tected  by  a  sprinkler  head  not  more  than  2  ft.  6  in.  from  the 
windows,  and  this  variation  is  granted  only  so  long  as  the 
exposures  causing  the  order  remain  unchanged. 


75-32-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineerin'’-  Co 
for  Beards  Erie  Basin,  Inc.,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Erie  Basin  Breakwater  between 
Erie  Basin  and  Upper  New  York  Bay,  Brooklyn. 
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MINUTES 


APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  ® 

Absent  . .  ^ 

THE  RESOLUTION— 

(75-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  for 
Beards  Erie  Basin,  Inc.,  owner,  filed,  February  15,  1932,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  Erie  Basin  Breakwater  between  Erie  Basin  and 
Upper  New  York  Bay,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  27,  1932  (re  Order  No.  92084-F),  reads: 

“1.  Provide  yard  hydrants  throughout  the  entire 

yard,  as  per  the  Rules  of  the  Board  of  Standards  and 

Appeals.” ; 

and  _  .  . 

Whereas,  the  premises  consist  of  a  strip  of  ground  ex¬ 
tending  out  into  the  bay,  about  300  ft.  by  2,800  ft.  in  area ; 
OCCUPIED  as  a  lumber  yard,  total  of  200  persons;  and 
Whereas,  the  appellant  claims  the  premises  are  located 
within  one  mile  of  the  fire  boat  station,  also  provided  with 
paved  aisles  and  driveways  not  less  than  18  ft.  in  width ;  the 
lumber  piles  average  not  more  than  12  ft.  in  height ;  there 
is  a  city  fire  alarm  box  on  the  premises  and  two  watchmen 
on  duty  day  and  night;  the  premises  are  equipped  with  a 
yard  hydrant  system  consisting  of  a  5-inch  main  and  two 
3-inch  branches,  fed  through  a  6-inch  connection  to  the  8- 
inch  city  main  at  forty  pounds  pressure;  there  are  three 
existing  fire  hydrants  on  the  branch  lines  and  fifteen  fire 
bucket  tanks  distributed  throughout  the  premises;  the  ap¬ 
pellant  proposes  to  provide  three  additional  hydrants  along 
the  yard  main  and  branch  at  proper  distances  apart;  fur¬ 
thermore,  the  appellant  contends  the  premises  have  been  occu¬ 
pied  the  same  as  at  present  since  1925. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  92084-F,  on  condition  that  such 
additional  fire  hydrants  shall  be  installed  as  shall  provide 
protection  to  the  whole  pier  using  hose  not  more  than  150 
ft.  in  length  and  at  a  position  satisfactory  to  the  fire  de¬ 
partment  ;  that  the  lumber  piles  on  the  dock  shall  not  exceed 
12  ft.  in  height  and  the  layout  of  the  lumber  piles  shall  be 
substantially  as  shown  on  the  plans  submitted  with  this 
appeal,  each  pile  of  lumber  to  be  separated  from  the  adjacent 
pile  by  a  driveway  not  less  than  18  ft.  in  width;  that  the 
pier  shall  be  under  the  supervision  of  two  watchmen  at  all 
times  of  the  day  and  night;  that  a  fire  alarm  box  with  con¬ 
nection  to  central  office  headquarters  shall  be  located  in  the 
existing  shed,  located  centrally  on  the  pier;  granted  only 
so  long  as  the  general  surrounding  conditions  remain  un¬ 
changed  and  that  such  additional  fire-fighting  appliances  as 
shall  be  required  by  the  fire  department  shall  be  installed. 


54-32- A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Estate  of  John  B.  Schlesinger,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 712-726  East  133rd  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(54-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  In 
for  Estate  of  John  B.  Schlesinger,  owner,  filed,  Februa 
5,  1932,  an  appeal  from  an  order  and  a  decision  of  the  fi 
commissioner,  affecting  premises  712-726  East  133rd  stro 
Borough  of  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  M; 
13,  1931  (re  Order  No.  85188-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accor 
ance  with  the  rules  of  the  Board  of  Standards  and  A 
peals,  Secs.  580-581,  Chapter  5,  Art.  28,  Code  of  0 
dinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  render 
January  21,  1932,  reads: 

“This  will  reply  to  your  letter  of  January  11th,  19; 
in  which  you  state  you  have  been  retained  by  the  owne 
of  the  above  mentioned  premises  to  file  an  appeal  wi 
the  Board  of  Standards  and  Appeals  in  connection  wi 
our  violation  85188-F,  but  the  Board  has  declined 
accept  this  case  due  to  the  fact  that  the  order  is  me 
than  twenty  days  old,  and  you  therefore  request  that  ■ 
rescind  this  order  and  reissue  same  of  a  later  date 
that  you  may  be  able  to  bring  this  case  properly  befc 
the  board. 

“Your  request  to  rescind  and  reissue  Order  85188 
must  be  denied.” ; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in  heig 
130  ft.  by  200  ft.  6  in.,  about  26,000  sq.  ft.  in  area;  OCC 
PIED  for  the  cleaning  and  dyeing  of  furs,  150  persoi 
and 

Whereas,  the  appellant  claims  the  building  was  erec 
in  1923  under  plans  approved  by  the  superintendent  of  bui 
ings ;  the  certificate  of  occupancy  was  issued  November 
1923 ;  the  building  is  divided  into  three  units,  each  of  wh 
is  less  than  10,000  sq.  ft.  in  area,  with  a  single  sliding  fi 
proof  door  at  all  communicating  openings;  that  Order  1 
85188-F  would  not  apply  if  there  were  two  fire  doors,  ( 
on  each  side  of  each  communicating  opening ;  that  due  to 
use  of  the  premises  for  fur  dyeing  the  greater  portion 
the  floors  are  continually  running  with  water ;  the  build 
is  equipped  with  a  sprinkler  system,  is  open  on  three  sic 
and  faces  on  two  streets  with  Siamese  connections  at  e: 
street  front ;  furthermore,  the  building  is  provided  \\ 
watchman’s  service  and  there  are  fire  hydrants  accessi 
from  both  street  fronts ;  and 

Whereas,  the  building  was  erected  and  completed  in  It 
at  which  time  a  certificate  of  occupancy  was  issued  by 
building  superintendent ;  and 

Whereas,  this  certificate  of  occupancy  was  not  appro 
by  the  fire  department. 

Resolved,  that  the  order  and  decision  of  the  fire  comn 
sioner  be  and  they  hereby  are  modified,  and  that  the  apf 
be  and  it  hereby  is  granted,  as  to  Order  No.  85188-F, 
condition  that  the  building  shall  be  not  increased  in  height 
area,  it  being  one  story  in  height  only,  with  no  cellar  of 
than  a  boiler  room  located  on  the  East  132nd  street  e 
that  the  building  shall  be  subdivided  as  shown  on  the  pi 
submitted  with  this  appeal  by  8-inch  brick  fire  walls 
tending  through  the  roof ;  that  the  openings  in  the  fire  \ 
shall  be  limited  to  openings  shown  on  the  plans  submil 
with  this  appeal  and  equipped  on  one  side  with  self-clos 
fireproof  sliding  doors ;  that  the  building  shall  be  equip 
with  an  approved  sprinkler  system,  and  that  the  use 
occupancy  shall  remain  unchanged. 
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MINUTES 


PETITIONS  FOR  VARIATIONS. 

5-31-S. 

ETITIONER — Kenlon-Michels  Co.,  Inc.,  for  Estate  ef 
Matthew  Wilks,  owner. 

JBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings. 

DEMISES  AFFECTED — 65-69  Nassau  street,  southwest 
corner  of  John  street,  Manhattan. 

PPEARAN  CES — 

For  Petitioner:  T.  A.  Taylor. 

PTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  April  1,  1932,  at  2  p.  m. 

IE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 


32-S 

'.TITIONER — Albert  S.  Smith,  owner. 

IBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

DEMISES  AFFECTED — 228  West  Broadway  and  8 
North  Moore  street,  Manhattan. 

TEARANCES — 

For  Petitioner:  Albert  H.  Smith. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

TION  OF  BOARD — Petition  denied. 

IE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  0 

IE  RESOLUTION— 

(53-32-S) 


Vhereas.,  .  Albert  H.  Smith,  owner,  filed,  February  4, 
2,  a  petition  for  a  variation  from  the  requirements  of 
labor  law,  as  cited  in  an  order  and  a  decision  of  the 
commissioner,  affecting  premises  228  West  Broadway 
I  8  North  Moore  street,  Borough  of  Manhattan;  and 
Vhereas,  the  order  of  the  fire  commissioner,  dated  Octo- 
26,^1931  (Order  No.  89795-LD),  reads: 

“1.  Provide  a  scuttle  opening  in  roof  2'  x  3'  same  to 
be  located  over  interior  stairway  with  a  stationary 
double  rung  iron  ladder  leading  from  top  story  to  said 
scuttle  as  per  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 

Vhereas,  the  decision  of  the  fire  commissioner,  rendered 
•ruary  4,  1932,  reads  : 

“Your  request  for  rescindment  of  Order  No.  89795-LD 
must  be  denied.” ; 

Vhereas,  the  building  is  non-fireproof,  six  stories  in 
’k’  ft-  ^  *n-  by  ft.  3  in.  and  86  ft.,  irregular,  in 
.  ;  OCCUPIED  as  a  tenant  factory,  five  persons  per 
y,  EXITS:  an  interior  wooden  stairway,  extending  from 
hrst  story  to  top  story,  enclosed  in  wood  lath  and  plaster 
titions,  with  wooden  doors,  metal  covered  on  loft  side,  at 
n'n^;  a  fire  escape  on  the  North  Moore  street  front  of 
building,  having  fireproof  openings  (except  at  top  story) 
'g  the  course  thereof,  extending  from  the  second  story  to 
S  °.rlr’  ,a  gooseneck  ladder  to  roof  and  counterbalanced 
rs  to  s*dewalk;  ROOFS  of  adjoining  buildings:  20  ft. 
er  at  south;  three  stories  lower  at  north  and  west; 

Vhereas,  the  petitioner  claims  there  is  no  place  in  the 
rway  at  top  story  to  rest  or  support  an  iron  ladder ;  to 
my  with  the  order  it  would  be  necessary  to  build  a 
which  would  be  expensive,  unsightly  and 
isn  the  headroom  over  the  stairway;  there  is  an  existing 


scuttle,  2  ft.  by  3  ft.,  in  the  roof  of  the  loft  adjoining  the 
stair  enclosure  and  provided  with  an  iron  ladder  leading 
theieto;  there  is  also  a  gooseneck  ladder  from  fire  escape 
at  Iront  leading  to  roof ;  furthermore,  the  petitioner  contends 
there,  is  no  safe,  egress  from  the  roof  and  the  building  in 
question  is  provided  with  adequate  exits. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they,  hereby  are  affirmed,  and  that  the  petition 
be  and  it  hereby  is  denied. 


327-30-S. 

PETITIONER — John  Muller,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 194-196  Palmetto  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Sidney  L.  Straus. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  q 

Absent  .  n 

THE  RESOLUTION— 

(327-30-S) 

Whereas,  John  Muller,  owner,  filed,  May  13,  1930,  a  peti¬ 
tion  for  a  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  194-196  Palmetto  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
23,  1930  (Order  No.  74566-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270 
of  the  Labor  Law. 

“Defect  noted : 

“1.  A  legal  secondary  means  of  egress  has  not  been 
provided.” ; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  (38 
ft.  6  in.)  in  height,  44  ft.  by  95  ft.  in  area;  OCCUPIED: 
1st  story,  vacant;  2nd  story,  knitting  mill,  50  persons;  3rd 
story,  manufacture  of  skirts  and  blouses,  50  persons; 
EQUIPPED  with  a  fire  alarm  signal  system;  EXITS:  an 
interior  iron  and  cement  stairway,  extending  from  the  first 
story  to  roof,  enclosed  in  brick  partitions,  with  fireproof 
doors  at  openings ;  a  fire  escape  on  the  rear,  extending  to 
the  east  side  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  first  story  to  the 
roof,  with  egress  from  the  termination  of  the  fire  escape 
through  side  court  to  street;  ROOFS  of  adjoining  buildings 
same  height;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1916;  that  the  building  is  provided  with  two  separate 
means  of  egress;  has  been  periodically  inspected  during  the 
past  fourteen  years  and  found  satisfactory  for  factory  use; 
furthermore,  the  petitioner  contends  the  present  exit  facil¬ 
ities  are  adequate;  and 

Whereas,  a  certificate  of  occupancy  for  a  factory  use  in 
this  building  was  issued  by  the  bureau  of  buildings,  Borough 
of  Brooklyn,  in  October  of  1931,  not,  however,  specifying  the 
number  of  occupants;  and 

Whereas,  this  petition  from  the  order  of  the  fire  depart¬ 
ment  is  from  Order  No.  74566-LD,  requiring  a  legal  second¬ 
ary  means  of  egress;  and 

Whereas,  the  board,  under  Cal.  No.  20-16-S,  under  date 
of  August  4,  1916,  granted  a  variation  to  permit  the  means 
of  egress  as  proposed  by  the  petitioner  and  which  is  now  the 
basis  of  this  order  by  the  fire  department. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  reaffirm  the  action  of  the  board  in  this  matter  of 
Cal.  No.  20-16-S,  on  condition  that  the  occupancy  of  the 
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building  shall  be  limited  to  the  legal  capacity  of  the  primary 
means  of  exit;  that  the  labor  law  shall  be  complied  with  in 
all  other  respects  and  the  building  shall  be  not  increased  in 
height  or  area. 

819-27-S. 

PETITIONER— Samuel  Rosenblum,  for  Wilton  Holding 
Corp.,  present  owner. 

SUBJECT— Application  for  reopening— modification— re  Va¬ 
riation  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner  and  a  decision  of  the  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 15  East  31st  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  ® 

Absent  .  ® 

THE  VOTE  TO  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(819-27-S) 

Whereas,  William  F.  Doyle,  for  McDougal  &  Potter  Co., 
owner,  filed,  July  15,  1927,  a  petition  for  a  variation  from 
tbe  requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner  and  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  15  East  31st  street,  Borough 
of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
11,  1927  (Order  No.  99795-LD),  reads: 

“1.  Discontinue  the  use  of  these  premises  for  manu¬ 
facturing  purposes,  for  the  reason  that  the  exit  facilities 
do  not  comply  with  the  provisions  of  Section  270  of 
the  Labor  Law,  for  buildings  erected  after  October 
1,  1913. 

“Present  interior  stairway  has  not  been  provided 
on  all  stories  with  fire  doors  providing  an  unobstructed 
width  of  at  least  44",  Section  270  of  the  Labor  Law. 

“No  second  means  of  egress  provided.  .  ‘Either  an 
interior  or  exterior  enclosed  fireproof  stairway  or  a 
horizontal  exit.  Section  270  of  the  Labor  Law.  No 
exit  signs  at  least  8"  in  height,  illuminated  by  lights 
having  red  globes  in  time  of  darkness,  provided  at  all 
means  of  egress,  as  per  Section  272  of  the  Labor  Law. 
Fireproof  windows  not  provided  as  per  Section  264, 
of  the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  17,  1927  (in  acting  on  request  for  a  cer¬ 
tificate  of  occupancy),  reads: 

“With  reference  to  application  for  certificate  of  occu¬ 
pancy  for  the  above  premises  we  beg  to  state  that  an 
inspection  of  same  was  made  and  the  following  objec¬ 
tions  were  found  to  tbe  issuance  of  same : 

“1.  Second  means  of  exit  in  accordance  with  Section 
270  of  Labor  Law  not  provided  from  each  floor  in¬ 
cluding  first  floor. 

“4.  Window  at  N.  E.  &  N.  W.  cor.  of  building  8th 
floor  not  fireproof  (windows  glazed  with  plain  glass).”; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
20  ft.  10^4  in.  by  98  ft.  9  in.  in  area  at  first  story  and  20 
ft.  10J4  in.  by  89  ft.  in  area  above;  OCCUPIED:  1st 
story,  stores ;  2nd  story,  manufacture  of  ribbons,  3  persons ; 


3rd  story,  manufacture  of  dresses,  12  persons ;  4th  sto 
storage ;  5th  story,  vacant ;  6th  story,  manufacture  of  dress 
12  persons;  7th  and  8th  stories,  vacant;  EQUIPPED  w 
a  sprinkler  system;  EXITS:  an  interior  fireproof  stairw 
extending  from  the  first  story  to  roof,  enclosed  in  firepr 
partitions,  with  fireproof  doors  at  openings;  ROOFS 
adjoining  buildings:  30  ft.  lower  at  west;  25  ft.  lower 
Ccist  *  cind 

Whereas,  the  petitioner  claims  that  the  fireproof  do 
opening  off  interior  stairway  are  3  ft.  in  width;  furtb 
more,  the  petitioner  proposes  to  construct  a  fire  escape 
the  front  of  the  building  conforming  in  all  respects  with 
requirements  of  the  labor  law  in  lieu  of  providing  an  intei 
or  exterior  stairway ;  and 

Whereas,  the  floor  occupancy,  based  on  the  prim 
means  of  exit,  interior  stairs,  plus  allowance  for  exist 
sprinkler  system  would  permit  at  least  fifty  persons  on  e 

story ;  and  .  .... 

Whereas,  the  petitioner  proposes,  in  substitution  of 
regulation  secondary  means  of  exit,  to  limit  the  occupa 
of  any  one  floor  to  not  more  than  twelve  persons ;  and 

Whereas,  this  petition  was  granted  by  the  board  at 
meeting,  October  18,  1927,  on  certain  conditions,  and  owi 
through  his  agent,  Samuel  Rosenblum,  requested  a  modif 
tion  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  c 
hereby  make  a  variation  in  the  requirements  of  the  la 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as 
the  fire  commissioner’s  order,  No.  99795,  and  the  supe 
tendent  of  buildings’  decision  of  October  17,  1927,  as  to  It' 
1  and  4  only,  on  condition  that  there  shall  be  provided 
tbe  rear  of  the  building  an  approved  exterior  screened. st 
way  at  floor  level  and  with  egress  from  the  terminatior 
the  lower  balcony  at  second  story  level  by  an  iron  st 
at  a  45  degree  angle  to  the  yard  of  the  premises  to 
east,  said  stairway  to  be  the  width  of  the  stairs  of  the 
terior  stairway,  thence  through  an  open  yard  to  an  c 
court  of  building  136-140  Madison  avenue  by  means  of 
steps  leading  to  said  court,  which  court  is  approxima 
12  to  18  in.  above  the  level  of  the  yard,  thence  by  firep 
passageway  through  144-150  Madison  avenue  direct  to  c 
street;  letters  of  consent  of  the  owners  of  the  six-s' 
building  adjoining  to  the  east  and,  also,  of  the  prerr 
known  as  144-150  Madison  avenue  to  this  means  of  eg 
shall  be  obtained  and  filed  with  the  fire  department  and 
resolution  shall  be  complied  with  in  all  other  respects, 
denied  as  to  the  fire  commissioner’s  order  as  to  exit  s 
and  lights;  that  the  existing  two-source  sprinkler  syj 
shall  be  maintained;  that  the  occupancy  shall  not  ex 
twelve  persons  on  any  one  story,  and  granted  on  condi 
that  the  existing  plate  glass  windows  on  the  front,  of 
building  shall  be  subdivided  into  lights  not  exceeding 
sq.  in.,  except  the  plate  glass  show  window  of  the  stori 
first  story,  and  that  these  openings  shall  be  equipped  throi 
out  with  approved  metal  frames  and  sash  glazed  with  J4- 
polished  plate  glass. 


APPLIANCES  SUBMITTED  FOR  APPROVAI 
115-32-SA. 

PETITIONER— William  V.  McDevit,  for  Wayne 
Burner  Corp.,  owner. 

SUBJECT — Wavne  S-2  Domestic  Oil  Burner,  approva 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  C; 

dar  pending  test  and  report  of  fire  department. 


491-31-SA. 

PETITIONER — Perfection  Stove  Co.,  owner. 
SUBJECT — Superfex  Oil  Burning  Heater,  approval  of. 
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:  APPEARANCES— 

For  Petitioner:  N.  A.  Bernstein. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 


dar  pending  action  by  the  board  on  the  proposed 
amendment  to  Fuel  Oil  Rules. 


Adjourned  6.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


— 

^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  January  29,  1932,  as  they  appeared  in  Bul¬ 
letin  No.  6,  Vol.  XVII,  are  hereby  corrected  to  read  as 
’ollows :  i| 

THE  RESOLUTION— 

(525-31-S) 

I  Whereas,  Samuel  Rosenblum,  for  Charlotte  E.  A.  Throck¬ 
morton,  owner,  filed,  October  27,  1931,  a  petition  for  a 
jrariation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
1204-1210  Broadway,  Borough  of  Manhattan;  and 
I  Whereas,  the  order  of  the  fire  commissioner,  dated  April 
l\  1930  (re  Order  No.  73263-LD),  reads: 

“Enclose  the  interior  stairway  serving  as  a  required 
means  of  egress  in  partitions  of  fire  resisting  material 
|  extending  from  1st  story  to  3'  above  roof,  all  openings 
to  be  protected  with  approved  fire  doors  as  per  rules  of 
the  Board  of  Standards  and  Appeals.” ; 
nd 

Whereas,  the  building,  erected  prior  to  1881,  is  non-fire- 
iroof,  four  stories  in  height,  67  ft.  8  in.  by  121  ft.  4  in., 
rregular,  in  area ;  OCCUPIED :  1st  story,  stores ;  2nd  story] 
arpet,  neckwear  showrooms  and  sewing  machine  repairs, 
5  persons;  3rd  story,  embroidery  and  offices,  20  persons; 
th  story,  neckwear,  cutting  gloves,  fringing  scarfs  and 
ffices,  25  persons;  EQUIPPED  with  a  fire  alarm  signal 

,  *  Words  “partitions  covered  with”  added  in  line  38;  zvords 
! partitions ”  and  “ partition ”  omitted  in  line  39 ;  zvords  “on  the 
,'//  side"  transposed  from  line  39  to  38,  and  word  “partition” 
ubstituted  for  “ material ”  in  line  39. 


system;  EXITS:  an  interior  wood  stairway,  extending  from 
t  le  first  story  to  top  story,  enclosed  in  plaster  partitions, 
with  wood  doors  at  openings;  a  45-degree  fire  escape  on 
the  front  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  top  story  to  the 
second  story  balcony,  with  EGRESS  from  the  termination 

IS6  Pn^CcPerb^-m.e^ns  of  counterbalanced  stair  to  side- 
wa  k;  ROOFS  of  adjoining  buildings:  to  south,  three  stories 
higher,  to  north,  same  height  and,  also,  one  story  lower; 

Whereas,  petitioner  in  view  of  the  light  occupancy  and 
non-hazardous  use  of  the  premises,  requests  the  acceptance  of 
existing  conditions  as  to  exits. 

hef/h  °lVedi  tHat  th-  b°ar^  °f  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 

OrferNo  ^L^Tpf111011  ^  itbereby  is  panted,  as  to 
urcler  No.  73263-LD,  on  condition  that  the  stairway  shall  be 

enclosed  on  the  west  and  east  sides  with  partitions  covered 
with  wire  lath  and  plaster  on  the  loft  side  and  on  north 
t-h  tlldes  rth,  fire-retarded  partitions  or  fireproof 
tPhe 1  north’ eafst .and  west  partitions  to  be  carried  around 
the  north  side  of  the  stairway  with  partitions  fire-retarded 

innS0rianC-e  Wlth  ther  rU,es  °f  the  board  of  standards  and 
appeals,  leaving  an  unobstructed  passageway  through  the  cor- 

way1" to  hp0t  e-SS  td&n  •' \  ft‘-  ^ide’  a11  °Peninffs  to  the  stair- 
Tnd  eduipped  with  either  self-closing,  fireproof  doors 

and  fireproof  windows  on  first  story,  all  substantially  as 

th  T  amtnueCl  P  ans  .submitted  with  this  appeal ;  that 
the  building  shall  be  not  increased  in  height  or  area-  that 

the  use  and  occupancy  remain  substantially  unchanged  and 
that  the  labor  law  shall  be  complied  with  in  all  other 
respects. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ts  will  be  held  by  the  board  of  standards  and  appeals  on 
Tiday,  April  15,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
uilding,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 

Matter  in  italics  is  new. 

^ule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor- 
or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 

,>r  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com- 
IQnly  used  for  household  purposes  which  employ  a  wick 
1  absorb  such  oil  in  its  combustion  shall  not  be  prohibited ; 

shah  the  use  of  such  oil  be  prohibited  when  used  in  a 
umber  s  torch  or  similar  apparatus. 

(c)  The  use  of  oil  burning  heaters  using  38  to  42  Baumc 
not  employing  a  zvick  and  when  feed  tanks  of  heaters  do 

y  excejd  a  total  capacity  of  six  gallons  and  when  heater  is 
used  for  cooking  purposes  will  not  be  prohibited  zvhen 
n.n.c,Sj  are  °f  a  type  approved  by  the  Board  of  Standards  and 
r peals  and  meet  the  follozving  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 

1  l  the  floor  beneath  heater  protected  by  an  asbestos  or 
■tnvalent  shield. 


This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit.  y 


2.  The  heater  shall  be  directly 
the  area  of  any  damper  not  to 
smoke  flue. 


connected  to  a  smoke  flue, 
exceed  80%  of  the  area  of 


1  3,,7  oil  tank  of  the  heater  shall  be  filled  from  storage 
located  outside  room  m  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  zvay  set 

Tank  ^  WaW€  pr°VtSt0ns  in  these  rules  covering  storage 


■>.  This  subdivision^  applies  only  to  dzvellings  as  defined  in 
hose  rules  and  prohibits  the  use  of  more  than  one  heater  in 
any  one  room. 


6-  Hcater  installation  shall  comply  with  the  requirements 
of  the  building  code  and  heater  shall  not  be  connected  in  any 
manner  to  hot  water,  steam,  or  hot  air  furnace  flues. 

(d)  Modification:  When  for  any  reason  it  may  be  im¬ 
practicable  to  comply  strictly  with  the  foregoing  rules  the 
fire  commissioner  shall  have  power  to  .modify  their  provisions 
so  that  the  spirit  and  substance  thereof  shall  be  complied 
with.  Such  modification  shall  be  endorsed  upon  the  permit 
over  the  signature  of  the  fire  commissioner  or  designated 
representative  of  the  fire  commissioner. 


disposition  of  cases. 


docket. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  March  23,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


344  Withdrawn  . 

Dismissed  . . 

Denied  . 

jgg  Granted  . . . 

Granted  on  condition . 

Appliances  approved . . . ;  •  • . 

32  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . .  •  . . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

86  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

4  Requests  to  amend  granted . 

Requests  to  amend  denied . 

24  Requests  for  modification  granted . 

Requests  for  modification  denied . 

2  Requests  to  rescind  granted . 

Requests  to  rescind  denied. . . . 

14  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

1  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . • 

4  Plans  approved . . 

Plans  disapproved  . . . 

0  Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn. 

4  Interpretations  . •/••.•••• . 

Requests  withdrawn  or  dismissed . 


.  653  Total  ; 

Total  . .  349 

Disposed  of  .  . 

Cases  pending  March  23,  1932 . 304 

^  MINUTES _ __ 

=======^^™n^  “  ,  a  Mes>  “ent  ta 

The  minutes  of  the  meeting  of  the  board  o  stan  ”  s '  por  Petitioner:  Arnold  M.  Goldstein  and  M: 

anneals  held  Friday  afternoon,  March  11,  1933,  as  tney  rot 

appeared  in  Bulletin  No.  12,  Vol.  XVII,  are  hereby  cor-  For  Other  Interests:  William  B.  White,  P 

rected  to  read  as  follows:  -» r tv ■cv/tvt nt c'  Neuman,  Benjamin  Wetstone,  Harry  F.  Ta 

SPECIAL  MEETING  h.  j.  Greenough,  W.  C.  Beadle  and  I. 

FRIDAY  AFTERNOON,  MARCH  11,  1932,  3  F.  .  Hprht 

Present:  Temporary  Chairman  Connell,  Commissioners  For  Administration :  Inspector  John  F.  Dixon  ; 

Holland  and  Guilfoyle  and  Chief  McRlUgott.  Inspector  Maher  of  fire  department. 

TT  "  ACTION  OF  BOARD— Laid  over  to  April  15,  1932, 

KULKo.  2  p  m>>  for  further  consideration. 

PETITIONER— Edward  S.  Silver,  for  Perfection  Stove  Co.  Adjourned  4  45  p<  m. 

- - -  ,  L  William  J.  O’Gorman,  Secretary 

*  Correction — Corrected  as  to  appearances.  _ _ _ _ 

board^  of  standards  and  appeals 

Room  1001,  Municipal  Building, 

New  York  City. 

„  .  ,  «  Hollars  and  a  half  ($1.50)  for  subscription  for  one  year  to  THE  BL 

LET1N  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 

Name . 


Mv  Subscription  is  to  begin  with  the  issue  for. . 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  ‘this  Bulletin. 

Cal.  oi  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

ManhaUaan.ingS  ^  ^  “  R°°m  1013,  MuniciPal  Building 


6n  a  '  v 
dh^m  i 


* ) 

t-j 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

STTtP'r,aTg  'TOtk  of'ffielSlrTwiil  be*  see" 

**  mon'me  and 


i'' 


CALL  OF  CLERK’S  CALENDAR 

)ffice  Municipal  Building,  Rooms  lOtJMtt/flXISiiTV  t)f  ti;  Th ^rr^rb’c  rr  a  ■ 

elephone— WORTH  2-0184.  Calendar  consists  of  applications  under  th 

)ffice  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  ested  n° Utl°n’  and.its  obJect  is  to  give  intei 

12  noon.  and  °Pp0rtUnity  to  file  objections,  if  am 

a  2  o’  Lk  A,  this  ,rm  ,1013'  Arif’s,  193! 

definke  day  ‘  H  CaSe  15  Set  for  hearinS  on 

The  next  subsequent  Call  of  the  Calendar  will  be  c 
/  iicsday,  April  12,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  th 

on  fixed  days3^8  ^  ^  ^  definitely  set  for  hearinj 


12  noon 

III  communications  should  he  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  March  29  1932 

10  A.  M. 

Minutes  of  Regular  Meeting,  March  29  1932 

2  P.  M. 

Correction. 

Proposed  Amendments  to  Fuel  Oil  Rules. 

Fire  Retarding  Rules  for  Garages,  Etc.  \ 

Fuel  Oil  Rules. 

Approved  Fireline  Hose  Valves. 

Approved  Fuel  Oil  Burners. 

Approved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONER 

No  appeal,  application  or  petition  will  be  entertained  i 
connection  with  which  court  proceedings  are  pending  Ir 
progress,  nor  accepted  that  are  not  filed  within  twemy  da 
torn  the  date  of  the  action  of  the  Administrative  Official 
Any  communication  purporting  to  be  an  appeal  anol 
cation  or  petition  shall  be  regarded  as  a  mere  notTce  of  ir 

by  the  rule^  o7  thltboidf  ”  ^  f°rm  requlre 

peal,  application  or  petition,  and  if  he  fails  to  supply  ?£ 
data  required  thereon,  within  twenty  days,  his  case^avb 
dismissed  for  lack  of  prosecution.  y  b 

At  the  time  of  filing  an  application,  the  appellant  or  neti 
.oner  shall  forward  a  signed  notice  of  appeal  addresse 
to  the  administrative  official  (either  superintendent  of  build 

cate  o°f  said  wi‘h  this  ^  *  *SI 

Petitioners  are  advised  that  their  plans  must  indicate  th 
P  mts  of  the  compass  so  as  to  establish  the  true  locatioi 

lnS0n  0frthf-  pr°Perjy>  %.  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  am 

direction^*  °’  ^  ex<*di,cd  b>  ~nformiigP  to  th« 
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HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  March  30,  1932. 


Cal.  No.  Department.  Premises  Affected. 

159-32- A . F.D . Pier  34,  East  River,  foot  of 

Hamilton  ave.,  Bklyn., 

_  F-93171  &  F-93172 

158-32-A . F.D . Pier  33,  East  River,  Atlantic 

Basin,  Bklyn., 

_  F-93166  &  F-93165 

157-32- A . F.D . Pier  22,  East  River,  foot  of 

Pacific  st.,  Bklyn., 

_  F-93159  &  F-93160 

156-32- A . F.D . Pier  16,  East  River,  foot  of 

Montague  st.,  Bklyn., 

_  F-93162  &  F-93161 

155-32- A . F.D . Pier  15,  East  River,  foot  of 

Montague  st.,  Bklyn., 

_  F-93157  &  F-93158 

154-32- A . F.D . Pier  9,  East  River,  foot  of 

Clark  st.,  Bklyn., 

_  F-93169  &  F-93170 

153-32- A . FjD . Pier  8,  East  River,  between  Ful¬ 

ton  &  Montague  sts.,  Bklyn., 

_  F-93167  &  F-93168 

152-32- A . F.D . Pier  7,  East  River,  between  Ful¬ 

ton  &  Montague  sts.,  Bklyn., 

_  F-93163  &  L.  F.  9314 

151-32- A . B.BJM. .  ..174-184  W.  135th  st.,  Man., 

_  Decision 

150-32-A . F.D . 1044-1046  Liberty  ave.,  Bklyn., 

_  L.  C.  48710 

149-32-A . F.D . 155  Sixth  ave.,  Man., 

_  L.  C.  72805 

148-32-A . F.D . 840  Broadway,  Man., 

_  F-88248 

147-32-S . F.D . 95  Fifth  ave.,  Man., 

_  L.  D.  90547 

146-32-BZ . B.B.M..  ..66-68  W.  38th  st.,  Man., 

_  Alt.  333-1932 

145-32- A . F.D . Pier  5,  East  River,  between  Ful¬ 

ton  &  Montague  sts.  (3rd  st.), 

_  Bklyn.,  F-93117  &  F-93116 

144-32- A . FD . Pier  40,  East  River,  foot  of  Van 

Dyke  st.,  Bklyn., 

_  F-93017  &  L.  F.  93016 

143-32-A . JBjB.B - 53  91st  st.,  Bklyn., 

_ _  Decision 

142-32-A . F.D . 4-10  W.  31st  st.,  Man., 

_  F-90319 

141-32-S . F.D . 10-12  E.  50th  st.,  Man., 

_  L.  D.  82311 

140-32-BZ . B.B.Q _ 132-05  57th  ave.,  Flushing,  Q., 

_ •_  N.  B.  188-32 

139-32-BZ.  ..B.B.B.  &  F.D.  .347-351  State  st.,  Bklyn.,.. 

Decision  of  supt.  of  bldgs.  & 
_  F.  D.  Order  No.  L.  C.  45981 

Restored  to  Calendar. 

267-29-BZ . B.B.B _ 2878-2884  Pitkin  ave.,  Bklyn., 

_  App.  3729-29 


482-31- A . 

6-31-A . 

..F.D . 190-194  Water  st.,  Bklyn., 

L.  C.  3704< 

..F.D . 3728  30th  st.,  L.  I.  G,  Q., 

F-8097! 

CODE 

f  n 

h  n 

. Health  Departmer 

R  R  R  . 

. Bureau  of  Buildings,  Brookly 

B.B.M . 

B.B.Q . 

B.B.R . 

B.B.Bx . 

T.HD . 

. Bureau  of  Buildings,  Manhatta 

. Bureau  of  Buildings,  Queer 

. Bureau  of  Buildings,  Richmon 

. Bureau  of  Buildings,  Bron 

. Tenement  House  Departmei 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  5,  1932,  AT  2  P.  M. 

607-31-BZ. 

Building  Zone  Cases. 

APPLICANT— Michaelson  &  Bernknopf,  for  Ben 
Michaelson,  owner. 

PREMISES— Northeast  corner  of  239th  street  and  Rod 
Hill  road,  Bellerose,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

42-32-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Samuel  L.  Schwari 
owner. 

PREMISES— 2263-2273  Linden  boulevard,  northwest  corn 
of  Elton  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  ma 
tenance  of  a  gasoline  service  station. 

67-32-BZ. 

APPLICANT — Mary  Skodnick,  owner. 

PREMISES— Southeast  corner  of  Foch  boulevard  and  21' 
street,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  z< 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  n 
residence  district,  the  erection  and  maintenance  o 
gasoline  service  station. 

93-32-BZ. 

APPLICANT— B.  Robert  Swartburg,  for  Department 
Hospitals,  City  of  New  York,  owner. 

PREMISES— Welfare  Island,  opposite  East  61st  sti 
(garage),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  z 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  m; 

tenance  of  a  garage  for  more  than  five  (5)  m< 
vehicles. 

249-29-BZ.  r 

APPLICANT— Conroy  &  Hardy,  substituted  for  McCc 
&  Conroy,  for  Franksonia  Realty  Corp.,  owner. 

PREMISES — 2228-2232  Gerritsen  avenue,  southwest  coi 
of  Avenue  U  (old),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  : 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  gasoline  service  station  (previo 
withdrawn ;  reopened  and  restored  to  Calendar  1 
ruary  2,  1932). 
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,4-31-BZ. 

PPLICANT — Emil  Guterman,  for  James  Carter,  owner. 

DEMISES — 139-15  South  Conduit  boulevard  (Sunrise 
highway),  south  side,  74  ft.  east  of  245th  street 
(Prospect  place),  Rosedale,  Borough  of  Queens. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  under  new  facts  March  8,  1932). 


APRIL  5,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ls  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  _  resolution,  Tuesday  morning,  April  5, 
12,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
following  matters : 

no.  293-31-BZ— Application,  June  10,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  J.  &  V.  Beach  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
southeast  corner  of  Layton  avenue  and 
Shore  drive,  The  Bronx, 
i  . 

.  no.  61-32-BZ— Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Raphael  Blank,  applicant,  on  be¬ 
half  of  Tolstoi  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  64-70  Neptune  avenue, 
southwest  corner  of  Hoff  street,  Brook¬ 
lyn. 

.  no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

no.  1223-25-BZ — Application,  November  24,  1925; 

granted  on  certain  conditions  for  a 
garage  July  20,  1926;  reopened  January 
12,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Rink  Realty  Corp., 
present  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business 
district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  so  as 
to  include  a  gasoline  service  station 
(garage  previously  granted  by  the 
board)  ;  premises  174-184  Vanderbilt 
avenue,  west  side,  124  ft.  7  in.  north  of 
Willoughby  avenue,  Brooklyn. 

no.  25-32-BZ — Application,  January  18,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  M.  Baker,  applicant,  on 
behalf  of  Cypress  Homes  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station ;  prem¬ 


ises  north  side  of  Rockaway  boulevard, 
121  ft.  west  of  75th  street,  Woodhaven, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


APRIL  5,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

228-31-A— Pier  foot  of  Milton  street,  East  River,  Brooklyn. 
616-31-A — 699-725  Classon  avenue,  Brooklyn. 

62- 32-A — 126-132  West  46th  street,  Manhattan. 

63- 32-A — 126-132  West  46th  street,  Manhattan. 

66-32-A — 447-449  Fulton  street,  Brooklyn. 

72-32-A— 779-787  Crescent  street,  southeast  corner  of 
Linden  boulevard,  Brooklyn. 

Petitions  for  Variations. 

37-32- S — 2912  Atlantic  avenue,  Brooklyn. 

19-32-S  15-19  East  33rd  street,  Manhattan. 

84-32- S — 480  Canal  street,  Manhattan. 


APRIL  8,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  April  8, 
1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  604-31-BZ— Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  north¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  606-31-BZ— Application,  December  19,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michaelson  &  Bernknopf,  appli¬ 
cants,  on  behalf  of  Hudson  Realty  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  617-31-BZ — Application,  December  30,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Klein,  Kinsley  &  Klein,  appli¬ 
cants,  on  behalf  of  Domenico  Sabatino, 
owner,  to  permit,  partly  in-  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  east  side  of  Sedgwick 
avenue,  153.11  ft.  south  of  West  169th 
street,  The  Bronx. 

CAL.  NO.  587-31-BZ— Application,  December  10,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  Sustick,  applicant,  on 
behalf  of  Andrew  De  Riso,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1157-1167  East 
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New  York  avenue,  north  side,  45  ft.  554 
in.  east  of  Portal  stret,  Brooklyn. 


ru  no  410-31-BZ— Application,  August  21,  1931,  under 

CAL.  NO.  41U  B  sectf0Pn  21  o{  the  building  zone  resolu¬ 
tion  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louis  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117-71  it. 
west  of  Utopia  parkway,  Flushing,  Bor- 

_ — u  Huopnc 


'al  no  602-31-BZ— Application,  December  18,  1931,  under 
AL'  N0-  section  21  of  the  building  zone  resolu¬ 

tion,  of  Samuel  A.  Potter,  applicant,  on 
behalf  of  Roosevelt- Stone  Land  Lorp. 
and  Sapotter  Realty  Corp.,  owners,  to 
permit  in  a  business  district  the  elec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station ;  premises 
northwest  corner  of  Queens  boulevard 
and  51st  street,  Woodside,  Borough  of 


CAL.  NO. 


427-31-BZ— Application,  August  31,  1931,  under 
sections  6,  7c  and  21  of  the  building  zone 
resolution,  of  Harry  Urquhart,  applicant, 
on  behalf  of  Superior  Welding  &  Cut¬ 
ting  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  occupancy  for  an  open 
air  parking  space  for  more  than  five 
(5)  motor  vehicles  and,  also,  minor  re¬ 
pairs  to  motor  vehicles  of  a  plot  now 
occupied  by  two  (2)  four-car  garages,  a 
dwelling  and,  also,  a  motor  vehicle  re¬ 
pair  shop;  premises  289-291  Palmetto 
street  and  577  Knickerbocker  avenue, 
Brooklyn. 


West  2nd  street,  west  side,  106  ft.  1 
in.  north  of  Neptune  avenue,  Brooklj 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  8,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

41_32-A— 216-218  East  38th  street,  Manhattan. 

79-32- A — 29  East  29th  street  and  30  East  30th  stre 
Manhattan. 

90-32-A— 46-50  East  58th  street,  Manhattan. 

6-31-A — 37-28  30th  street  and  214  Old  Ridge  rd.,  Lc 
Island  City,  Borough  of  Queens. 
402-31-A — 160-170  Jay  street,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  12,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

52-32-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Long  Island  R 
road  Co.,  owner. 

PREMISES— Southwest  corner  of  Woodside  avenue 
Rowam  avenue  (65th  street),  Woodside,  Boroi 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  z 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m; 
tenance  of  a  gasoline  service  station. 

64-32-BZ. 

APPLICANT— Emil  Guterman,  for  Anna  Weiss,  owne 

PREMISES— 3917-3921  White  Plains  road,  The  Bron 

APPLICATION,  under  section  21  of  the  building  ; 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  gasoline  service  station. 


CAL.  NO. 


573-31-BZ— Application,  November  30,  1931,  under 
sections  7e,  7g  and  21  of  the  building 
zone  resolution,  of  Frank  J.  Fenirnore, 
applicant,  on  behalf  of  Rose  Fenirnore 
and  Maria  Marchisiello,.  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
564-566  East  New  York  avenue,  south 
side,  329  ft.  7  in.  east  of  Brooklyn  ave¬ 
nue,  Brooklyn. 


cal  no  489-29-BZ — Application,  July  22,  1929;  withdrawn 
March  18,  1930;  reopened  and  restored 
to  Calendar  February  9,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on  be¬ 
half  of  Mary  G.  Leggett,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  and  resi¬ 
dence  building  (stores  and  dwellings)  ; 
premises  1985-1995  Ocean  avenue,  south¬ 
east  corner  of  Avenue  O,  Brooklyn. 


cal  no.  550-31-BZ — Application,  November  16,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henrv  J.  Nurick,  applicant,  on 
behalf  of  Lena  E.  Batchis,  owner,  to 
permit  in  a  residence  use  district  the 
erection  of  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  2838-2846 


77-32-BZ.  t 

APPLICANT— Frederick  J.  Flynn,  for  Joseph  Lagana 
Paul  Lagana,  owners. 

PREMISES— Northeast  corner  of  Nassau  boulevard 
Utopia  parkway,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  n 
tenance  of  a  gasoline  service  station. 


216-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Helen  Ecker 
present  owner. 

PREMISES— Southwest  corner  of  Nassau  boulevard 
Little  Neck  road,  Little  Neck,  Borough  of  Qu 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance 
gasoline  service  station  (previously  granted  f 
temporary  period  of  two  (2)  years;  reopened  J 
ary  12,  1932). 


545-31-BZ. 

APPLICANT — Harry  Urquhart,  for  William  E.  Mai 
Jr.,  owner. 

PREMISES — iSouthwest  corner  of  Webster  avenue 
avenue)  and  Lockwood  street  (30th  street), 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building 
resolution,  t 

TO  PERMIT  in  a  business  district  the  erection  and  i 
tenance  of  a  gasoline  service  station. 
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i-32-BZ. 

.PPLICANT — Celler  &  Kraushaar,  for  Meyer  Kraushaar, 

owner. 

\EMISES — Northeast  corner  of  Murdock  avenue  and 
Cross  Island  boulevard,  Hollis,  Borough  of  Queens. 
PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

’)  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  12,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ds  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  April 
I  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

no.  603-31-BZ — Application,  December  18,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Stephen  Frontera,  appli¬ 
cant,  substituted  for  Albert  H.  Stines, 
on  behalf  of  Nancy  Marmelito,  owner, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
west  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of 
Queens. 

no.  16-32-BZ — Application,  January  11,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hyman  D.  Rapps,  applicant,  on  be¬ 
half  of  Proc  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  1302-1312  65th  street,  south¬ 
east  corner  of  13th  avenue,  Brooklyn. 

no.  29-32-BZ — Application,  January  22,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  Allmendinger,  applicant,  on  be¬ 
half  of  William  Winckelmann,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southeast  corner 
of  Columbia  avenue  (67th  street)  and 
Queens  boulevard,  Winfield,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  12,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

’-32- A — 32nd  to  50th  streets,  from  Third  avenue  to  the 
Bay,  Brooklyn. 

>-32- A — 150  Pierrepont  street  and  189-191  Montague 
street,  Brooklyn. 

3-32-A — 157-165  West  46th  street  and  1560  Broadway, 
Manhattan. 

>-32-A — 43-45  Waverly  avenue,  Brooklyn. 

1-32-A — 1941-1953  Broadway,  Manhattan, 
i -32- A — 327-333  East  29th  street,  Manhattan. 


APRIL  15,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Friday  morning,  April  15, 

1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  609-31-BZ — Application,  December  23,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Estate  of  Edward  Brennan, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  3469-3471 
Bronx  boulevard,  west  side,  150  ft. 
north  of  East  210th  street,  The  Bronx. 

cal.  no.  17-32-BZ — Application,  January  11,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  applicant, 
on  behalf  of  Gerosa  Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Webster 
avenue,  170.37  ft.  south  of  East  182nd 
street,  The  Bronx. 

cal.  no.  564-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  appli¬ 
cant,  on  behalf  of  Sarah  Silberstein, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  842-852 
Ralph  avenue,  west  side,  280  ft.  north  of 
Church  avenue,  Brooklyn. 

cal.  no.  599-31-BZ — Application,  December  16,  1931,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Ideal  Cleaners  & 
Dyers,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  an  existing 
dyeing  establishment;  premises  237-239 
Nostrand  avenue,  east  side,  25  ft.  north 
of  Kosciusko  street,  Brooklyn. 

cal.  no.  10-32-BZ — Application,  January  7,  1932,  under  sec¬ 
tions  7a  and  7e  of  the  building  zone 
resolution,  of  Martin  J.  Ort,  applicant, 
on  behalf  of  Marmion  Avenue  Corp., 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Southern  boule¬ 
vard,  184.27  ft.  south  of  East  180th 
street,  The  Bronx. 

cal.  no.  58-32-BZ — 'Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Fred  W.  Plate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises 
5701-5711  20th  avenue,  southeast  corner 
of  57th  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 

APRIL  15,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

47-32-A— 323-341  East  99th  street,  Manhattan. 


i 


i 
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370-31-A— Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

Petition  for  Variation. 

555-31-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 
139  Fulton  street,  Manhattan. 


APRIL  15,  1932,  3  P.  M. 

SPECIAL  MEETING. 
Rules. 

217-21-SR— Fuel  Oil  Rules,  Amendment  to. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  19,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

34-32-BZ. 

APPLICANT— Rutherford  S.  Moorhead,  for  Wesley  A. 
Roche,  owner. 

PREMISES — 1901-4917  Kings  highway,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

108-32-BZ. 

APPLICANT — Metbyrne  Corp.,  owner. 

PREMISES— 2950-2958  Webster  avenue  and  401-411  Bed¬ 
ford  Park  boulevard,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


116-32-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Ojay  Realty  Corp. 
owner. 

PREMISES— 126-150  Kings  highway,  southwest  corner  ol 
West  13th  street,  Brooklyn. 

APPLICATION,  under  sections  6a,  7a  and  21  of  th< 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motoi 
vehicles. 

121-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Dorothy  Sanders 
owner. 

PREMISES — Northeast  corner  of  33rd  avenue  and  190tl 
street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 


APRIL  19,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

91-32- A — 439  Madison  avenue,  Manhattan. 

100-32- A — 108-35  173rd  street,  Jamaica,  Borough  c 

Queens. 

102-32- A — Pier  foot  of  Huron  street,  Brooklyn. 

114-32- A — Pier  foot  of  India  street,  Brooklyn. 

117-32- A— 34-36  East  32nd  street,  Manhattan. 

105-32- A — 28  Gold  street,  1-13  Cliff  street  and  91-101  Joh 
street,  Manhattan. 

Petition  for  Variation. 

104-32^S — 78  Bowery,  Manhattan. 

Appliances  Submitted  for  Approval. 

379-31-iS A — The  Lenahan  Gas  &  Steam  Coil  for  Garag, 
Use,  approval  of. 

94-32- S A — Todd  Spiro  Burner  (pump  type),  approval  c 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  29,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  with  Assistant 
Chief  Kidney  substituting. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  March  18,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  March  18, 
1932;  the  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  March  22,  1932,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  22,  1932,  were  aproved  as  printed  in  Bulletin  No.  13, 
Vol.  XVII. 


BUILDING  ZONE  CASES. 

573-31hBZ. 

APPLICANT — Frank  J.  Fennimore,  for  Rose  Fenimore  and 
Maria  Marchisiello,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 564-566  East  New  York  ave¬ 
nue,  south  side,  329  ft.  7  in.  east  of  Brooklyn  ave¬ 
nue,  Brooklyn. 


APPEARANCES— 

For  Applicant:  Frank  J.  Fennimore. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at 
a.  m.,  for  inspection  and  report  by  a  committee 
the  board. 


489-29-BZ. 

APPLICANT — (Bennett  &  Koeppel,  for  Mary  G.  Legge 
owner.  t 

SUBJECT— Application  (re  decisions  of  the  superintend! 

of  buildings  and  the  tenement  house  commissioner 
under  section  21  of  the  building  zone  resolution,  1 
permit  in  a  residence  district  the  erection  and  ma: 
tenance  of  a  business  and  residence  building  (stor 
and  dwellings)  ;  (previously  withdrawn;  reoperl 
February  9,  1932). 

PREMISEiS  AFFECTED — 1985-1995  Ocean  avenue,  soul' 
east  corner  of  Avenue  O,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Irving  Befler. 

For  Opposition:  Neil  J.  Twoomey. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1932,  at  I 
a.  m.,  for  inspection  and  report  by  a  commit: 
of  the  board. 
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0-31-BZ. 

PPL  I  CANT — Henry  J.  Nurick,  for  Lena  Batchis,  owner. 

JBJECT — 'Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 
erection  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

tEMISES  AFFECTED — 2838-2846  West  2nd  street,  west 
side,  106  ft.  1J4  in.  north  of  Neptune  avenue,  Brook¬ 
lyn. 

3  PEA  RAN  GES — 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  Walter  Cleary,  George  W.  Plant, 
Robert  Sangimitto  and  Joseph  Russo. 

ITION  OF  BOARD— Raid  over  to  April  8,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


32-BZ. 

’PLICANT — Conroy  &  Hardy,  for  Fred  W.  Plate, 
owner. 

OBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  gasoline  service  sta¬ 
tion. 

EMISES  AFFECTED — 5701-5711  20th  avenue,  south¬ 
east  corner  of  57th  street,  Brooklyn. 

-PEARANCES— 

For  Applicant :  Rose  Rafel. 

For  Oposition:  Howard  Fuller  and  Thomas  L. 

Rea. 

TION  OF  BOARD — Laid  over  to  April  15,  1932,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


32-BZ. 


'PLICANT— Edward  P.  Doyle,  for  The  More  Gage 
Corp.,  owner. 

BJECT— Application  for  acceptance— re  Application 
(violation  order  for  the  superintendent  of  buildings 
under  sections  7b,  7c  and  21  of  the  building  zone 
resolution),  to  permit  in  a  residence  district  the 
maintenance  of  a  building  used  for  business  pur¬ 
poses. 

EMISES  AFFECTED— 106  West  81st  street,  Manhat¬ 
tan. 


PEARANCES— 

For  Applicant:  Edward  P.  Doyle. 
For  Opposition :  None. 

TION  OF  BOARD — Application  accepted. 
E  VOTE  TO  ACCEPT— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 


4 

0 

0 


27-BZ. 

PLICANT— John  J.  Dunnigan,  for  Towruss  Realty 
Corp.,  owner ;  request  for  reopening  made  by  Arthur 

^  Berliner,  attorney. 

-JECT  Application  for  reopening — reconsideration  under 
new  facts,  haying  been  previously  denied— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build- 
'ngs),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  alteration 
and  change  of  occupancy  to  a  gasoline  service  station 
of  part  of  an  existing  building  occupied  as  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

-MISES  AFFEC  TED — 23  00  Webster  avenue  and  401- 

PEARANCES180ttl  StreCt’  northeast  corner,  The  Bronx. 
For  Applicant:  Arthur  Berliner  and  Irvin  Davis. 


THE1  V0TEFTOOEiSifN^eSt  re°Pen  dem''d' 

Affirmative  .  g 

Negative  :  Temporary  Chairman  Connell, "  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney. .  4 

Absent  . 0 

267-29-BZ. 

APPLICANT — Samuel  Rosenblum,  for  William  J.  Russell 
Corp.,  owner. 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Ap¬ 
plication  (under  section  21  of  the  building  zone 
lesolution,  to  permit  in  a  residence  district  the  erec- 

DPruTopo  aAn^T^1r1-a^1^iance  a  Sas°l'ne  service  station. 

I  REMISES  AFFEC1  ED — 2878-2884  Pitkin  avenue,  south- 

A P PEARANCES—  °f  aVenUC’  BrookIyn> 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Application  reopened;  to  be  set 

,„TT_  -  EaEndar  Ead  w^en  papers  are  completed. 

1  REOPEN  AND  SET  FOR  CALEN- 

U'/i.Xv  — ■ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . . .  '  * '  q 

Absent  . q 

441-31-BZ. 

^EEElEANT  Herman  Katz,  for  Isidore  Popkin,  owner. 

SL  bJRCl  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
lesolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  Feb¬ 
ruary  23,  1932). 

PREMISES  AFFECTED— 7702-7704  Flatlands  avenue 

A P P E A RANC ES— rnei"  °f  ^  77th  Brooklyn- 

For  Applicant:  Herman  Katz. 

For  Opposition:  Mary  Chiappardi,  Mrs.  Lombardo 
and  Leo  Lewin. 

ACTION  OF  BOARD— Laid  over  for  a  full  vote  of  the 
board;  no  date  set. 

THE  VOTE  TO  GRANT— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioner  Guilfoyle  and  Assistant  Chief  Kid¬ 
ney  . . .  3 

Negative :  Commissioner  Holland . *  *  * "  ’  4 

Absent  . .  .  q 

31-32-BZ. 

APPLICANT — 'Edward  Cosgrove,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  _  to  permit  in  a  residence  use  and  “E” 
area  district  the  erection  and  maintenance  of  a 
business  building  (store)  and,  also,  the  omission 
of  the  required  ten  (10)  foot  setback  from  the  street 
line. 

PREMISES  AFFECTED— 500  Henderson  avenue,  south 
side,  74.11  ft.  east  of  Davis  avenue,  West  New 
Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  John  A.  Cosgrove. 

For  Opposition:  None. 

THE1  VO'TC— B0ARD~ApPliCati°n  granted  on  condition. 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . . . ’  .  „ 

Absent  .  . . 
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THE  RESOLUTION— 

(31-32-BZ) 

Whereas,  Edward  Cosgrove,  owner,  filed,  January  25, 
1932  an  application,  under  the  building  zone  resolution, 
permit  in  a  residence  use  and  “E”  area  district  the  erection 
and  maintenance  of  a  business  building  (store)  and,  also 
the  omission  of  the  required  10  foot  setback  from  the  street 
line-  premises  500  Henderson  avenue,  south  side,  <4.11  it. 
east  of  Davis  avenue,  West  New  Brighton,  Borougi  o 

R  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  March  29,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Henderson  avenue  and  Davis  ave¬ 
nue  are  in  residence  use  and  “E”  area  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  January  27,  1932,  reads; 

“Your  application  No.  (N.B.  24-1932)  to  erect  a  one 
story  store  on  premises  SJS.  Henderson  Ave.  (No.  500) 
74. llf  E.  of  Davis  Ave.,  West  New  Brighton,  Borough 
of  Richmond  is  hereby  disapproved,  it  being  contrary  to 
the  Zoning  Resolution  to  erect  a  store  in  a  Residence 
Use  District,  and  without  a  set  back  of  ^  10  feet  from 
front  property  line  in  an  E  area  district.  , 

and 

Whereas,  the  proposed  building  is  to  be  of  non- firepr ool 
construction,  one  story  in  height,  with  a  frontage  of  ~3  it. 
and  a  depth  of  approximately  75  ft.,  irregular;  to  be  occu¬ 
pied  as  a  business  building  (store)  ;  applicant  proposes  to 
demolish  the  frame  building  now  on  the  site ;  proposes  to 
occupy  the  building  as  a  store  and,  also,  proposes  to  erect 
the  building  on  the  street  line,  omitting  the  required  10  it. 
setback  *  and 

Whereas,  the  premises  under  appeal  abuts  to  the  east  a 
one-story  building  occupied  for  business  use  and  to  the  west 
a  two-story  building  occupied  as  stores,  granted  by  this 
board  under  Cal.  No.  21-29-BZ,  restricting  the  use  of  these 
stores  as  delicatessen  shops,  meat  or  fish  markets ;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  a  one-story 
building  to  be  used  for  mercantile  stores  or  shops  or  execu¬ 
tive  offices,  prohibiting  fish  markets,  delicatessen  shops  and 
meat  markets,  on  condition  that  any  advertising  displayed 
shall  be  confined  to  the  plate  glass  show  windows  of  the 
store  fronts  or  the  facade  of  the  building;  that  no  mer- 
chandise  shall  be  stored  or  displayed  outside  the  building 
line;  that  the  building  may  be  built  to  the  building  line  on 
Henderson  avenue;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  all  work  involved  thereby  com¬ 
pleted  within  one  year  from  the  date  of  this  action. 


122-31-BZ. 

APPLICANT — James  Kearney,  for  Andrew  N.  Miller, 

owner.  .  .  , 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  granted  on  certain  conditions  for  a 
temporary  period  of  two  years ;  reopened  for  the 
purpose  of  modification  of  resolution). 

PREMISES  AFFECTED— 141-09  Lincoln  avenue,  north¬ 
west  corner  of  142nd  street,  South  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant;  James  Kearney. 

For  Opposition ;  None. 


ACTION  OF  BOARD — Resolution  modified. 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(122-31-BZ) 

Whereas,  James  Kearney,  for  Andrew  N.  Miller,  owner, 
filed,  March  12,  1931;  reopened  for  modification  March  8, 
1932,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  141-09  Lincoln  ave¬ 
nue,  northwest  corner  of  142nd  street,  South  Jamaica,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  29,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lincoln  avenue  is  in  a  residence 
district ;  142nd  street  is  in  a  residence  district ;  109th  avenue 
is  in  a  business  and  residence  district,  and  141st  street  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  25,  1931  (re  Plan  No.  Alt.  733-1931), 

reads ;  -  .... 

“Location  of  premises  as  shown  in  application  appears 
to  be  in  bed  of  city  street.  However  the  erection  of  a 
gasoline  service  station  in  a  business  district  is  con¬ 
trary  to  article  2,  section  4  of  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  triangular-shaped 
lot,  upon  which  is  erected  a  two-story  non-fireproof  building, 
occupied  on  the  first  story  for  stores  and  second  story  for 
dwelling ;  it  is  proposed  to  remove  the  front  street  walls  at 
first  story,  bury  four  550-gallon  tanks,  install  a  crankcase 
pit  and  erect  four  pumps  for  the  purpose  of  conducting  a 
gasoline  service  station  within  a  business  use  district;  and 
Whereas,  under  date  of  October  8,  1931,  the  board  granted 
a  gasoline  station  under  certain  conditions,  and  the  appli¬ 
cant  requests  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of  the 
building  zone  resolution,  and  that  the  application  be  and  n 
hereby  is  granted  for  a  temporary  period  of  two  years,  or 
condition  that  the  underside  of  the  second  story  floor  shall  b( 
fire  retarded  in  accordance  with  the  rules  of  the  board  o 
standards  and  appeals ;  that  all  pumps  installed  on  the  prem¬ 
ises  shall  be  set  back  not  less  than  10  ft.  from  the  buildinf 
line;  that  the  present  unpierced  masonry  wall  along  th< 
westerly  lot  line,  running  through  from  109th  avenue  to  Lin 
coin  avenue  shall  remain;  there  shall  be  constructed  alonj 
the  142nd  street  and  Lincoln  avenue  building  lines  a  concret* 
curbing  not  less  than  12  in.  in  height  with  two  openings  oi 
the  142nd  street  frontage  and  one  on  the  Lincoln  avenui 
frontage ;  said  openings  for  driveways  shall  be  not  more  thai 
12  ft.  wide  each,  curb  cuts  directly  in  front  of  said  opening 
to  be  not  more  than  14  ft.  wide  each ;  any  accessory  us 
conducted  on  the  premises  shall  be  located  near  the  wester! 
lot  line  of  the  premises;  any  advertising  signs  shall  be  con 
fined  to  the  illuminated  globes  of  the  pumps  or  the  facad 
at  the  elevation  of  floor  of  the  second  story,  142nd  stree 
frontage;  all  permits  required  shall  be  obtained  by  July  ' 
1932,  and  all  work  completed  within  one  year  from  Octobe 
8,  1931 ;  that  all  requirements  of  the  building  code  and  th 
code  of  ordinances  shall  otherwise  be  complied  with  in  ai 
respects. 


Adjourned  1.00  p.  m. 

William  J.  O’Gorman,  Secretary- 


432 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  29,  1932. 

Present :  i  emporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

2-31-A. 

PPELLANT — MoCooey  &  Conroy,  for  Greater  Industrial 
Corp.,  owner. 

JBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED— 160-170  Jay  street,  Brooklyn. 
PPEARANCES — 

For  Appellant :  Thomas  F.  Campion. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

STION  OF  BOARD — Laid  over  to  April  8,  1932,  at  2 
p.  m.,  on  request  of  appellant’s  representative. 


591-31-A 

SUBIBCTtN2'~,SlJbU/ban  FU^  0il  Service>  Inc-  owner. 
SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  (use  of  a  3,000-gallon  tank  truck  to  transport 

A  PP  EA  RANCES— -Noiie!'  ^  °‘ 

ACTION^ OF  BOARD— Appeal  dismissed  for  lack  of  prose- 

THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

the  resolution— . 

Whereas,  the  foregoing  appellant  has  filed  with  the  board 

“ ppp“' «  <“-«  oiZt 

ttaSns-tos do  "0as  faiied  to  con’pie,e  ws 

be  and  il  hereby  is 


*l-A. 

H’ELLANT — John  M.  Baker,  for  Welsh  Bros.,  owner. 

'EJECT — Application  for  reopening — restoration — re  Ap¬ 
peal  from  orders  of  the  fire  commissioner. 

DEMISES  AFFECTED— 37-28  30th  street  and  214  Old 
Ridge  road,  Long  Island  City,  Borough  of  Queens. 
5PEAiRANCES — 

For  Appellant:  John  M.  Baker. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  on  April  8,  1932,  at  2  p.  m. 

IE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  _  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


-31-A. 

’PELLANT — Ariel  Holding  Corp.,  owner. 

EJECT  Application  for  reopening — rescindment  and 
withdrawal — re  Appeal  from  an  order  and  a  decision 
of  the  fire  commissioner. 

EMISES  AFFECTED — 190-194  Water  street,  Brook¬ 
lyn. 

PEARANCES— 

For  Appellant :  None. 

TION  OF  BOARD — Engineer  of  board  read  communica¬ 
tion  ;  appeal  reopened ;  resolution  rescinded  and  ap¬ 
peal  withdrawn. 

E  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief 


569-31-A. 

APPELLANT— John  J.  Doherty,  for  12  East  31st  Street 
Realty  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED  12-16  East  31st  street,  Man- 

appearances— 

For  Appellant:  John  J.  Doherty. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOTE—  B0A;RjD^AppeaI  panted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  * 

Negative  . ///’ .  j. 

Absent  .  .  J: 

THE  RESOLUTION—  . 

(569-31-A) 

Whereas,  John  J.  Doherty,  for  12  East  31st  Street  Realty 

Si  orde?Wonfethefifid’  -Nove,.llb.er  27 ’  1931>  an  appeal  from 

East  31st*  strppt  comPllssi°ner,  affecting  premises  12-16 
Last  31st  street,  Borough  of  Manhattan;  and 

vemberR7 A 1 93?e r  rfd  °(rthe  fife  ™mmissi°ner,  dated  No¬ 
vember  7,  1931  ( Order  No.  90085-F),  reads: 

canlcit^rf°oVrd^a  tf nki  °n  r°°f  of  at  least  3’500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 

elevated  that  the  bottom  will  be  not  less  than  20  feet 

above  the  roof  level,  Sections  580-581,  Ch.  5,  Code  of 

Appeals"’-  CS  °f  thC  B°ard  °f  Standards  and 

and 


St- ,  5S1*  SHS-S? 


sistant  Lhiet  Kidney .  4  OCCUPIFD  as  a  w«i  cL  ’  Ir-  111  ai 

Negative  1  w„  .as  a  h<!teI’  fifteen  Persons  per  story;  and 

uF  e  .  0  Whereas,  the  appe  ant  contends  that  tiL  .... 


appellant  contends  that  the  standpipe  system 

of  ?«nned  n°m  *7°  favity  tanks’  each  having  a  capacity 
of  3,500  gallons  (each  containing  2,000  gallons  standnine 

missioners  Holland  and  Guilfoyle  and  As-  atoT'the^utte’i^'th^' 'toTif  *h?,  tanI?s  located  0  ft. 

chw K!d- . ■ . \ 

Ats_ent_  ,  .  0  throughout  °the  pllZTliory  attends,  teZefte 

e4ctedaninPiP8e97Ta„T  WaS  aC“Pled  Whe"  the  bui,din« 

V  hereas,  the  building  was  erected  in  1897,  at  which 
tune  the  present  standpipe  system  was  installed  and  ap- 

thereoff  3CCCptcd  by  thc  Apartments  having  jurisdiction 


Absent  .  0 

E  VOTE  TO  RESCIND  RESOLUTION— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  ^ 

Negative  .  n 

Absent  . 

E  VOTE  TO  WITHDRAW— 

Affirmative  :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfovle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  . 0 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  elevation  of  the  bottom 
of  the  tank  above  the  outlet  in  the  pent  house  story,  on 
condition  that  such  outlet  shall  not  be  less  than  8  ft.  6  in. 
above  the  outlet  in  the  pent  house  story ;  that  the  hose  in 
the  pent  house  story,  which  is  the  thirteenth  or  top  story 
of  the  building,  shall  be  equipped  with  J^-inch  nozzles ; 
that  such  additional  fire-fighting  appliances  as  shall  be  re¬ 
quired  by  the  fire  department  shall  be  installed;  that  the 
building  shall  be  not  increased  in  height  or  area,  and  that 
the  standpipe  system  shall  comply  with  the  rules  in  all  other 
respects. 


82-32-A. 

APPELLANT— John  J.  Gilmartin,  for  Lebros  Realty  Corp., 


owner.  .  . 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1-3  South  William  street,  1-9 
William  street  and  67  Stone  street,  Manhattan. 


APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  „  „ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  ® 


THE  RESOLUTION— 

(82-32-A) 

Whereas,  John  J.  Gilmartin,  for  Lebros  Realty  Corp., 
owner,  filed,  February  17,  1932,  an  appeal  from  orders  of  the 
fire  commissioner,  affecting  premises  1-3  South  William 
street,  1-9  William  street  and  67  Stone  street,  Borough  of 
Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Janu¬ 
ary  30,  1932,  read: 

“Order  No.  92183-F : 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.  Sec.  580-581,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

“Order  No.  92184-LF: 

“Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above  the 
3500  gallon  mark  only.” ; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
height,  92  ft.  1  in.  by  54  ft.  and  71  ft.  11  in.,  irregular,  in 
depth ;  OCCUPIED  for  office  purposes,  not  more  than  fifty- 
five  persons  per  story;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1906,  equipped  with  a  standpipe  system  fed  from  a  3,500- 
gallon  house  supply  gravity  tank,  the  bottom  of  which  is 
6  ft.  4  in.  above  the  hose  outlet  at  the  highest  story;  there 
is  about  2,100  gallons  at  present  reserved  for  standpipe 
lines;  furthermore,  the  appellant  contends  that  the  existing 
standpipe  system  was  approved  and  accepted  by  the  depart¬ 
ments  having  jurisdiction  at  the  time  of  its  installation,  also 
the  occupancy  is  of  a  non-hazardous  nature;  and 

Whereas,  the  building  was  erected  in  1906,  at  which 
time  the  present  standpipe  system  was  installed  and  ap¬ 
parently  accepted  by  the  departments  having  jurisdiction 
thereof. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  the  elevation  of  the  bottom  of  the 
tank  above  the  top  story  hose  outlet  and  the  reserve  capacity 


of  the  tank  for  standpipe  supply,  on  condition  that  the  ele¬ 
vation  of  the  bottom  of  the  tank  shall  be  not  less  than  6  ft. 
4  in.  above  the  top  story  hose  outlet;  that  a  reserve  of  not 
less  than  2,500  gallons  shall  be  maintained  for  the  standpipe 
supply  at  all  times ;  that  the  hose  in  the  top  story  shall  be 
equipped  with  )4-inch  nozzles;  that  the  standpipe  system 
shall  comply  with  the  rules  in  all  other  respects,  and  that 
the  building  shall  be  not  increased  in  height  or  area. 


7 1-32- A. 

APPELLANT — John  Holly  Clark,  Jr.,  for  Morelite  Service 
Stations,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— West  side  of  New  street,  119.15 
ft.  east  of  Driggs  avenue  and  104  ft.  8)4  in.  north 
of  Broadway,  Brooklyn. 

APPEARANCES— 

For  Appellant:  John  Holly  Clark,  Jr. 

For  Owner  of  Adjoining  Premises:  Milton  Hertz. 
For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings,  Assistant 
Corporation  Counsel  Thomas  W.  Crowe  and 


Inspector  Meyer  of  fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . _ .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(71-32-A) 


Whereas,  John  Holley  Clark,  Jr.,  for  Morelite  Service 
Stations,  Inc.,  owner,  filed,  February  11,  1932,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  west 
side  of  New  street,  119.15  ft.  east  of  Driggs  avenue  and  104 
ft.  8 J/2  in.  north  of  Broadway,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  8,  1932  (Order  No.  49522-C),  reads: 

“1.  Surrender  to  the  bearer  F.D.  Permit  No.  424865, 
expiring  Feb.  9,  1932,  authorizing  the  maintenance  of  a 
gasoline  sales  station  (storage  of  825  gallons  of  gasoline 
and  50  gallons  of  lubricating  oil)  at  premises  known  as 
West  Side  of  New  St.,  119'  15"  East  of  Driggs  Ave. 
&  104'  8)4"  North  of  Broadway,  Brooklyn,  as  it  is 
revoked  for  the  reason  that  the  installation  of  the  under¬ 
ground  gasoline  storage  tanks  at  this  location  encroach 
on  adjacent  property,  and  for  the  further  reason  that 
Fire  Department  Plan  No.  3061-1928  permitting  the  in¬ 
stallation  of  two  underground  gasoline  storage  tanks  has 
been  revoked  owing  to  the  fact  that  statements  made  in 
affidavit  have  been  shown  to  be  incorrect. 

“2.  You  are  therefore  ordered  to  remove  all  gasoline 
from  the  two  underground  storage  tanks,  dismantle 
pumps,  permanently  close  and  seal  the  inlet  and  outlel 
openings  of  storage  tanks,  and  to  discontinue  the  main¬ 
tenance  of  gasoline  sales  station  at  this  location.”; 

and 

Whereas,  the  premises  consist  of  an  interior  lot,  4  ft.  81/: 
in.  frontage  by  30  ft.  and  30  ft.  1$4  in.,  irregular,  in  depth 
and  3  ft.  4 Y\  in.  across  the  rear,  upon  which  is  constructec 
a  metal  office,  two  gasoline  tanks  buried  and  two  pump: 
erected ;  OCCUPIED  as  a  gasoline  service  station  withit 
an  unrestricted  district ;  and 

Whereas,  the  appellant  has  filed  drawings  showing  on< 
550-gallon  tank,  3  ft.  6  in.  in  diameter,  buried  6  ft.  belov 
grade  at  front,  with  a  minimum  thickness  of  4^4  in.  o 
enclosing  concrete,  and  one  275-gallon  tank,  2  ft.  6  in.  it 
diameter,  buried  13  ft.  below  grade,  with  a  minimum  thick 
ness  of  8  in.  of  enclosing  concrete;  and 

Whereas,  the  appellant  claims  that  due  to  the  narrov 
width  of  lot  it  would  be  impossible  to  install  the  tanks  o 
such  sizes  with  the  required  12  in.  of  enclosing  concreti 
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at  each  side ;  concrete  of  less  thickness  was  used  so  as  to 
,  keep  within  the  dimensions  of  the  lot,  a  request  is  hereby 
made  for  such  variation;  furthermore,  the  appellant  contends 
.  that  it  was  through  an  error  and  not  the  fault  of  the  owner 

•  that  the  dimensions  of  the  lot  were  incorrectly  shown  on 
plans  submitted  to  the  fire  department  and  bureau  of  build¬ 
ings  when  the  permits  were  granted  and  the  certificates  of 
occupancy  issued ;  that  the  owner  would  suffer  an  unneces¬ 
sary  hardship  if  compelled  to  remove  the  existing  tanks  and 
install  smaller  ones. 

'  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 

•  denied. 


110-32-A. 

APPELLANT- — Milton  Hertz,  for  Essanarr  Garage  Corp., 
adjoining  owner;  Morelite  Service  Stations,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings— re  Revocation  of  certificate  of  occupancy 
issued  by  the  superintendent  of  buildings. 
[PREMISES  AFFECTED — West  side  of  Washington  Plaza 
(New  street),  104  ft.  8j4  in.  north  of  Broadway  and 
119.15  ft.  east  of  Driggs  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Milton  Hertz  and  Samuel  Rosen- 
wasser. 

For  Owner  of  Premises :  John  Holly  Clark,  Jr. 

For  Administration :  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  and  certificate  of 
occupancy  revoked. 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(110-32-A) 

l_  Whereas,  Milton  Hertz,  for  Essanarr  Garage  Corp.,  ad¬ 
joining  owner,  against  Morelite  Service  Stations,  Inc.,  owner, 
filed,  March  2,  1932,  an  appeal  from  a  decision  of  the 
superintendent  of  buildings  for  the  revocation  of  Certificates 
T  Occupancy  Nos.  66740  and  66741,  affecting  premises  on 
west  side  of  Washington  Plaza  (New  street),  104  ft.  8J4  in. 
,iorth  of  Broadway  and  119.15  ft.  east  of  Driggs  avenue, 
.Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
•endered  March  21,  1932,  reads : 

“Replying  to  your  communication  of  the  18th  inst., 
please  be  advised  that  we  do  not  deem  the  evidence 
submitted  to  be  sufficient  for  us  to  request  the  Board 
t  of  Standards  and  Appeals  to  revoke  the  Certificates  of 
Occupancy  Numbers  66740  and  66741  and  therefore  your 
request  is  hereby  denied.” ; 
ind 

W hereas,  the  premises  consist  of  an  interior  lot,  4  ft.  8J4 
n.  frontage  by  30  ft.  and  30  ft.  1 *4  in.,  irregular,  in  depth, 
md  3  ft.  4 %  in.  across  the  rear,  upon  which  is  constructed 

metal  office,  two  gasoline  tanks  buried  and  two  pumps 
irected  ;  OCCUPIED  as  a  gasoline  service  station  within  an 
mrestricted  district;  and 

Whereas,  the  appellant  claims  that  the  two  permits  for 
he  burying  of  gasoline  tanks,  the  erection  of  office  and, 
Iso,  the  issuance  of  the  two  certificates  of  occupancy  by  the 
uperintendent  of  buildings  were  all  obtained  by  fraud;  in 
he  original  applications  to  the  superintendent  of  buildings 
he  frontage  of  the  lot  was  figured  5  ft.  10  in.  instead  of 
he  correct  frontage  of  4  ft.  8 y2  in.,  and  at  some  later  date 
he  front  dimension  of  5  ft.  10  in.  was  changed  to  4  ft.  10 
F  in  order  to  have  it  appear  nearer  the  correct  dimension; 

1  the  correct  frontage  had  been  submitted  in  the  original 
pplications  the  gasoline  station  in  question  could  not  have 


been  built  as  required  by  law  without  such  misrepresentation; 
furthermore,  the  appellant  contends  there  is  no  toilet  ac¬ 
commodation  provided  for  the  employees  of  the  station  and 
no  sewer  connection  has  been  made  to  carry  off  the  roof 
drainage  as  required  by  law ;  under  the  above  conditions  the 
Certificates  of  Occupancy  Nos.  66740  and  66741  affecting  the 
premises  in  question  should  be  revoked;  and 

W  hereas,  it  was  further  shown  that  plans  for  building 
now  on  premises  were  filed  and  approved  by  the  building 
superintendent  in  December,  1928,  and  building  erected  and 
premises  and  building  used  as  gas  station  since  that  time 
and  no  certificate  of  occupancy  issued  by  building  superin¬ 
tendent  until  February  10,  1932;  appeal  filed  in  Cal.  No. 
71-32-A,  February  11,  1932;  appeal  filed  in  Cal.  No.  110-32- 
A,  February  11,  1932;  and 

W  hereas,  practically  the  same  arguments  were  submitted 
by  both  sides  in  this  appeal  as  in  Cal.  No.  71-32-A,  with 
the  exception  that  the  representative  of  the  bureau  of  build¬ 
ings,  Borough  of  Brooklyn,  maintains  that  in  issuing  the 
certificate  of  occupancy  for  gasoline  station  they  are  not 
interested  so  much  in  the  size  of  the  property  as  in  the 
district  in  which  the  property  lies  and  that  they  would  not 
be  interested  in  the  gasoline  tanks  themselves  or  the  service 
station  unless  buildings  were  constructed  on  the  premises, 
in  which  event  they  would  have  the  customary  inspection 
and  approval  when  built,  the  superintendent  of  buildings, 
therefore,  maintains  that  this  application  is  not  on  all  fours 
with  the  arguments  made  in  Cal.  No.  71-32-A;  and 

Whereas,  in  the  opinion  of  the  superintendent  of  buildings 
there  was  no  misrepresentation  of  a  material  fact  sufficient 
to  cause  him  to  request  a  revocation;  and 

Whereas,  it  has  been  brought  out  by  testimony  in  Cal. 
No.  71-32-A  that  during  the  months  between  September  and 
December  of  1928  three  applications  were  made  on  these 
premises,  one  to  the  fire  department  and  two  to  the  building 
department,  all  of  which  applications  gave  different  widths 
for  the  front  and  rear  of  the  lot  of  premises  in  question. 

Resolved,  that  Certificates  of  Occupancy  Nos.  66740  and 
66741,  affecting  premises  west  side  of  Washington  Plaza 
(New  street),  104  ft.  8}4  in.  north  of  Broadway  and  119.15 
ft.  east  of  Driggs  avenue,  Borough  of  Brooklyn,  be  and  they 
hereby  are  revoked. 


PETITIONS  FOR  VARIATIONS. 

57-32-S. 

PETITIONER — The  Hospital  Supply  Co.  and  The  Watters 
Laboratories,  owners. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 155-159  East  23rd  street,  Man¬ 
hattan. 

APPEARANGES— 

For  Petitioner:  William  G.  Watters. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  q 

THE  RESOLUTION— 


(57-32nS) 

Whereas,  The  Hospital  Supply  Co.  and  The  Watters 
Laboratories,  owners,  filed,  February  6,  1932,  a  petition  for 
a  variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises  155- 
159  East  23rd  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  19,  1932  (re  Order  No.  91843-LD),  reads: 

“2.  Reduce  the  area  of  wired  glass  in  partitions  en¬ 
closing  stairway  at  West  Side  of  building  so  that  no 
single  pane  of  glass  shall  exceed  360  sq.  in.  or  a  total 
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of  not  more  than  720  sq.  in.  on  any  story,  as  per  rule  505 
of  the  Industrial  Code.”; 

and  .  .  . 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  68  ft.  by  90  ft.  in  area;  OCCUPIED  for  the  manu¬ 
facture  of  metal  hospital  furniture,  not  more,  than  eighteen 
persons  per  story;  EQUIPPED  with  a  sprinkler  system, 
EXITS :  two  interior  wooden  stairways,  extending  from  the 
first  story  to  roof,  enclosed  in  hollow  tile  partitions,  with 
metal  doors  at  openings;  and 

Whereas,  the  petitioner  claims  the  total  area  of  wire 
glass  in  westerly  stair  hall  enclosure  at  first  story  is  4,032 
sq.  in.  and  2,016  sq.  in.  at  each  upper  story;  the  largest 
single  pane  of  glass  at  first  story  is  287  sq.  in.  and  617  sq.  in. 
at  each  upper  story ;  the  owner  would  suffer  a  hardship  if 
compelled  to  comply  with  the  order  in  that  the  present  amount 
of  glass  furnishes  light  and  provides  means  for  watching 
and  control  of  the  shipping  from  the  office  at  front  of  store 
which  would  be  impossible  if  the  glass  were  removed;  fur¬ 
thermore,  the  petitioner  contends  there  is  no  existing  fire 
hazard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only' 
so  far  as  it  affects  the  glass  as  now  installed  in  the  hallway 
of  the  first  story,  on  condition  that  the  glass  shall  be  wire 
glass;  that  no  factory  occupancy  shall  be  permitted  in  the 
first  story;  that  both  the  stairway  under  appeal  and  the 
easterly  stairway  of  the  building  shall  be  fully  sprinklered 
from  top  to  bottom,  the  building  itself  having  an  approved 
sprinkler  system;  that  the  occupancy  above  the  first  story 
shall  be  limited  to  the  legal  capacity  of  the  primary  means 
of  exit ;  that  the  building  shall  be  not  increased  in  height  or 
area;  that  the  use  shall  remain  substantially  unchanged,  and 
that  the  labor  law  shall  be  complied  with  in  all  other 
respects. 


86-32-iS. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Fred 
Koetzle,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 321  Palmetto  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(  86-32-S) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Fred 
Koetzle,  owner,  filed,  February  19,  1932,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  321  Palmetto  street,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  18,  1931  (re  Order  No.  91135-LD),  reads: 

“1.  Provide  an  additional  means  of  egress  from  second 
story  remote  from  the  interior  stairway  as  per  Rules  of 
the  Board  of  Standards  and  Appeals.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  6,  1932,  reads : 

“In  reply  to  your  letter  of  Feb.  1st,  advising  that  you 
have  been  retained  by  the  owners  to  appeal  from  the  re¬ 
quirements  of  order  No.  91135-LD  and  that  you  are  un¬ 


able  to  do  so  due  to  the  fact  that  the  Bd.  of  Stand 
and  Appeals  will  not  accept  an  appeal  for  the  re 
that  the  time  limit,  twenty  days,  had  elapsed,  and 
quest  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  disini 
or  reissued.  Therefore,  your  request  is  denied.”; 

and 

Whereas,  the  building  is  of  frame  construction,  1 
filled,  two  stories  in  height,  25  ft.  by  100  ft.  in  area  at 
story  and  25  ft.  by  65  ft.  in  area  above;  OCCUPIED 
machine  shop:  1st  story,  15  persons;  2nd  story,  12 
sons;  the  building  was  erected  in  1900;  EXITS:  one  inti 
wooden  stairway,  extending  from  the  first  story  to  se 
story,  enclosed  at  first  story  in  wood  studs,  lath  and  pi: 
partitions,  with  wooden  door  at  first  story,  open  at  se 
story;  ROOFS  of  adjoining  buildings:  12  ft.  highe 
west;  20  ft.  higher  at  east;  and 

Whereas,  the  petitioner  claims  that  in  lieu  of  compl 
with  the  order  a  second  means  of  egress  is  maintained  : 
second  story  by  doorway  at  rear  to  roof  of  first  story 
tension,  across  said  roof  to  gooseneck  ladder  leading  to 
of  adjoining  premises  at  rear,  and  from  first  story  by  m 
of  doorway  to  the  same  adjoining  yard;  furthermore, 
petitioner  contends  that  the  owner  of  such  adjoining 
has  signed  a  letter  of  consent  permitting  his  premises  t 
used  as  an  additional  means  of  egress  in  case  of  fire  ( 
letter  is  filed  with  this  petition). 

Resolved,  that  the  board  of  standards  and  appeals 
hereby  make  a  variation  in  the  requirements  of  the  1 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to  C 
No.  91135-iLD,  Item  1,  on  condition  that  a  doorway  ( 
ing  shall  be  provided  on  the  westerly  side  of  the  rear 
second  story,  not  less  than  3  ft.  8  in.  wide  and 
high,  and  labor  law  balcony  supported  and  raised  a 
the  roof  of  the  first  story  extension  shall  be  installed 
the  doorway  opening  on  the  rear  wall  of  the  second 
to  the  parapet  wall  of  the  rear  wall  of  the  first  s' 
this  iron  balcony  to  be  provided  underneath  with  a  : 
shield ;  from  the  iron  balcony  at  the  rear  wall  of  the 
story  there  shall  be  provided  a  60-degree  iron  stairwa 
the  yard  of  the  premises  No.  1478  Gates  avenue;  the 
openings,  doorways  or  windows  on  the  course  of  this  : 
way  at  the  rear  of  the  first  story  shall  be  made  fire 
and  a  doorway  shall  be  provided  in  the  rear  wall  of 
Gates  avenue  for  an  exit  direct  through  building  of 
Gates  avenue  to  the  street;  that  a  letter  of  consent  sh: 
filed  with  the  fire  department  from  the  owners  of  1478  1 
avenue  for  this  means  of  exit;  that  the  occupancy  shi 
limited  to  not  more  than  twenty-five  persons  above  the 
story  and  the  building  shall  be  not  increased  in  heig 
area  and  the  labor  law  shall  be  complied  with  in  all 
respects. 


appliance  submitted  FOR  APPROVAI 

125-32-SA. 

PETITIONER — David  Kaufman,  for  The  Beacon  B 
■Manufacturing  Corp.,  owner. 

SUBJECT — Beacon  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fir 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  ( 
dar  and  submitted  to  the  fire  department  foi 
and  report. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secreh 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  March  4,  1932,  as  they  appeared  in  Bulletin  No. 
11,  Vol.  XVII,  are  hereby  corrected  to  read  as  follows: 
THE  RESOLUTION— 

(1078-27- A) 

Whereas,  410  West  207th  Street  Corp.,  owner,  filed, 
October  5,  1927,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  408-410  West  207th  street,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  7,  1927  (Order  No.  39584-LC),  reads: 

“You  are  hereby  ordered  and  required  to: 

“1.  Remove  all  liquefied  chlorine  from  the  prem¬ 
ises.”  ; 
and 

Whereas,  the  building  is  fireproof,  four  stories  in  height, 
75  ft.  by  90  ft.  in  area  (also  a  water  pool  adjoining  at 
west  side)  ;  OCCUPIED  as  a  bath  house:  1st  story, 
chlorinator  and  lockers,  150  persons ;  2nd  story,  office  and 
restaurant,  150  persons;  3rd  story,  lockers,  150  persons; 


*  Correction — Word  “forty’’  changed  to  “200”  in  line  32  of 
resolution  and  zvord  “150”  changed  to  “200”  in  line  18  of 
resolution. 


4th  story,  resting  space;  located  partly  in  a  business  dis¬ 
trict^  and  partly  in  a  residence  district ;  and 

Whereas,  the  appellant  proposes  to  store  200  pounds  of 
chlorine  in  a  special  apparatus  constructed  for  the  purpose, 
enclosed  in  an  air-tight  compartment  located  on  the  first 
story  and  vented  to  the  outer  air,  for  the  proper  sterilization 
of  water  used  in  the  bathing  pool ;  and 

Whereas,  the  appellant  contends  that  this  method  of 
sterilization  is  essential  to  the  business  and  used  in  a  con¬ 
siderable  number  of  pools  within  and  also  outside  the  City 
of  New  York;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  February  21,  1928,  on  certain  conditions,  and  appel¬ 
lant  requests  a  modification  of  these  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  200  pounds  of 
chlorine  shall  be  installed  on  the  premises  at  one  time  in 
two  100-pound  metal  containers,  one  container  to  be  held 
in  reserve  and  only  one  container  to  be  at  work  at  any 
one  time,  both  containers  to  be  immersed  at  all  times  in 
water;  that  the  two  chlorine  containers  and  the  apparatus 
to  operate  same  shall  be  installed  in  a  fireproof  enclosure, 
vented  to  the  outer  air,  with  a  sprinkler  head  in  the  en¬ 
closure  and  a  remote  control  valve  on  the  outside  of  the 
fireproof  room. 


|  PUBLIC  HEARING 

—  - - - - 

PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


i  [217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  April  15,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 
Matter -in  italics  is  new. 


Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

(c)  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  zvick  and  zvhen  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  zvhen  heater  is 
not  used  for  cooking  purposes  will  not  be  prohibited  zvhen 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  the  follozving  requirements: 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
with  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 


7 his  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  7  he  heater  shall  be  directly  connected  to  a  smoke  flue, 
the  area  of  any  damper  not  to  exceed  80%  of  the  area  of 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  storage 
located  outside  room  in  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  zvay  set 
aside  or  zvaive  provisions  in  these  rules  covering  storage 
tanks. 

5.  This  subdivision  applies  only  to  dwellings  as  defined  in 
these  rules  and  prohibits  the  use  of  more  than  one  heater  in 
any  one  room, 

6.  Heater  installation  shall  comply  zvith  the  requirements 
of  the  building  code  and  heater  shall  not  be  connected  in  any 
manner  to  hot  zvater,  steam,  or  hot  air  furnace  flues. 

(d)  Modification:  When  for  any  reason  it  may  be  im¬ 
practicable  to  comply  strictly  with  the  foregoing  rules  the 
fire  commissioner  shall  have  power  to  modify  their  provisions 
so  that  the  spirit  and  substance  thereof  shall  be  complied 
with.  Such  modification  shall  be  endorsed  upon  the  permit 
over  the  signature  of  the  fire  commissioner  or  designated 
representative  of  the  fire  commissioner. 


 rules 

REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be 


I 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be.  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span.  . 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (7A)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2)4 :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (54)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  ( 2 )4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  .beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations:  .  .  . 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 
eighths  (Vs)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (54)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (54)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  covering: 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  am 
vertical  shafts  in  non-fireproof  business  buildings  here 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  ir 
fire-retarding  partitions  continued  through  the  non-fire 
proof  floor  construction,  and  when  unfilled  wood  stuc 
partitions  are  used,  the  space  between  the  floor  beam: 
shall  be  fire-stopped  with  incombustible  materials.  A1 
openings  in  such  partitions  shall  be  protected  with  ac 
cepted  metal-covered  fire  doors  or  windows.  Whereve: 
necessary  for  protection  against  mechanical  injury,  th< 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  oi 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  on< 
of  the  following  forms  of  partitions  shall  be  accepte< 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  no 
more  than  sixteen  U6)  inches  on  centers,  coverei 
both  sides  with  metal  lath  weighing  not  less  tha: 
three  pounds  per  square  yard,  attached  to  furrinj 
strips  and  plastered  with  Portland  cement  morta 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  mor 
than  sixteen  (16)  inches  on  centers,  covered  botl 
sides  with  seven-eighths  (A)  inch  wood  sheathing 
one-half  04)  inch  plaster  boards  with  pointed  joint 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inc! 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  mor 
than  sixteen  (16)  inches  on  centers,  covered  bot 
sides  with  seven-eighths  (A)  inch  wood  sheathing 
two  thicknesses  of  one-quarter  (%)  inch  asbesto 
boards  laid  with  tight  staggered  joints  and  jackete 
with  No.  16  U.  S.  gauge  metal  on  the  garage  sid 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  mor 
than  sixteen  (16)  inches  on  centers,  filled  in  solidl 
between  the  studs  with  four  inches  of  approved  fire 
proof  materials  and  covered  on  both  sides  with  Nc 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partition 
covered  on  the  garage  side  with  No.  26  U.  S.  gaug 
sheet  metal  with  one  inch  lapped  seams. 
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RULES 


FUEL  OIL  RULES 

CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE 
AND  USE  OF  FUEL  OILS 

(217-21-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  No¬ 
vember  6,  1919;  Admended  January  6,  1922;  January  18, 
1924;  October  19,  1926;  September  11,  1928;  January 
11,  1929;  March  20,  1931;  May  12,  1931,  and  November 
24,  1931, 

Rule  1.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
pe  interpreted  in  accordance  with  these  definitions : 
DEVICES: 

No  person,  firm,  company  or  corporation  shall  within 
he  limits  of  the  City  of  New  York  use  any  device  or 
apparatus  for  burning  fuel  oil  within  the  meaning  of  these 
ules  unless  such  device  or  apparatus  shall  have  been  ap- 
oroved  by  the  Board  of  Standards  and  Appeals. 

DISCHARGE  LINE  shall  be  the  line  between  the  dis¬ 
charge  outlet  of  the  pump  and  the  burner  oil  inlet  con¬ 
nection. 

DWELLINGS  are  buildings  used  exclusively  for  dwelling 
purposes  and  occupied  by  one  or  two  families,  including  con¬ 
sents,  rectories  and  monasteries. 

FILL  LINE  is  the  line  between  the  fill  box  and  the  fill 
)ipe  connection  in  the  storage  tank. 

FIRE  RETARDING  MATERIALS/. 

(a)  One-half  (*4)  inch  plaster  'boards,  or  asbestos  boards, 
,ir  three-eighths  (}i)  inch  gypsum  wall  boards  weighing 
lot  less  than  16  pounds  per  square  yard  with  pointed  joints 
overed  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
nch  lapped  seams  nailed  to  the  wood  beams  when  spaced 
tiot  more  than  sixteen  (16)  inches  on  centers,  or  nailed  to 
.urring  strips  when  the  floor  beams  are  spaced  more  than 
.ixteen  (16)  inches  on  centers,  or 

(b)  Two  thicknesses  of  one-quarter  (J4)  inch  asbestos 
-'oards  laid  with  tight  staggered  joints  and  nailed  to  the 
'earns,  when  spaced  not  more  than  sixteen  (16)  inches  on 
, enters,  or  nailed  to  furring  strips  when  the  floor  beams  are 
lore  than  sixteen  (16)  inches  on  centers,  or 

(c)  Metal  lath  weighing  not  less  than  three  pounds  per 
Square  yard,  attached  to  furring  strips  and  plastered  with 
5ortland  cement  mortar  at  least  three-quarters  (34)  inch 
hick. 

Note — All  fire  retarding  material  to  be  applied  as  required 
i  rules  for  fire  retarding  material  of  the  Board  of  Stand- 
ids  and  Appeals. 

FIRM  FOUNDATION :  A  firm  foundation  is  one  which 
/ill  carry  the  maximum  load  to  which  it  shall  be  subjected 
i’ithout  exceeding  the  safe  bearing  capacity  of  the  soil. 

,  FUEL  OIL:  Any  liquid  mixture,  substance  or  compound, 
erived  from  petroleum,  which  does  not  exit  an  inflammable 
apor  below  a  temperature  of  125°  F.  when  tested  in  a 
('agliabue  open  cup  tester  (Chapter  X  Article  I  Code  of 
Ordinances). 

The  use  of  crankcase  refuse  oil  as  fuel  oil  is  strictly 
rohibited. 

GAUGING  DEVICE:  A  means  by  which  the  level  of 
ie  oil  in  a  storage  tank  may  be  indicated. 

HEATERS  :  A  device  for  heating  fuel  oil  for  the  purpose 
J  decreasing  the  viscosity. 

OIL  BURNER:  A  device  designed  for  the  purpose  of 
urning  fuel  oil. 

OVERFLOW  PIPE:  A  pipe  which  conveys  by  gravity 
ie  oil  from  the  maximum  level  of  an  auxiliary  tank  to  the 
•orage  tank  or  from  the  pump  to  the  storage  tank. 


RELIEF  VALVE :  A  valve  held  shut  by  a  spring  or  other 
setting  t0  automatlcally  relieve  pressure  in  excess  of  its 

REMOTE  CONTROL:  A  hand,  electric,  or  mechanically 
operated  device  to  shut  off  the  oil  supply.  y 

RE  I  URN  LINE:  A  line  for  the  purpose  of  conveying  by¬ 
passed  oil  to  a  storage  tank.  3  *  y 

SCAVENdNG  LINE:  A  line  installed  to  permit  the  re- 
'n0omI0i  ^  foreign  matter  from  a  storage  tank. 

SHUT-OFF  VALVE:  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

UPPIA  LINE  :  I  hat  portion  of  the  line  between  the 
storage  tank  and  the  oil  pump  inlet  connection.  Where  a 
pump  is  not  used  it  shall  be  that  portion  of  the  line  between 
Storage  Tank  and  the  burner  oil  inlet  connection. 

SWING  JOINT A  connection  made  in  a  pipe  line  by 
means  of  a  combination  of  fittings  so  that  the  tank  can  settle 
naturally  without  breaking  the  line  or  impairing  the  efficiency 
ot  the  connection.  J 


manner  or  storage  tor  Fuel  Oil. 


Fuel  oil,  to  be  used  for  heating  and  power  purposes 
shall  be  at  all  times  stored  in  metal  tanks  with  all  opening* 
or  connections  through  the  tops  of  the  tanks. 


(b).  Oils  Not  Permitted. 


UUs  derived  from  or  including  petroleum  that  have  a 
flashpoint  below  a  temperature  of  125  degrees  Fahrenheit, 
when  tested  in  a  Tagiabue  open  cup  tester,  shall  not  be 
used  as  a  fuel  to  produce  heat  or  power. 

(c)  Fuel  Oil,  within  the  meaning  of  these  rules,  having  a 
flashpoint  between  125  degrees  and  150  degrees  F  may^  be 
used  for  heating  when  the  quantity  stored  is  limited  as  pre¬ 
scribed  in  rule  4,  section  1,  subdivision  i.  If  used  in  tenement 
houses,  commercial  or  industrial  plants,  a  certificate  of  fitness 
or  the  operator  of  the  plant  shall  be  required  as  per  Rule  15. 


Rule 


3.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 


aP  buildings  fuel  oil  storage  tanks  over  275 
gallons  shall  be  buried  below  the  floor  of  the  lowest  story  or 
if  m  the  judgment  of  the  Superintendent  of  Buildings  the 
burial  of  tanks  is  not  practicable  by  reason  of  soil,  founda- 
lon  or  structural  conditions,  the  tanks  may  be  placed  in  the 

lowest  story,  subject  to  the  requirements  hereinafter  set 
forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  any  wall  separating  a  building 
from  the  subway,  and,  if  practicable,  tanks  shall  be  placed 
m  a  lower  position  than  the  roadbed  of  the  subway. 

Rule  4.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 


Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Tanks  having  a  capacity  of  275  gallons  or  less  may 
be  installed  in  lowest  story  of  dwellings  as  outlined  in  these 
Rules  when  located  at  least  ten  (10)  feet,  measured  horizon¬ 
tally  from  any  fire  or  flame,  provided  such  tank  shall  be 
mounted  on  substantial  incombustible  supports  and  firmly 
anchored  to  floor  and  ceiling  or  floor  and  wall,  or  to  a 
weight  greater  than  the  buoyancy  of  tank  when  empty  to  pre¬ 
vent  floating;  such  support  to  meet  the  approval  of  the  Fire 
Department.  When  this  type  of  installation  is  used,  the 
provisions  of  subdivisions  b  to  j  shall  not  apply.  This  sub¬ 
division  shall  apply  only  to  one  and  two-family  dwellings. 

(b)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 
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(c)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  an 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hundred 
(300)  pounds  per  square  foot. 

(fn  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  fiot  fastened^ 
placed  immediately  above  the  manhole  in  the  top  of  the 

taI(e)  A  space  of  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(f)  The  space  between  the  tank  and  the  walls  and 
roof  of  the  enclosure  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(g)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure.  .  t 

(h)  In  frame  buildings  the  total  storage  capacity  ol 
tanks  shall  not  exceed  five  thousand  (5,000)  gallons. 

(i)  In  non-fireproof  and  fireproof  buildings,  if  taidcs 
properly  enclosed  or  covered  as  above  required  are  locate- 
in  a  fireproof  or  detached  room  which  is  cut  off  from  th. 
,est  of  the  building  vertically  and  horizontally  in  an  ap¬ 
proved  manner  and  if  such  room  is  ventilate  o  e 
side  air,  the  total  storage  capacity  _  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  capacity 
of  not  exceeding  twenty  thousand  (20,000)  gallons. 

(i)  In  dwellings  as  defined  in  these  rules  the  total  storage 
capacity  of  fuel  oil  with  flashpoint  between  12o  degrees 
and  150  degrees  F.  shall  not  exceed  1,100  gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  beneath  a  building  its  capacity 
may  be  increased  one  hundred  (100)  per  cent  above  that 
allowed  for  an  inside  tank  as  established  in  connert.on  with 
buildings  of  such  construction  as  specified  in  Rule  4,  Section 

1  (h)  and  (i). 

(b)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected  with  the 
?ops  of  Ae  tanks  not  less  than  two  (8)  feet -below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  covered  by  at  least  six  (6)  inches 
concrete  which  shall  extend  at  least  one  (1)  foot  beyond  the 
horizontal  outline  of  tanks  in  all  directions.  Where  neces 
sary  to  prevent  floating,  tanks  shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with  soft 
earth  or  sand.  Tanks  shall  be  completely  encased  with  six 
(6)  inches  of  concrete  when  buried  m  soil  the  nature  of 
which  would  make  additional  protection  necessary. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside' of  buildings  and  placed  above  ground  the  tanks 
shall  be  not  less  than  one  and  one-quarter  (154)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet  from 
the  line  of  adjoining  property,  or  the  nearest  building 

or  adjacent  tank.  * 

(b)  Where  horizontal  tanks  of  one  hundred  and  fifty  thou¬ 
sand  (150,000)  gallons  or  less  capacity  aie  located  outside  of 
buildings  and  placed  above  ground  the  tanks  shall  be 
not  less  than  one  and  one  quarter  (1 54)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adja¬ 
cent  tank. 

(c)  Where  existing  outside  above  ground  storage  tanks 
of  one  hundred  and  fifty  thousand  (150,000)  gallons 
capacity  or  less  have  been  placed  closer  together  than  one 
and  one-quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be 


built  to  a  height  of  at  least  two  (2)  feet  above  the  height 
of  the  highest  tank  completely  separating  the  tanks  for 
their  full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  "of  fireproof  materials.  All  tanks  shall  be  elec- 
rically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected,  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with 
soft  earth  or  sand  well  tamped.  Tanks  shall  be  completely 
encased  with  six  (6)  inches  of  concrete  when  buried  in 
soil  the  nature  of  which  would  make  additional  protec¬ 
tion  necessary. 

Section  5.  Common  Fill  and  Header  Line. 

I 

Where  a  battery  of  tanks  is  installed  containing  the  same 
degree  of  oil  a  common  fill  and  header  line  may.  be  installed 
provided  the  area  of  the  fill  or  header  line  is  equal  in  sum 
total  to  the  area  of  the  branch  fill  lines,  and  each  branch  line 
is  provided  with  a  shut-off  valve,  not  more  than  four  (4) 
tanks  will  be  permitted  in  any  one  battery. 

Section  6.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected  by 
an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1)4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
quarter  04)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or  dikes 
shall  be  made  of  earth-work  with  clay  core;  of  masonry 
or  of  impervious  reinforced  concrete.  Earth-work  embank¬ 
ments  shall  be  firmly  and  compactly  built  of  good  earth 
from  which  stones,  vegetable  matter,  etc.,  have  been  re¬ 
moved,  and  shall  have  a  flat  section  at  top  of  not  less  than 
three  (3)  feet  and  a  slope  of  at  least  one  and  one-half 
(1J4)  to  one  (1)  on  both  sides.  Concrete  or  masonry  dikes 
shall  be  so  designed  as  to  safely  carry  the  entire  volume  of 
the  oil  in  the  tank  so  surrounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and  un¬ 
pierced.  Piping  shall  be  carried  either  over  or  under  em¬ 
bankments  or  dikes  in  such  a  manner  as  not  to  interfere  with 
the  efficiency  of  the  enclosure. 

Rule  5.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 

sand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  building: 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of  fire 
so  arranged  and  installed  as  to  adequately  protect  the 
buildings  or  surrounding  property.  5 

(b)  When  steam  is  used,  the  steam  supply  pipe  shal 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boiler: 
shall  be  conveniently  located,  and  the  steam  to  the  ex 
tinguisher  lines  shall  be  controlled  by  easily  accessibl 
valves. 

(c)  Near  each  boiler  or  furnace  of  fuel  oil  burning  uni 
there  shall  be  kept  ready  for  use  two  portable  fire  extin 
guishers  of  not  less  than  one  (1)  quart  capacity  each  or  othe 
equivalent  fire  extinguishers  for  extinguishing  oil  fires. 
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Rule  6.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  buildings  above  ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
af  steel  plates  made  by  the  open  hearth  process  and 
mown  to  the  trade  as  “tank  steel.”  Such  plates  shall 
)e  free  from  physical  imperfections,  such  as  laminations 
:racks,  etc.  All  steel  must  be  new,  in  good  condition  and 
ree  from  rust.  The  thickness  of  steel  required  and  the 
:ize  and  spacing  of  rivets  shall  be  as  stated  in  the  table 
fiven  below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked,  or 
riveted  and  welded.  Flanges  or  other  pipe  connections  may 
>e  welded.  All  caulking  shall  be  done  with  round  nose 
ools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks : 

Tanks  36  in.  in  diameter  and  less — Y\  in.  shell,  Y\  in. 
.leads. 

Tanks  37  to  72  in.  in  diameter — Y*  in.  shell,  5/l6  in. 
leads. 

Tanks  73  to  120  in.  in  diameter — 5/l6  in.  shell,  34  in. 
leads. 

Tanks  over  120  inches  in  diameter  to  be  of  34  in.  steel 
nd  to  be  stiffened  by  angle  rings  or  equivalent  members 
o  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built  with 
lished  heads.  Should  flat  heads  be  used  they  must  be  braced 
n  the  same  manner  as  described  for  the  bracing  of  flat 
ides  of  rectangular  tanks. 

(e)  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch  as 
ollows : 

In  shell  Ya  in.  thick,  34  in.  diameter  rivets  2%  in.  pitch. 
In  shell  5/ 16  in.  thick,  34  in.  diameter  rivets  234  in. 
itch. 

In  shell  34  in.  thick,  34  in.  diameter  rivets  2lA  in. 
itch. 

Section  2.  Rectangular  Tanks. 

■  (a)  All  rectangular  tanks  shall  be  built  of  steel  plates 

f  the  quality  required  for  cylindrical  tanks,  and  of  a 

hickness  of  not  less  than  5/16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 

r  by  the  use  of  angles. 

(c)  Rivets  in  seams  shall  be  34  of  an  inch  in  diameter 
>nd  spaced  not  more  than  2%  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 

raced.  Bracing  shall  be  done  either  by  using  structural 
lembers,  which  will  act  as  girders  and  which  will  safely 
arry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
sing  bars  from  side  to  side,  end  to  end  and  top  to  bot- 
:>rn  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as  angles, 
hannels  or  beams,  etc.,  the  distance  from  center  to  center 
f  the  rivet  lines  on  these  members  must  not  be  in  excess 
f  twenty-four  inches,  and  the  rivet  spacing  must  be  such 
iat  it  will  develop  the  full  strength  of  the  member.  In  no 
ase  shall  the  rivets  be  in  excess  of  six  (6)  inches  center 
)  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied  to¬ 
cher  with  braces,  in  order  to  reduce  the  effective  length, 
ie  braces  shall  not  be  stressed  higher  than  nine  thousand 
9,000)  pounds  per  square  inch  taken  on  the  minimum 
st  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
f  the  tank  are  braced  by  means  of  rods  or  bars,  these 
[embers  should  not  be  spaced  farther  apart  than  twenty- 
>ur  (24)  inches  center  to  center  in  all  directions.  The 
lit  stress  permitted  in  these  members  shall  not  be  in 
(cess  of  nine  thousand  (9,000)  pounds  per  square  inch 
i  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
des  of  the  tank  must  in  all  cases  be  such  that  it  will 


develop  the  full  net  sections  of  the  bars  so  that  the  bar 
will  break  before  the  connection  will  let  go. 

Section  3.  Oval  or  Obround  Tanks. 

Oval  or  obround  tanks  not  exceeding  a  capacity  of  275 
gallons  may  be  used  in  dwellings  as  defined  in  these  rules 
when  constructed  of  No.  10  gauge  open  hearth  steel  free 
from  laminations  or  cracks.  The  tanks  to  be  equipped  with 
flanged  and  dished  heads.  The  radius  of  dishing  of  heads 
to  be  equivalent  to  the  small  diameter  of  tank,  a  j4-inch 
flange  is  to  be  used. 

Section  4.  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  required 
for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  %  inch  and  the  minimum  thickness  of  roof 
plates  ys  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  accord¬ 
ance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - - - 

T  x  E 

.  P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

.  E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration.  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  watertight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

(e)  Tanks  for  storage  of  oil  shall  be  constructed  in 
accordance  with  the  requirements  of  this  rule,  except  that 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  may  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

(f)  Auxiliary  supply  tanks  of  60  gallons  or  less  capacity 
may  be  constructed  of  brass,  copper,  steel  or  wrought  iron 
of  not  less  than  No.  14  U.  S.  Gauge. 

Section  5.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  6,  Section  1. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be  lapped 
not  less  than  two  inches  and  welded  both  inside  and  out¬ 
side.  The  plates  shall  be  pulled  up  tight,  metal  to  metal, 
before  welding  and  kept  tight  together  during  welding. 
Both  inside  and  outside  welds  shall  be  of  full  45  degree 
fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of 
the  flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1%  inch  flange. 

For  Y\  inch  heads,  2  inch  flange. 

For  5/l6  inch  heads,  2  inch  flange. 

For  34  inch  heads,  2 Y\  inch  flange. 
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For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  .each  increase  in 

diameter  of  2  feet.  ... 

Where  heads  are  set  into  the  shell,  they  shall  be  a  driving 
fit  and  the  shell  shall  fit  the  head  closely  all  around.  If 
of  over  1,100  gallon  capacity  they  shall  be  welded  inside 
and  outside  with  full  fillet  welds.  If  of  1,100  gallon 
capacity  or  less  and  not  over  48  inches  in  diameter,  welding 
on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein¬ 
forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 

the  welded  longitudinal  joints  of  adjacent  sections  shall 

break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 

All  butt  girth  joints  shall  be  welded  inside  and  out  and 

reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  they  may  be  of 
the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  welding 

shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go.  _  . 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  6.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  ouside 
with  tar,  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the  tank 
enclosure.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and  made 
gas  tight.  All  tanks  over  1,100  gallons  capacity  shall  be 
provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  7.  Tests  of  Tanks  and  Piping  for  the 
Storage  of  Fuel  Oil. 

Tanks  and  piping  to  burner  shall  be  tested  hydrostatically 
or  with  oil  at  a  pressure  of  not  less  than  10  pounds  per 
square  inch.  Those  parts  subjected  to  a  pressure  exceeding 
10  pounds  per  square  indh  shall  be  tested  at  pressure  of.  not 
less  than  1V2  times  the  maximum  pressure  to  which  it  is 
subjected.  The  hydrostatic  pressure  on  a  tank  shall  be  deter¬ 
mined  by  measuring  in  feet  the  height  from  the  lowst  point 
in  the  tank  to  the  highest  oil  reservoir  from  which  the 
tank  may  be  filled.  This  distance  divided  by  2.3  for  water 
or  its  equivalent  for  oil  will  give  the  equivalent  pressure  in 
pounds  per  square  inch  at  the  bottom  of  the  tank.  Tanks 
and  piping  may  be  tested  with  oil  provided  the  installation 
is  complete  and  the  pressure  applied  at  the  burner  end  of 
the  supply  line.  There  shall  be  no  fire  or  flame  in  the  room 
or  rooms  in  which  the  test  is  being  conducted  or  when 
repairs  are  being  made  to  defective  tanks.  All  tests  shall 
be  conducted  in  the  presence  of  a  representative  of  the  Fire 
Commissioner  and  shall  be  continued  for  thirty  minutes. 
No  repairs  shall  be  made  to  defective  tanks  within  twenty- 
four  hours  of  removal  of  oil  from  tank  and  purging  of  same 
of  all  explosive  gases  by  steam,  air  or  water. 

The  contractor  shall  furnish  all  the  necessary  equipment 
for  conducting  the  tests. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 


manner  and  provision  made  for  expansion,  contraction  and 
settlement.  Exposed  piping  shall  be  protected  against  me¬ 
chanical  injury  and  shall  be  securely  supported  with  rigid 
metal  fasteners  or  hangers.  Where  the  top  of  the  tank  is 
below  the  level  of  the  burner  oil  inlet  connection,  the  supply 
line  from  the  tank  shall  be  run  above  the  level  of  the  bottom 
of  the  tank  so  as  to  prevent  syphoning.  Cross  connections 
permitting  gravity  flow  from  one  tank  to  another  are  pro¬ 
hibited.  All  pipes  connected  to  tank  except  measuring  well 
or  gauge  pipe  shall  be  provided  with  double  swing  joints  at 
tank.  All  threaded  joints  shall  be  made  tight  with  litharge 
and  glycerine  or  equivalent  suitable  pipe  compound. 

(b)  All  piping  shall  be  of  standard  full  weight  brass, 
copper,  wrought  iron  or  steel  for  working  pressures  less 
than  one  hundred  (100)  pounds  per  sq.  in.  for  working  pres¬ 
sures  in  excess  of  one  hundred  ( 100 )  pounds  per  sq.  in., 
extra  heavy  seamless  drawn  tubing  and  drop  forged  fittings 
shall  be  used.  No  pipe  less  than  one-half  (J4)  inch  inside 
diameter  shall  be  permitted. 

(c)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(d)  Tubing  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  materials. 
No  soldered  connection  shall  be  used.  The  length  of.  tubing 
shall  not  exceed  that  required  for  direct  connections  to 
coupling. 

(e)  Overflow  pipes,  when  required,  shall  be  not  less  than 
one  size  larger  than  supply  pipe. 

Section  2.  Relief  Valves. 

(a)  Where  a  shut-off  valve  is  installed  in  the  discharge 
line  from  an  oil  pump  a  relief  valve  shall  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve. 
The  relief  line  shall  be  returned  to  storage  tank  or  to  supply 
line  near  pump.  There  shall  be  no  shut-off  valves  in  the  re¬ 
lief  line. 

(b)  All  heaters  shall  be  provided  with  a  relief  valve  to 
prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 
than  V/2  times  the  maximum  working  pressure  of  the 
system. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  discharge  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 
in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  pro¬ 
vided  with  a  receiver  terminal  or  fill  box  or  casing  provided 
with  means  for  locking  and  located  at  or  above  grade  in  front 
of  the  building  or  at  the  side  of  the  building,  but  not  beyond 
the  front  wall  of  the  building  erected  on  the  premises..  The 
fill  box  or  terminal  shall  be  located  as  remote  as  practicable 
from  any  building  opening  or  subway  gratings  but  not  less 
than  three  (3)  feet  therefrom.  The  distance  between  the 
fill  line  terminal  and  the  curb  shall  not  exceed  thirty  (30) 
feet. 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  at 
the  tank,  and  a  swinging  check  valve  shall  be  provided  in 
the  fill  line  at  the  fill  box. 

Section  4.  Vent  Pipes. 

(a)  An  open  vent  pipe  of  standard  wrought  iron  or 
steel  without  trap  and  draining  to  the  tank  shall  .be  pro¬ 
vided  for  each  tank.  The  lower  end  of  the  vent  pipe  shall 
not  extend  through  the  top  of  the  tank  more  than  .1  inch. 

Cross  connection  between  vent  pipe  and  fill  pipe  is  pro- 
hibited.  ijH , 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  degree  of  oil  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall  not 
be  less  than  one  foot  above  the  level  of  the  top  of  the 
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highest  reservoir  from  which  the  tanks  may  be  filled.  The 
main  vent  pipe  and  header  shall  be  of  an  area  equal  to  the 
aggregate  area  of  vent  pipes  connected  thereto. 

'  (c)  Vent  openings  in  tanks  shall  be  screened  by  40 

mesh  non-corrodible  wire  screen,  and  shall  be  of  sufficient 
area  to  adequately  vent  the  tank  during  the  filling  opera¬ 
tion.  Vents  shall  be  not  less  than  two  (2)  inches  in 

diameter  for  tanks  over  1,100  gallons  capacity,  and  in  no 

case  less  than  one  and  one-quarter  (1^4)  inches  in 
diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather¬ 

proof  hoods  and  terminate  outside  the  building  above  the 
street  surface,  not  less  than  six  (6)  feet  nor  more  than 
twelve  (12)  feet  above  the  fill  pipe.  Such  vent  outlet 
shall  not  be  located  within  two  (2)  feet  in  any  direction  of 
i  window  or  other  opening,  or  an  exterior  stairway,  or  fire 
bscape,  nor  shall  vent  pipes  be  placed  in  elevator  or  dumb¬ 
waiter  shafts,  or  in  a  closed  court. 

(e)  If  compelled,  because  of  structural  conditions,  to 
carry  the  vent  outlet  higher  than  twelve  (12)  feet  above 
the  fill  box,  and  if  the  fill  lines  are  connected  to  tank 
trucks  by  tight  connections  and  filled  by  pressure,  a  one 
(1)  inch  line  shall  be  connected  to  tank  and  shall  parallel 
the  fill  line  and  terminate  in  the  fill  box  with  unthreaded 
end.  A  check  valve  shall  be  installed  in  the  line  so  as  to 
permit  excess  oil  in  the  tank  to  flow  to  the  fill  box  and 
shall  be  so  set  as  to  prevent  the  passage  of  vapor  to  the 
street. 

Section  5.  Return  Line  from  Burners. 

Return  lines  from  burners,  where  used,  shall  not  be 
smaller  in  diameter  than  the  discharge  outlet  from  the 
oump.  They,  shall  be  connected  into  the  supply  line  near 
:he  pump  or.  into  the  storage  tank  without  shut-off  valve  in 
:he  return  line.  No  oil  shall  be  returned  to  the  storage 
:ank  at  a  temperature  higher  than  one  hundred  and  forty 
(140)  degretes  Fahrenheit. 

Section  6.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  fuel  oils  in  storage  tanks 
'n  any  building  shall  be  only  by  means  of  hot  water  coils 
hermostaticaliy  controlled  and  the  oil  shall  not  be  heated 
ibove  one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  7. 

Scavenging  Line.  When  a  scavenging  line  is  installed  it 
hall  terminate  outside  of  the  building  and  shall  be  capped 
iltight  when  not  in  use. 

lule  9.  Valves  and  Control  of  Flow  for  Fuel 
Oil. 

(a)  In  all  installations  a  shut-off  valve  shall  be  provided 
t  or  on  each  burner.  Where  the  top  of  the  storage  tank 
s  located  above  the  oil  inlet,  connection  to  the  burner  at 
hut-off  valve  shall  be  provided  in  the  supply  line  inside  the 
abiding  as  near  the  tank  as  practicable. 

(b)  In  systems  where  either  steam  or  air  is  used  for 
tomizing  the  oil,  the  oil  and  atomizing  supply  shall  be 
aterlocked  so  that  in  case  of  interruption  of  the  atomizing 
upply,  the  supply  of  oil  will  immediately  be  cut  off. 

j  (c)  Automatic  by-pass  valves  shall  be  set  at  not  more 
han  fifty  (50)  per  cent  above  the  maximum  working  pres- 
ure.  This  rule  shall  not  apply  to  burners  and  pumps  ap- 
roved  as  a  unit  when  provided  with  a  pressure  relief 
evice. 

tule  10.  Oil  Level  Indicating  Device  for  Fuel 
Oil. 

Oil  level  indicating  devices  shall  be  constructed  of 
ubstantial  materials  so  designed  that  there  can  be  no  leak- 
ge  of  fuel  oil  or  vapor.  Test  wells  shall  not  be  permitted 
l  tanks  located  inside  the  building.  Test  wells  when  located 
utside  the  building  shall  be  capped  oil  tight  and  kept  closed 
rhen  not  in  use. 


Rule  11.  Pumps  for  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards  and 
Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire  pro¬ 
tection  equipment  is  dependent  on  the  use  of  fuel  oil  for 
heating  or  steam. 

(c.)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above  ground 
storage  tanks  shall  be  located  outside  embankment  walls, 
and  at  such  a.  point  that  they  will  be  accessible  at  all  times, 
even  if  the  oil  in  the  tank  or  reservoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil 
storage  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Baume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

(f)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secured  against  leaks. 

(g)  Where  a  pump  is  part  of  a  burner  unit  and  is  used 
for  atomizing  purposes  only,  an  additional  approved  pump 
may  be  used  without  the  disconnection  of  the  unit. 

Rule  12.  Burners  for  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals.  In 
dwellings  the  burner  shall  be  equipped  with  an  overflow  at¬ 
tachment  or  an  automatic  control  to  prevent  flooding. 

Where  an  approved  burner  unit  includes  a  pump  as  part 
of  the  unit,  said  pump  or  burner  may  be  disconnected  and 
used  in  conjunction  with  any  other  approved  burner  or 
pump. 

A  remote  control  shall  be  provided  whereby  the  flow  of 
oil  to  any  burner  can  be  stopped  and  such  control  shall  be 
located  either  inside  or  outside  the  entrance  to  the  room 
in  which  the  burner  is  located  and  as  close  to  such  entrance 
as  practicable. 

The  damper  shall  be  so  constructed  that  it  cannot  com¬ 
pletely  cut  off  the  passage  of  the  flue  gases  at  any  time. 

Adequate  ventilation  at  least  equivalent  to  area  of  the 
smoke  pipe  at  the  point  where  it  enters  the  flue  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  General  Devices  for  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  When  preheaters  are  used  thermometers  with  large 
clear  reading  scales,  placed  in  thermometer  wells  with 
screwed  top  connections,  shall  be  installed  at  convenient  and 
prominent  positions  in  the  oil  supply  lines  between  the  ser¬ 
vice  tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable  con¬ 
dition. 

Rule  15.  Operation  of  Plant,  Other  Than  in 
Dwellings,  Using  Fuel  Oil. 

No  fuel  oil  burning  plant,  other  than  in  dwellings  as 
defined  in  these  rules,  shall  be  operated  unless  in  charge  of 
a  person  holding  a  certificate  of  fitness  as  issued  by  the 
fire  department.  A  certificate  of  fitness  will  be  required 
for  each  person  who  is  directly  in  charge  of  the  operation 
of  the  plant  at  any  and  all  times. 

Rule  16.  Installation. 

No  fuel  oil  installation  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 
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Fire  Commissioner.  Plans  for  each  fuel  oil  installation, 
except  in  dwellings  as  defined  in  these  rules,  shall  be  sub¬ 
mitted  to  the  Fire  Commissioner  for  approval,  together 
with  a  Certificate  of  the  Superintendent  of-  Buildings  indi¬ 
cating  that  the  proposed  construction  of  the  enclosure  and 
the  location  of  the  tanks  is  in  accordance  with  the  require¬ 
ments  of  the  Building  Code  and  these  Rules. 

Rule  17.  Auxiliary  Tanks  for  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  type 
if  suitable  automatic  safeguards  to  prevent  abnormal  dis¬ 
charge  of  oil  at  the  burner  are  provided.  The  total  capacity 
of  such  tank  or  tanks  in  any  building  shall  not  exceed  60 
gaHons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks,  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  name, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frames  or  cradles  and  secured 
by  2x)4-hich  straps  riveted  or  bolted  to  frame  and  se¬ 
curely  fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Where  only  an  auxiliary  tank  as  prescribed  in 
these  rules  is  used  it  shall  in  addition  to  complying  with 
the  requirements  for  auxiliary  tanks  comply  with  all  re- 
quirements  tor  the  protection  of  a  storage  tank  other  than 
the  enclosure. 

(e)  Auxiliary  supply  tanks  or  storage  tanks  not  exceed¬ 
ing!  275  gallons  may  be  of  the  gravity  type  if  suitable  auto- 
matic  safeguards  to  prevent  abormal  discharge  of  oil  at  the 
burner  are  provided.  When  this  method  of  installation  is 
used  the  connection  for  discharge  of  tank  may  be  made  at 
bottom  of  tank.  The  total  capacity  of  such  auxiliary  supply 
tank  or  tanks  in  any  building  shall  not  exceed  275  gallons. 
This  rule  applies  only  to  one  and  two-family  dwellings. 

Rule  18.  Pilot  Light. 

Automatic  systems,  unless  electrically  ignited,  shall  be  so 
designed  that  the  flame  cannot  be  extinguished  by  operation 
of  the  automatic  control  valve  and  a  pilot  light  of  ade¬ 
quate  intensity  shall  be  provided  in  each  combustion  cham¬ 
ber,  so  arranged  as  not  to  be  easily  extinguished. 

Rule  19.  Furnaces  and  Ranges. 

Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented,  and 
if  used  shall  be  of  such  construction  as  to  withstand  the 
maximum  temperature  which  the  oil  burning  device  to  be 
installed  may  generate. 


Rule  20.  Fire  Protection. 

(a)  In  dwellings,  as  defined  in  these  rules,  any  wood¬ 
work,  wooden  lath  and  plaster  partition  or  other  combustible 
material  within  four  (4)  feet  of  the  sides  or  back  or 
eight  (8)  feet  from  the  front  of  the  heating  apparatus 
shall  be  covcr°d  with  fire  retarding  material.  Above  the 
heating  apparatus  there  shall  be  constructed  a  ceiling  of 
fire  retarding  material  (unless  it  be  of  fireproof  construc¬ 
tion)  said  ceiling  shall  extend  at  least  four  (4)  feet  beyond 
the  sides  and  back  and  eight  (8)  feet  from  the  front. 

(b)  In  all  buildings,  other  than  in  dwellings  as  Jehneo 
in  these  rules,  and  garages  the  fire  protection  shah  consist 
of  either  a  heating  apparatus  room  constructed  of  fire¬ 
proof  partitions  of  not  less  than  four  (4)  inches  in  thick¬ 
ness  with  all  openings  protected  by  fireproof  self-closing 
doors  and  ceilings  protected  by  fire  retarding  material;  or 
the  entire  ceiling,  if  not  of  fireproof  construction,  shall  be 
protected  by  fire  retarding  material,  and  all  vertical  open¬ 
ings  leading  from  the  elevation  on  which  the  heating  ap¬ 
paratus  is  located  shall  be  enclosed  by  fire  retarding  mate¬ 
rials  with  openings  protected  by  fireproof  self-closing  doors. 

(c)  No  combustible  material  shall  be  maintained  within 
ten  (10)  feet  of  a  heating  apparatus,  unless  protected  or 
separated  by  fire  retarding  or  fireproof  material. 

(d)  The  ceiling,  unless  of  fireproof  construction,  directly 
over  and  for  a  space  of  two  (2)  feet  beyond  each  side  of 
any  smoke  pipe,  shall  be  protected  with  fire  retarding 
material,  and  in  addition  any  smoke  pipe,  if  within  9  inches 
of  any  combustible  ceiling,  shall  be  protected  with  a  covering 
of  1-inch  air  cell  asbestos,  or  its  equivalent. 

(e)  The  floor  of  all  boiler  rooms  must  be  of  fireproof 
construction. 

Rule  21.  Systems  Prohibited. 

The  use  of  auxiliary  tanks  of  the  pressure  type  betweer 
pump  and  burner  unit  is  prohibited.  Pressure  in  storage 
tanks  for  the  purpose  of  discharging  oil  is  prohibited. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  ga: 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com 
monly  used  for  household  purposes  which  employ  a  wicl 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro 
hibited;  or  shall  the  use  of  such  oil  be  prohibited  whei 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(c)  Modification:  When  for  any  reason  it  may  b 
impracticable  to  comply  strictly  with  the  foregoing  rule 
the  fire  commissioner  shall  have  power  to  modify  thei 
provisions  so  that  the  spirit  and  substance  thereof  sha! 
be  complied  with.  Such  modification  shall  be  endorse 
upon  the  permit  over  the  signature  of  the  fire  commis 
sioner  or  designated  representative  of  the  fire  commissions 
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APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A — 150  LBS.  WATER  WORKING  PRESSURE 


May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company . 

Walworth  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 

Croker  National  Fire  Prev.  Eng.  Co - 

Jenkins  Brothers . 

W.  D  Allen  Mfg.  Co . 

John  Simmons  Co . 

Grinnell  . 

Elkhart  . 


81-20-SA 
899-27-SA 
1307-27-SA 
304-28-SA 
779-28-SA 
890-28-SA 
209-29-SA 
651-30-S A 
14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSUR: 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) -  53-21-S 

Walworth  Company .  900-27-S 

W.  D.  Allen  Mfg.  Company .  1151-27-S 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-S 

Jenkins  Brothers .  780-28-S 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-S 

Fairbanks  Company .  268-29-S 

Pratt  &  Cady .  231-30-S 

Elkhart  .  15-31-S 
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APPROVED  APPLIANCES  * 

Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-Sa 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1103-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner . 423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-3 1-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31- SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Electrol  Automatic  Oil  Burner .  259-25-SA 

Electromatic  Oil  Burner .  603-29-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Fairfield  Oil  Burner,  approval  of .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3> .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Gulf  Oil  Burner .  382-26-SA 


Haidinge  Oil  Burner .  813-25-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Name  of  Burner  Calendar  No. 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kr eager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nii-Way  Oil  Burner . 773-26-SA 

Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  73'5-30-SA 
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.  APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  C .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  "B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G. .  536-31-SA 


Name  of  Burner  Calendar  No. 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner . 1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 
Model  “JJ”  .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar ■  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Ballard  Duplex  Electric  Driven  Pump  Set -  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Kraissl  Fuel  Oil  Pump .  60-28-SA 


Name  of  Pump  Calendar  No. 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1030-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-23-SA 

Tate-Jones  . 492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Union  Steam  Pump  for  Fuel  Oil .  7O5-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 

of. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

,1031-27-A — 20-28  West  72nd  street,  Manhattan. 

1032-27-A — 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

•  755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

.  210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 


3S0-29-SA — Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 

359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

568-30-SA — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
730-30-SA — Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
125-31-SA — SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31 -S  A — Lunkenheimer  2J4-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31- SA— Lunkenheimer  214-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
396-31-SA — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
491-31-SA — Superfex  Oil  Burning  Heater,  approval  of. 

513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA— Fano-Flame  Oil  Burner,  approval  of. 
534-31-SA — Page  Fuel  Burner,  approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

584-31-SA — Fairfield  Oil  Burner,  approval  of. 

592-31-SA — Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

597- 31-SA — N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 

AS  and  No.  134  DS,  approval  of. 

598- 31-SA— N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046, 

1046  A  and  1046  AN,  approval  of. 
9-32-SA— Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

44-32-SA — Vaporoil  Burner,  approval  of. 

49-32-SA — Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 
proval  of. 

49-32-iSA — Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 
proval  of. 

115-32-SA — Wayne  S-2  Domestic  Oil  Burner,  approval  of. 
125-32-SA — Beacon  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED 

1-1J4-3  Mix,  t  rounds  of  hydrated  lime  per  bag  of 

:ement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

:ement. 

l-2k2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

:ement. 

For  hand  mixed  concrete,  the  hvdrated  lime  and  Port 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
o  be  deposited  under  water. 


LIME  IN  CONCRETE. 

Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
>vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
Tiven  heincr  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1931 .  344 

Cases  filed  up  to  March  30,  1932 . 

OR 

Restored  to  calendar . 

Miscellaneous  Applications. 

.  90 

Requests  to  reopen . 

4 

Requests  to  amend . 

.  24 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  4 

Administrative  requests  . 

Requests  for  interpretation .  4 

Disposed  of  .  . . 

Cases  pending  March  30,  1932 .  318 


DISPOSITION  OF  CASES. 

Withdrawn  .  31 

Dismissed .  ( 

Denied  .  3| 

Granted  . . . . 

Granted  on  condition .  14' 

Appliances  approved  . . . . ;  •  •  . .  1: 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . • . . . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  8 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied. . 

Requests  for  extension  of  time  granted .  1 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved  . 

Administrative  requests  granted . •  •• . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 

Total  . . .  31 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,.  architects  and 
representing  owners  or  lessees  in  proceedings  before  the 

board — 


First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 


Third  That  no  plea  of  ignorance  of  .  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


WARNING 

offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of.  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  i 
cases  promptly,  for  the  reason  that  the  pendancy  of  ; 
appeal  or  petition  ties  the  hands  of  the  administrative  of 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit! 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  a 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla 
and  data  required  by  law  are  supplied,  as  specified  on  t 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Fnrlnsed  olease  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
I  ET1N  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 

Name . 

Street . 

P.  O . 

My  Subscription  is  to  begin  with  the  issue  for .  1032. 
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Call  of  Clerk’s  Calendar, 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  April  1,  1932,  10  A.  M. 

Minutes  of  Special  Meeting,  April  1,  1932,  2  P.  M. 

Minutes  of  Regular  Meeting,  April  5,  1932,  10  A.  M. 

Minutes  of  Regular  Meeting,  April  5,  1932,  2  P.  M. 

Approved  Fireline  Hose  Valves. 

Approved  Fuel  Oil  Burners. 

Approved  Fuel  Oil  Pumps. 

Fire  Retarding  Rules  for  Garages,  Etc. 

First  Quarterly  Report. 

Rules  for  Testing  of  Wood. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Cal.  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan.1"85  hdd  R°°m  1013,  MuniciPal  Building, 


Office— Municipal  Building,  Rooms  1001  to  1015. 
Telephone— WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.  Any  Person  desiring  to  consult  the  chairman  or  the  en 
gineers  pertaining  to  the  work  of  the  board,  will  be  seei 
fl,"  y  between  the  hours  of  ten  in  the  morning  and  one  ii 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

pJ;!lv,Sl7k’S  ^alen.dar  consists  of  applications  under  th< 
Building  Zone  Resolution,  and  its  object  is  to  give  inter 

anHd  m°Kerty  nTerS  °PP°rtunity  to  file  objections,  if  any 
o  W>  \e  ca!,ed  m  Boom  1013,  Tuesday,  April  12  1932 

definkeCd^'  At  thlS  ^  ^  ^  'S  SCt  f°r  hearinS  on  £ 

The  next  subsequent  Call  of  the  Calendar  will  be  or 
T uesday,  April  19,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  th< 
M  fixed  diysaSeS  31  aVe  be<!n  defini,':l)'  sel  f°r  luring 


NOTICE  TO  APPELLANTS  AND  PETITIONER! 

No  appeal,  application  or  petition  will  be  entertained  i 
connection  with  which  court  proceedings  are  pending  or  i 
progress,  nor  accepted  that  are  -not  filed  within  twenty  day 
from  the  date  of  the  action  of  the  Administrative  Official  7 
Any  communication  purporting  to  be  an  appeal,  appli 
tpnf0'!  °r  Pttltl0r  *ha!I  P.e  regarded  as  a  mere  notice  of  in 

TeS&g&tU  ,s  "***■ 

Upon  receipt  of  any  such  communication  the  writer  wil 

nMlSUPP  rd  u  ItH  tHe  °®.cial  forms  f°r  Presenting  his  ap 
peal,  application  or  petition,  and  if  he  fails  to  supplv  th< 

data  required  thereon,  within  twenty  days,  his  case  may  b 
dismissed  for  lack  of  prosecution.  y 

..  At  the  time  of  filing  an  application,  the  appellant  or  peti 
loner  shall  forward  a  signed  notice  of  appeal  addressee 
to  the  administrative  official  (either  superintendent  of  build 
mgs  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice.  1 

Petitioners  are  advised  that  their  plans  must  indicate  th< 
pomts  of  the  compass  so  as  to  establish  the  true  locatior 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified'  anc 
d  rechons"  °  53016  CXpedited  by  conforming  to  thes< 
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HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


161-32- A . F.D . 535-545  E.  79th  st.,  Man., 

F-93259 


DOCKET. 

Neiv  Cases  Filed  up  to  April  6,  1932. 

Cal.  No.  Department.  Premises  Affected. 

188-32- A . F.D . Pier  36,  East  River,  Bklyn., 

_  E.  F.  93465  &  F-93464 

187-32- A . F.D . Pier  32,  East  River,  Bklyn., 

_  L.  F.  93414,  F-93413  &  F-93701 

186-32-A . F.D . Pier  30,  East  River,  Bklyn., 

_  L.  F.  93547  &  F-93546 

185-32-A . F.D . Pier  26,  East  River,  Bklyn., 

_  L.  F.  93415  &  F-93416 

184-32-A . F.D . Pier  11,  East  River,  Bklyn., 

_  L.  F.  93545  &  F-93546 

183-32-BZ . B.B.Q _ 114th  ave.  &  Dillon  st.,  northeast 

corner,  Jamaica,  Q., 

_  Alt.  6265-31 

182-32-BZ . B.B.B. ..  .4117-4119  New  Utrecht  ave., 

_  Bklyn.,  App.  2557-32 

181-32-BZ . B.iB,B. ..  .1301-1319  65th  st.,  Bklyn., 

_  App.  2940-32 

180-32-BZ . B.B.Bx. .  .986-990  Gun  Hill  rd.,  Bx., 

_  S.  A.  261-1932 

179-32-A . F.D . 151  ft.  east  of  250th  st.  &  North¬ 

ern  blvd.,  Little  Neck,  Q., 

_ _  Decision 

178-32-.S . FjD . 330-338  Morgan  ave.,  Bklyn., 

_  L.  D.  75465 

177-32-BZ . B.B.M _ 166  West  End  ave.,  Man., 

_  N.  B.  31-1932 

176-32- A . F.D . 10  E.  33rd  st.,  Man., 

_  F-92983 

175-32- A . F.D . Pier  46,  East  River,  Bklyn., 

_  L.  F.  93381  &  F-93382 

174-32-A . F.D . Pier  35,  East  River,  Atlantic 

Basin,  Bklyn., 

-  F-93403,  L.  F.  93404  &  F-93712 

173-32-A . F.D . Pier  24,  East  River,  Bklyn., 

_  F-93401  &  F-93402 

172-32-A . .F.D . Pier  18.  East  River,  Bklyn., 

_  L.  F.  93380  &  F-93379 

171-32JS . F.D . 23  E.  67th  st.,  Man., 

_  L.  D.  92719 

170-32-A . F.D . Pier  27,  East  River,  Bklyn., 

-  F-93285  &  L.  F.  93286 

169-32-A . F.D . Pier  17,  East  River,  Bklyn., 

-  F-93289  &  L.  F.  93290 

168-32-A . FjD . Pier  12,  East  River,  Bklyn., 

-  F-93288,  L.  F.  93287  &  F-93773 

167-32- A . FJD . Pier  39,  East  River,  Bklyn., 

_  L.  F.  93188  &  F-93187 

166-32-A . F.D . Pier  37,  East  River,  Bklyn., 

- _  L.  F.  93193  &  F-93194 

165-32-A . F.D . Pier  29,  East  River,  Bklyn., 

_  L.  F.  93192  &  F-93191 

164-32- A . F.D . Pier  10,  East  River,  Bklyn., 

_  L.  F.  93185  &  F-93186 

163-32-A . F.D . Pier  4,  East  River,  Bklyn., 

_  L.  F.  93189  &  F-93190 

162-32-S . B.B.Q - 910  31st  st.,  L.  I.  C.,  Q., 

_  Alt.  1596-32 


160-32- A . FJD . 113-117  Pearl  st.,  Man., 

_  F-91179  &  91178 

Restored  to  Calendar. 

1149-24-BZ . B.B.B _ 63  Schaeffer  st.,  Bklyn., 

_  Applic.  2563-24 


CODE 

pD . Fire  Departmeni 

H  £) . . Health  Departmen' 

B.B.B . Bureau  of  Buildings,  Brooklyr 

B.B.M . Bureau  of  Buildings,  Manhattar 

b'b.Q . Bureau  of  Buildings,  Queen; 

B^B.R . Bureau  of  Buildings,  Richmom 

B.B.Bx . Bureau  of  Buildings,  Bron? 

T.H.D . Tenement  House  Departmen 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  12,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

52-32-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Long  Island  Rail 
road  Co.,  owner. 

PREMISES— Southwest  corner  of  Woodside  avenue  an 
Rowam  avenue  (65th  street),  Woodside,  Boroug1 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 

64-32-BZ. 

APPLICANT — Emil  Guterman,  for  Anna  Weiss,  owner. 

PREMISES— 3917-3921  White  Plains  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  gasoline  service  station. 

77-32-BZ. 

APPLICANT— Frederick  J.  Flynn,  for  Joseph  Lagana  ar 
Paul  Lagana,  owners. 

PREMISES— Northeast  corner  of  Nassau  boulevard  ai 
Utopia  parkway,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zo: 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

216-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Helen  Eckerma 
present  owner. 

PREMISES — Southwest  corner  of  Nassau  boulevard  a 
Little  Neck  road,  Little  Neck,  Borough  of  Queei 

APPLICATION,  under  section  21  of  the  building  zo 
resolution,  _  . 

TO  PERMIT  in  a  business  district  the  maintenance  of 
gasoline  service  station  (previously  granted  for 
temporary  period  of  two  (2)  years;  reopened  Jar 
ary  12,  1932). 

545-31-BZ. 

APPLICANT— Harry  Urquhart,  for  William  E.  Marte 
Jr.,  owner. 

PREMISES — (Southwest  corner  of  Webster  avenue  (3 
avenue)  and  Lockwood  street  (30th  street),  Lc 
Island  City,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  z< 
resolution, 
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PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

2-BZ. 

PLICANT — Celler  &  Kraushaar,  for  Meyer  Kraushaar, 

owner. 

jEMISES — Northeast  corner  of  Murdock  avenue  and 
Cross  Island  boulevard,  Hollis,  Borough  of  Queens. 

PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  12,  1932,  10  A.  M. 

Building  Zone  Applications. 

OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
and  appeals  of  a  public  hearing  under  the  provisions 
he  building  zone  resolution,  Tuesday  morning,  April 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
he  following  matters : 

no.  603-31-BZ— Application,  December  18,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Stephen  Frontera,  appli¬ 
cant,  substituted  for  Albert  H.  Stines, 
on  behalf  oi  Nancy  Marmelito,  owner, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
west  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of 
Queens. 

NO.  16-32-BZ— Application,  January  11,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hyman  D.  Rapps,  applicant,  on  be¬ 
half  of  Proc  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  1302-1312  65th  street,  south¬ 
east  corner  of  13th  avenue,  Brooklyn. 

no.  29-32-BZ— Application,  January  22,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  Allmendinger,  applicant,  on  be¬ 
half  of  William  Winckelmann,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southeast  corner 
of  Columbia  avenue  (67th  street)  and 
Queens  boulevard,  Winfield,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  15,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  lb  HEREBY  GIVEN  by  the  board  of  stand- 
aids  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  April  15, 
1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  609-31-BZ— Application,  December  23,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Estate  of  Edward  Brennan, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  3469-3471 
Bronx  boulevard,  west  side,  150  ft. 
north  of  East  210th  street,  The  Bronx. 

cal.  no.  17-32-BZ— Application,  January  11,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  applicant, 
on  behalf  of  Gerosa  Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Webster 
avenue,  170.37  ft.  south  of  East  182nd 
street,  The  Bronx. 

CAL.  NO.  564-31-BZ— Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  appli¬ 
cant,  on  behalf  of  Sarah  .Silberstein, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  842-852 
Ralph  avenue,  west  side,  280  ft.  north  of 
Church  avenue,  Brooklyn. 

cal.  no.  599-31-BZ — Application,  December  16,  1931,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Ideal  Cleaners  & 
Dyers,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  an  existing 
dyeing  establishment;  premises  237-239 
Nostrand  avenue,  east  side,  25  ft.  north 
of  Kosciusko  street,  Brooklyn. 

CAL.  no.  10-32-BZ— Application,  January  7,  1932,  under  sec¬ 
tions  7a  and  7e  of  the  building  zone 
resolution,  of  Martin  J.  Ort,  applicant, 
on  behalf  of  Marmion  Avenue  Corp., 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Southern  boule¬ 
vard,  184.27  ft.  south  of  East  180th 
street,  The  Bronx. 


APRIL  12,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

>2'A  32nd  to  50th  streets,  from  Third  avenue  to  the 
i  Bay,  Brooklyn. 

!2-A— 150  Pierrepont  street  and  189-191  Montague 
f  street,  Brooklyn. 

!2'A  157-165  West  46th  street  and  1560  Broadway, 
Manhattan. 

— 43-45  Waverly  avenue,  Brooklyn. 

,:2'A — 1941-1953  Broadway,  Manhattan. 

‘  2'A  327-333  East  29th  street,  Manhattan. 


CAL.  NO.  58-32-BZ — 'Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Fred  W.  Plate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises 
5701-5711  20th  avenue,  southeast  corner 
of  57th  street,  Brooklyn. 

cal.  no.  578-31-BZ — (Application,  December  2,  1931,  under 


451 


CALENDAR 


section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  applicant,  on 
behalf  of  Clara  Cames  and  Margaret 
Wolf,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  80- 
01  to  80-07  164th  place  and  164-26  to 
164-34  Union  turnpike,  southeast  corner, 
Jamaica,  Borough  of  Queens. 


CAL. 


no.  293-31-BZ— Application,  June  10,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  J.  &  V.  Beach  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
southeast  corner  of  Layton  avenue  and 
Shore  drive,  The  Bronx. 


cal.  no.  25-32-BZ— Application,  January  18,  1932,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  John  M.  Baker,  applicant,  on 
behalf  of  Cypress  Homes  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station;  prem¬ 
ises  north  side  of  Rockaway  boulevard, 
121  ft.  west  of  75th  street,  Woodhaven, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  15,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

47-32-x\— 323-341  East  99th  street,  Manhattan. 

62- 32- A — 126-132  West  46th  street,  Manhattan. 

63- 32-A — 126-132  West  46th  street,  Manhattan. 

370-31-A— Pier  No.  22,  foot  of  Pacific  street,  East  River, 

Brooklyn. 

Petition  for  Variation. 

555-31-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 
139  Fulton  street,  Manhattan. 


APRIL  15,  1932,  3  P.  M. 

SPECIAL  MEETING. 
Rules. 

217-21-SR— Fuel  Oil  Rules,  Amendment  to. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  19,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

34-32jBZ. 

APPLICANT— Rutherford  S.  Moorhead,  for  Wesley  A. 
Roche,  owner. 

PREMISES — 4901-4917  Kings  highway,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  _  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


PREMISES— 2950-2958  Webster  avenue  and  401-411  B 
ford  Park  boulevard,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  z 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m; 
tenance  of  a  gasoline  service  station. 

116-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ojay  Realty  Cc 
owner. 

PREMISES— 126-150  Kings  highway,  southwest  cornet 
West  13th  street,  Brooklyn. 

APPLICATION,  under  sections  6a,  7a  and  21  of 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  garage  for  more  than  five  (5)  im 
vehicles. 

121-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Dorothy  Sam 
owner. 

PREMISES— Northeast  corner  of  33rd  avenue  and  1 
street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  it 
tenance  of  a  gasoline  service  station. 


APRIL  19,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  s.t 
ards  and  appeals  of  a  public  hearing  under  the  provi: 
of  the  building  zone  resolution,  Tuesday  morning,  Apri 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
the  following  matters : 

CAL.  NO.  42-32-iBZ— Application,  January  26,  1932,  t 
section  21  of  the  building  zone  re 
tion,  of  Philip  J.  Sinnott,  applican 
behalf  of  Samuel  L.  Schwartz,  oi 
to  permit  in  a  residence  district 
erection  and  maintenance  of  a  gas 
service  station;  premises  2263-2273 
den  boulevard,  northwest  corner  of 
street,  Brooklyn. 

cal.  no.  67-32-BZ— Application,  February  11,  1932,  i 
section  21  of  the  building  zone  re 
tion,  of  Mary  Skodnick,  applicant 
owner,  to  permit,  partly  in  a  bu: 
district  and  partly  in  a  residence 
trict,  the  erection  and  maintenan 
a  gasoline  service  station ;  pre 
southeast  corner  of  Foch  boulevari 
219th  street,  St.  Albans,  Borouj 
Queens. 

cal.  no.  93-32-TiZ — Application,  February  24,  1932, 
section  21  of  the  building  zone  r 
tion,  of  B.  Robert  Swartburg,  appl 
on  behalf  of  Department  of  Hos 
City  of  New  York,  owner,  to.  I 
in  a  residence  district  the  erectio: 
maintenance  of  a  garage  for  more 
five  (5)  motor  vehicles:  premises 
fare  Island,  opposite  East  61st 
(garage),  Manhattan. 

cal.  no.  249-29-BZ — Application,  April  12,  1929;  with' 
October  8,  1929 ;  reopened  and  re 
to  Calendar  February.  2,  1932, 
section  21  of  the  building  zone  r 
tion,  of  Conroy  &  Hardy,  appl 


108-32-BZ. 

APPLICANT— Metbyrne  Corp.,  owner. 
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substituted  for  McCooey  &  Conroy,  on 
behalf  of  Franksonia  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2228-2234 
Gerritsen  avenue,  southwest  corner  of 
Avenue  U  (Old),  Brooklyn. 

no.  364-31-BZ — 'Application,  July  21,  1931;  denied  No¬ 
vember  10,  1931 ;  reopened  under  new 
facts  March  8,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  James 
Carter,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  139- 
15  South  Conduit  boulevard  (Sunrise 
highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  Rosedale, 
Borough  of  Queens. 

HENRY  E.  CONN  ERE, 

T emporary  Chairman. 


APRIL  19,  1932,  2  P.  M. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

10  I  ERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  garages  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


-Philip  J.  Sinnott,  for  Saucer  Realty  Corp., 


APPEICANT- 
owner. 

PREMISES — 2540  Belmont  avenue,  east  side,  135  ft 

a  HUT  East  Fordham  road-  The  Bronx. 

ArrEICA  I  ION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  the  first  story  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop 


8  in. 


zone 


118-32-BZ. 

p  n  T— George  Frey,  for  Bessie  Rubin,  owner. 

rKiH.M4SiES  Southwest  corner  of  29th  avenue  and  154th 
street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


Appeals  from  Administrative  Orders. 
i2-A — 439  Madison  avenue,  Manhattan. 

!2-A — 108-35  173rd  street,  Jamaica,  Borough  of 

Queens. 

!2-A— -Pier  foot  of  Huron  street,  Brooklyn. 

S2-A— Pier  foot  of  India  street,  Brooklyn. 

!2-A — 34-36  East  32nd  street,  Manhattan. 

2-A — 28  Gold  street,  1-13  Cliff  street  and  91-101  John 
street,  Manhattan. 


122-32-BZ. 

A  P  P  EIC  A  N  T — , Samuel  J.  Kessler,  for  William  Peat 
owner. 

T^^^iSEjS — 416-426  West  204th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 


Petition  for  Variation. 

2nS — 78  Bowery,  Manhattan. 

Appliances  Submitted  for  Approval. 

i  1-tSA  The  Lenahan  Gas  &  Steam  Coil  for  Garage 
|  Use,  approval  of. 

2-SA— Todd  Spiro  Burner  (pump  type),  approval  of. 


APRIL  22,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

2^A  Pier  No.  4,  East  River,  between  Fulton  and 

I  _  Montague  streets,  Brooklyn. 

Pier  No.  5,  East  River,  between  Fulton  and 

Montague  streets  (3rd  street),  Brooklyn. 

'"A  Pier  No.  7,  East  River,  between  Fulton  and 

Montague  streets,  Brooklyn. 

PA  Pier  No.  8,  East  River,  between  Fulton  and 

Montague  streets,  Brooklyn. 

— Pier  No.  9,  East  River,  foot  of  Clark  street, 
(Brooklyn. 

PA — Pier  No.  10,  East  River,  foot  of  Clark  street, 
Brooklyn. 

PA— Pier  No.  11,  East  River,  between  Clark  and 
Joralemon  streets,  Brooklyn. 

PA— Pier  No.  12,  East  River,  between  Clark  and 
Joralemon  streets,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  26,  1932,  AT  2  P.  M. 

t  Building  Zone  Cases. 

BZ. 

m — Charles  S.  Clark,  for  Thema  Rosen,  owner. 
ISES— West  side  of  Bailey  ave.,  182  ft.  south  of 
West  230th  street,  The  Bronx. 


330-29-BZ. 

APPLICANT— -Alfred  A.  Lama  and  James  Kearney,  sub¬ 
stituted  for  Hugo  E.  Magnuson,  for  Frederick 
Prisco,  owner. 

PREMISES— Southwest  corner  of  Kissena  road  and  Vleigh 
road,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
i  esidence  district  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously  withdrawn; 
reopened  and  restored  to  Calendar  December  18 
1931).  ’ 


APRIL  26,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

60-32-A — 3861-3891  Third  avenue,  The  Bronx. 

83-32-A  195-219  Hunters  Point  avenue  (49th  street), 
Long  Island  City,  Borough  of  Queens. 
92-32-A — 85  Roebling  street,  Brooklyn. 

97-32-A — 135  Wooster  street,  Manhattan. 


APRIL  29,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  April  29 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building  on 
the  following  matters : 

CAL.  NO.  563-3 1-BZ— Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  applicant 
on  behalf  of  Florindo  Baranello,  owner’ 
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to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use ;  prem¬ 
ises  1632  Benson  avenue,  Brooklyn. 

cal  no.  619-31hBZ — Application,  December  31,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  Kearney,  applicant,  on 
behalf  of  Estate  of  Israel  Miller,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  148-16  to  148-26 
111th  avenue,  Jamaica,  Borough  of 
Queens. 

cal.  no.  61-32-BZ — Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Raphael  Blank,  applicant,  on  be¬ 
half  of  Tolstoi  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  64-70  Neptune  avenue, 
southwest  corner  of  Hoff  street,  Brook¬ 
lyn. 


cal.  no.  68-32-BZ— Application,  February  11,  1932,  und 
section  21  of  the  building  zone  resol 
tion,  of  Celler  &  Kraushaar,  applican 
on  behalf  of  Jane  David  Holding  Cor 
owner,  to  permit  in  a  business  distr: 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  1641-16 
Eastern  parkway,  northeast  corner 
Hopkinson  avenue,  Brooklyn. 

HENRY  L.  CON  NEEL, 

T emporary  Chairman, 


APRIL  29,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

616-31-A — 699-725  Classon  avenue,  Brooklyn. 

24-32- A — 'Southerly  side  of  Steinway  Creek,  638  ft.  frt 
the  corner  of  Riker  avenue,  Astoria,  B( 
ough  of  Queens. 

Petition  for  Variation. 

j9.33.1S— 15-19  East  33rd  street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  APRIL  1,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

578-31-BZ. 

APPLICANT — Joseph  D.  Nunan,  for  Clara  Carnes  and 
Margaret  Wolf,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 80-01  to  80-07  164th  place  and 
164-26  to  164-34  Union  turnpike,  southeast  corner, 
Jamaica,  Borough  of  Queens. 

APPEARANCES—  T  _  c.  , 

For  Applicant:  Joseph  D.  Nunan,  George  biebert 

and  James  R.  McCaffrey. 

For  Opposition:  Peter  Klippel,  Jr.,  Margaret  Kelly, 
Andrew  Barberi,  Mary  Wallace  and  Joseph 
Hemmer. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


ACTION  OF  BOARD— Laid  over  to  April  29,  1932, 
10  a.  m.,  pending  inspection  and  report  by  a  comn 
tee  of  the  board. 


26-32JBZ 

APPLICANT— William  F.  Doyle,  for  E.  &  H.  Realty  ( 
owner. 

SUBJECT — Request  for  acceptance — re  Application  (d' 
sion  of  the  superintendent  of  buildings),  under  : 
tion  21  of  the  building  zone  resolution,  to  permil 
a  business  district  the  maintenance  of  an  a 
laundry,  paint  shop,  garage  for  five  (5)  me 
vehicles  and  the  erection  and  maintenance  0 
gasoline  service  station. 

PREMISES  AFFECTED— 1551-1555  Coney  Island  avei 
east  side,  100  ft.  south  of  Avenue  L,  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Henry  Scheiber. 

ACTION  OF  BOARD — Request  for  acceptance  of  appl 
tion  denied. 

THE  VOTE  TO  ACCEPT— 

Affirmative :  Commissioners  Holland  and  Guil 

foyle  . 

Negative:  Temporary  Chairman  Connell  and  As 

sistant  Chief  Kidney . 

Absent  . 


563-31-BZ. 

APPLICANT— William  A.  Lacerenza,  for  Florindo  Bara- 
nello,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  from  a  residence  use 
to  a  business  use. 

PREMISES  AFFECTED— 1632  Benson  avenue,  Brooklyn. 

APPEARANCES—  ,  J  _  .  . 

For  Applicant :  Maurice  Bungard  and  Florindo 

iBaranello. 

For  Opposition :  Edgar  R.  Mead  and  Mrs.  Halliday. 


319-30-BZ. 

APPLICANT — Edward  P.  Doyle,  substituted  for  Theoi 
R.  Ridder,  for  Louis  Ridder,  owner. 

SUBJECT — Application  for  rehearing — reconsideration 
vote,  previously  laid  over  for  full  vote  of  board 
Application  (decision  of  the  superintendent  of  bi 
ings),  under  section  21  of  the  building  zone  res 
tion,  to  permit  in  a  business  district  the  erec 
and  maintenance  of  a  gasoline  service  station  ( 
viously  withdrawn;  reopened  May  5,  1931). 

PREMISES  AFFECTED— 31-01  Newtown  avenue  and 
25  31st  street,  northeast  corner,  Long  Island  < 
Borough  of  Queens. 


454 


MINUTES 


appearances— 

For  Applicant:  Edward  P.  Doyle. 

ACTION  OF  BOARD — Reconsideration  denied. 

1'HE  VOTE  TO  RECONSIDER— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Assistant  Chief 

Kidney  .  3 

Absent  . •„ .  0 


J58-31-BZ. 

APPLICANT — Jackson  Avenue  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

’REMISES  AFFECTED — North  side  of  Queens  boule¬ 
vard,  between  64th  street  and  65th  street,  Winfield, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clarence  H.  Fay  and  Edwin  H. 
Updike. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  withdrawn. 

'HE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

|  Negative  .  0 

Absent  .  0 

'HE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


22-31-BZ. 

iPPLICANT — Queens  Operators,  Inc.,  owner. 

>UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station, 
motor  vehicle  laundry  and  greasing  pits. 

'REMISES  AFFECTED — Northwest  corner  of  Springfield 
boulevard  and  Merrick  road,  Jamaica,  Borough  of 
Queens. 

.PPEARANCES — 

For  Applicant :  None. 

For  Opposition:  L.  Eugene  Decker. 

.CTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  withdrawn  on  written  request  of 
applicant. 

HE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


9-31-BZ. 

PPLICANT — James  Kearney,  for  Estate  of  Israel  Miller, 

owner. 

UBJECT — (Application  (re  decision  of  the  superintendent 
of  buildings) under  section  21  of  the  building  zone 
resolution,  '.o  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
REMISES  AFFECTED — 148-16  to  148-26  111 th  avenue, 
Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  James  Kearney. 

^r^r^For  °PPositi°n:  Joseph  A.  Rubino. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  laid  over  to  April  21),  1932,  at 
10  a.  m.,  for  consideration  under  section  7f. 

THE  VOTE  TO  ADOPT  REPORT— 

lAffirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . .  0 

Absent  . * .  q 

REPORT  OF  COMMITTEE  OF  INSPECTION 
“Cal.  No.  619-31-BZ. 

Premises  148-16  to  148-26  111th  avenue,  Jamaica,  Bor¬ 
ough  of  Queens. 

.  On  March  30,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship— 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

"'I  he  premises  in  question  are  located  on  the  southwest 
corner  of  111th  avenue  and  Sutphin  boulevard,  100  ft. 
frontage  on  Sutphin  boulevard  and  100  ft.  frontage  on 
111th  avenue  and  are  part  of  a  parcel  of  ground  which 
has  a  frontage  of  164  ft.  on  Sutphin  boulevard  and  ap¬ 
proximately  129  ft.  on  111th  avenue  and  are  at  the 
present  time  vacant  and  unimproved. 

South  of  the  premises  under  appeal  on  the  east  and 
west  sides  of  Sutphin  boulevard  and  extending  to  113th 
avenue,  a  distance  of  about  700  ft.,  the  properties,  where 
developed,  are  developed  with  conforming  uses.  A  con¬ 
siderable  portion,  however,  of  these  properties  are  at  the 
present  time  vacant  and  unimproved,  notably  the  whole 
block  front  on  the  west  side  of  Sutphin  boulevard  from 
111th  avenue  to  112th  avenue,  the  development  being 
two-story  buildings  with  stores  on  the  ground  floor, 
practically  all  of  which  are  occupied. 

“North  of  the  property  under  appeal  on  the  east  and 
west  sides  of  Sutphin  boulevard  to  Brinkerhoff  avenue, 
a  distance  of  from  500  to  600  ft.,  the  properties  are 
similarly  developed,  only  more  extensively  so,  and  seem¬ 
ingly  are  all  occupied. 

The  nearest  nonconforming  use  to  the  premises  under 
appeal  is  the  gasoline  station  located  on  Sutphin  boule¬ 
vard  and  Brinkerhoff  avenue,  a  distance  of  about  600  ft. 
from  the  property  under  appeal. 

“This  board,  under  Cal.  No.  572-31-BZ,  denied  an 
application  for  a  gasoline  service  station  on  the  east 
side  of  Sutphin  boulevard,  45  ft.  south  of  112th  avenue. 

“The  intersecting  streets,  east  and  west  of  the  property 
under  appeal,  are  extensively  developed  with  two-story 
and  attic  dwellings,  notably  111th  avenue  westward  from 
Sutphin  boulevard  to  147th  street,  is  entirely  developed 
with  two-story  dwellings,  all  of  which  seem  to  be  occu¬ 
pied. 

I  he  general  trend  of  residential  development  in  this 
neighborhood  in  normal  times  would  seem  to  indicate 
the  properties  in  this  vicinity,  along  Sutphin  boulevard, 
could  be  developed  with  conforming  business  use  and 
give  a  reasonable  return  on  the  investment. 

“There  have  been  filed  with  this  appeal  thirteen  ob¬ 
jections  and  seventeen  consents. 

“Due  to  the  surrounding  conforming  developments  of 
properties  affected  by  this  application,  and  the  extensive 
vacant  land  in  the  same  locality  on  Sutphin  boulevard, 
with  no  nonconforming  uses,  the  committee  is  of  the 
opinion  that  this  application  is  not  substantiated  under 
section  21— hardship— and  recommends  denial  of  the  ap¬ 
peal. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
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521-31-BZ. 

APPLICANT— Pantrej ay  Realty  Corp.,  owner.  _ 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district, 
extending  from  an  unrestricted  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— South  side  of  Eastern  boulevard 
Bolton  avenue  to  White  Plains  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  R.  A.  Egan. 

For  Opposition:  Peter  A.  Clancy. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition  for  a  tem¬ 
porary  period  of  two  years. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT—  _  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(521-31-BZ) 

Whereas,  Pantrejay  Realty  Corp.,  owner,  filed,  October 
22,  1931,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district,  extending  from  an  unre¬ 
stricted  district,  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  south  side  of  Eastern  boulevard, 
Bolton  avenue  to  White  Plains  avenue,  Borough  of  The 

Bronx ;  and  ..  . 

Whereas,  a  public  hearing  was  held  on.  this  application 
by  the  board  of  standards  and  appeals,  at  its.  special  .meet¬ 
ing,  April  1,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals:  and  . 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Eastern  boulevard  is  in  a  business 
district ;  White  Plains  avenue  is  in  a  business  and  unrestricted 
district;  Houghton  avenue  is  in  an  unrestricted  district,  and 
Bolton  avenue  is  in  an  unrestricted  district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  17,  1931  (re  Applic.  N.  B.  677-1931), 
reads * 

“1.  Erection  of  building  and  maintenance  of  premises 
partly  in  business  district  and  partly  in  unrestricted  dis¬ 
trict  for  gasoline  service  station  is  contrary  to  the  pro¬ 
visions  of  the  Building  Zone  Resolution.’  ; 

Whereas,  the  premises  consist  of  an  entire  block  bounded 
by  four  streets,  88.17  ft.  by  161.15  ft.  by  114.7  ft.  by  163.19 
ft. ;  it  is  proposed  to  erect  an  office,  bury  two  tanks  and 
erect  two  pumps  for  the  purpose  of  conducting  a  gasoline 
service  station  located  61.16  ft.  in  a  business  district  and 
100  ft.  in  an  unrestricted  district ;  and  . 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  made  and  read  at  this  hearing,  also  adopted 
at  this  hearing,  and  said  report  is  herewith  made  part  of 
this  resolution,  the  report  reading: 

“Cal.  No.  521-31-BZ. 

“Premises  south  side  of  Eastern  boulevard,  Bolton  ave¬ 
nue  to  White  Plains  avenue,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  February  26,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section.  21— hardship— 
to  permit  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


“The  premises  in  question  have  a  frontage  of  88  ft.  on 
Eastern  boulevard  and  a  depth  of  approximately  162  ft. 
with  a  frontage  of  approximately  114  ft.  on  Houghton 
avenue.  One  hundred  feet  of  the  depth  of  this  property 
lies  within  the  business  use  district  of  Eastern  boule¬ 
vard.  The  balance  is  in  the  unrestricted  use  district 
and  is  vacant  and  unimproved. 

“The  properties  along  Eastern  boulevard  and  inter¬ 
secting  streets,  for  a  distance  of  approximately  half  a 
mile  in  any  direction,  are  at  the  present  time  vacant  and 
unimproved.  This  section  evidently  was,  and  is  in  part 
now,  swampy  ground  and,  where  not  graded,  is  approx¬ 
imately  15  ft.  below  the  elevation  of  Eastern  boulevard 
and  White  Plains  avenue.  White  Plains  avenue,  south 
of  Eastern  boulevard,  is  now  in  the  process  of  being 
graded  by  fill. 

“There  are  at  the  present  time  no  non-conforming  uses 
in  this  locality  and,  as  noted  in  this  report,  the  land  is 
at  the  present  time  vacant  and  unimproved. 

“The  committee  is  of  the  opinion,  therefore,  that  it 
would  not  be  wise  to  establish  a  permanent  non-con¬ 
forming  use  before  this  land  has  had  an  opportunity  to 
develop  itself. 

“The  committee,  therefore,  recommends  that  favorable 
consideration  for  this  appeal  under  the  present  existing 
conditions  could  be  rightfully  given  under  section  7,  sub¬ 
division  f,  of  the  building  zone  resolution  for  a  tem¬ 
porary  period  of  two  years. 

“(.Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  recommends  the  granting  of  this  ap¬ 
plication  for  a  temporary  period  under  section  7,  subdivision 
f,  for  two  years,  pending  development  of  the  locality. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  temporary  period 
of  two  years,  under  section  7,  subdivision  f,  on  condition  that 
all  pumps  shall  be  set  back  not  less  than  10  ft.  from  the 
building  line ;  that  any  buildings  erected  on  the  premises 
shall  be  restricted  to  one  story  in  height,  to  be  used  for  any 
accessory  use  of  the  business  conducted  on  the  premises ;  that 
all  advertising  signs  advertising  gasoline  station,  which  is  a 
non-conforming  use,  shall  be  restricted  to  the  globes  of 
pumps  or  the  facade  of  the  building  erected  thereon,  and 
that  all  permits  shall  be  obtained  within  six  months  and  any 
work  involved  shall  be  completed  within  nine  months  from 
the  date  of  this  action. 


570-31-BZ. 

APPLICANT — Edward  J.  Bausch,  for  Gross  &  Lemmer- 
man,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 'Northeast  corner  of  231st  place 
and  Merrick  road,  Laurelton,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  E.  Bausch. 

For  Opposition :  Donald  D.  Curtis. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 


Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  ® 
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THE  RESOLUTION— 

(570-31-BZ) 

Whereas,  Edward  J.  Bausch,  for  Gross  &  Lemmerman, 

I  lie.,  owner,  filed,  November  38,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  northeast  corner  of  231st  place  and  Merrick  road, 
Laurelton,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  board  of  standards  and  appeals,  at  its  special  meet- 
ng,  April  1,  1932,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
:one  resolution  show  that  Merrick  road  is  in  a  business  dis- 
rict;  231st  place  is  in  a  residence  district;  232nd  street 
$  in  a  residence  district,  and  133rd  avenue  is  in  a  residence 
istrict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  November  10,  1931  (re  Plan  No.  N.  B.  5810-1931), 

eads : 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  article  2,  section  4,  sub¬ 
division  A,  paragraph  46  of  the  Zone  Law.”; 

nd 

,  Whereas,  the  premises  consist  of  a  corner  lot,  95.17  ft. 
y  100  ft.;  it  is  proposed  to  erect  an  office,  bury  four  550- 
allon  tanks  and  erect  six  pumps  for  the  purpose  of  con- 
ucting  a  gasoline,  service  station  within  a  business  use  dis- 
ict;  to  be  occupied  as  a  gasoline  service  station;  and 
Whereas,  a  committee  of  inspection  visited  these  premises 
nd  reports  as  follows: 

“Cal.  No.  570-31-BZ. 

"Premises  northeast  corner  of  231st  place  and  Merrick 
road,  Laurelton,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  “On  March  30,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  (hardship)  of 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline  service 

station. 

The  premises  in  question  are  located  on  the  northeast 
corner  of  Merrick  road  and  231st  place  and  have  a 
frontage  of  approximately  95  ft.  on  Merrick  road  and 
a  depth  of  100  ft.,  lying  wholly  within  the  business  use 
district,  and  are  at  the  present  time  vacant  and  unim¬ 
proved. 

On  the  south  side  of  Merrick  boulevard,  opposite  the 
premises  under  appeal,  from  231st  street  to  and  beyond 
233rd  street,  the  properties  are  all  developed  with  one- 
story  buildings,  business  use,  with  very  few  vacancies. 

East  and  west  of  Merrick  boulevard  on  the  inter¬ 
secting  streets,  for  several  blocks  east  and  west  of  the 
premises  under  appeal,  and  lying  within  the  residence  and 
business  use  districts,  the  properties  are  practically 
wholly  developed  with  new,  modern  detached  dwellings, 
all  of  which  seem  to  be  occupied. 

“Under  Cal.  No.  565-29-BZ  this  board  denied  an  ap¬ 
plication  for  a  gasoline  service  station  at  226-02  Merrick 
road  under  section  21 — hardship. 

“There,  are  no  non-conforming  uses  east  and  west  of 
the  premises  under,  appeal,  within  and  well  without  the 
area  affected  by  this  application,  nor  are  there  any  non¬ 
conforming  uses  in  the  intersecting  streets  in  the  same 
locality.  On  the  contrary,  the  development  here,  which 
is  a  recent  development  occurring  in  the  last  few  years, 
is  entirely  a.  conforming  development  both  as  to  the 
usiness  district  and  the  residence  district  and,  as  noted 
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pied1*5  re^0r^’  ad  dds  devel°Pment  is  substantially  occu¬ 
py6  have  been  filed  with  this  appeal  eighteen  ob¬ 
jections  within  the  usual  area  affected  and  five  outside 
and  no  consents  as  of  February  29,  1932. 

Due  to  the  conforming  development  of  the  properties 
affected  by  this  appeal  and  the  general  tendency  of  the 
immediate  neighborhood  to  conforming  development  and 
the  very  substantial  development  which  has  already  taken 
place,  the  committee  is  of  the  opinion  that  this  property 
would  readily  lend  itself  to  conforming  development 
and  give  a  reasonable  return  on  the  investment,  and  that 
the  application  is,  therefore,  not  substantiated  under  sec¬ 
tion  21  hardship — and  recommends  denial  of  the  appeal 
OSigned)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
and  “JOHN  GUILFOYLE.” 

Whereas,  this,  application  was  the  subject  of  an  inspec¬ 
tion  by  a  committee  of  the  board,  which  inspection  was 

whlch  ,rfP.ort  was  read  at  this  hearing,  adopted  and 
made  part  of  this  resolution;  and 

Whereas  this  report  recommends  the  denial  of  this  ap¬ 
plication  under  hardship.  1 

Resolved  that  the  decision  of  the  superintendent  of  build- 
mgs  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

500-31-BZ. 

APPLICANT— Maurice  Bungard,  for  2762  West  17th  Street 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section"  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  building  to  be 
nnr.rTnn  as  a  poultry  slaughter  house. 

PREMISES  AFFECTED — 2762-2704  Cropsey  avenue,  west 

APPEARANCES— °rth  °f  Neptune  avenue'  BrooIdy"- 
For  Applicant:  Maurice  Bungard. 

,  For  Opposition :  John  Sexton. 

AC1ION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . '  . . .  n 

Absent  .  „ 

THE  VOTE  TO  GRANT— .  ° 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell* Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  a 

Absent  . ^ 

THE  RESOLUTION— 

(500-31-BZ) 

Whereas,  Maurice  Z.  Bungard,  for  2762  West  17th  Street 
Corp.,  owner,  filed,  October  9,  1931,  an  application,  under 
he  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  building  to  be  used  as  a 
poultry  slaughter  house ;  premises  2762-2764  Cropsey  avenue, 
west  side,  80  ft.  north  of  Neptune  avenue,  Borough  of  Brook¬ 
lyn;  and  .  UK- 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
ing,  April  1  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cropsey  avenue  is  in  a  business 
district.;  Neptune  avenue  is  in  a  business  district;  West  19th 
street  is  in  a  business  and  unrestricted  district’  and  West 
16th  street  is  in  a  business  district;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  22,  1931  (re  Applic.  No.  15635-1930), 
reads • 

“1.  Proposed  one  story  brick  bldg,  in  business  dis¬ 
trict  for  use  as  poultry  slaughter  house  is  contrary  to 
Art.  II,  Sec.  4,  Subdiv.  33  of  Zoning  Resolution  and  is 
hereby  denied.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  40  ft. 
and  a  depth  of  62  ft.  8J4  in.,  irregular ;  to  be  occupied  as  a 
poultry  slaughter  house;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows : 

“Cal.  No.  500-31-BZ. 

“Premises  2762-2764  Cropsey  avenue,  west  side,  80  ft. 
north  of  Neptune  avenue,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  the  board,  consisting  of  Temporary 
Chairman  Connell  and  Commissioners  Holland  and  Guil- 
foyle,  on  February  10,  1932,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7a  and  21  of 
the  building  zone  resolution  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  building  to  be 
used  as  a  poultry  slaughter  house. 

“The  premises  in  question  have  a  frontage  of  40  ft.  on 
Cropsey  avenue  and  are  irregular  in  depth,  being  ap¬ 
proximately  24  ft.  on  the  southerly  lot  line  and  63  ft.  on 
the  northerly  lot  line,  lying  wholly  within  the  business 
use  district.  The  premises  in  question  are  now  vacant, 
but  are  part  of  a  plot  on  which,  from  evidence  submitted 
in  this  case,  there  was  a  poultry  slaughter  house.  Due, 
however,  to  the  widening  of  Cropsey  avenue,  the  front 
60  ft.  portion  of  the  premises  were  condemned  by  the 
City  of  New  York,  leaving  the  plot  as  noted.  The 
whole  building  evidently  was  demolished  as  no  structure 
now  exists  on  the  premises. 

“Cropsey  avenue  has  been  widened  from  a  60  ft. 
roadway  to  120  ft.  by  the  city,  evidently  with  the  inten¬ 
tion  of  making  this  an  attractive  vehicular  driveway. 

“The  present  development  along  Cropsey  avenue,  on 
both  the  east  and  west  sides,  from  Neptune  avenue 
north  to  Coney  Island  Creek,  consists  mostly  of  obsolete, 
dilapidated  one-story  buildings,  which,  when  times  become 
normal,  will  undoubtedly  be  replaced  by  up-to-date  struc¬ 
tures  with  conforming  uses. 

“Most  of  the  properties  on  the  east  side  of  Cropsey 
avenue,  between  Neptune  avenue  and  Coney  Island 
Creek,  which  is  the  side  on  which  the  premises  under 
appeal  are  located,  are  now  vacant,  and  where  developed, 
are  developed  with  conforming  uses. 

“There  have  been  filed  with  this  appeal  twenty-five 
objections  and  no  consents.  Most  all  of  these  objectors 
are  located  on  Cropsey  avenue,  east  and  west  sides,  be¬ 
tween  Neptune  avenue  and  Coney  Island  Creek. 

“The  owner  of  Lot  94,  which  is  situated  40  ft.  north 
of  the  premises  under  appeal,  on  which  there  is  built  a 
two-story  brick  dwelling,  in  which  the  owner  lives, 
claims  that  he  received  no  notice  of  this  appeal,  but 
objects  to  the  granting  of  same.  This  plot  is  shown 
vacant  on  the  plans  filed  with  this  appeal. 

“The  committee  feels  that  by  permitting  the  estab¬ 
lishing  of  objectionable  non-conforming  uses  on  this 
avenue,  it  would  defeat  one  of  the  main  intentions  of  the 
City  of  New  York  in  developing  Cropsey  avenue  to  a 
120  ft.  roadway. 

“Due,  therefore,  to  the  large  number  of  objections  and 
no  consents  and  the  fact  that  the  objectors  would  be 
greatly  affected  by  the  granting  of  this  appeal,  also  the 
general  conditions  of  Cropsey  avenue  in  this  locality,  the 
committee  is  of  the  opinion  that  the  application  is  not 
substantiated  under  section  21 — hardship;  and,  as  to  the 
application  under  section  7,  subdivision  a,  the  committee 


feels  that  the  application  should  not  be  favorably  con¬ 
sidered  because,  as  stated  in  this  report,  in  their  opinion 
it  would  defeat  the  object  of  the  widening  of  Cropsey 
avenue. 

“The  committee,  therefore,  recommends  denial  of  this 
appeal. 

“(iSigned)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  by  a  committee  of  the  board,  which  inspection  was 
made,  report  of  same  read  at  this  hearing  and  said  report 
adopted;  and 

Whereas,  this  report  recommends  the  denial  of  this 
application  and  said  report  is  herewith  made  a  part  of  this 
resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

2-32-BZ. 

APPLICANT — John  M.  Baker,  for  Simon  P.  Emory, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and .  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1 662- 1 668  Westchester  avenue 
and  1685-1691  Metcalf  avenue,  southwest  corner,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Edward  W.  Murphy. 

For  Opposition:  Samuel  Davis,  Jacob  Frank,  Julius 
Solomon  and  R.  J.  Baum. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 


adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(2-32-BZ) 


Whereas,  John  M.  Baker,  for  Simon  P.  Emory,  owner, 
filed,  January  4,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  1662- 
1668  Westchester  avenue  and  1685-1691  Metcalf  avenue, 
southwest  corner.  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  1.  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Metcalf  avenue  is  in  a  business 
district ;  Westchester  avenue  is  in  a  business  district ;  Harrod 
avenue,  north  of  Westchester  avenue,  is  in  a  residence  dis¬ 
trict,  and  Harrod  avenue,  south  of  Westchester  avenue,  is 
in  a  business  and  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  18,  1931  (re  N.  B.  1023-1931),  reads: 

“1.  Erection  of  buildings  and  occupancy  of  premises 
in  business  district  to  be  used  as  a  gasoline  service  sta¬ 
tion  is  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 
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Whereas,  the  premises  consist  of  a  plot  of  ground  having 
i  frontage  of  101.78  ft.  on  Westchester  avenue  and  103.93 
t.  on  Metcalf  avenue,  upon  which  it  is  proposed  to  erect 
ilong  the  south  lot  line  a  one-story  structure,  40  ft.  by  100 
■t.  in  area;  to  be  occupied  as  stores  (on  the  Metcalf  avenue 
rout),  auto  laundry,  grease  pits  and  office  and,  also,  to  in- 
tall  the  necessary  tanks  and  pumps  for  a  gasoline  service 
tation;  and 

Whereas,  a  committee  of  inspection  visited  these  premises 
nd  reports  as  follows : 

“Cal.  No.  2-32-BZ. 

“Premises  1662-1668  Westchester  avenue  and  1685-1691 
,  'Metcalf  avenue,  southwest  corner,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  March  17,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  ap¬ 
proximately  102  ft.  on  Westchester  avenue  and  104  ft.  on 
Metcalf  avenue  and  are  at  the  present  time  vacant  and 
unimproved. 

“Along  Westchester  avenue,  running  east  and  west, 
is  the  elevated  structure  of  the  subway.  On  both  the 
north  and  south  sides  of  Westchester  avenue,  starting  at 
Harrod  avenue,  the  first  block  west  of  Metcalf  avenue, 
and  running  thence  to  Fitley  avenue,  the  first  block 
east  of  Metcalf  avenue,  the  premises  are  practically  all 
vacant  and  unimproved,  with  the  exception  of  a  small 
one-story  frame  building  on  the  northeast  corner  of 
Harrod  avenue  and  Westchester  avenue.  West  of  Har¬ 
rod  avenue  on  Westchester  avenue,  however,  and  ex¬ 
tending  some  distance  westward  the  premises  are  prac¬ 
tically  all  developed  and  occupied  with  conforming  uses. 
The  same  condition  prevails  on  Westchester  avenue,  east¬ 
ward  from  Fitley  avenue. 

“From  topographical  maps  filed  with  this  application  it 
would  seem  to  indicate  that  Metcalf  avenue  in  this 
locality  was  the  bed  of  what  was  known  as  Pugsley 
Creek.  The  lands  east  and  west  of  Metcalf  avenue,  both 
north  and  south  of  Westchester  avenue,  are  swamp  lands 
and  the  grade  of  it  is  about  10  ft.  below  the  grade  of 
Westchester  avenue. 

“The  applicant  claims  as  his  support  under  section  21 — 
hardship — that  it  would  be  prohibitive  to  erect  a  con¬ 
forming  use  building  on  the  property  under  appeal  as  it 
would  involve  a  great  expense  for  a  suitable  foundation 
due  to  the  sub-soil  conditions.  He  also  places  in  evi- 
deuce  photographs  of  buildings  erected  near  the  site  of 
the  property  under  appeal  which  show  cracks  on  the  side 
walls,  which  have  since  been  plastered  up,  and  which 
are  claimed  to  be  due  to  settlement  of  the  buildings 
causesd  by  the  sub-soil  conditions. 

The  committee  at  the  time  of  the  inspection  noted 
these  cracks,  but  it  is  a  question  whether  or  not  they 
were  due  to  the  sub-soil  conditions  or  whether  they 

't.er  l  a  faulty  construction  of  the  foundations  when 

the  buildings  were  erected. 

“On  the  southwest  corner  of  Metcalf  avenue  and  172nd 
street,  the  first  block  north  of  Westchester  avenue,  there 
are  the  same  sub-soil  conditions  as  prevail  at  the  site 
under  appeal,  but  there  are  erected  on  the  172nd  street 
property  five-story  apartment  houses  with  stores  on  the 
ground  floor,  and  on  the  southwest  and  northeast  cor¬ 
ners  of  the  intersection  of  172nd  street  and  Metcalf 
avenue  there  are  erected  two-story  buildings.  There 
seem  to  be  no  cracks  in  any  of  the  walls  of  any  of 
these  buddings. 

On  the  north  side  of  Westchester  avenue,  from 
Harrod  avenue  to  Sound  View  avenue,  the  entire  block 
is  developed  with  onc-story  stores.  These  also  have 


the  same  soil  conditions,  and  an  inspection  of  the  build¬ 
ings  shows  only  one  small  crack  in  the  rear  wall.  All 
of  diese  buildings  are  fully  occupied. 

I  he  soil  conditions,  which  form  the  basis  of  this 
appeal  under  hardship,  all  existed,  of  course,  at  the  time 
this  property  was  purchased  by  the  applicant. 

I  here  are  no  non-conforming  uses  on  Westchester 
avenue  from  Sound  View  avenue  eastward  for  a  distance 
of  several  blocks,  east  of  Metcalf  avenue,  nor  are  there 
any  non-conforming  uses  on  the  intersecting  streets  in 
this  vicinity. 

There  have  been  filed  with  this  appeal  eighteen  ob¬ 
jections  and  no  consents. 

“Due  to  the  uninvaded  condition  of  this  section  with 
non-conforming  uses,  due,  also,  to  the  present  develop¬ 
ment  in  this  section  and  the  condition  of  the  buildings 
so  developed,  the  committee  is  of  the  opinion  the  appli¬ 
cation  is  not  substantiated  under  section  21 — hardship _ 

and  recommends  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

.  Whereas,  the  premises  under  appeal  were  made  the  sub¬ 
ject  of  an  inspection  by  a  committee  of  the  board  after 
argument  and  public  hearing,  report  of  which  inspection  was 
read  and  adopted  at  this  hearing,  and  which  report,  incor¬ 
porated  herein,  recommends  the  denial  of  the  application 
under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


499-31-BZ. 

APPLICANT  Charles  D.  Cords,  for  Louis  Cherleck  and 
Catherine  Cherleck,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  February  2,  1932). 

PREMISES  AFFECTED — 262-10  Hillside  avenue,  south¬ 
west  corner  of  263rd  street,  Floral  Park  Gardens, 
(Borough  of  Queens. 

APPEARANCES— 

For  Opposition:  None. 

AC1ION  OF  BOARD — Report  of  committee  of  inspection 

adopted ;  application  granted  on  condition  for  a 

temporary  period  of  two  years. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  q 

Absent  .  q 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners.  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . q 

THE  RESOLUTION— 


(499-31-BZ) 

Whereas,  Charles  D.  Cords,  for  Louis  Cherleck  and 
Catherine  Cherleck,  owners,  filed,  October  9,  1931,  an  appli¬ 
cation,  under  ,  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  262-10  Hillside  avenue,  southwest 
corner  of  263rd  street,  Floral  Park  Gardens,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  1,  1932.  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Hillside  avenue  is  in  a  business 
district  and  262nd  street,  263rd  street  and  264th  street  are 

in  residence  districts;  and  ... 

Whereas,  the  decision  of  the  superintendent  ot  buildings, 
rendered  March  8,  1932  (re  N.  B.  3889-31),  reads. 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  Article  2,  Section  4  of 
the  Zoning  Law.”; 

Whereas,  the  premises  consist  of  a  corner  lot,  60  ft.  by 
100.33  ft.,  upon  which  is  erected  a  small  frame  dwelling; 
it  is  proposed  to  remove  the  existing  frame  structure,  erect 
an  office,  store,  grease  pits,  five  pumps  and  bury  five  550- 
gallon  tanks  for  the  purpose  of  conducting  a  gasoline  service 
station  within  a  business  use  district ;  and 

Whereas,  a  committee  of  the ‘board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  499-31-BZ. 

“Premises  262-10  Hillside  avenue,  southwest  corner  ot 
263rd  street,  Floral  Park  Gardens,  Borough  of  Queens. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  March  17,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship— 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

“The  premises  in  question  are  on  the  southwest  corner 
of  263rd  street  and  Hillside  avenue  and  have  a  frontage 
of  60  ft.  on  Hillside  avenue  and  a  depth  of  100.33  ft.  on 
263rd  street,  comprising  three  lots,  20  ft.  wide  each,  fac¬ 
ing  Hillside  avenue. 

“There  is  now  located  on  the  central  portion  of  these 
three  lots  a  one-story  dwelling  and  in  the  rear  a  one- 

car  garage.  .  ..  . 

“263rd  street  is  very  close  to  the  main  line  between 
Queens  and  Nassau  Counties,  and  eastward  from  263rd 
street  along  Hillside  avenue,  for  a  mile  or  more  east¬ 
ward,  the  properties  are  all  vacant  and  unimproved. 

“Hillside  avenue  and  the  intersecting  streets  in  this 
locality  are  at  the  present  time  unpaved,  with  the  ex¬ 
ception  of  sidewalks,  the  roadways,  however,  being 
graded. 

“The  general  development  in  this  locality  is  all  one- 
story  frame  dwellings  more  or  less  of  the  bungalow 
type. 

“Hillside  avenue  being  the  main  artery  between  Nassau 
County  and  Queens  County  will,  no  doubt,  in  time  be 
paved  and  used  as  such. 

“From  the  general  development  in  this  locality  it 
would  seem  these  properties  in  this  vicinity  are  more  or 
less  in  a  primary  stage  of  development  and  at  the  present 
time  there  are  no  non-conforming  uses  on  either  side 
streets  or  on  Hillside  avenue.  This,  then,  would  be 
the  first  invasion. 

“The  house  located  on  the  property,  as  noted  in  this 
report,  is  at  the  present  time  occupied,  so  that  some 
revenue  is  derived  therefrom. 

“To  establish  a  permanent  non-conforming  use  on 
this  property  would,  in  the  opinion  of  the  committee, 
tend  to  determine  the  future  development  in  this  section, 
it  being,  as  noted,  the  first  invasion.  This  application 
was  first  filed  with  the  board  under  section  21 — hard¬ 
ship. 

“There  have  been  filed  with  this  appeal  eight  objec¬ 
tions  and  thirty-two  consents,  as  of  December  30,  1931, 
and  five  objections  and  no  consents,  as  of  March  4, 
1932. 

“At  the  time  of  the  hearing  the  applicant  amended 
his  application  to  section  7,  subdivision  f,  for  a  tem¬ 
porary  permit.  The  board,  acting  on  that  application, 
denied  the  appeal. 

“However,  inspection  of  these  premises  by  the  com? 


mittee  would  seem  to  indicate  the  board  would  be 
justified  in  further  considering  this  application  under  sec¬ 
tion  7,  subdivision  f,  for  a  temporary  period  of  two 
years,  pending  the  development  of  this  section.  This 
consideration  for  a  temporary  permit  is  particularly 
adaptable  at  this  time  during  our  present  business  de¬ 
pression. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  applicant  claims  that  at  the  public  hearing  on 
March  8,  1932,  all  of  the  objections  were  withdrawn;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection  was 
made  and  report  of  same  read  and  adopted  at  this  hearing, 
and  which  report  is  made  part  herewith  of  this  resolution; 
and 

Whereas,  this  report  recommends,  due  to  the  present 
development  of  this  locality,  a  temporary  permit  for  two 
years. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  a  temporary 
period  of  two  years,  on  condition  that  all  pumps  shall  be  set 
back  not  less  than  10  ft.  from  the  building  line;  that  all 
signs  advertising  the  non-conforming  use  shall  be  restricted 
to  the  globes  of  the  pumps  or  to  the  facade  of  the  buildings; 
that  any  buildings  erected  on  the  premises  for  accessory  uses 
shall  be  restricted  to  one  story  in  height,  set  back  towards 
the  rear  lot  line  from  Hillside  avenue,  and  that  all  permits 
shall  be  obtained  within  six  months  and  any  work  involvec 
shall  be  completed  within  nine  months  from  the  date  of  this 
action. 


55-32-BZ. 

APPLICANT — -Benjamin  Driesler,  Jr.,  for  Realty  Asso 
ciates,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  sections  7g  and  21  of  the  build 
ing  zone  resolution,  to  permit  in  a  business  distric 
the  alteration  and  conversion  of  an  existing  buildinj 
to  a  garage  for  more  than  five  (5)  motor  vehicle 
and,  also,  the  installation  of  a  gasoline  service  sta 
tion. 

PREMISES  AFFECTED — 128-138  Brighton  Beach  avenue 
south  side,  110.8  ft.  west  of  Calm  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Benjamin  Driesler,  Jr. 

For  Opposition:  Joseph  Goldberg,  Seymour  Ehren 
zweig,  Rubin  Breadbar,  Samuel  Wexler  an 
Samuel  Fuchs. 

ACTION  OF  BOARD — Report  of  committee  on  inspectio 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT  ON  CONDITION — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(55-32-BZ) 

Whereas,  Benjamin  Driesler,  Jr.,  for  Realty  Associate 
Inc.,  owner,  filed,  February  5,  1932,  an  application,  under  tl 
building  zone  resolution,  to  permit  in  a  business  district  tl 
alteration  and  conversion  of  an  existing  building  to  a  gara£ 
for  more  than  five  (5)  motor  vehicles  and,  also,  the  installa 
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tion  of  a  gasoline  service  station ;  premises  128-138  Brighton 
Beach  avenue,  south  side,  110.8  ft.  west  of  Calm  street,  Bor- 
lough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  1,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Brighton  Beach  avenue  is  in  a 
business  district;  Calm  street  is  in  a  business  district;  East 
2nd  street  is  in  a  residence  district,  and  railroad  right-of-way 
is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  18,  1932  (re  Applic.  No.  15634-1931), 

reads : 

^  “Proposition  contrary  to  the  zone  resolution  Art.  II, 
Sec.  4 A,  Subdivisions  15  and  46,  using  converting  an 
existing  building  as  a  garage  for  more  than  five  motor 
vehicles,  and  installing  a  gasoline  service  station  in  a 
business  district.” ; 
and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  three  (3)  stories  in  height,  with  a  frontage  of  180  ft. 
■and  a  depth  of  196  ft.  4  in. ;  it  is  proposed  to  change  the 
occupancy  of  the  existing  building  to  a  garage  for  more 
than  five  motor  vehicles  and,  also,  to  erect  on  the  Brighton 
Beach  avenue  front  of  the  plot  a  gasoline  service  station 
having  a  frontage  of  approximately  97  ft.  and  a  maximum 
depth  of  141  ft. ;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection 
was  made,  report  of  same  read  and  adopted  at  this  hearing, 
said  report  being  herewith  made  part  of  this  resolution,  the 
report  reading: 

“iCal.  No.  55-32-BZ. 

“Premises  128-338  Brighton  Beach  avenue,  south  side, 
110.8  ft.  west  of  Calm  street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  March  30,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis- 
,  sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7g  and  21  of 
the  building  zone  resolution  to  permit  in  a  business  dis¬ 
trict  the  erection  and  conversion  from  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  motor  vehicles,  also 
the  installation  of  a  gasoline  service  station. 

‘‘Section  7g  is  not  fully  substantiated,  the  applicant 
having  filed  about  70  per  cent  of  consents  of  the  area 
fixed  by  the  board  instead  of  80  per  cent.  The  con¬ 
sents  filed,  however,  are  from  properties  mostly  affected, 
and  of_  the  properties  mostly  affected,  that  is,  those 
properties  between  Brighton  Beach  avenue  and  the 
Boardwalk,  there  are  only  two  objectors. 

“Under  section  21— hardship— applicant  claims  that, 
due  to  change  of  conditions  of  bathing  by  the  general 
public,  also  the  close  proximity  of  the  public  bath  houses, 
the  building  under  appeal  cannot  now  be  used  for  the 
use  for  which  it  was  constructed  and  give  a  reasonable 
return  on  the  investment  and  has  submitted  a  statement 
showing  that  the  building  has  been  operated  at  a  loss 
during  the  last  four  to  five  years.  They  further  claim 
i  that,  due  to  the  locality,  the  premises  cannot  be  de¬ 
veloped  for  conforming  business  use  and  give  a  reasonable 
return  on  the  investment. 

“The  premises  under  appeal,  lying  wholly  within  a 
business  use  district,  are  I,  shaped,  the  greater  portion 
of  which  is  an  inside  lot  on  which  is  located  a  portion 
of  a  three-story  fireproof  building  with  no  cellar,  used 
at  the  present  time  as  the  Parkway  Baths.  The  balance 
of  the  plot  under  appeal  being  developed  with  one-story 
Summer  bungalows. 

"The  premises  under  appeal  set  back  from  the  Board¬ 
walk  approximately  134  ft.,  having  a  frontage  of  215  ft. 
on  Calm  street,  running  from  Calm  street  to  the  rail- 


load  right-of-way,  a  distance  of  approximately  197  ft., 
with  a  frontage  of  approximately  306  ft.  on  the  railroad 
nght-of-way  to  Brighton  Beach  avenue  and  a  frontage 
on  Bnghton  Beach  avenue  of  approximately  116  ft. 

Applicant  seeks  to  convert  the  portion  of  the  three- 
stcuy  building  now  on  the  plot,  which  portion  has  an 
at  ea  nf  approximately  185  ft.  by  197  ft.,  into  a  garage 
ini  more  than  five  cars,  restricted  to  cars  of  the  pleasure- 
car  type,  and  the  balance  of  the  plot  facing  Brighton 
Beach  avenue  into  an  open-air  gas  station. 


On  Brighton  Beach  avenue,  running  east  and  west, 
taking  up  the  whole  width  of  the  avenue  from  curb  to 
curb,  there  is  an  overhead  six-track  elevated  railroad. 
I  here  is  also  located  centrally  on  Brighton  Beach  avenue, 
running  east  and  west  and  turning  south  into  the  rail¬ 
road  right-of-way,  hereinbefore  mentioned,  a  two-track 
surface  trolley. 

Ibis  right-of-way  is  approximately  31  ft.  wide  ex¬ 
tending  from  Brighton  Beach  avenue  to  the  Boardwalk. 
I  here  is  no  sidewalk  on  the  east  side  and  the  sidewalk 
on  the  west  side  is  8  ft.  and  17  ft.  wide,  being  owned 
by  the  owner  of  the  property  under  appeal  and  to  be 
maintained  as  now  existing  and  for  the  free  use  of  the 
general  public. 

file  committee  is  of  the  opinion  that  these  premises 
would  hardly  lend  themselves  to  conforming  business 
development  and  give  a  reasonable  return  on  the  invest¬ 
ment  for  the  following  reasons : 


“First  Business  in  this  locality  is  confined  to  com¬ 
munity  requirements. 


Second  It  is  well  known  that  any  business  derived 
from  a  boardwalk  is  confined  to  the  stores  along  the 
boardwalk,  the  property  under  appeal,  as  noted,  being 
set  back  about  134  ft.  from  the  Boardwalk,  the  inter¬ 
vening  space  being  developed  with  conforming  uses  for 
the  entire- Boardwalk  frontage. 

I  hird  Due  to  the  physicial  condition  and  develop¬ 
ment,  no  substantial  business  could  be  derived  from  any 
ol  the  development  along  the  east  side  of  the  railroad 
right-of-way  between  Brighton  Beach  avenue  and  the 
Boardwalk. 


Fourth  Ocean  parkway  is  but  one  block  west  of  the 
piemises  under  appeal,  the  block  being  about  207  ft. 
long.  Ocean  parkway  is  about  210  ft.  wide  and  is  a 
very  heavily  traveled  highway,  so  that  it  is  hardly 
likely  that  any  business  would  be  derived  from  properties 
west  of  Ocean  parkway. 

Fifth  The  north  side  of  Brighton  Beach  avenue, 
between  Ocean  parkway  and  Coney  Island  avenue,  is 
fully  developed  with  buildings  devoted  to  store  use  on 
the  first  story  and  dwellings  above.  The  north  side 
of  Brighton  Beach  avenue,  therefore,  would  be  and  is 
the  natural  shopping  district  for  business  derived  from 
the  very  extensive  development  north  of  Brighton  Beach 
avenue.  This  is  also  further  evidenced  by  the  congested 
condition  of  Brighton  Beach  avenue,  due  to  the  surface 
railroad  tracks  and  the  use  of  this  highway  as  a  highly 
trafficked  automobile  highway. 

iSixth  1  he  south  side  of  Brighton  Beach  avenue  for 
two  blocks  east  of  Calm  street  the  properties  are  vacant. 
Beyond  that  point  to  Coney  Island  avenue  the  properties 
are  developed  in  a  similar  manner  to  those  on  the  north 
side  of  Brighton  Beach  avenue  in  this  locality. 

“The  property  under  appeal,  therefore,  seems  to  be  so 
located  as  to  preclude  the  possibility  of  development 
for  a  conforming  business  use  and  give  a  reasonable 
return  on  the  investment. 

“It  might  be  well  to  note  here  that  the  use  sought 
for  this  building  would  be  a  permitted  use  in  any  use 
district  under  the  new  Multiple  Dwelling  Raw  if  apart¬ 
ment  buildings  were  erected  on  any  part  or  all  of  the 
balance  of  this  block  and  the  use  confined  to  the  storage 
of  cars  in  the  ownership  of  the  tenants  of  the  apart¬ 
ments. 


I 
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“One  of  the  objectors  mostly  affected  by  the  granting 
of  this  appeal  is  the  six-story  apartment  house  located 
on  the  northeast  corner  of  Calm  street  and  Brightwaters 
court.  This  apartment  house  is  directly  opposite  a  large 
open-air  amusement  park,  extending  from  brightwaters 
court  to  the  Boardwalk,  in  which  among  other  amuse¬ 
ments  is  a  ferris  wheel.  During  certain  seasons  of  the 
year  this  amusement  park  is  no  doubt  operated  until  late 

at“If&the  board  favorably  considers  this  appeal,  such 
conditions  should  be  imposed  as  would  safeguard  any 
properties  on  the  east  side  of  Calm  street  between 
Brighton  Beach  avenue  and  the  Boardwalk. 

“Under  Cal.  660-28-BZ,  under  date  of  November  17, 
1928  this  board  granted  an  application  for  a  garage  on 
a  portion  of  these  premises,  which  garage  was  to  occupy 
all  that  portion  of  the  block  facing  Brighton  Beach  ave¬ 
nue  running  from  the  railroad  right-of-way  to  Calm 
street  and  extending  south  from  Brighton  Beach  avenue 
a  distance  of  approximately  96  ft.  on  the  railroad  right- 
of-way  and  approximately  189  ft.  on  Calm  street,  except 
a  portion  at  the  intersection  of  Brighton  Beach  avenue 
and  Calm  street,  with  a  frontage  of  approximately  111 
ft.  on  Brighton  Beach  avenue  and  about  89  ft.  on  Calm 
street.  Due  to  certain  litigation  this  garage  has  never 
been  erected,  the  litigation  having  been  terminated  in  the 

Summer  of  1931.  ...  , 

“It  is  the  intention  of  the  applicant,  who  is  also  the 
owner  and  applicant  for  above-mentioned  premises,  to 
ask  for  a  rescindment  of  the  action  under  Cal.  No. 
660-28-BZ,  providing  the  appeal  now  before  the  board  is 
granted.  The  committee  recommends  that,  if  the  board 
favorably  considers  the  application  now  before  it,  such 
conditions  should  be  incorporated  in  the  resolution  as 
will  carry  into  effect  the  intention  of  the  applicant  as  to 
Cal.  No.  660-28-BZ. 

“There  have  been  filed  with  this  appeal  within  the 
area  fixed  by  the  board  thirteen  objections  and  sixteen 
consents,  the  sixteen  consents  totaling,  as  noted,  70  per 
cent  of  this  area. 

“The  committee  is  of  the  opinion  that,  due  to  the  un¬ 
likelihood  of  this  property  lending  itself  to  a  conforming 
business  development  and  the  great  expense  necessary 
to  demolish  the  present  structure  and  replace  with  a 
conforming  development  of  business  and  dwelling  use, 
the  loss  on  the  original  investment  of  the  present  struc¬ 
ture  and  the  large  percentage  of  consents  filed  with  this 
appeal,  the  application  is  substantiated  under  section  21- 
hardship— and  recommends  the  granting  of  the  appeal 
with  such  safeguards  as  will  protect  the  adjoining  and 
abutting  property  owners. 

“(iSigned)  HENRY  U.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and  . 

Whereas,  this  report  recommends  the  granting  of  this 
application  under  section  21— hardship— under  certain  condi¬ 
tions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
garage  building  shall  be  restricted  to  the  present  three-story 
building  now  on  the  premises,  fireproof  throughout,  located  as 
shown  on  plan  submitted  with  this  application,  of  an  area 
of  approximately  185  ft.  by  197  ft. ;  that  the  garage  building 
shall  be  separated  from  any  other  structure  by  unpierced 
walls  of  approved  masonry;  that  any  openings  to  other 
structures  in  present  walls  shall  be  closed  up  with  approved 
masonry  of  same  thickness  as  wall  itself  and  in  a  manner 
satisfactory  to  the  building  superintendent ;  that  there  shall 
be  no  vehicular  openings  from  garage  building  on  either  Calm 
street  or  the  railroad  right-of-way;  that  any  openings  on 
Calm  street,  other  than  windows,  shall  be  confined  to  one 
emergency  opening  not  more  than  3  ft.  8  in.  wide;  that  the 
boiler  room  shall  be  separated  from  the  balance  of  garage 


building  by  unpierced  fireproof  walls,  floor  and  ceiling 
that  any  opening  to  boiler  room  shall  be  from  the  outsid; 
of  building;  that  the  building  shall  otherwise  comply  witl 
the  building  code,  code  of  ordinances  and  fire  departmen 
regulations  in  all  respects ;  that  the  use  of  the  building  a 
a  garage  shall  be  restricted  to  the  storage  of  automobiles  o 
the  pleasure-car  type,  prohibiting  the  storage  of  taxicabs 
trucks  or  busses;  that  no  gasoline  of  any  nature  or  descrip 
tion  shall  be  stored  or  maintained  in  garage  building  othe 
than  that  in  tanks  of  cars  stored  therein;  that  all  vehicula 
openings  to  garage  shall  be  confined  to  northerly  wall  o 
the  building  ;  that  , along  the  northerly  wall,  running  from  th 
railroad  right-of-way  to  Calm  street,  there  is  to  be  con 
structed  and  maintained  a  30  ft.  wide  driveway,  open  an 
unencumbered,  at  all  times;  that  from  the  northerly  side  o 
this  30  ft.  driveway  and  running  along  and  parallel  to  rail 
road  right-of-way  there  shall  be  constructed  and  maintaine 
unencumbered  an  open  driveway  not  less  than  20  ft.  widt 
running  to  Brighton  Beach  avenue  with  curb  cuts  on  Brighto 
Beach  avenue  not  more  than  14  ft.  wide ;  that  on  the  buildin 
line  on  the  railroad  right-of-way  and  on  Calm  street,  fo 
the  full  width  of  the  30  ft.  driveway,  there  is  to  be  erecte 
and  maintained  in  good  order  a  heavy  iron  picket  fence  nc 
less  than  8  ft.  high  with  no  openings  in  the  fence  on  th 
railroad  right-of-way  and  one  opening  on  Calm  street,  aj 
proximately  12  ft.  wide,  equipped  with  a  gate  of  same  desig 
and  construction  as  balance  of  fence,  this  opening  to  1 
used  for  emergency  purposes  only,  the  gate  to  be  kept  locke 
at  all  other  times,  key  to  gate  to  be  kept  in  a  closed  met; 
box  with  glass  front,  said  box  to  be  installed  at  conveniei 
location,  close  to  fence,  on  the  outside  of  the  northerly  wa 
of  garage  building  with  sign  indicating  its  use;  that  froi 
northerly  end  of  this  fence  on  Calm  street  and  running  them 
westerly  along  the  northerly  side  of  30  ft.  driveway  to  tl 
easterly  side  of  the  proposed  gas  station  there  shall  be  erectf 
and  maintained  an  unpierced  masonry  wall  or  heavy  ire 
picket  fence  not  less  than  8  ft.  high;  from  the  westerly  ei 
of  this  fence  and  running  northerly  along  the  easterly  side  < 
gasoline  station  to  building  line  of  Brighton  Beach  avem 
there  shall  be  erected  and  maintained  an  unpierced  masoni 
wall  not  less  than  10  ft.  high,  coped  with  architectural  teri 
cotta  or  natural  stone  trim  and  faced  on  the  inside  wi 
light-colored  enamel  brick  of  panel  design;  that  from  tl 
north  end  of  fence  across  the  30  ft.  driveway  at  railro; 
right-of-way  and  running  thence  to  Brighton  Beach  aveni 
leaving  sidewalks  as  shown  on  plans  submitted  with  tb 
application,  there  shall  be  erected  and  maintained  an  u 
pierced  masonry  wall  not  less  than  6  ft.  high,  coped  wi 
architectural  terra  cotta  or  natural  stone  trim  and  faci 
on  the  inside  with  light-colored  enamel  brick  of  panel  desij 
and  on  the  outside  with  face  brick;  that  the  two  walls  ru 
ning  to  Brighton  Beach  avenue  may  be  sloped  back  or  rack 
back  at  an  angle  from  the  building  line  of  not  more  th; 
forty-five  degrees ;  that  there  shall  be  erected  along  tl 
building  line  on  Brighton  Beach  avenue,  within  the  Iimi 
of  the  proposed  gasoline  station,  a  concrete  curbing  not  le 
than  12  in.  high  and  12  in.  wide  with  two  openings  n 
more  than  12  ft.  wide  each  and  two  curb  cuts  not  more  th; 
14  ft.  wide  each ;  that  any  accessory  use  to  gasoline  staff; 
shall  be  housed  in  one-story  buildings  of  masonry  constru 
tion,  faced  with  light-colored  enamel  brick  of  panel  desij 
and  roofed  with  variegated  slate  or  Spanish  tile;  that  ; 
pumps  shall  be  set  back  not  less  than  15  ft.  from  the  buil 
ing  line;  that  no  portable  gasoline  pumps  shall  be  permitt 
on  the  premises;  that  the  sidewalk  now  existing,  runnii 
through  from  Brighton  Beach  avenue  to  the  Boardwal 
shall  be  maintained  under  the  present  conditions;  that  t 
balance  of  the  block,  bounded  by  Brighton  Beach  avem 
Calm  street,  the  Boardwalk  and  the  railroad  right-of-w; 
when  and  as  developed  shall  be  developed  with  conformii 
uses ;  that  any  advertising  signs  for  the  gasoline  use  sh; 
be  confined  to  the  illuminated  globes  of  the  pumps  or  t 
facade  of  the  buildings  erected  on  the  gasoline  portion;  th 
any  advertising  sign  for  garage  use  shall  be  restricted 
one  projecting  electric  sign  on  the  Brighton  Beach  aven 
frontage  indicating  the  name  and  nature  of  the  busine 
conducted  on  the  premises;  that  before  the  permit  is  appli' 
for  under  this  resolution  to  the  building  superintendent  a 
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plication  is  to  be  made  to  this  board  by  the  applicant  for 
the  rescindment  of  the  board’s  action  in  Cal.  No.  0G0-28-BZ 
las  of  November  17,  1928;  that  a  return  of  the  drawings 
shall  be  submitted  to  this  board  for  approval  before  submis¬ 
sion  to  the  building  superintendent,  and  that  all  permits  shall 


be  obtained  within  six  months  and  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 

Adjourned  12.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  APRIL  1,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  MoElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

24-32-A. 

APPELLAN I — Christian  S.  Juell,  for  Oakbrook  Corp., 
owner. 

SUBJECT — 'Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

[PREMISES  AFFECTED — Southerly  side  of  Steinway 

of  Riker  avenue, 


For  Appellant:  Hyman  W.  Gamso. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

[ACTION  OF  BOARD — Laid  over  to  April  29,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


ureex,  gjs  tt.  Irom  the  coi 
Astoria,  Borough  of  Queens. 


APPEARANCES— 


1-32-A. 

(APPELLANT— (Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  The  Pathescope  Company  of  America,  Inc., 
owner. 

SUBJECT — 'Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 119  Harris  avenue  and  Sherman 
place  (11-17  43rd  avenue),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  appeal  granted  on  condition. 

'HE  VOTE  TO  ADOPT  REPORT— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

HE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com- 
L  missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

t  Absent  . 

HE  RESOLUTION— 


4 

0 

0 


4 

0 

0 


w  ,  .  .  (U32- A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
-,r  The  Pathescope  Company  of  America,  Inc.,  owner,  filed! 
muary  5,  1932,  an  appeal  from  orders  and  a  decision  of 
,e  fire  commissioner,  affecting  premises  119  Harris  ave- 
Pe  and  Sherman  place  (11-17  43rd  avenue),  Long  Island 
>ty,  Borough  of  Queens;  and 

.  Whereas,  the  order  of  the  fire  commissioner,  dated  Octo- 
t  22,1932  (re  Order  No.  46799-LC),  reads: 

Before  permit  may  be  issued  for  the  storage  and  use 
bQ films,  the  following  must  be  done: 

“1.  Provide  vertical  incombustible  partitions  in  film 


vault  equivalent  in  durability  and  heat  insulation  to 
tlnee-eighths  inch  hard  asbestos  and  extending  from 
1  oor  to  the  ceiling  to  divide  racks  into  sections  such 
that  the  amount  of  film  protected  of  each  sprinkler  shall 
^exceed  830  pounds  as  per  Section  243,  Subdivision 
\  ii  ,  iaPter  ld>  Code  of  Ordinances.  Sprinkler  heads 
shall  be  arranged  to  give  uniform  distribution  within  the 
i°rnled  by  the  above-mentioned  partitions. 
NOiE:  Racks  shall  not  obstruct  vent  openings. 

6.  Provide  a  separate  fireproof  shipping  room  for 
packing ,  no  other  process  shall  be  done  in  this  room 
and  shall  be  constructed  of  fireproof  material  in  accord¬ 
ance  with  Sec.  355,  Art.  17,  Ch.  5,  Code  of  Ordinances, 
also  Sec.  247,  Subd.  G,  Ch.  10,  Code  of  Ordinances.”; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  30,  1931  (re  Order  No.  47041-LC),  reads: 

Before  permit  may  be  issued  for  the  storage  and 
use  of  films,  the  following  must  be  done: 

C .  Properly  arrange  all  wiring,  etc.,  in  rooms  where 
iilni  is  handled  and  comply  with  following  \  b — Per- 
manently  connect  all  printing  and  projecting  machines  to 
their  source  of  current  supply  using  metallic  conduit”’ 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  23,  1931,  reads: 

In  reply  to  your  letter  of  December  16th,  1931,  ad¬ 
vising  that  you  have  been  retained  by  the  owners  to 
appeal  from  the  requirements  of  Order  No.  46799-LC, 
and  that  you  are  unable  to  do  so  due  to  the  fact  that 
the  Board  of  Standards  and  Appeals  will  not  accept  an 
appeal  for  the  reason  that  the  time  limit,  twenty  days, 
had  elapsed,  and  request  dismissal  and  reissuance  of  the 
above  order. 

A  ou  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied  ”  • 

and 

Whereas,  the  building  is  fireproof,  two  stories  and  base¬ 
ment  (30  ft.  9  in.)  in  height,  GO  ft.  by  90  ft.  in  area  at  base¬ 
ment  story  and  60  ft.  by  40  ft.  in  area  above ;  OCCUPIED 
as  a  motion  picture  film  laboratory:  basement  story,  film 
storage  vaults,  printing,  joining  and  developing,  8  persons; 

J st  story,  office,  shipping  and  machine  repairing,  2  persons; 
2nd  story,  drying,  joining,  polishing  and  projecting  booths' 

4  persons;  EQUIPPED  with  a  sprinkler  system;  and 

Whereas,  the  appellant  claims,  as  to  Items  1  and  6  of 
Order  No.  46799-LC>  that  the  automatic  sprinkler  system 
covering  the  entire  building  is  fed  from  a  10,000-gallon 
gravity  tank,  a  7,500-gallon  pressure  tank  and  a  4-inch 
connection  with  the  street  main;  each  film  vault  has  twelve 
sprinkler  heads  with  baffles,  vent  to  outer  air,  and  otherwise 
meets  with  all  requirements,  of  the  fire  commissioner;  all 
inflammable  films  are  kept  in  metal  containers,  a  total  of 
not  more  than  10,000  pounds  of  such  film  will  be  stored  in 
each  of  the  three  vaults  at  basement  story;  not  more  than 
five  (5)  reels  of  inflammable  films  pass  through  the  shipping 
room  in  transit  to  and  from  the  building;  no  work  is  done 
on  such  films  in  said  room;  in  the  basement  a  standard  in¬ 
flammable  film  of  five  (5)  reels  is  used  to  make  smaller 
safety  film  reels,  not  more  than  ten  (10)  reels  of  such  film 
will  be  in  the  process  of  handling  at  any  time;  as  to  Item  b 
of  Order  No.  47041-LC,  that  all  projection  machines  on 


463 


MINUTES 


second  story  are  connected  to  their  source  of  supply  by 
metallic  conduit ;  the  printing  machines  are  located  in  a 
fireproof  room  at  basement  story,  and  due  to  the  required 
intensity  of  current  varying  for  each  operation,  it  is  con¬ 
tinually  necessary  to  connect  and  disconnect  different  wires 
hooked  up  with  many  different  resistance  units,  which  would 
not  be  possible  if  the  wires  were  in  metallic  conduit ;  fur¬ 
thermore,  the  appellant  contends  that  the  product  used 
throughout  the  building  is  principally  safety  film  for  home 
projection  machines;  that  under  such  conditions  the  rigid 
requirements  for  inflammable  film  laboratories  should  not 
apply  to  the  premises  in  question;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  4-32-A. 

“Premises  119  Harris  avenue  and  Sherman  place  (11-17 
43rd  avenue),  Pong  Island  City,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  the  board,  consisting  of  Temporary 
Chairman  Connell,  Commissioners  Holland  and  Guil- 
foyle  and  Chief  McElligott,  accompanied  by  Assistant 
Engineer  Huber,  visited  the  premises  119  Harris  ave¬ 
nue  and  Sherman  place  (11-17  43rd  avenue),  Eong 
Island  City,  Borough  of  Queens,  relative  to  the  appeal 
from  orders  of  the  fire  commissioner,  Cal.  No.  4-32-A, 
affecting  partitions  in  the  film  vaults,  the  arrangement  of 
wiring  in  the  room  where  the  printing  machines  are 
located  and  the  provisions  of  a  fireproof  shipping  room. 
There  were  also  present  at  this  inspection  Inspectors 
Meyer  and  Blaurock  and  Messrs.  Comstock,  Cook  and 
Horwood,  representing  the  owners. 

“It  appears  that  the  appellant  proposes  to  provide 
a  flexible  (Greenfield)  conduit  to  hold  the  eighteen  wires 
from  the  wall  connections  to  the  machine  connections 
in  the  room  where  the  printing  machines  are  located. 
As  this  appears  to  be  in  compliance  with  the  order,  this 
portion  of  the  appeal  can  be  withdrawn. 

“The  appellant  also  proposes  to  provide  partitions  in 
the  film  vault,  extending  to  the  top  of  the  film  cases 
only.  I  recommend  acceptance  of  these  partitions  ex¬ 
tending  to  the  top  of  the  film  cases  and  the  maintenance 
of  the  existing  sprinkler  system  in  good  working  con¬ 
dition. 

“As  to  Item  6  of  Order  No.  46799-EC,  the  pro¬ 
vision  of  the  fireproof  shipping  room,  it  would  appear 
that  not  more  than  five  reels  of  the  film  pass  through 
the  shipping  room  in  transit  at  any  one  time  and  that  no 
work  is  done  on  these  reels  in  the  shipping  room.  If 
wood  partitions  in  the  shipping  room  are  replaced  with 
metal  partitions,  as  is  proposed,  this  portion  of  the  order 
can  also  be  withdrawn. 

“Respectfully  submitted, 

“(.Signed)  LESLIE  V.  HUBER, 
“Assistant  Engineer.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  accompanied  by  Assistant  Engi¬ 
neer  Huber  and  an  inspector  of  the  fire  department ;  and 

Whereas,  the  report  made  certain  recommendations  and 
which  report  is  made  a  part  of  this  resolution. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  as  to  Order  No.  46799-EC,  Item  1, 
on  condition  that  the  provisions  and  requirements  in  the 
report  of  the  committee  be  complied  with,  and  withdrawn 
as  to  Item  6,  to  comply;  zvithdrazvn  as  to  Order  No.  47041- 
EC,  Item  1,  to  comply,  and  further,  granted  on  condition 
that  the  building  meet  the  requirements  of  the  code  of  Or¬ 
dinances  regarding  the  film  storage  in  all  respects  and  the 
building  shall  be  not  increased  in  height  or  area. 


PETITIONS  FOR  VARIATIONS. 

51-32-S. 

PETITIONER— Charles  P.  Cannella,  for  Clinton  &  Flush¬ 
ing,  Inc.,  owner. 


SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 22-24  Clinton  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Charles  P.  Cannella. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  C 

Absent  .  C 


THE  RESOLUTION— 

(51-32-iS) 

W hereas,  Charles  P.  Cannella,  for  Clinton  &  Flushing 
Inc.,  owner,  filed  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  22-24 
Clinton  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Apri 
4,  1931  (re  Order  No.  63866-ED),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270  oi 
the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  renderec 
January  8,  1932,  reads: 

“In  reply  to  your  letter  of  Dec.  29th,  advising  tha 
you  have  been  retained  by  the  owners  to  appeal  fron 
the  requirements  of  order  83866-ED  and  that  you  an 
unable  to  do  so  due  to  the  faot  that  the  Bd.  of  Standard; 
and  Appeals  will  not  accept  an  appeal  for  the  reasoi 
that  the  time  limit,  twenty  days,  had  elapsed,  and  re 
quest  dismissal  and  re-issuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissei 
or  reissued.  Therefore,  your  request  is  denied.” ; 

and 

W hereas,  the  building  is  non-fireproof,  two  stories  ii 
height,  45  ft.  by  96  ft.  in  area  at  first  story  and  45  ft.  by  8 
ft.  in  area  above;  OCCUPIED  as  a  macaroni  factory:  Is 
story,  8  persons;  2nd  story,  4  persons;  EXITS:  an  interio 
steel  stairway  at  front,  extending  from  the  first  story  t 
second  story,  enclosed  in  brick  walls,  with  fireproof  door 
at  openings ;  an  open  iron  exterior  stairs  at  rear  on  th 
south  side  of  the  building,  having  fireproof  openings  alon 
the  course  thereof,  extending  from  the  court  level  to  secon 
story,  with  egress  from  court  direct  to  the  street;  ROOF! 
of  adjoining  buildings:  3  ft.  6  in.  higher  at  north;  and 

Whereas,  the  petitioner  claims  the  building  was  erecte 
in  1926;  Certificate  of  Occupancy  No.  42573  was  issued  Jant 
ary  7,  1927  (a  duplicate  is  filed  with  this  petition) ;  tli 
building  has  been  occupied  continually  the  same  as  at  preser 
since  its  erection;  all  exit  doors  are  3  ft.  8  in.  or  more  i 
width  by  7  ft.  in  height ;  there  is  a  stationary  iron  ladde 
from  top  story  to  scuttle  in  roof ;  furthermore,  in  lieu  c 
building  a  masonry  enclosure  for  exterior  stairs,  as  require 
under  section  270  of  the  labor  law,  the  petitioner  proposes  t 
enclose  the  exterior  stairs  with  corrugated  iron  to  a  heigl 
of  5  ft.,  then  with  open  wire  mesh  to  the  roof  height  anc 
also,  to  construct  a  corrugated  iron  roof  over  the  entir 
stairway. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  labo 
law,  and  the  petition  be  and  it  hereby  is  granted  on  conditio 
that  the  present  exterior  stairway  shall  be  enclosed  in  nc 
less  than  6  in.  of  hollow  tile  and  metal  covered  roof  in  a  mannt 
satisfactory  to  the  fire  department ;  that  the  windows  on  th 
course  of  the  court  leading  from  the  foot  of  the  exterior  stair 
way  to  the  street  shall  be  fireproof ;  granted  only  so  long  a 
the  court  is  5  ft.  in  width  and  is  maintained  in  an  open,  ur 
obstructed  condition,  and  the  building  conforms  to  the  labo 
law  in  all  other  respects  and  the  building  shall  be  not  in 
creased  in  height  or  area. 
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.‘{95-30- S. 

PETITIONER— -Philip  J.  Sinnott,  substituted  for  Croker 
National  Fire  Prevention  Engineering  Co.,  for  303- 
311  Fourth  Avenue  Corp.,  lessee. 

SUP*  J  EC  1  Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 303-311  Fourth  avenue  and  107- 
113  East  23rd  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Philip  J.  Sinnott. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell, ' Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  0 

THE  RESOEUTI 0 N — 

(395-30-S) 

[  Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  303-311  Fourth  Avenue  Corp.,  lessee,  filed,  June  14, 
1930,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
I  commissioner  and  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  303-311  Fourth  avenue  and  107-113 
East  23rd  street,  northeast  corner,  Borough  of  Manhattan: 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
16,  1930  (Order  No.  73965-ED),  reads: 

1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270  of 
the  Labor  Law  and  certificate  of  occupancy  issued  by 
the  Superintendent  of  Buildings. 

“Defects  noted : 

“1.  Building  is  not  constructed  of  fireproof  material  ”  • 

and  ’ 

W  hereas,  the  decision  of  the  fire  commissioner,  rendered 
June  2,  1930,  reads: 

Re  premises  303-311  Fourth  avenue,  Manhattan. 

“This  will  reply  to  your  letter  of  May  26th,  1930,  in 
which  you  state  you  have  been  retained  by  the  owners 
to  petition  the  Board  of  Standards  and  Appeals  for  a 
variation  in  connection  with  order  No.  73965-ED,  and 
that  the  Board  has  refused  to  accept  the  case  due  to 
the  fact  that  more  than  20  days  have  elapsed  since  the 
,  issuance  of  the  order,  and  would  therefore  request 
rescindment  of  this  order  and  the  reissuance  of  same  of 
a  later  date. 

“You  are  advised  that  your  request  to  rescind  order 
and  reissue  same  must  be  denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 
“('EY)  Peter  C.  Spence,  Chief.” 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  5,  1930,  reads: 

Relative  to  your  application  for  a  certificate  of  occu¬ 
pancy  for  the  above  premises,  you  are  advised  that  same 
has  been  disapproved  with  the  following  objections: 

J.  Building  must  be  fireproof. 

“2.  Exits  must  comply  with  the  Labor  Law. 

.  3-  Floor  loads  must  be  in  accordance  with  the  re¬ 
quirements  for  manufacturing.”  ; 
nd 

Whereas,  the  building  is  non-fireproof,  five  stories  (57 
:•  J  in  height,  156  ft.  by  110  ft.,  irregular,  in  area;  OCCU- 

a  i  ,  r’  *torage;  lst  story,  stores,  80  persons;  2nd, 
ra  and  4th  stories,  offices,  showrooms  and  light  manufactur- 
’g,  40,  32  and  40  persons,  respectively;  5th  story,  offices, 
lowrooms  and  light  manufacturing,  45  persons ;  EQUIPPED 
■ith  a  two-source  sprinkler  system;  EXITS:  two  44-inch¬ 


wide  interior  steel  strings  and  risers,  cement  treads  stair¬ 
ways,  the  east  stairway  extending  from  the  first  story  to 
root  and  the  west  stairway  extending  from  the  first  story 
°.  °P  story ;  both  stairways  enclosesd  in  fireproof  partitions, 
with  fireproof  doors  at  openings;  ROOFS  of  adjoining 
)ui  filings :  to  north,  fifteen  stories  higher;  to  east,  seven 
stories  higher;  and 

Whereas  petitioner  contends  that,  calculated  upon  the 
capacity  ol  the  two  stairways  which  conform  to  all  require- 
mcnts  of  the  labor  law,  the  allowable  occupancy  of  this 
building  would  be  not  less  than  ninety  persons  per  floor; 
that  the  average  occupancy  is  less  than  half  of  that,  and 
since  the  manufacturing  done  in  this  building  consists  prin¬ 
cipally  of  work  done  incidental  to  business  conducted  in  the 
various  offices,  requests  that  these  orders  be  modified  and  the 
existing  occupancy  permitted  to  remain,  it  being  understood 
t  lat  no  additional  space  will  be  rented  at  any  time  for 
manufacturing  purposes;  and 

W  hereas,  this  petition  was  denied  by  the  board  on  Decem- 
ber  9,  1930,  and  reopened  by  the  vote  of  the  board  on  July  28, 
1f  }lj  Petitioner  now  contends  that  the  Attorney  General 
?<>•>,  V,*a,te  ^e,w  ^orE  in  an  opinion  rendered  June  3, 
1.  31,  which  was  subsequent  to  the  decision  hitherto  rendered 
under  this  application,  stated  that  up  to  ten  per  cent  (10%) 
o  t  ie  occupancy  of  a  building  might  be  employed  in  manu- 
acture  without  constituting  the  building  as  a  factory  build¬ 
ing  under  the  labor  law,  and  that  there  are  at  present 
eighteen  (18)  persons  employed  in  so-called  manufacturing 
and  there  are  employed  in  the  entire  building  two  hundred 
and  thirty-two  (232)  persons. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  and  the  decision  of  the  superintendent  of  buildings  be 
and  they  hereby  are  affirmed,  and  the  petition  be  and  it 
hereby  is  denied. 

141-31-S. 

PETITIONER— John  W.  Ziegler,  for  John  Wanamaker 
New  York,  lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  (previously 

PP r H T f P cte<! T-°r ’on ’  reopened  for  amendment). 
PREMISES  AFFECTED— 60-74  East  10th  street  71-91 

East  9th  street,  772-786  Broadway  and  60-74  Fourth 

avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  W.  Ziegler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTIONOF  BOARD— Petition  granted  on  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . !!.!.!!. .  o 

Absent  . q 

THE  RESOLUTION— 

(141-31-S) 

Whereas,  John  W.  Ziegler,  for  John  Wanamaker  New 
ork,  lessee,  filed,  March  24,  1931,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 

‘!”ElaTde(:1S'"n1  °f  the  fire  commissioner,  affecting  premises 
60- i  4  East  10th  street,  71-91  East  9th  street,  772-786  Broad- 
way  mid  60-74  Fourth  avenue,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  12,1926  (Order  No.  89603-LD),  reads: 

“3.  Enclose  the  interior  stairway  at  the  north  and 
the  south  side  of  building  near  the  centre  serving  as  a 
required  means  of  exit,  and  the  landings,  platforms  and 
passageways  connecting  therewith  on  all  sides  with  parti¬ 
tions  of  a  fire-resisting  material  extending  continuously 
fiom  the  1st  story  to  3  above  the  roof,  constructed  as 
pci  Sec.  2*  1  of  the  Labor  Law,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  Sec.  2*1  of  the  Labor  Law.  Note:  Among  the 
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defects  in  present  enclosures  are  as  follows:  Not  en¬ 
closed  in  fire-resisting  partitions  conforming  with  the 
requirements  of  Sec.  271  of  the  Labor  Law  and  rule 
504  and  500  of  the  Industrial  Code  and  Rule  505  of  the 
Industrial  Code  as  amended  by  the  Board  of  Standards 
and  Appeals — 4.3. — 1923.  W  ire  glass  in  enclosure  ex¬ 
ceeds  more  than  720  sq.  inches  on  each  story.  Partitions 
not  continuous.  No  fireproof  doors  at  openings  and  all 
doors  do  not  open  outwardly.  Enclosure  does  not  extend 
to  street.  Enclosure  does  not  extend  3'  above  the 
roof.” ; 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 

March  24,  1931,  reads:  . 

■  “In  reply  to  your  communication  of  the  24th  mst., 
you  are  advised  that  inasmuch  as  this  order  has  been 
issued  under  the  mandatory  provisions  of  the  State  Labor 
Law,  no  modification  may  be  granted,  therefore,  your 
request  must  be  denied.” ; 

Whereas,  the  building,  erected  in  1862,  is  non-fireproof, 
six  stories  in  height,  184  ft.  by  253  ft.,  irregular  in  area; 
OCCUPIED  as  a  department  store,  there  being  factory  work 


done  on  the  fifth  and  sixth  stories:  basement,  197  persons; 
1st  story,  303  persons;  2nd  story,  169  persons;  3rd  story, 
172  persons;  4th  story,  109  persons;  5th  story,  67  persons; 
6th  story,  159  persons;  EQUIPPED  with  a  sprinkler  system 
and  a  fire  alarm  signal  system;  EXITS:  four  interior 
wooden  stairways,  indicated  “A,”  “B,’  “C,”  and  D  on 
plans;  stairways  A,  B  and  C  extending  from  the  first  (main) 
to  top  (sixth)  story  and  stairway  D  extending  from  the 
first  to  fifth  story,  all  stairs  being  enclosed  in  wire  glass 
partitions  (boxed  type),  with  angle  iron  and  wired  glass 
doors  at  openings  therein;  stairs  C  and  D  being  open  from 
the  first  (main)  to  second  story;  three  scissors-type  fire 
escapes,  extending  from  roof  to  second  story  balcony,  with 
counterbalanced  stairs  to  street;  there  being,  also,  on  the 
second,  third  and  fourth  stories  a  20  ft.  wide  fireproof  bridge 
connecting  the  building  in  question  to  a  building  (under 
same  ownership  and  operation)  to  the  south ;  and 

Whereas,  petitioner  contends  that  fire  drills  are  regu¬ 
larly  conducted  in  the  premises,  and  requests  the  acceptance 
of  existing  exits,  contending  that  the  same  conditions  as  to 
exits  have  existed  since  1914;  and 

Whereas,  this  petition  was  granted  by  the  board  July 
14,  1931,  on  condition,  as  to  Item  3 ;  the  petitioner  haying 
failed  to  include  Item  1  of  the  same  order  in  the  original 
petition  now  makes  formal  request  in  writing  for  modifica¬ 
tion  of  Item  1,  which  reads: 

“1.  Arrange  the  fire  escape  on  the  4th  Avenue  side 
of  the  building,  and  the  openings  leading  thereto,  and 
the  window  openings  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  Section  273 
and  274  of  the  Labor  Law,  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  Section 
271  of  the  Labor  Law.  Among  the  defects  noted  on 
this  fire  escape  are  the  following:  Windows  on  course 
not  fireproof  nor  self-closing.  Not  screened  to  a  height 
of  4'  6"  ;  no  openings  2'  x  6'  provided  to  balconies.” ; 


Whereas,  the  petitioner  further  contends  there  is  only  a 
small  number  of  persons  engaged  at  factory  work  on  the 
top  story  and  the  building  is  provided  with  adequate  means 


of  exit;  and  . 

Whereas,  the  board  adopted  the  following  resolution  July 

14,  1931:  , 

" Resolved ,  that  the  board  of  standards  and  appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
labor  law,  and  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  factory  work  conducted  on  the 
premises  shall  be  that  of  minor  alterations  to  goods  pur¬ 
chased  on  the  premises,  engraving  and  polishing  of 
silverware  and  jewelry  purchased  on  the  premises;  that 
the  number  of  people  engaged  in  factory  work  shall  be 
not  more  than  forty-eight  in  the  entire  building  and  all 
factory  occupancy  or  work  shall  be  conducted  on  the 
top  story  of  the  building;  that  the  labor  law  shall  be 
complied  with  in  all  other  respects,  and  that  the  building 
shall  be  not  increased  in  height  or  area.” 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to' 
Order  No.  89603-LD,  Item  1,  on  condition  that  the  present 
fire  escape  on  the  Fourth  avenue  frontage  shall  be  main¬ 
tained  in  a  safe  condition,  satisfactory  to  the  fire  department, 
and  that  the  resolution  of  July  14,  1931,  shall  be  complied 
with  in  all  other  respects. 


375-3US. 

PETITIONER — Kenlon-Michels  Co.,  Inc.,  for  Estate  of 
Matthew  Wilks,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 65-69  Nassau  street,  southwest 
corner  of  John  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  T.  A.  Taylor. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Resolution  modified. 
the  VOTE  to  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(375-31-S) 

Whereas,  Kenlon-Michels  Co.,  Inc.,  for  Estate  of  Mat¬ 
thew  Wilks,  owner,  filed,  July  28,  1931,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited  in 
a  decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  65-69  Nassau  street,  southwest  corner  of  John  street 
Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  July  24,  1931  (re  certificate  of  occupancy),  reads 

“In  reply  to  your  letter  of  July  17th,  please  be  ad¬ 
vised  that  the  following  objections  must  be  compliec 
with  before  a  Certificate  of  Occupancy  will  be  issuec 
on  the  above  premises: 

“2.  A  second  means  of  exit  must  be  provided  remot< 
from  the  present  stairway  in  accordance  with  sectioi 
271  of  the  Labor  Law. 

“3.  All  doors  leading  to  exits  must  open  outwardly 

“4.  Buildings  must  be  sprinklered.  Section  280  of  thi 
Labor  Law.” ; 

Whereas,  under  date  of  October  28,  1931,  petitions 
amended  his  petition  to  include  Item  No.  1  of  order,  read 
ing : 

“1.  Building  must  be  designed  for  120  pounds  floo: 
load.” ; 

and 

Whereas,  the  building,  erected  in  1894,  is  fireproof,  tei 
stories  and  pent  house  in  height,  50  ft.  3  in.  by  70  ft.  1  in, 
irregular,  in  area;  OCCUPIED :  1st  story,  stores;  uppe 
stories,  jewelry  manufacturing,  stone  setting,  watch  repair 
ing  and  offices;  2nd  story,  9  persons;  3rd  story,  17  per 
sons;  4th  story,  9  persons;  5th  story,  18  persons;  6th  storj 
19  persons;  7th  story,  19  persons;  8th  story,  22  persons 
9th  story,  23  persons;  10th  story,  30  persons;  pent  house 
4  persons;  EXITS:  an  interior  iron  stairway,  extending  froi 
the  first  story  to  roof,  enclosed  in  fireproof  partitions,  wit 
fireproof  doors  at  openings;  and 

Whereas,  petitioner  proposes  to  provide  in  the  western, 
side  court  of  the  building  an  exterior  screened  stairwa; 
with  egress  from  same  through  the  building  to  the  man 
hallway  on  the  first  story;  that  inasmuch  as  there  are  no 
200  persons  above  the  seventh  story  a  sprinkler  system  j 
not  required,  and  requests  the  acceptance  of  existing  condi 
tions  as  to  the  doors  leading  to  exits  and  of  a  floor  load  o 
seventy-five  pounds  per  square  foot ;  and 

Whereas,  this  petition  was  made  subject  to  an  inspectioi 
by  a  committee  of  the  board,  which  inspection  was  made  am 
a  report  of  said  inspection  with  recommendations  read  a 
this  hearing,  and  which  report  is  made  part  of  this  resolu 
tion;  and 

Whereas,  the  report  of  the  committee  reads: 


466 


MINUTES 


“Cal.  No.  375-31-B. 

“Premises  05-6lJ  Nassau  street,  Manhattan. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

On  November  13,  llJ31,  a  committee  of  the  board, 
consisting  of  Temporary  Chairman  Connell  and  Com- 
.  niissi oners  Holland  and  Guilfoyle,  visited  and  inspected 
the  premises  under  appeal  in  this  case. 

“I his  is  an  application  from  a  decision  of  the  super¬ 
intendent  of  buildings,  which  decision  requires  certain 
objections  to  be  complied  with  before  a  certificate  of  oc¬ 
cupancy  would  be  issued  by  him.  The  objections  are 
as  follows : 

“1.  Building  must  be  designed  for  120  pound  floor 
load. 

"2.  A  second  means  of  exit  must  be  provided  remote 
from  the  present  stairway  in  accordance  with  section  271 
of  the  labor  law. 

( 3.  All  doors  leading  to  exits  must  open  outwardly. 

“4.  Building  must  be  sprinklered.  (Section  280  of 
the  labor  law. 

I  he  building  was  erected  in  1804  and  apparently  has 
been  used  for  the  same  use  as  now  exists  and  which  is 
desired  to  be  continued. 

I  he  present  exits  consist  of  an  interior  iron  stairway 
running  from  the  first  story  to  the  roof,  the  walls  of 
the  main  hall  on  each  story  being  part  of  this  stairway, 
making  a  rectangular  box  stairway  with  metal-clad  doors 
with  wire  glass  across  said  hall  a  few  feet  north  of  the 
north  side  of  the  stairway  on  each  floor. 

I  his  door,  for  the  purpose  of  this  report  and  the 
resolution  of  the  board,  shall  be  known  as  Door  No.  1. 

"The  hall  on  each  floor  runs  south  to  south  gable  wall 
of  building,  which  wall  is  unpierced.  The  stairway, 
with  portions  of  hall  noted,  entirely  surrounds  the  two 
elevators,  which  elevators  are  enclosed  in  open  grille 
work.  The  grille  work  on  the  north  and  south  sides 
of  elevator  extends  only  part  way  from  floor  to  ceiling. 
The  wall  forming  each  enclosure  of  portion  of  the  hall 
mentioned  on  each  floor  has  two  openings,  each  opening 
equipped  with  metal-clad  doors  with  large  panel  wire 
glass,  opening  inward. 

“The  north  door  is  to  be  known  as  No.  2  and  the 
southerly  door  as  No.  3. 

“The  factory  work  in  this  building  is  confined  to  all 
floors,  except  first  and  second,  and  consists  of  repairs 
and  cleaning  of  watches,  setting  of  stones,  etc.  Approx¬ 
imately  one  to  three  persons  engaged  in  factory  work  in 
each  workroom  or  office.  Machinery  consists  of  one  to 
two  motor-driven  buffers  in  each  workroom,  the  largest 
machine  noted  being  one-quarter  horsepower. 

‘‘The  committee  recommends  as  follows: 

“Item  1.  All  factory  work  to  be  limited  to  that 
noted  in  this  report  and  any  machinery  limited  to 
electrically-driven  machines  of  not  more  than  one-quarter 
horsepower  each;  not  more  than  three  such  machines  to 
any  one  workroom ;  that  there  be  no  open  flames  of  any 
nature  or  description  permitted  on  the  premises;  that 
floor  loads  be  posted  in  each  workroom  and  on  each 
floor;  that  said  floors  be  designed  for  not  less  than 
seventy-five  pounds  per  square  foot  live  load. 

Item  2..  there  shall  be  provided  an  outside  screened 
1  45-degree  iron  stairway  from  the  first  story  to  the  roof, 
located  in  the  west  court,  with  egress  at  the  first  story 
through  unpierced  fireproof  passageway  to  main  entrance, 
thence  direct  to  the  street;  connections  to  this  outside 
screened  stairway  on  each  floor  except  the  second  to  be 
by  means  of  an  unpierced  fireproof  passageway  from 
main  hall  to  westerly  window  on  north  wall  of  west 
court;  this  window  to  be  replaced  on  each  floor  by  a 
self-closing,  fireproof  door,  opening  out,  with  sills  at 
floor  level,  from  this  door  across  an  iron  balcony  to  the 
outside  screened  stairway— all  to  be  as  indicated  on  the 
plans  submitted  with  this  appeal.  The  passageway  bal¬ 
cony  and  stairway  to  be  not  less  than  44  in.  wide. 
Balcony  and  stairway  to  be  covered  with  galvanized 


metal  not  less  than  12  gauge,  extending  18  in.  down  the 
west  side.  All  windows  on  the  course  of  balcony  and 
stairway  to  be  self-closing,  fireproof.  Doors  Nos.  1, 
and  111  nia>n  hall  to  be  fireproof,  self-closing.  That 
there  shall  be  no  factory  work  of  any  nature  or  descrip¬ 
tion  permitted  on  the  second  floor. 


Item  3.  Faotory  occupancy  of  each  workroom  to 
be  limited  in  number  to  not  more  than  three  and  for 
actory  uses  as  noted  in  this  report,  that  is,  cleaning  of 
watches,  setting  of  stones,  etc. 


me  committee  is  of  the  opinion  that  the  north,  south 
and  west  sides  of  the  elevators  should  be  enclosed  with 
hreprooi,  unpierced  partitions  throughout  from  the  first 
story  to  the  roof,  the  front  enclosure  of  each  elevator 
to  be  ot  fireproof  partition  with  fireproof  doors. 

“Item  4.  The  appeal  on  this  item  could  be  withdrawn, 
as  the  basis  of  the  order  does  not  seem  to  lie,  there 
being  less  than  200  persons  above  the  seventh  floor. 

“(iSigned)  HiENRY  E.  CONNEEE, 

1  emporary  Chairman. 


“JAMES  P.  HOEEAND, 
“JOHN  GUIBFOYEE.” 

\\  11EREAS,  this  petition  was  granted  by  the  board  on  cer¬ 
tain  conditions,  and  owner  requests  a  modification  of  these 
conditions. 


Resolved  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  requirements  of  the  labor 
aw,  and  the  petition  be  and  it  hereby  is  granted ,  as  to  Item 
Ao.  I,  on  condition  that  all  factory  work  shall  be  limited  to 
bench  work  incidental  to  light  jewelry  trades,  and  any 
machines  shall  be  limited  to  electrically-driven  machines  of 
not  more  than  one-quarter  horsepower  each,  with  not  more 
than  three  such  machines  in  any  one  workroom;  that  there 
shall  be  no  open  flames  other  than  one  open  flame  in  each 
workroom,  a  Bunsen  burner  with  a  capacity  of  about  the 
size  of  a  pilot  light  from  a  gas  pipe;  that  floor  loads  shall 
be  posted  m  each  workroom  and  on  each  floor;  that  said 
floors  shall  be  designed  for  not  less  than  seventy-five  pounds 
per  square  foot  live  load;  granted,  as  to  Item  2,  on  condition 
that  there  shall  be  provided  an  outside  screened  45-degree 
iron  stairway  from  the  first  story  to  the  roof,  located  in  the 
west  court,  with  egress  at  the  first  story  through  unpierced 
hreprooi  passageway  to  main  entrance,  thence  direct  to  the 
street ;  connections  to  this  outside  screened  stairway  on  each 
floor  to  be  by  means  of  a  fireproof  passageway  from  main 
hall  to  northerly  end  of  the  easterly  wall  of  the  court  and  un- 
pierced  except  to  permit  doorway  openings  equipped  with  self- 
c  osing,  fireproof  doors  not  less  than  44  in.  wide;  this  window 
to  be  replaced  on  ea.ch  floor  by  a  self-closing,  fireproof  door 
opening  out,  with  sills  at  floor  level,  from  this  door  across 
an  iron  balcony  to  the  outside  screened  stairway,  all  to  be 
as  indicated  on  the  plans  submitted  with  this  petition-  the 
passageway,  balcony  and  stairway  to  be  not  less  than  44  in. 
wide,  balcony  and  stairway  shall  be  covered  with  galvanized 
metal  of  not  less  than  12  gauge,  extending  18  in.  down  the 
west  side;  all  windows  on  the  course  of  balcony  and  stairway 
to  be  self-closing,  fireproof;  Doors  Nos.  1,  2  and  3  in  the 

nua1,?  .hal1  <-sha11  be  fireProof-  self-closing,  and  that  there 
shall  be  no  factory  work  on  the  second  floor  unless  a  fireproof 
passageway  to  a  second  means  of  exit  similar  to  that  pro¬ 
posed  on  the  other  floors  is  provided,  and  granted,  as  to 
Item  N  o.  3,  on  condition  that  the  factory  occupancy  of  each 
floor  shall  be  limited  in  number  to  not  more  than  fifteen 
persons  engaged  in  factory  work  and  not  more  than  seventy- 
five  persons  engaged  at  factory  work  in  the  entire  building 
and  factory  work  limited  to  that  noted  above;  that  the  ele¬ 
vator  shaft  shall  be  enclosed  on  three  sides  with  fire-retarding 
material  consisting  of  metal  lath  and  yA- inch  cement  mortar 
attached  to  metal  studs  or  direct  to  framework  of  present 
enclosure  from  the  cellar  to  the  roof,  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals,  and  the  front 
of  the  elevators  shall  be  fully  enclosed  with  same  material 
with  metal  doors;  that  the  total  occupancy  of  any  floor  shall 
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not  exceed  fortynfive  persons ;  that  the  labor  law  shall  be 
complied  with  in  all  other  respects  and  the  building  shall  be 
not  increased  in  height  or  area,  and  withdrawn  as  to  Item 
No.  4,  there  being  less  than  two  hundred  persons  above  the 
seventh  floor. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
568-30-SA. 

PETITIONER— Tuthill  Pump  Co.,  owner. 

SUBJECT — Tuthill  Fuel  Oil  Pump  (Model  L),  approval 
of. 

APPEARANCES — None.  . 

ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  engineer’s  report. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

MoElligott  .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(568-30-SA) 

Whereas,  Tuthill  Pump  Co.,  owner,  filed,  August  30, 
1930,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  their  device  known  as  the  Tuthill  Fuel  Oil 

Pump,  Model  L ;  and  . 

Whereas,  this  device  Weis  submitted  to  the  engineer  ot  tlie 
board  for  test  and  report,  and  the  report  of  the  engineer  of 
the  board  dated  March  31,  1932,  recommends  the  approval 

of  the  device.  ,  ,  ,  ,  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Tuthill  Fuel  Oil 
Pump  Model  L,  for  use  in  fuel  oil  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals. 


65-32-SA. 

PET  IT  LONER — Ansonia  Fire  Prevention  Engineering  Cc 
for  Elkhart  Brass  Manufacturing  Co.,  owner. 
SUBJECT — ‘Elkhart  2J4-Inch  Pressure  Reducing  Valv 
approval  of. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

In  Opposition :  William  Conran. 

For  Administration:  Inspector  Maher  of  fire  d< 
partment. 

ACTION  OF  BOARD — Appliance  disapproved. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell  and 

Commissioner  Holland . 

Negative :  Commissioner  Guilfoyle  and  Chief  Mc- 

Elligott  . 

Absent  . 

THE  RESOLUTION— 

(65-32-.SA) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  f 
Elkhart  Brass  Manufacturing  Co.,  owner,  filed,  Februa: 
10,  1932,  a  petition  with  the  board  of  standards  and  appea 
for  approval  of  device  known  as  the  Elkhart  2//2-Inch  Pre 
sure  Reducing  Valve;  and 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  disapprove  the  device  known  as  the  Elkhart  2]/2-hi 
Pressure  Reducing  Valve. 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  5,  1932. 


Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  March  29,  1932,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  29,  1932,  were  approved  as  printed  in  Bulletin  No. 
14,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

293-31-BZ. 

APPLICANT— J.  &  V.  Beach  Holding  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— (Southeast  corner  of  Layton  ave¬ 
nue  and  Shore  drive,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  T.  Vandervere. 

For  Opposition :  William  S.  Glickman,  Edward  Pol¬ 
lock  and  Raphael  Brill. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


APPLICANT— -Raphael  Blank,  for  Tolstoi  Realty  Corp., 
owner. 


SUBJECT — Application  (re  decision  of  the  superintend! 

of  buildings),  under  section  21  of  the  building  zc 
resolution,  to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  service  static 
P  REM  USES  AFFECT  ED— 64-70  Neptune  avenue,  soul 
west  corner  of  Hoff  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  Teichner. 

For  Opposition:  Frank  A.  Vellanti. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1932, 
10  a.  m.,  on  request  of  representative  for  applica 
Final  disposition. 


68-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Jane  David  Holdi 
Corp.,  owner. 

SUBJECT — (Application  (re  decision  of  the  superintend' 
of  buildings),  under  section  21  of  the  building  zc 
resolution,  to  permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED— 1641-1649  Eastern  parkw 
northeast  corner  of  Hopkinson  avenue,  Brookl 
APPEARANCES— 

for  Applicant :  Albert  E.  Klapper. 

For  Opposition:  Max  H.  Levine. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1932, 
10  a.  m.,  on  request  of  representative  for  applies 
representative  for  objectors  agreeing. 


25-32-BZ. 

APPLICANT — John  M.  Baker,  for  Cypress  Homes  Coi 
owner. 
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SUBJECT — lApplication  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

’REMISES  AFFECTED — Rockaway  boulevard,  north  side, 
121  ft.  west  of  75th  street,  Woodhaven,  Borough  of 
Queens. 

V  PPEARANCES— 

For  Applicant :  John  M.  Baker. 

For  Opposition:  John  P.  McGrath. 

ACTION  OF  BOARD — Raid  over  to  April  15,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


149-24-BZ. 

APPLICANT — Croker  Fire  Prevention  Corp.,  formerly 
known  as  Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Herman  W.  J.  Bruning,  owner. 

UBJECT — Application  for  reopening — extension  of  time  of 
temporary  permit — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  7g  of 
the  building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  conversion  of  occupancy 
from  a  stable  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

REMISES  AFFECTED — 63-63J4  Schaeffer  street,  Brook¬ 
lyn. 

PPEARANCES — 

For  Applicant :  E.  R  Strauss. 

CTION  OF  BOARD — 'Application  reopened;  to  be  set  for 
hearing  when  papers  are  completed. 

HE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney . 4 

Negative  .  0 

Absent  . 0 


!23-25-BZ. 

PIPRICANT — Henry  J.  Nurick,  for  Rink  Realty  Corp., 
present  owner. 

UBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  alteration  of 
a  garage  for  more  than  five  (5)  motor  vehicles 
so  as  to  include  a  gasoline  service  station  (garage 
previously  granted  by  the  board;  reopened  January 
12,  1932). 

REMISES  AFFECTED — 174-184  Vanderbilt  avenue,  west 
side,  124  ft.  7  in.  north  of  Willoughby  avenue, 
Brooklyn. 

PPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition:  Julius  Brandes. 

CTION  OF  BOARD — -Application  granted  on  condition. 
HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


TE  RESOLUTION— 

(1223-25-BZ) 

Whereas,  Henry  Nurick,  for  Rink  Realty  Corp.,  owner, 
-d,  November  24,  1925 ;  granted  for  a  garage  on  condition 
lv  20.  1926  ;  reopened  January  12,  1932,  an  application, 
der  the  building  zone  resolution,  to  permit,  partly  in  a 
siness  district  and  partly  in  a  residence  district,  the  altera- 
'ii  of  a  garage  for  more  than  five  motor  vehicles  so  as  to 
lude  a  gasoline  service  station  (the  garage  previously 


granted  by  the  board)  ;  premises  174-184  Vanderbilt  ave¬ 
nue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ing,  April  5,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Vanderbilt  avenue  is  in  a  business 
district;  Cleremont  avenue,  north  of  a  point  100  ft.  north  of 
Willoughby  avenue,  is  in  a  business  district;  Cleremont  ave¬ 
nue,  south  of  a  point  100  ft.  north  of  Willoughby  avenue,  is 
in  a  residence  district,  and  Willoughby  avenue  is  in  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  20,  1931  (re  Applic.  No.  14656-1931), 
reads : 

"1.  Proposed  change  from  public  garage  to  public 
garage  and  gasoline  selling  station  to  be  referred  back 
to  the  Board  of  Standards  and  Appeals  for  reconsider¬ 
ation  of  Calendar  No.  1223  of  25  BZ  under  which 
calendar  no.  original  permit  was  granted.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  (36  ft.)  in  height,  with  a  frontage  of 
132  ft.  and  a  depth  of  200  ft.;  occupied  as  a  public  garage; 
it  is  proposed  to  provide  a  gasoline  selling  station  on  the 
Vanderbilt  avenue  front;  and 
Whereas,  an  application  for  a  garage  under  sections  6,  7e 
and  21  was  granted  by  this  board  on  this  property;  and 
W  iiereas,  an  application  was  made  to  reopen  this  case  for 
the  purpose  of  including  a  gasoline  service  station ;  and 
Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  21  on  the  grounds  of  un- 
necessary  hardship  and  practical  difficulties. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make,  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  front  wall  of  the  present  building  on  Vanderbilt  avenue 
shall  be  set  back  approximately  25  ft.  from  the  building  line ; 
that  the  side  walls  shall  be  continued  to  the  building  lines 
as  now  existing;  that  the  proposed  gasoline  station  shall  be 
roofed  over  so  that  the  gasoline  station  when  completed  will 
be  in  an  arcade ;  that  the  roof  of  the  gasoline  station  shall 
be  of  fireproof  construction,  the  same  as  the  balance  of  the 
building  is  required  to  be  constructed;  that  the  outside  face 
of  the  front  wall  of  the  garage  when  it  is  relocated  and 
inside  face  of  the  side  walls  enclosing  proposed  gasoline 
station  shall  be  faced  with  light-colored  enamel  tile  of  panel 
design;  that  all  gasoline  pumps  shall  be  set  back  not  less 
than  10  ft.  from  the  building  line;  that  there  shall  be  erected 
along  the  building  line  a  concrete  curb  12  in.  high  and  12 
in.  wide,  with  but  three  openings,  each  opening  not  more 
than  12  ft.  wide;  that  the  curb  cuts  in  front  of  these  openings 
shall  be  not  more  than  14  ft.  wide;  that  all  advertising  signs 
advertising  gasoline  shall  be  restricted  to  the  illuminated 
globes  of  the  pumps ;  that  there  shall  be  no  portable  gasoline 
tanks  maintained  on  the  premises  or  outside  the  premises, 
and  that  all  permits  shall  be  obtained  within  six  months 
and  any  work  involved  shall  be  completed  within  one  year 
from  the  date  of  this  action. 


608-29-BZ. 

APPRI CANT— William  White,  for  James  P.  Reilly,  lessee; 
City  of  New  York,  owner. 

SUBJECT— ^Application  for  reopening— extension  of  time  of 
temporary _  permit — re  Application  (decisions  of  the 
fire  commissioner  and  superintendent  of  buildings), 
under  section  7f  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 

PREMISES  AFFECTED — 401-407  West  207th  street  and 
3876-3882  Ninth  avenue,  northwest  corner,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  James  P.  Reilly. 
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ACTION  OF  BOARD— Application  reopened  and  temporary 
permit  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ® 

Absent  . ® 

THE  VOTE  TO  EXTEND  TEMPORARY  PERM  IT- 
Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(608-29-BZ) 

Whereas,  William  White,  for  City  of  New  York,  owner, 
filed,  October  9,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  401-407 
West  207th  street  and  3876-3882  Ninth  avenue,  northwest 
corner,  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  7,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  207th  street,  Ninth  avenue  and 
206th  street  are  in  business,  residence  and  unrestricted  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  30,  1929  (re  N.  B.  App.  No.  561-29), 
reads : 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  Section  4  of  the  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  25,  1929  (re  Plan  No.  2865-1929),  reads: 

“1.  Gasoline  station  not  permitted  in  a  business  dis¬ 
trict.  Sec.  4,  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  100 
ft.  hy  100  ft.,  on  which  it  is  proposed  to  erect  an  office,  16 
ft,  by  16  ft.,  bury  three  550-gallon  tanks,  erect  six  pumps 
and  two  crankcase  pits  for  the  purpose  of  conducting  a 
gasoline  station  within  a  business  district;  and 

Whereas,  the  property  abuts  an  unrestricted  district  and 
lies  opposite  in  both  directions  to  existing  non-conforming 
uses  and,  moreover,  Ninth  avenue,  north  and  south  of  the 
propertv,  is  unrestricted,  the  board  deems,  under  section 
7,  subdivision  f,  that  the  circumstances  justify  a  temporary 
permit  for  two  years  for  a  gasoline  selling  station ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  January  7,  1930,  for  a  temporary  period,  on 
certain  conditions,  and  applicant  requested  an  extension  of 
time  to  obtain  permits,  and  now  requests  an  extension  of 
the  two-year  period  granted  by  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  wake  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  annlication  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years  from  January  7,  1932,  on  condition  that 
no  gasoline  pumns  shall  be  erected  within  10  ft.  of  the 
building  line  on  either  street  front ;  that  the  building  erected 
thereon  shall  be  faced  on  the  exterior  with  finished  mate¬ 
rial  ;  that  all  permits  required  shall  be  obtained  within  thirty 
da  vs  from  April  22.  1930,  and  any  work  involved  completed 
within  six  months  from  January  7,  1930. 


309-30-BZ. 

APPLICANT — William  Richter,  for  Sadie  Hartwig,  owner. 
SUBJECT — Application  for  reopening— extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 


the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 2808-2818  86th  street  and  2279- 
2285  West  8th  street,  southeast  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Richter. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(399-3<UBZ) 


Whereas,  William  Richter,  for  Sadie  Hartwig,  owner, 
filed,  June  18,  1930;  denied  November  25,  1930;  reopened 
March  17,  1931,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  2808-2818 
86th  street  and  2279-2285  West  8th  street,  southeast  corner, 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
hy  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  21,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  86th  street  is  in  a  business  dis¬ 
trict  ;  West  8th  street  is  in  a  business  and  residence  dis¬ 
trict  :  Avenue  W  is  in  a  business  district,  and  West  7th 
street  is  in  a  business  and  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  4,  1931  (re  App.  No.  6857-1930),  reads: 

“Proposed  gasoline  service  station  in  a  business  dis¬ 
trict  in  violation  of  Art.  II,  Sec.  4a  (46).  Above  app. 
is  therefore  denied.” ; 

and 

Whereas,  the  premises  consist  of  a  triangular  corner 
lot,  124  ft.  4  in.  by  105  ft.  7J4  in.  by  82  ft.  4  in.  across 
the  rear  of  the  lot ;  it  is  proposed  to  erect  an  office,  32  ft.  by 
15  ft.,  bury  three  550-gallon  tanks  and  erect  six  pumps  for 
the  purpose  of  conducting  a  gasoline  station  within  a  busi¬ 
ness  use  district;  and 

Whereas,  this  property  was  the  subject  of  an  inspection 
on  two  occasions  by  a  committee  of  the  hoard,  on  first  in¬ 
spection  as  cited  in  second  report  the  committee  inspected 
the  corner  property  directly  opposite  to  actual  site  under 
appeal ;  and 

Whereas,  on  the  subsequent  inspection,  the  committee  of 
inspection  felt  that  in  view  of  the  general  conditions,  re¬ 
ferred  to  in  report  of  committee  of  inspection  on  April 
15,  1931,  that  the  property  was  not  adaptable  to  a  conform¬ 
ing  use  so  as  to  give  a  reasonable  return;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  April  21,  1931,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  conditions  as  to  the  time 
limit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  on  the  southerly  lot  line  a 
masonry  wall,  faced  with  white  enamel  brick,  panel  design, 
not  less  than  8  ft.  in  height,  coped  with  architectural  terra 
cotta  or  natural  stone  trim ;  that  there  shall  be  constructed 
along  the  building  line  on  both  street  fronts  a  permanent 
concrete  curbing  not  less  than  12  in.  in  width  and  12  in.  in 
height  above  grade;  that  there  shall  be  but  two  openings, 
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infined  to  86th  street  front,  not  more  than  12  ft.  wide  each, 
ith  curb  cuts  directly  in  front  of  said  openings  not  more 
an  14  ft.  wide  each;  that  the  northerly  side  of  the  north- 
lb'’  opening  shall  be  set  back  from  the  intersection  of  the 
Hiding  line  of  West  8th  street  and  86th  street  southerly 
4  less  than  15  ft.;  that  all  pumps  shall  be  located  at  least 
ft.  back  of  inside  line  of  the  concrete  curbing ;  that  at 
e  intersection  of  the  building  line  of  West  8th  street  and 
th  street,  for  a  distance  of  15  ft.  back,  the  triangle  thus 
rmed,  shall  be  used  for  shrubbery  and  grass  plot;  that 
l  signs  shall  be  confined  to  the  illuminated  globes  of  the 
nips ,  that  any  office  building  erected  on  the  premises  shall 
(  of  masonry  construction,  not  more  than  one  story  in 
tight,  faced  with  white  enamel  brick,  in  panel  design,  and 
[ofed  with  variegated  slate  or  Spanish  tile;  that  any  ac- 
(ssory  use  incidental  to  the  conduct  of  a  gasoline  station 
.all  be  housed  in  a  suitable  masonry  structure,  not  more 
in  one  story  in  height,  of  the  same  design,  architecture 
|d  construction  as  office  which  is  to  be  built  on  the  premises, 
jth  open  arch  driveways  in  front;  that  all  buildings  shall  be 
bated  at  the  southerly  end  of  the  property;  that  there 
Mil  be  no  portable  gasoline  tanks  operated  on  the  prem¬ 
ils,  and  that  all  permits  shall  be  obtained  within  six  months 
,>m  April  21,  1931,  and  any  work  involved  shall  be  com- 
[  ted  within  one  year  from  April  21,  1932. 


■-31-BZ. 

PFLICANT — David  L.  Blick,  for  Jack  J.  Falk,  owner. 

JJBJECT  -Application  for  reopening — extension  of  time  to 
obtain  permits  and  to  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  alteration  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles 
(a  garage  previously  granted  by  the  board)  so  as  to 
include  a  gasoline  service  station. 

h’ElMISES  AFFECTED— 6401-6411  Fort  Hamilton  park¬ 
way  and  956-972  64th  street,  southeast  corner, 
Brooklyn. 


'PEARANCE.S — 

For  Applicant:  Louis  Weinstein. 

1.TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work 
HE  VOTE  TO  REOPEN— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

HE  VOTE  TO  EXTEND  TIME— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . . 


Q  E  RESOLUTION— 


4 

0 

0 


4 

0 

0 


(55-31-BZ) 

(Vhereas.  David  L.  Blick,  for  Jack  J.  Falk,  owner,  filed 
nary  31.  1931,  an  application,  under  the  building  zon 
'  uution,  to  permit  in  a  business  district  the  alteration  o 
srage  for  the  storage  of  more  than  five  (5)  motor  vehicle 
jis  to  include  a  gasoline  service  station  (garage  previoush 
"ted  bv  the  board)  ;  premises  6401-6411  Fort  Hamiltoi 

•  Kway  and  956-972  64th  street,  southeast  corner,  Borougl 
'Brooklyn;  and 

f,HEfAS-  a  Public  hearing  was  held  on  this  applicatior 
;tPe  board  of  standards  and  appeals,  at  its  regular  meet- 
i  June  16,  1931,  after  due  notice  by  publication  in  th< 
Hetin  of  the  Board  of  Standards  and  Appeals;  and 

*  hkrf. as,,  the  use  district  maps  accompanying  the  huildint 

resolution  show  that  Fort  Hamilton  parkway  is  in  ? 
1  ness  district ;  10th  avenue  is  in  a  business  district*  9tl 
'iue  is  in  an  unrestricted  district;  64th  street,  west  of  a 
;  100  east  of  10th  avenue  to  a  point  100  ft.  east  ol 


th  avenue,  is  in  a  business  district ;  64th  street,  east  of  a 
point  100  ft.  east  of  10th  avenue,  is  in  a  residence  district; 
O.itli  street,  west  of  a  point  100  ft.  east  of  10th  avenue  to  a 
point  100  ft.  east  of  9th  avenue,  is  in  a  business  district,  and 
65th  street,  east  of  a  point  100  ft.  east  of  10th  avenue,  is  in 
a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  9,  1931  (re  App.  No.  15529-1929),  reads: 

1.  Conditional  approval  by  the  Board  of  Appeals  is 
not  complied  with  in  the  following  respects : 

a-  ^r<ra  Pr°P°sed  garage  has  been  decreased, 
b.  It  is  proposed  to  install  a  gas  station.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  101  ft.  7  in.  on  Fort  Hamilton  parkway, 
153  ft-  4  m-  on  64th  street  and  a  distance  of  170  ft.  10  in. 
along  the  south  lot  line;  under  Cal.  No.  653-29-BZ  the  board 
(  under  section  21)  granted  on  March  18,  1930,  an  applica¬ 
tion  permitting  the  erection  of  a  one-story  fireproof  garage 
for  more  than  five  motor  vehicles,  covering  the  entire  plot ; 
an  extension  of  time  to  complete  the  work  was  subsequently 
granted ;  this  garage  has  not  been  built ;  applicant  now  pro¬ 
poses  to  lessen  the  area  of  the  proposed  garage  and  to 

occupy  the  Fort  Hamilton  parkway  frontage  of  the  plot  for 

a  depth  of  28  ft.  as  a  gasoline  service  station  and  the  re¬ 
mainder  of  the  plot  is  to  be  occupied  by  the  proposed  garage ; 
the  proposed  garage  in  question  having  a  frontage  of  125 
ft.  4  in.  on  64th  street,  a  distance  of  100  ft.  along  the  east¬ 
erly  lot  line  and  a  distance  of  142  ft.  10  in.  along  the  south¬ 

erly  lot  line;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  application  for  a  garage,  which  was  granted  by  this 
board  on  March  18,  1930;  and 

Whereas,  the  applicant  now  seeks  to  use  28  ft.  of  the 
frontage  of  the  property  on  Fort  Hamilton  parkway  for 
the  use  of  a  gasoline  service  station;  and 

Whereas,  the  board  deems  that  a  denial  of  the  applica¬ 
tion  would  constitute  practical  difficulty  and  unnecessary 
hardship  upon  the  applicant,  as  set  forth  under  section  21 
of  the  building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  June  16,  1931,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  time  limit. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  southerly  building  line  of  the  garage  shall  be  carried 
out  to  the  Fort  Hamilton  parkway  frontage  with  a  masonry 
back  from  Fort  Hamilton  parkway  at  an  angle 
of  about  45  degrees,  said  wall  to  be  coped  with  architectural 
terra  cotta  oi  natural  stone  trim ;  the  front  elevation  of  the 
garage  and  the  inside  face  of  the  southerly  gable  wall  sur¬ 
rounding  the  gasoline  station  shall  be  faced  with  white 
enameled  brick  of  panel  design;  there  shall  be  erected  along 
the  building  line  of  the  Fort  Hamilton  parkway  and  64th 
street  frontage  surrounding  the  gasoline  station 'a  concrete 
curbing  not  less  than  12  in.  in  height  and  12  in.  in  width 
with  two  openings  therein,  not  more  than  12  ft.  wide  each, 
\v ith  curb  cuts  directly  in  front  of  said  openings  not  more 
than  14  ft.  wide  each;  that  all  gasoline  pumps  shall  be  set 
back  from  the  inside  of  the  concrete  curbing  not  less  than 
10  ft. ;  all  advertising  displayed  for  gasoline  selling  purposes 
shall  be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps;  there  shall  be  no  accessory  uses  incidental  to  a 
gasoline  station  installed  or  maintained  on  the  gasoline  sta¬ 
tion  portion  of  the  premises;  that  all  permits  required  shall 
be  obtained  within  nine  months  and  the  work  completed 
w’lthin  one  year  from  March  46.  1932;  that  the  resolution 
of  the  board  adopted  March  18,  1930,  with  respect  to  the 
garage,  shall  be  complied  with  in  all  other  respects 


Adjourned  12.50  p.  in. 

William  J.  O  Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  5,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

616-31-A.  .  ,  TT  .  .  c 

APPELLANT— tSamuel  G.  Ascher,  for  Jewish  Hospital  ot 

Brooklyn,  owner. 

SUBJECT — (Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 699-725  Classon  avenue,  Brook¬ 
lyn. 

APPEARANCES—  , 

For  Appellant:  Henry  J.  Nuriclc  and  Jacob  Bass. 
For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1932,  at 
2  p.  m.,  on  request  of  appellant. 


62-32- A. 

APPELLANT— Cingelow  Sound  Studios,  for  Leavitt  Realty 
Co.,  owner. 

SUBJECT— .Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 126-132  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  Heyman. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— (Laid  over  to  April  15,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
Final  disposition. 


63-32-A. 

APPELLANT— Leavitt  Realty  Co.,  owner. 

SUBJECT— Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 126-132  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  Heyman. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— ‘Laid  over  to  April  15,  1932, _  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
Final  disposition. 


138-32- A 

APPELLANT— George  E.  Barnes,  for  Sunnyside  Beach 
Pool,  lessee. 

SUBJECT— Request  for  preferential  hearing— re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — North  side  of  Queens  boulevard, 
70  ft.  east  of  51st  street,  Sunnyside,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant :  George  E.  Barnes. 

ACTION  OF  BOARD— Request  for  preferential  hearing 


withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  FOR  PREF¬ 
ERENTIAL  HEARING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . 0 


228-31-A. 

APPELLANT— Greenpoint  Terminal  Corp.,  for  American 
Export  Steamship  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  anil  restored  to  Calendar. 


PREMISES  AFFECTED — Pier  foot  of  Milton  street,  Ea 
River,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Thomas  F.  Magner  and  Williai 
Metzler. 

For  Administration:  Inspector  Maher  of  fire  di 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Absent  . 

THE  RESOLUTION— 

(228-31-A) 

Whereas,  Greenpoint  Terminal  Corp.,  for  American  E: 
port  Steamship  Co.,  lessee,  filed,  May  14,  1931,  an  appe 
from  an  order  of  the  fire  commissioner,  affecting  premis 
Pier  foot  of  Milton  street,  East  River,  Borough  of  Broo’ 
lyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Api 
24,  1931  (re  Order  No.  56877-F),  reads: 

“1.  Provide  telegraphic  communication  with  Depai 
ment  Headquarters  as  provided  for  by  City  0 
dinances.” ; 

and 

Whereas,  the  premises  consist  of  a  fireproof  pier,  havii 
a  length  of  562  ft.  and  a  width  of  91  ft.  4  in.,  located  at  i 
foot  of  Milton  street,  Borough  of  Brooklyn ;  OCCUPIE 
as  a  commercial  pier ;  and 

Whereas,  appellant  contends  that  the  pier  in  question 
located  within  250  ft.  of  a  fire  boat  station  (on  the  pier 
the  foot  of  Noble  street)  ;  that  there  are  telephones  on  t 
pier  in  question  and  fire  alarm  boxes  in  the  vicinity;  a 
pellant  contends,  further,  that  the  pier  is  protected  with 
automatic  sprinkler  system  and,  also,  is  under  consta 
watchman  supervision. 

Resolved,  that  the  order  of  the  fire  commissioner  be  a: 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby 
denied. 


66-32-A. 

APPELLANT — James  P.  Whiskeman,  for  Bond  Ston 
Inc.,  owner. 

SUBJ  ECT — Appeal  from  a  decision  of  the  superintende 
of  buildings. 

PREMISES  AFFECTED — 447-449  Fulton  street,  Brooklj 
APPEARANCES— 

For  Appellant:  James  P.  Whiskeman. 

For  Administration:  Assistant  Engineer  Benjan 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Absent  . 

THE  RESOLUTION— 

(66-32-A) 

Whereas,  James  P.  Whiskeman,  for  Bond  Stores,  Ir 
owner,  filed,  February  11,  1932,  an  appeal  from  a  decisi 
of  the  superintendent  of  buildings,  affecting  premises  447-1 
Fulton  street,  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  superintendent  of  buildin; 
rendered  December  10,  1931  (App.  No.  11385-31),  reads: 
“1.  Two  approved  exits  required  as  per  article  £ 
Code :  2nd  floor  area  within  exterior  walls  excet 
2500.” ; 

and 

Whereas,  the  building  is  non- fireproof,  two  stories  a 
pent  house  in  height,  70  ft.  7  in.  by  38  ft.  8(4  in.  and  77  1 
irregular,  in  depth,  about  4,500  sq.  ft.  in  area;  OCCUPIE] 
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it  story,  stores,  2  persons;  2nd  story,  stores,  8  persons; 
;nt  house,  stock  and  repairs,  2  persons ;  and 
Whereas,  the  appellant  claims  the  building  is  now  pro- 
ded  with  two  stairways,  one  stairway  is  39  in.  in  width, 
ctending  from  street  entrance  door  to  pent  house,  enclosed 
ith  fire-retarded  partitions,  with  fireproof  doors  at  all  open- 
gs;  the  other  stairway  is  44  in.  in  width,  extending  from 
liter  of  first  story  to  second  story,  enclosed  at  sides  with 
-e-retarded  partitions,  no  doors  at  openings ;  the  floor  area 
second  story  has  been  reduced  to  2,900  sq.  ft.  by  erecting 
irtain  walls  parallel  with  the  outside  walls  of  the  building, 
i  point  of  such  floor  area  is  more  than  50  ft.  from  a  stair- 
ay;  the  building  was  erected  in  1930  and  no  certificate  of 
cupancy  has  been  issued ;  furthermore,  the  appellant  con- 
tids  the  occupancy  is  non-hazardous  and  the  exits  are 
equate. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
gs  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
hereby  is  denied. 


-32-A. 

PPELLANT — John  C.  Liddy,  for  Kate  .Sack,  owner. 
OBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

DEMISES  AFFECTED — 779-787  Crescent  street,  south¬ 
east  corner  of  Linden  boulevard,  Brooklyn. 
PPEARANCBS — 

For  Appellant :  John  C.  Liddy. 

CTION  OF  BOARD — Appeal  granted. 

HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


:  (72-32-A) 

Whereas,  John  C.  Liddy,  for  Kate  Sack,  owner,  filed, 
.firuary  11,  1932,  an  appeal  from  a  decision  of  the  superin- 
tident  of  buildings,  affecting  premises  779-787  Crescent 
feet,  southeast  corner  of  Linden  boulevard,  Borough  of 
.  ooklyn;  and 

W  hereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  February  5,  1932  (Applic.  No.  1019-1932),  reads: 
“Proposed  grease  pits  in  an  existing  gasoline  station 
in  a  residence  use  district  is  an  extension  of  a  pro¬ 
hibited  use  which  is  contrary  to  Art.  II,  Sec.  6  of  the 
Building  Zone  Resolution  and  is  therefore  denied.”; 


Whereas,  the  premises  consist  of  a  corner  lot,  60  ft.  by 
S  ft.,  upon  which  is  erected  a  one-story  frame  building,  17 

1  by  24  ft.,  gasoline  storage  tanks  buried  and  pumps 
ccted;  OCCUPIED  as  store  and  workroom  and  a  gasoline 
s  vice  station  within  a  residence  use  district ;  and 

Whereas,  the  appellant  claims  the  existing  building  was 
octed  and  the  present  use  started  in  1928;  Certificate  of 
( cupancy  No.  57565  was  issued  August  29,  1929  (a  copy 
c  which  is  filed  with  this  appeal)  ;  it  is  proposed  to  install 

2  wo-car  portable  steel  pit  for  the  purpose  of  greasing  cars 
U  changing  oil  in  addition  to  the  gasoline  station;  that 
s:h  additional  use  is  permitted  under  section  6  of  the  zone 
rolution;  furthermore,  the  appellant  contends  the  superin- 
tdent  of  buildings  was  in  error  in  denying  the  application 
t  install  grease  pits  on  the  premises  in  question ;  and 

Whereas,  the  use  and  intent  is  a  less  restricted  use  than 
1 1  now  legally  being  conducted  on  the  premises  and  is  in 
t  nature  of  an  accessory  use  to  the  business  now  conducted 
:  the  premises. 


Resolved,  that  the  decision  of  the  superintendent  of  build- 
1  s  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
r  eby  is  granted  to  permit  the  installation  of  two  grease 
on  the  lot  now  occupied  by  the  gasoline  station. 


PETITIONS  FOR  VARIATIONS. 

I  32-S. 

f  TITIONER — Central  Zone  Corp.,  owner. 


SLBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 15-19  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Hugo  Ricca. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Laid  over  to  April  29,  1932,  at 
2  p.  m.,  on  request  of  petitioner’s  representative! 

37-32-S. 

PETITIONER — Alfred  F.  Wilson,  owner. 

SUBJECT  Variation  of  the  labor  alw,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 2912  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Alfred  F.  Wilson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION—  . 

(37-32-S) 

Whereas,  Alfred  F.  Wilson,  owner,  filed,  January  26, 
1932,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  2912  Atlantic  avenue,  Borough  of  Brook¬ 
lyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  12,  1932  (re  Order  No.  91696-LD),  reads: 

2.  Arrange  bars  on  windows  on  1st  story  so  as  to  be 
readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use  of 
such  windows  for  the  purposes  of  egress,  as  per  Section 
272  of  the  Labor  Law.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  (50 
ft.)  in  height,  35  ft.  by  90  ft.  in  area;  OCCUPIED  as  a 
tenant  factory,  forty  persons  per  story;  EXITS:  an  interior 
iron  and  concrete  stairway,  extending  from  the  first  story 
to  roof,  enclosed  in  brick  walls,  with  kalamein  doors  at 
openings;  an  outside  open  iron  stairway  on  the  rear  of  the 
building,  having  fireproof  openings  along  the  course  thereof, 
extending  from  the  yard  level  to  the  roof,  with  egress  from 
yard  direct  to  the  street;  and 

Whereas,  the  petitioner  claims  the  building  is  of  mill 
construction,  erected  in  1912,  at  which  time  the  iron  bars 
were  constructed  in  front  of  nine  windows  at  first  story;  the 
barred  windows  in  question  have  existed  in  the  same  con¬ 
dition  during  the  past  nineteen  years;  the  building  is  pro¬ 
vided  with  two  means  of  exit  in  accordance  with  the  labor 
law;  furthermore,  the  petitioner  contends  the  first  story  is 
occupied  for  dressmaking  and  it  is  necessary  to  keep  the 
windows  barred  so  as  to  prevent  robbery. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
denied. 


84-32-iS. 

PETITIONER — (Malbern  Construction  Corp.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 480  Canal  street,  Manhattan 
APPEARANCES— 

For  Petitioner :  Ernest  Maltz,  Charles  Whitney  and 
John  Waters. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
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THE  VOTE—  .  _  ..  r 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ® 

Absent  .  0 


THE  RESOLUTION— 

(84-32-S) 

Whereas,  Malbern  Construction  Corp.,  owner,  filed,  Feb¬ 
ruary  19,  1932,  a  petition  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  480  Canal  street, 

Borough  of  Manhattan;  and  .  .  , 

Whereas,  the  order  of  the  fire  commissioner,  dated  reb- 
ruary  18,  1932  (Order  No.  77076-F— July  1,  1930),  reads: 

“1.  Install  an  adequate  electric  fire  alarm  system  in 
accordance  with  the  Rules  of  the  Board  of  Standards 
and  Appeals  and  Sec.  279  of  the  Labor  Law.”; 

^Whereas,  the  decision  of  the  fire  commissioner,  rendered 

February  11,  1932,  reads :  . 

“Replying  to  your  letter  of  the  1st  mst,  in  which  you 
make  application  to  remove  sprinklers  in  the  space  on 
the  7th  story  of  the  above  premises  as  shown  on  plan 
1645  filed  with  this  Department,  you  are  advised  that 
your  request  is  denied.” ; 

and  .  , 

Whereas,  the  building  is  fireproof,  twelve  stories  in 

height,  113  ft.  10/2  in.  by  175  ft.  7/2  in.  in  area;  OCCU¬ 
PIED  for  factory  use,  240  persons  per  story;  EQUIFPKD 
with  a  sprinkler  system;  EXITS:  two  interior  fireproof 
stairways,  extending  from  the  first  story  to  roof,  enclosed  in 
fireproof  partitions,  with  fireproof  doors  at  openings :  and 
Whereas,  the  petitioner  claims  that  the  National  Tele- 
register  Corporation  occupies  the  southeast  corner  of  the 
seventh  story,  about  40  ft.  by  80  ft.  in  area ;  that  the  said 
tenant  removed  the  sprinkler  system  from  his  portion  of  the 
floor  area  which  caused  the  issuance  of  the  order ,  the 
sprinklers  were  removed  on  account  of  the  tenant  s  business, 
it  being  necessary  to  maintain  a  stock  quotation  receiving 
and  relaying  appliance,  and  they  cannot  take  the  risk  of 
having  any  water  come  in  contact  with  their  stock  board; 
a  breakdown  in  their  business  would  prove  disastrous  to 


many  firms  throughout  the  country ;  furthermore,  the  peti 
tioner  contends  that  the  building  is  entirely  fireproof,  am 
the  removal  of  sprinklers  in  the  small  portion  of  the  floo 
area  in  question  does  not  in  any  way  endanger  the  res 
of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  labo 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to  Orde 
No.  77076-F,  Item  1,  on  condition  that  the  building  shall  b 
equipped  with  an  approved  two-source  sprinkler  systen 
throughout,  and  that  the  seventh  floor  shall  be  fully  equippei 
throughout,  with  the  exception  of  one  portion  on  the  south 
easterly  corner,  an  area  of  approximately  80  ft.  by  40  ft 
which  area  shall  be  separated  from  the  balance  of  the  floo 
by  fireproof  partitions,  with  fireproof,  self-closing  doors  a 
the  openings,  this  room  to  be  used  as  a  telegraphic  dis 
tributing  and  communicating  station  for  stock  quotations 
that  the  room  shall  be  under  the  supervision  of  watchma 
service  at  all  hours  of  the  day  and  night ;  that  the  buildin 
shall  comply  with  the  labor  law  in  all  other  respects  an 
the  building  be  not  increased  in  height  or  area. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

! 

68-24-, S  A.  ;  i 

PETITIONER — 'May  Oil  Burner  Corp. 

SUBJECT — Application  for  reopening  —  modification  —  i 
May  Oil  Burner,  approval  of. 

APPEARANCES— 

For  Petitioner :  William  Shrive. 

For  Administration:  None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RI 
OPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  ' 

Negative  . 

Absent  .  . 


Adjourned  4.15  p.  m. 

William  J.  O’Gorman,  Secretary, 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A — 150  LBS.  WATER  WORKING  PRESSURE 


May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company . 

Walworth  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 

Croker  National  Fire  Prev.  Eng.  Co - 

Jenkins  Brothers . 

W.  D.  Allen  Mfg.  Co . 

John  Simmons  Co . 

Grinnell  . 

Elkhart  . 


81-20-SA 

899-27-SA 

1307-27-SA 

304-28-SA 

779-28-SA 

890-28-SA 

209-29-SA 

651-30-SA 

14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSUR 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) - 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company . - . 

Pratt  &  Cady . 

Elkhart  . 


53-21-S 

900-27-S 

1151-27-S 

1307-27-S 

780-28-S 

970-28-S 

268-29-S 

231-30-S 

15-31-S 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenient 
in  notifying  property  owners,  he  can  obtain  such  cop:; 
from  The  O’Conneir  Press,  176  Park  Row,  Manhattan, 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Burners  for  Domestic 

Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

.  Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

:  Berggren  Oil  Burner .  764-26-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

'Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1103-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

,  Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  ....  423  29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner . 481-27-SA 

[Electrol  Automatic  Oil  Burner .  259-25-SA 

Electromatic  Oil  Burner .  603-29-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Fairfield  Oil  Burner,  approval  of .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Ghapco  Steam  Generator .  348-3 1-S A 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Gulf  Oil  Burner .  382-26-SA 


and  Commercial  Use 


Haidinge  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hart  Automatic  Oil  Burner . .  .  .  .  .  .  . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 

Hayward  Oil  Burner . 

Heatiator  Oil  Burner . 

Hercules  Oil  Burner . 

Holby  Type  A  Fuel  Oil  Burner . 

Name  of  Burner 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner.... 
International  Oil  Burner . 


813-25-SA 
690-30-SA 
1162-24-SA 
595-29-SA 
696-30-SA 
1346-23-SA 
510-29-SA 
688-29-SA 
Calendar  No. 
1211-25-SA 
591-29-SA 
372-30-SA 
1305-24-SA 


Johnson  Improved  Rotary  Fuel  Oil  Burner....  938-22-SA 


Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 


Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 
Nokol  Automatic  Burner .  1078-24-SA 


Nii-Way  Oil  Burner 


773-26-SA 


Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  0 .  78-28-SA 

Petro  Burner,  Model  P-2 .  73‘5-30-SA 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  89I-26-S A 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner . 56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  C .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner....  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 


Name  of  Burner  Calendar  No. 

Standard  Automatic  Oil  Burner,  Type  11-G. . . .  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5IC  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH . •  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  . .  9 1 8-22- S A 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Ballard  Duplex  Electric  Driven  Pump  Set....  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  . ■ .  590-21- S  A 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump.; .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Kraissl  Fuel  Oil  Pump .  60-28-SA 


Name  of  Pump 

Leiman  Rotary  . 

Marsh  Fuel  Oil  Pump . 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump.. 

M.  D.  Rotary . 

Milwaukee  Piston  Rotating  Port  Pump . 

Monroe  Oil  Pump . 

Northern  Rotary . 

Pascoe  Pump  Set . 

Quimby  Screw  Pump . 

Ray  Rotary  . 

Rotary  Pressure  Pump . 

Rotary  Vacuum  Pump . 

Tate-Jones  . 

Teesdale  Automatic  Booster  Fuel  Oil  Pump.. 

Tuthill  Model  B  Fuel  Oil  Pump . 

Union  Steam  Pump  for  Fuel  Oil . 

Viking  . 

Warren  Oil  Pump . 

Wayne  Oil  Pump  &  Fan  Set . 

Worthington  Duplex  Double-Acting  Steam 

Pump  . 

Worthington  Show  Model  Duplex . 


Calendar  No. 
95-24-SA 
1050-23-SA 
936-23-SA 
52-27-SA 
763-25-SA 
658-26-SA 
1396-24-SA 
1029-26-SA 
1193-21-SA 
588-25-SA 
1060-25-SA 
513-25-SA 
492-21-SA 
1279-25-SA 
60-28-SA 
705-30-SA 
438-21-SA 
1169-23-SA 
1155-25-SA 


184-22-SA 

194-22-SA 


RULES 


FIRE  RETARDING  RULES 

Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  pf  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  ( 34 )  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2 54)  inches  of  1:254:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (54)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (254)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1. 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  pf  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

(a)  One-half  (54)  inch  plaster  boards,  or  three- 
eighths  04)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (V\)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 
nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 
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strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (34)  inch  thick. 

Rule  6.  Attachment  to  Ceiling.  Fire-retarding  ceil- 
mgs  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to.  wood  floor,  beams  and  girders  in  such  manner 
as  JTiair,tain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat.  .  s 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

,  Fule  7.  Columns..  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8..  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  (16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (34)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (34)  inch  wood  sheathing, 
one-half  (54)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (34)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (54)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal: 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  cide  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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FIRST  QUARTERLY  REPORT 


City  of  New  York 


Board  of  Standards  and  Appeals 


HENRY  L.  CONNELL,  Temporary  Chairman 
MUNICIPAL  BUILDING 


April  12,  1932. 

Hon.  James  J.  Walker, 

Mayor,  New  York  City. 

gIR  .  I 

'  IR '  I  have  the  honor  to  submit  for  your  information  the  First  Quarterly  report  of  the  Board  of  Standards  and 
Appeals,  for  the  quarter  ending  March  31,  1932,  which  is  set  forth  as  follows : 


CASES  FILED 

AND 

PENDING, 

1932 

FILED  1932 

A 

BZ 

S 

SA 

SR 

M’L 

TL 

GR.T’L 

IANUARY  . 

25 

14 

6 

2 

1 

42 

90 

97 

Restored  . 

1 

6 

0 

0 

0 

0 

7 

FEBRUARY  . 

25 

14 

12 

3 

0 

42 

96 

Restored  . 

0 

8 

2 

0 

2 

0 

12 

108 

MARCH  . 

37 

16 

9 

2 

1 

60 

125 

•  • 

Restored  . . 

3 

9 

4 

0 

0 

0 

16 

141 

TOTAI . 

91 

67 

33 

7 

4 

144 

346 

346 

PENDING 

DEC.  31,  1931.... 

147 

95 

31 

67 

4 

0 

344 

344 

GRAND  TOTAL  . . . 

238 

162 

64 

74 

8 

144 

690 

690 

DISPOSITION 

1932 

TANUARY  . 

33 

.  31 

11 

4 

3 

42 

124 

•  • 

FEBRUARY  . 

23 

16 

16 

4 

0 

42 

101 

364 

MARCH  . 

25 

'  27 

18 

8 

1 

60 

139 

TOTAL  . 

81 

74 

45 

16 

4 

144 

364 

364 

PENDING 

MARCH  31,  1932 

157 

88 

19 

58 

4 

0 

326 

326 

Code :  A — Appeals  from 

Labor  Law.  SA- 

Administrative  Orders. 
—Petitions  for  Approval 

BZ — Applications  under  Building 
of  Appliances.  SR — Petitions  for 

Zone  Resolution.  S- 
Adoption  of  Rules. 

—Petitions  for  Variations 
M’L — Miscellaneous  Docl 

RULES  FOR  THE  TESTING  OF  WOOD 


Pursuant  to  the  Provision  of  Section  356  of  Chapter  5 
(639-27-SRI 

Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 

1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 

One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  of  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  superin¬ 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 


of  the  Code  of  Ordinances  (Building  Code). 

; 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST — A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  inch  mesh.  The  shavings  shall  be’ 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contaot  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  shew  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 
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FIRST  QUARTERLY  REPORT 

SUMMARY. 


DOCKET. 

Zases  pending  December  31,  1931 . 

^ases  filed  up  to  March  31,  1932 . . 

vestored  to  calendar . . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

lequests  for  extension  of  permit . 

lequests  for  mechanical  installations . 

lequests  for  approval  of  plans . 

idministrative  requests  . 

lequests  for  interpretation . 

Total  . 

>isposed  of  . 


DISPOSITION  OF  CASES. 

344  Withdrawn  . 

Dismissed . 

Denied . 

167  Granted . . 

Granted  on  condition . 

Appliances  approved  . !!!!!!! 

35  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

90  Requests  to  reopen  granted . 

Requests  to  reopen  denied . '  * . ' " 

4  Requests  to  amend  granted . 

Requests  to  amend  denied . 

24  Requests  for  modification  granted . 

Requests  for  modification  denied 

3  Requests  to  rescind  granted . . 

Requests  to  rescind  denied . 

14  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

1  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . ' 

0  Requests  to  install  granted .  ’  ’ 

Requests  to  install  denied . 

4  Plans  approved . 

Plans  disapproved  . ‘ 

0  Administrative  requests  granted . ...... 

Administrative  requests  denied  or  withdrawn!.! 

4  Interpretations  . 

Requests  withdrawn  or  dismissed . 


35 

6 

38 

7 

114 

13 

3 

2 

2 


81 

5 

4 

0 

23 

1 

3 
0 

14 

0 

1 

0 

0 

0 

4 
0 
0 
0 
4 
4 


690 

364 


Total 


364 


Zases  pending  March  31,  1932 
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MONEYS  RECEIVED 


UBSCRIPTIONS 

o  Bulletin  . 

ash  Sales . 

JANUARY  FEBRUARY 

MARCH 

$92.50 

24.00 

TOTAL 

$270.00 

76.40 

aid  to  Chamberlain . 

$116.50 

$346.40 

WILLIAM  J.  O’GORMAN,  Secretary. 

HENRY  L.  CONNELL,  Temporary  Chairman. 

RULES  FOR  THE  TESTING  OF  WOOD 


B.  TIMBER  TEST.  Two  samples  inch  by  V/2 
iches  in  cross  section  and  twelve  inches  long  shall  be 
id  side  by  side  across  the  top  of  a  gas  crucible  furnace 
ith  a  pyrometer  between  them.  The  specimens  shall  be 
ibjected  fo  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
es,  the  test  pieces  shall  then  be  removed,  and  the  time 
'  duration  of  flame  and  glow  observed.  The  sticks  shall 
<ien  be  cut  through  the  middle  at  the  most  burned  section 
id  the  area  of  the  unburned  wood  measured  with  a  plani- 
eter.  The  flame  must  not  persist  longer  than  15  seconds 
3r  the  glow  longer  than  20  seconds,  and,  in  the  case  of 
ird  woods,  the  unburned  area  should  not  be  less  than  55 
’?r  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
■nt. 

C.  CRIB  TEST — Twenty  sampl  es  are  to  be  pre- 
ired,  each  y2  inch  square  and  6  inches  long.  These  shall  be 
"It  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
fih,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 


inches  and  approximately  2 ^  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 
The  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible,  each  piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  tW  there  may  be  no  doubt  as  to  its  identity. 


DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  April  6,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 

Cases  pending  April  6,  1932 . 


DISPOSITION  OF  CASES. 

344  Withdrawn  . 

Dismissed . 

Denied . * . 

188  Granted . .  . . 

Granted  on  condition . 

Appliances  approved  . . . 

38  Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . . . . . 

*  Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

96  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

4  Requests  to  amend  granted . 

Requests  to  amend  denied . 

24  Requests  for  modification  granted . 

Requests  for  modification  denied . 

3  Requests  to  rescind  granted . 

Requests  to  rescind  denied. . 

16  Requests  for  extension  of  time  granted .  i> 

Requests  for  extension  of  time  denied . 

2  Requests  for  extension  of  permit  granted . . . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

4  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn .  ( 

4  Interpretations  . •  •• .  ‘ 

Requests  withdrawn  or  dismissed .  ' 

721  Total  .  1 

395  , 

326  ! 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
hnnrd — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 


Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  < 
calendars  in  the  daily  press.  j 

Fourth,  That  no  one  is  entitled  to  written  notice  of 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail 
to  receive  such  notice  is  no  excuse  for  neglect  to  appeal. 
Fifth,  That  the  business  of  the  board  is  to  dispose  of  I 
cases  promptly,  for  the  reason  that  the  pendancy  of  ’ 
appeal  or  petition  ties  the  hands  of  the  administrative  d 
cial  in  enforcing  his  order ;  therefore,  no  appeal,  or  petit: 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by  ; 
other  method  of  delay.  1 

Sixth,  That  no  appeal,  application  or  petition  will  be  : 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pli 
and  data  required  by  law  are  supplied,  as  specified  on 
blank  appeal,  application  or  petition  forms. 
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Minutes  of  Regular  Meeting,  April  12,  1932,  10  A.  M. 
Minutes  of  Regular  Meeting,  April  12,  1932,  2  P.  M. 
Smoking  in  Factories,  Rules. 

Notice  of  Public  Hearing  on  Proposed  Rules  Govern¬ 
ing  the  Spraying  of  Paints,  Varnishes,  etc. 

Approved  Fireline  Hose  Valves. 

Approved  Fuel  Oil  Burners. 

Approved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m 

p,e€tJ[lg^ as  Published  in  'this  Bulletin. 

Cal.  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m 

Ma^haten.,ngS  d  in  R°°m  1013’  MuniciPal  Building, 


10  A.  M.  to  1  p.  M. 

Zk''f,h,LchiT  wm  ££ 


CALL  OF  CLERK’S  CALENDAR 

Buildim? 'jw  Zalen,daJ  consi?ts.  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 

ested  property  owners  opportunity  to  file  objections  if  anv 

"C9  W,'  ,  .e  Ca!  eC  /P  Room  1013,  Tuesday,  April  19  1932* 

definite  day  Case  is  sel’ for  heari"S  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  April  26,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
on  fixed  day?5'5  '  haVe  b'e"  definitely  se*  for  hearinS 


iNUiiun.  io  APPELLANTS  AND  PETITIONERS 

No  appeal  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  £ 
progress,  nor  accepted  that  are  not  filed  within  twenfy  days 
from  the  date  of  the  action  of  the  Administrative  Official  7 
Any  communication  purporting  to  be  an  appeal,  appli- 
cation  or  petition  shall  be  regarded  as  a  mere  notice  oMn- 

by  the%ul«  o? ’this  Wd f  15  °”  thC  f°rm  required 

peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  mav  bp 
dismissed  for  lack  of  prosecution.  y  b 

Finn!  tht  nmr  °f  fih‘ng  an.  aPP’ication,  the  appellant  or  peti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
t  the  administrative  official  (either  superintendent  of  build- 

cafe  o"5d  Sr1""3  and  fi,C  WitH  tHis  b03rd  a  dupIi* 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified' and 
directions"  ^  exp€dited  h?  conforming  to  these 

HENRY  L.  CONNELL,  Temporary  Chairman. 


i 
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PREMISES— 4901-4917  Kings  highway,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 


DOCKET. 

New  Cases  Filed  up  to  April  13,  1932. 

Cal.  No.  Department.  Premises  Affected. 

206-32-S . F.D . 2105  Mott  ave.,  Far  Rockaway, 

_  Q.,  L.  D.  84974 

205-32-BZ . B.B.B.... 2270-2342  Utica  ave.,  Bklyn., 

_  Applic.  2773-32 

204-32FZ . B.B.B _ 705-729  Gravesend  ave.,  Bklyn., 

_ _  Applic.  2982-32 

203-32- A . F.D . 1931-1939  Broadway,  Man., 

_  F-82349  &  F-82350 

202-32-A . B.B.B _ 97-101  Guernsey  st.,  Bklyn., 

_  Revocation  of  Cert,  of  Occu. 

201-32- A . F.D . 469  W.  140th  st.,  Man., 

_  L.  C.  57827 

200-32-SA . .F.D . E  C  &  M  Sprinkler  High  & 

Low  Water  Altitude  Regula- 

_  tor,  Appliance 

199-32-iBZ . B.B.B _ 1223-1247  Coney  Island  ave., 

_  Bklyn.,  Applic.  2067-32 

198-32-SA . F.D . S.  T.  Johnson  Co.  Type  30  H. 

Rotary  Fuel  Oil  Burner, 

_  Appliance 

197-32-lSA . F.D . S.  T.  Johnson  Co.  Type  30  A. 

Rotary  Fuel  Oil  Burner, 

_  Appliance 

196-32-A . F.D . 1511  Richmond  terr.,  West  New 

-  Brighton,  Rich.,  F-80984 

195-32-SA . F.D . Moto-Heat  Oil  Burner, 

_  Appliance 

194-32-S . HJD . 1020  E.  178th  st.,  Bx., 

_  Decision 

193-32- A . F.D . 348-352  Henry  st.,  Bklyn., 

_  F-93634 

192-32-S . B.B.M _ 20  E.  49th  st.,  Man., 

_____  Alt.  2397-1930 

191-32-A . F.D _ 6  Maiden  lane,  Man., 

_  F-93376 

190-32-A . F.D . 132-184  39th  st.,  Bklyn., 

_  L.  F.  90992  &  L.  F.  91049 

189-32-BZ . JB.B.B _ 3102  Avenue  U,  Bklyn., 

_  Applic.  3196-32 

Restored  to  Calendar. 

383-31-BZ . jBjB.Bx. .  .3240  Eastchester  rd.,  Bx., 

_  N.  B.  585-31 


CODE 

PD . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.b!m.. . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  19,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

34-32-BZ. 

APPLICANT— Rutherford  S.  Moorhead,  for  Wesley  A. 
Roche,  owner. 


resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

108-32-BZ. 

APPLICANT— Metbyrne  Corp.,  owner. 

PREMISES— 2950-2958  Webster  avenue  and  401-411  Bed¬ 
ford  Park  boulevard,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

116-32-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Ojay  Realty  Corp., 
owner. 

PREMISES— 126-150  Kings  highway,  southwest  corner  of 
West  13th  street,  Brooklyn. 

APPLICATION,  under  sections  6a,  7a  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

121-32-BZ.  ,  _  . 

APPLICANT— Lama  &  Proskauer,  for  Dorothy  Sanders, 
owner. 

PREMISES— Northeast  corner  of  33rd  avenue  and  190th 
street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  19,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  19, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  42-32-BZ— Application,  January  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Samuel  L.  Schwartz,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  2263-2273  Lin¬ 
den  boulevard,  northwest  corner  of  Elton 
street,  Brooklyn. 

cal.  no.  67-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Mary  Skodnick,  applicant .  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance,  ol 
a  gasoline  service  station ;  premises 
southeast  corner  of  Foch  boulevard  anc 
219th  street,  St.  Albans,  Borough  o 
Queens. 

cal.  no.  93-32-iBZ — Application,  February  .24,  1932,  unde! 

section  21  of  the  building  zone  resolu 
tion,  of  B.  Robert  Swartburg,  applicant 
on  behalf  of  Department  of  Hospitals 
City  of  New  York,  owner,  to  permi 
in  a  residence  district  the  erection  an< 
maintenance  of  a  garage  for  more  that 
five  (5)  motor  vehicles;  premises  Wei 
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fare  Island,  opposite  East  61st  street 
(garage),  Manhattan. 

iL.  no.  249-29-BZ — Application,  April  12,  1929 ;  withdrawn 
October  8,  1929 ;  reopened  and  restored 
to  Calendar  February  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants 
substituted  for  McCooey  &  Conroy,  on 
behalf  of  Franksonia  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2228-2234 
Gerritsen  avenue,  southwest  corner  of 
Avenue  U  (Old),  Brooklyn. 

iL.  no.  364-31-BZ — Application,  July  21,  1931;  denied  No¬ 
vember  10,  1931 ;  reopened  under  new 
facts  March  8,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  James 
t  Carter,  owner,  to  permit  in  a  business 

district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  139- 
15  South  Conduit  boulevard  (Sunrise 
highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  Rosedale, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  19,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

1-32-A — 439  Madison  avenue,  Manhattan. 

10-32- A — 108-35  173rd  street,  Jamaica,  Borough  of 

Queens. 

•2-32-A — Pier  foot  of  Huron  street,  Brooklyn. 

14- 32-A — Pier  foot  of  India  street,  Brooklyn. 

7-32-A — 34-36  East  32nd  street,  Manhattan. 

15- 32-A— 28  Gold  street,  1-13  Cliff  street  and  91-101  John 

street,  Manhattan. 

'2-32-A — 126-132  West  46th  street,  Manhattan. 

0-31-A — Pier  No.  22,  foot  of  Pacific  street,  East  River, 
Brooklyn. 

Petition  for  Variation. 

'4-32-S — 78  Bowery,  Manhattan. 

Appliances  Submitted  for  Approval. 

9-31-'SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

4-32-SA — Todd  Spiro  Burner  (pump  type),  approval  of. 


APRIL  22,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

3-32-A  Pier  No.  4,  East  River,  between  Fulton  and 
■  'Montague  streets,  Brooklyn. 

5-32-A  Pier  No.  5,  East  River,  between  Fulton  and 

Montague  streets  (3rd  street),  Brooklyn. 

2- 32-A — Pier  No.  7,  East  River,  between  Fulton  and 

Montague  streets,  Brooklyn. 

3- 32-A  Pier  No.  8,  East  River,  between  Fulton  and 

Montague  streets,  Brooklyn. 

1-32-A — Pier  No.  9,  East  River,  foot  of  Clark  street, 
Brooklyn. 

1-32-A — Pier  No.  10,  East  River,  foot  of  Clark  street, 
Brooklyn. 

1-32-A  Pier  No.  11,  East  River,  between  Clark  and 

Joralemon  streets,  Brooklyn. 

3-32- A  Pier  No.  12,  East  River,  between  Clark  and 

Joralemon  streets,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  26,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

101-32-BZ. 

APPLICANT  .Charles  S.  Clark,  for  Thema  Rosen,  owner. 

PREMISES— West  side  of  Bailey  ave.,  182  ft.  south  of 
West  230th  street,  The  Bronx. 

A I  PLICA  I  ION,  under  section  21  of  the  building  zone 
resolution, 

IO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  garages  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

112-32-BZ. 

APPLICANT  Philip  J.  Sinnott,  for  Sancer  Realty  Corp., 
owner. 

PREMISES — 2540  Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  the  first  story  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop 

118-32-BZ. 

APPLICANT— George  Frey,  for  Bessie  Rubin,  owner. 

PREMISES — Southwest  corner  of  29th  avenue  and  154th 
street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

122-32-BZ. 

APPLICANT— iSamuel  J.  Kessler,  for  William  Peat, 
owner. 

PREMISES — 416-426  West  204th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

.s  vjfgfnjgr  | 

330-29-BZ.  7^ 

APPLICANT — Alfred  A.  Lama  and  James  Kearney,  sub¬ 
stituted  for  Hugo  E.  Magnuson,  for  Frederick 
Prisco,  owner. 

PREMISES — Southwest  corner  of  Kissena  road  and  Vleigh 
road,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously  withdrawn; 
reopened  and  restored  to  Calendar  December  18, 
1931). 


APRIL  26,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
26,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  545-31-BZ — Application,  November  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso- 
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line  service  station;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  52-32-B Z — Application,  February  4,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  C  Brucker,  applicant,  on 
behalf  of  Long  Island  Railroad  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Woodside  avenue  and  Rowam 
avenue  (65th  street),  Woodside,  Bor¬ 
ough  of  Queens. 

cal.  no.  64-32-BZ — Application,  February  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Anna  Weiss,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  3917-3921  White  Plains 
road,  The  Bronx. 

cal.  no.  69-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Meyer  Kraushaar,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  northeast  corner 
of  Cross  Island  boulevard  and  Murdock 
avenue,  Hollis,  Borough  of  Queens. 

cal.  no.  216-29-BZ— Application,  April  3,  1929;  granted  on 
condition  for  a  temporary  period  of  two 
(2)  years  on  May  28,  1929;  reopened 
January  12,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  applicant,  on  behalf  of  Helen 
Eckerman,  present  owner,  to  permit  in 
a  business  district  the  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Nassau  boulevard  and 
Little  Neck  road,  Little  Neck,  Borough 
of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  26,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

60-32- A — 3861-3891  Third  avenue,  The  Bronx. 

83-32- A — 195-219  Hunters  Point  avenue  (49th  street), 
Long  Island  City,  Borough  of  Queens. 

92-32-A — 85  Roebling  street,  Brooklyn. 

97-32-A — 135  Wooster  street,  Manhattan. 


APRIL  29,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  April  29, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  563-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  applicant, 


on  behalf  of  Florindo  Baranello,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use ;  prem¬ 
ises  1632  Benson  avenue,  Brooklyn. 

cal.  no.  619-31-BZ — Application,  December  31,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  Kearney,  applicant,  on 
behalf  of  Estate  of  Israel  Miller,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  148-16  to  148-26 
111th  avenue,  Jamaica,  Borough  of 
Queens. 

cal.  no.  61-32-BZ — Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Raphael  Blank,  applicant,  on  be¬ 
half  of  Tolstoi  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  64-70  Neptune  avenue, 
southwest  corner  of  Hoff  street,  Brook¬ 
lyn. 

cal.  no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

cal.  no.  410-31-BZ — Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  L.  Kelly,  applicant,  on 
behalf  of  Louis  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  603-31-BZ — Application,  December  18,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Stephen  Frontera,  appli¬ 
cant,  substituted  for  Albert  H.  Stines, 
on  behalf  of  Nancy  Marmelito,  owner, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
west  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of 
Queens. 

cal.  no.  16-32-BZ— Application,  January  11,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hyman  D.  Rapps,  applicant,  on  be¬ 
half  of  Proc  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1302-1312  65th  street,  south¬ 
east  corner  of  13th  avenue,  Brooklyn. 

cal.  no.  29-32-BZ — Application,  January  22,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  Allmendinger,  applicant,  on  be¬ 
half  of  William  Winckelmann,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser- 
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vice  station;  premises  southeast  corner 
of  Columbia  avenue  (67th  street)  and 
Queens  boulevard,  Winfield,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  29,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

402-31-A — 160-170  Jay  street,  Brooklyn. 

616-31-A — 699-725  Classon  avenue,  Brooklyn. 

24-32- A — ‘Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

Petition  for  Variation. 

19-32-tS — 15-19  East  33rd  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  3,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

78-32-BZ. 

APPLICANT — Edward  P.  Doyle,  for  The  More  Gage  Corp., 
owner. 

PREMISES — 106  West  81st  street,  Manhattan. 

APPLICATION,  under  sections  7b,  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
building  used  for  business  purposes. 

99-32-BZ. 

APPLICANT — \\  ingate  &  Cullen,  for  Jacob  Morgenthaler 
Sons,  owner. 

PREMISES — 164-178  Fourth  avenue,  southwest  corner  of 
Douglass  street,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles,  an  existing  gasoline  service  station  and 
an  existing  motor  vehicle  repair  shop. 

113-32-BZ. 

APPLICANT — John  B.  Dondero,  owner. 

PREMISES— 8708-8712  18th  avenue,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

119-32-BZ. 

APPLICANT — Irving  L.  Michael,  lessee,  for  Burton  H. 
Michael,  owner. 

PREMISES — 3461  Fort  Hamilton  parkway,  south  side,  200 
ft.  west  of  Chester  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  a  building  to  a  motor  vehicle  repair  shop. 

139-32-BZ. 

APPLICANT — Oftiniios  Afiesh,  for  Syrian  Holy  Orthodox 
Greek  Catholic  Mission  in  North  America,  Inc., 

owner. 

PREMISES— 349-351  State  street,  Brooklyn. 

^^*^1  CATION,  under  section  21  of  the  building  zone 
resolution, 


TO  1  ERMI  T  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MAY  3,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
aids  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  3, 
1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  77-32UIZ — Application,  February  15,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frederick  J.  Flynn,  applicant,  on 
behalf  of  Joseph  Lagana  and  Paul 
Lagana,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Nassau  boulevard 
and  Utopia  parkway,  Borough  of 
Queens. 

CAL.  NO.  41-29-BZ— Application,  January  18,  1929;  granted 
on  condition  May  28,  1929;  reopened 
April  15,  1932,  to  permit  the  modification 
of  the  resolution,  under  section  21  of  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  substituted  for 
Samuel  Hellinger,  on  behalf  of  Rose 
Tevelovitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy 
from  an  iron  works  and  repair  shop 
(which  was  granted  by  the  board)  to 
an  iron  works  and  dairy  storage  and  dis¬ 
tributing  station;  premises  423-427 
Snediker  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


MAY  3,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

13-32- A — 458  Rodney  street,  Brooklyn. 

111-32-A— 1302-1328  Broadway,  Manhattan. 

131-32- A — 2689-2693  Third  avenue  and  315-323  East  143rd 
street,  The  Bronx. 

138-32- A — North  side  of  Queens  boulevard,  70  ft.  east 
of  51st  street,  Sunnyside,  Borough  of 
Queens. 

142-32-A — 1-10  West  31st  street,  Manhattan. 

Petitions  for  Variations. 

89-32-S — 32-34  East  57th  street,  Manhattan. 

147-32-iS— 95  Fifth  avenue,  Manhattan. 


MAY  6,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

353-30-SR — Proposed  Paint,  Varnish  and  Lacquer  Spraying 
Rules. 


MAY  20,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

32-32-A — 32nd  to  50th  streets,  from  Third  avenue  to  the 
Bay,  Brooklyn. 


MIN 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  APRIL  8,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

4 10-31-BZ.  T  •  ■p,  \Thr\ 

APPLICANT— Edward  L.  Kelly,  for  Louis  De  Vito, 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  parkway, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  L.  Kelly. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


427-31-BZ.  ,  ...  o 

APPLICANT— Harry  Urquhart,  for  Superior  Welding  & 

Cutting  Corp.,  owner.  »  .  , 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  occupancy  for  an  open  air  parking  space 
for  more  than  five  (5)  motor  vehicles  and,  also, 
minor  repairs  to  motor  vehicles  of  a  plot  now  occu¬ 
pied  by  two  (2)  four-car  garages,  a  dwelling,  and, 
also,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 289-291  Palmetto  street  and  577 
Knickerbocker  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  E.  P.  Harmon. 

For  Opposition:  George  W.  Herz  and  Tobias  A. 
Keppler. 

ACTION  OF  BOARD — 'Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . . . .  4 

Negative  .  ® 

Absent  .  0 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . . 

Negative  . 

Absent  . 


60G-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson  Realt 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendei 
of  buildings),  under  section  21  of  the  building  zorij 
resolution,  to  permit  in  a  business  district  the  era 
tion  and  maintenance  of  a  gasoline  service  statioi 
PREMISES  AFFECTED — iSouthwest  corner  of  Main  stra 
and  Nassau  boulevard,  Flushing,  Borough  t 
Queens. 

APPEARANCES— 

For  Applicant:  E.  M.  Bernknopf. 

For  Opposition:  None. 

ACTION  OF  BOARD— Report  of  committee  of  inspectiaj 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE- 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 


*gn  ( 

li 


Negative 


! 


489-29-BZ.  ,  f  -  T 

APPLICANT— Bennett  &  Koeppel,  for  Mary  G.  Leggett, 

owner. 

SUBJECT— Application  (re  decisions  of  the  superintendent 
of  buildings  and  the  tenement  house  commissioner), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  and  residence  building  (stores 
and  dwellings);  previously  withdrawn;  reopened 
February  9,  1932. 

PREMISES  AFFECTED— 1985-1995  Ocean  avenue,  south¬ 
east  corner  of  Avenue  O,  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Neil  J.  Tommey. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  ® 


Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION—  j  J 

(606-31-BZ)  i 

Whereas,  Michaelson  &  Bernknopf,  for  Hudson  Real 
Co.,  Inc.,  owner,  filed,  December  19,  1931,  an  applicatioi 
under  the  building  zone  resolution,  to  permit  in  a  busine 
district  the  erection  and  maintenance  of  a  gasoline  servi 
station ;  premises  southwest  corner  of  Main  street  and  Nass; 
boulevard,  Flushing,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicati' 
by  the  board  of  standards  and  appeals,  at  its  special  met 
ing,  April  8,  1932,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
WAereas,  the  use  district  maps  accompanying  the  buildi: 
zone  resolution  show  that  Nassau  boulevard  is  in  a  busine 
district ;  Main  street  is  in  a  business  district,  and  61st  ro 
is  in  a  business  and  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  November  30,  1931  (re  N.  B.  5914-31),  reads: 
“It  is  contrary  to  the  Zone  Law  to  erect  a  gas  stati 
in  a  business  district  (article  2,  section  4,  subdivision  4( 
Not  further  considered.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havi 
a  frontage  of  100.98  ft.  on  Nassau  boulevard,  98.32  ft. 
Main  street  and  128.5  ft.  on  61st  road,  upon  which  it 
proposed  to  erect  a  one-story  office,  20  ft.  by  20  ft.  in  ar 
grease  pits,  and  to  install  the  necessary  tanks  and  pun 
for  a  gasoline  service  station ;  and 

Whereas,  a  committee  of  the  board  visited  these  premi: 
and  reports  as  follows : 

“Gal.  No.  606-31-BZ. 

“Premises  southwest  corner  of  Main  street  and  Nass: 
boulevard,  Flushing,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION 
“On  April  6,  1932,  a  committee  of  the  board,  ce 
sisting  of  Temporary  Chairman  Connell  and  Comm 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  r 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  buildi 
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zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

“The  premises  under .  appeal  in  this  application  are 
subject  to  the  same  conditions  as  reported  on  Application 
No.  604-31-BZ,  being  directly  opposite  said  premises. 

“The  committee  is,  therefore,  of  the  opinion  that  the 
same  findings  and  consideration  should  be  given  to  this 
application  as  are  recommended  in  the  report  of  No. 
604-31-BZ. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  this  hearing  and  which 
report  recommends  the  same  consideration  as  given  to  Ap¬ 
plication  No.  604-31-BZ,  i.  e.,  for  a  temporary  period  of 
two  years,  under  section  7,  subdivision  f,  of  the  building  zone 
resolution,  and  this  report  is  herewith  made  a  part  of  this 
resolution. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  a  temporary 
period  of  two  years,  under  section  7,  subdivision  f,  of  the 
building  zone  resolution,  on  condition  that  all  pumps  shall 
be  set  back  from  the  building  line  not  less  than  10  ft.;  that 
any  buildings  erected  on  the  premises  for  office  or  accessory 
use  shall  be  confined  to  one  story  in  height;  all  advertising 
signs  shall  be  confined  to  the  illuminated  globes  of  the 
pumps  or  the  facade  of  the  buildings  erected  on  the  premises ; 
all  permits  required  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  action. 


595-29-BZ. 

APPLICANT — 'Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner ;  request  for  reopening  made  by  owner. 

SUBJECT — 'Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  7f  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — .Southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue,  The  Bronx. 
APPEARANCES — 

For  Applicant :  Beatrice  R.  Fliegel. 

\CTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  reopened  and  time  extended  to 
complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(695-29-BZ) 


Whereas,  Christopher  McGrath,  for  Hilvid  Realty  Corp., 
>wner,  filed,  December  3,  1929,  an  application,  under  the 
>uilding  zone  resolution,  to  permit  in  a  business  district  the 
section  and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied  under  section  21)  ;  premises  southwest  corner 
>f  Wilkinson  avenue  and  Westchester  avenue,  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 


by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
n^i’i  L  1930,  after  due  notice  by  publication  in  the 

bulletin  of  the  Board  of  Standards  and  Appeals;  and 

V\  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Westchester  avenue  is  in  a  busi- 
ness  district;  Wilkinson  avenue  is  in  a  business  district; 
Hobart  avenue  is  in  a  residence  district;  East  194th  street 
is  in  a  residence  district,  and  Sands  place  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  11,  1929  (re  App.  N.  B.  2283-28),  reads: 

1.  Erection  of  gasoline  service  station  inside  busi- 
ness  district  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
\\/n°-ltage  107,57  ft-  on  Westchester  avenue,  11.31  ft.  on 
Wilkinson  avenue  and  a  distance  of  137.97  ft.  along  the 
northwesterly  lot  line,  upon  which  it  is  proposed  to  erect 
a  one-story  office  and  accessory  store,  41  ft.  by  18  ft., 
irregular,  in  area,  grease  racks  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  board  deemed  that  the  bases  of  appeal  under 
section  7f  were  substantiated;  therefore,  the  applicant  is 
entitled  to  relief  under  section  21  for  a  temporary  period 
of  two  years;  and  J  1 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  October  7,  1930,  on  certain  conditions,  and  applicant 
requested  an  extension  of  the  time  limit  imposed,  and  now 
requests  a  further  extension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years,  on  condition  that  a  concrete  curbing  not 
less  than  12  in.  in  height  shall  be  erected  along  the  West¬ 
chester  avenue  and  Wilkinson  avenue  building  lines,  with  two 
openings  in  curbing  on  Westchester  avenue  not  more  than  12 
ft.  wide,  with  curb  cuts  directly  in  front  of  the  opening  not 
more  than  12  ft.  wide;  that  all  gasoline  pumps  shall  be 
located  10  ft.  back  of  the  building  line;  that  any  office  in¬ 
stalled  on  the  premises  shall  be  constructed  of  masonry  with 
Spanish  tile  or  variegated  slate  roofing;  that  the  office  shall 
be  irregular  in  shape,  approximately  34  ft.  on  one  leg  and 
41  ft.  on  the  opposite  leg;  that  there  shall  be  erected  on 
the  north  and  south  property  lines  a  lattice  fence  not  less 
than  8  ft.  in  height;  that  all  advertising  signs  shall  be 
confined  to  the  illuminated  globes  of  the  pumps;  that  there 
shall  be  no  sale  of  gas  or  oil  outside  of  the  building  line; 
that  any  grease  racks  installed  on  the  premises  shall  be 
housed  in  masonry  construction  of  practically  the  same  de¬ 
sign  as  the  office  and  showroom  with  arched  openings  in  the 
front  for  the  entrance  and  exit  of  cars;  that  all  permits  re¬ 
quired  shall  be  obtained  within  six  months  from  October  7, 
1930,  and  any  work  involved  completed  within  ninety  days 
from  April  7,  1932. 


604-31-BZ. 

APPLICANT— iMichaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Main  street 
and  Nassau  bouevard,  Flushing,  Borough  of  Oueens 

APPEARANCES— 

iFor  Applicant :  E.  M.  Bernknopf. 

For  Opposition :  None. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

TILE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE—  i 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  _  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 
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Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(604-31-BZ) 

Whereas,  Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner,  filed,  December  19,  1931,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  northwest  corner  of  Main  street  and 
Nassau  boulevard,  Flushing,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  8,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Nassau  boulevard  is  in  a  business 
district;  Main  street  is  in  a  business  district,  and  61st  road 
is  in  a  business  and  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  30,  1931  (re  Plan  No.  N.  B.  5913-31), 
reads : 

“It  is  contrary  to  the  zone  law  to  erect  a  gas  station 
in  a  business  district.  (Article  2,  section  4,  subdivision 
46).  Not  further  considered.”; 

and 

W hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  134  ft.  on  Nassau  boulevard  and  93  ft.  on 
Main  street,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  20  ft.  by  20  ft.  in  area,  and  grease  pits,  and  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows : 

“Cal.  No.  604-31-BZ. 

“Premises  northwest  corner  of  Main  street  and  Nassau 
boulevard,  Flushing,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  April  6,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

“The  premises  in  question,  lying  wholly  within  a 
business  use  district,  have  a  frontage  of  approximately 
93  ft.  on  Main  street  and  134  ft.  on  Nassau  boulevard, 
located  on  the  northwest  corner,  and  are  now  vacant  and 
unimproved. 

“The  only  development  near  the  property  under  appeal 
is  about  two  blocks  north,  which  development  consists 
of  three  or  four  rows  of  two-story  private  dwellings, 
evidently  of  recent  construction ;  also,  about  400  ft.  west 
of  the  property  under  appeal  is  a  development  of  de¬ 
tached  frame  dwellings.  Other  than  the  development 
as  noted,  the  lands  are  all  vacant  for  about  a  mile  in  all 
directions. 

“At  the  present  time  there  are  no  non-conforming 
uses  either  on  Main  street  or  on  Nassau  boulevard  within 
a  considerable  distance  of  the  property  under  appeal. 

“At  the  present  time  there  are  no  transit  facilities 
for  access  to  this  property  other  than  the  vehicular 
highways.  There  is  also,  as  noted  in  this  report,  no 
section  near  this  property  from  which  business  could  be 
derived  at  the  present  time. 

“There  have  been  filed  with  this  application  no  ob¬ 
jections  and  ten  consents. 

“The  surrounding  land  at  the  present  time  is  what 
might  be  known  as  virgin  territory.  The  committee 
feels  that  a  permanent  non-conforming  use  should  not  be 


now  developed  as  this  would  tend  to  determine  the  futui 
character  of  this  section. 

“However,  under  section  7,  subdivision  f,  of  the  buik 
ing  zone  resolution,  due  to  the  existing  conditions  ; 
noted  in  this  report,  the  committee  is  of  the  opinic 
that  favorable  consideration  could  be  given  in  the  gran 
ing  of  this  application  for  a  temporary  period  of  t\\ 
years. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and  _  j] 

Whereas,  this  application  was  the  subject  of  an  inspectic 
made  by  a  committee  of  the  board,  report  of  which  w; 
read  and  adopted  at  this  hearing,  and  which  report  recon 
mends  the  granting  of  a  temporary  permit  for  two  yeai 
under  section  7,  subdivision  f,  of  the  building  zone  resolution 
and  which  report  is  incorporated  herein. 

Resolved,  that  the  board  of  standards  and  appeals  do< 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and  th; 
the  application  be  and  it  hereby  is  granted,  under  section 
subdivision  f,  of  the  building  zone  resolution,  for  a  temporal 
period  of  two  years,  on  condition  that  all  pumps  shall  be  s>, 
back  not  less  than  10  ft.  from  the  building  line ;  that  ar 
buildings  erected  on  the  premises  for  office  or  accessory  u: 
shall  be  but  one  story  in  height ;  that  all  signs  advertisir 
the  gasoline  service  station  shall  be  confined  to  the  illuminat* 
globes  of  the  pumps  or  the  facade  of  the  building  ereefi 
on  the  premises ;  that  all  permits  required  shall  be  obtain* 
within  three  months  and  all  work  completed  within  nil 
months  from  the  date  of  this  action. 


587-31-BZ. 

APPLICANT — Emanuel  Sustick,  for  Andrew  De  Ris 
.  owner. 

SUBJECT — 'Application  (re  decision  of  the  superintende: 

of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit,  partly  in  a  business  distri 
and  partly  in  a  residence  district,  the  erection  ai 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1157-1167  East  New  York  av 
nue,  north  side,  45  ft.  in.  east  of  Portal  stret 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Simon  Braunstone. 

For  Opposition:  D.  H.  M.  Weinberg. 

ACTION  OF  BOARD — Report  of  committee  of  inspecti* 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE- 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  .  | 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Absent  . 

THE  RESOLUTION— 

(587-31-BZ)  _  j 

Whereas,  Emanuel  Sustick,  for  Andrew  De  Riso,  owne 
fded,  December  10,  1931,  an  application,  under  the  buildit 
zone  resolution,  to  permit,  partly  in  a  business  district  ai 
partly  in  a  residence  district,  the  erection  and  maintenan 
of  a  gasoline  service  station;  premises  1157-1167  East  Ne 
York  avenue,  north  side,  45  ft.  5$4  in.  east  of  Portal  stree 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatk 
by  the  board  of  standards  and  appeals,  at  its  special  mee 
ing,  April  8,  1932,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildit 
zone  resolution  show  that  East  New  York  avenue  is  in 
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business  district;  Ralph  avenue  is  in  a  business  district; 
Portal  street  is  in  a  residence  district,  and  Union  street  is 
in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  23,  1931  (re  App.  No.  12308-31),  reads: 

(App.  No.  12308-1931).  1.  The  following  objec¬ 

tions  have  been  filed  by  the  examiners : 

Proposed  gasoline  service  station,  greasing  pits  and 
an  office  to  be  located  partly  in  a  business  use  and  partly 
in  a  residential  district,  are  contrary  to  Art.  II,  Sec.  3 
and  Sec.  4a  of  Zone  Resolution.”; 
and 

W  hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  98  ft.  8^  in.  and  a  depth  of  119  ft.  \.'/2  in.; 
the  rear  portion  of  the  plot  extends  into  the  residence  district 
tor  a  distance  of  approximately  20  ft.;  the  remainder  is  in  the 
business  district;  it  is  proposed  to  erect  on  this  plot  a  one- 
'story  office,  23  ft.  by  20  ft.  in  area,  grease  pits  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
applicant  states  that  there  is  an  existing  one-story  brick  stable 
on  the  rear  of  the  plot ;  and 

[  Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  587-31-BZ. 

Premises  1157-1167  East  New  York  avenue,  north  side, 
45  ft.  5S/&  in.  east  of  Portal  street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  "0°  March  30,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis- 
|  sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and  main- 
■  tenance  of  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  about 
I  99  ft.  on  East  New  York  avenue  and  a  depth  of  about 
119  ft.  A  portion  of  these  premises  in  the  rear  lie 
f  wholly  within  the  residence  use  district,  100  ft.  depth 
facing  on  East  New  York  avenue  being  in  a  business 
j  use  district. 

“The  premises  are  now  vacant  with  the  following  ex¬ 
ceptions  : 

.  ^.n  rear  the  lot  there  is  a  one-story  frame 
building  used  at  one  time,  from  the  construction  inside, 
as  a  stable  for  five  horses,  but  at  the  present  time  used 
for  the  storage  of  parts  of  old  automobiles  There  was 
1  also  erected  on  the  front  of  the  lot,  on  the  east  end,  an 
old  frame  building  used  as  storage  and  office,  small  in 
area.  The  balance  of  the  plot  is  used  for  the  storage 
of  old  automobiles  and  parts  thereof.  The  whole  prem¬ 
ises  is  used  for  the  sale  of  second-hand  automobiles  and 
parts  of  the  same. 

“Adjoining  the  premises  to  the  west,  located  at  the 
northeast  corner  of  Portal  street  and  East  New  York 
avenue,  is  a  two-story  garage  with  a  frontage  of  45  ft. 
on  East  New  York  avenue  and  running  the  entire  block 

,(m  P°rtal  street  to  Union  street. 

“This  garage  was  granted  bv  this  board  under  Cal.  No 
535-23-BZ  and  No.  347-24-BZ. 

“Adjoining  the  premises  to  the  east  is  a  four-story 
i  aPartrnent  house,  and  in  the  rear,  facing  Union  street, 
i  i  ai  six-stofy  apartment  house.  The  balance  of  this 
block  formed  by  the  intersection  of  East  New  York 
avenue  and  Union  street  is  now  vacant. 

“Opposite  the  premises  under  appeal  on  the  south 
side,  of  East  New  York  avenue,  starting  with  the  inter¬ 
section  of  East  New  York  avenue  and  East  98th  street, 
is  a  four-story  warehouse  and  the  balance  of  the  block 
developed  with  two-story  dwellings  and  four-story  apart¬ 
ment  houses.  All  of  these  developments,  as  noted,  seem 
,n  ’j  fmly  occupied,  with  the  exception  of  a  few  vacancies 
1,1  the  apartment  houses  noted. 

In  the  opinion  of  the  committee  the  elevated  structure 
running  north  and  south  on  East  98th  street  and  Portal 


street  does  not  in  any  way  affect  the  use  of  the  premises 
under  appeal  for  a  conforming  use  development,  and  the 
extensive  conforming  development,  other  than  as  noted 
m  this  report,  on  East  New  York  avenue,  Union  street 
and  Ralph  avenue  would  seem  to  indicate  that  this  prop¬ 
erty  could  be  developed  with  conforming  use  and  give  a 
reasonable  return  on  the  investment. 

There  have  been  filed  with  this  appeal  thirty-seven 
objections  and  no  consents,  as  of  March  15,  1932.  These 
objections  include  all  the  properties  on  East  New  York 
avenue  between  Portal  street  and  Ralph  avenue,  except 
the  garage  noted. 

“The  committee  is  of  the  opinion  that,  due  to  the  sur¬ 
rounding  general  conforming  development  of  this  section 
and  the  large  number  of  affected  properties  objecting  and 
no  consents,  the  application  is  not  substantiated  under 
section  21— hardship — and  recommends  denial  of  the  ap¬ 
peal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMBS  P.  HOLLAND, 

,  “JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspec¬ 
tion  made  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  this  hearing,  and  is  here¬ 
with  incorporated,  and  which  report  recommends  the  denial 
of  this  application  under  section  21— hardship— of  the  building 
zone  resolution. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


602-31-BZ. 


APPLICANT— Samuel  A.  Potter,  for  Roosevelt-Stone 
(  ^  Land  'Corp.  and  Sapotter  Realty  Corp.,  owners. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five.  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 


PREMISES  AFFECTED — Northwest  corner  of  Queens 
boulevard  and  51st  street,  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Charles  G.  F.  Wahle  and  Samuel  A. 
Potter. 

For  Opposition:  Tobias  A.  Keppler,  Herman  Land- 
grover  and  George  Blake. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  p 

Absent  .  p 

THE  VOTE  TO  GRANT— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  p 

Absent  .  p 

THE  RESOLUTION— 


(602-31-BZ) 

Whereas,  Samuel  A.  Potter,  for  Roosevelt- Stone  Land 
Corp.  and  Sapotter  Realty  Corp.,  owners,  filed,  December  18, 
1931.  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises  northwest  corner  of 
Queens  boulevard  and  51st  street,  Woodside,  Borough  of 
Queens ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  8,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Roosevelt  avenue  is  in  a  business 
district ;  Queens  boulevard  is  in  a  business  district,  and  51st 
street  is  in  a  business  district;  and 

W hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  11,  1931  (re  Plan  No.  N.  B.  5991-31), 
reads * 

“The  erection  of  a  public  garage  and  gas  selling  sta¬ 
tion  within  a  business  district  is  contrary  to  Art.  2,  Sec. 

4  of  the  Zone  Resolution.” ; 

Whereas,  the  proposed  building  is  to  be  of  noil-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  111.88 
ft.  on  Queens  boulevard  and  222.52  ft.  on  51st  street  and 
34.48  ft.  on  Roosevelt  avenue ;  to  be  occupied  as  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,  a  gasoline 
service  station;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  602-31-BZ. 

“Premises  northwest  corner  of  Queens  boulevard  and  51st 
street,  Woodside,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  April  6,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case.  > 

“This  is  an  application  under  section  21 — hardship 
to  permit  in  a  business  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  motor  vehicles  and, 
also,  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  about 
112  ft.  on  Queens  boulevard  and  222  ft.  on  51st  street,  also 
a  frontage  of  approximately  34  ft.  on  Roosevelt  avenue, 
and  are,  at  the  present  time,  vacant  and  unimproved. 
The  balance  of  the  frontage  formed  by  the  intersection 
of  Roosevelt  avenue  and  51st  street,  a  small  triangular 
plot,  is  also  vacant  and  unimproved. 

“Adjoining  the  premises  to  the  west  and  facing  Queens 
boulevard  there  is  a  gasoline  service  station.  Adjoining 
the  premises  to  the  west,  facing  Roosevelt  avenue,  is  a 
vacant  parcel  of  land  which,  at  the  present  time,  is  used 
as  an  open  air  parking  space.  Running  westward  from 
50th  street  is  a  large  parcel  of  land  formed  by  Roosevelt 
avenue,  50th  street  and  Queens _  boulevard,  triangular  in 
shape,  on  which  is  erected  and  installed  a  large  gasoline 
service  station  granted  by  this  board  under  Cal.  No. 
21-31-BZ.  Opposite  the  premises  under  appeal  on  Roose¬ 
velt  avenue,  taking  up  the  whole  block  frontage  be¬ 
tween  51st  street  and  50th  street,  running  to  43rd  ave¬ 
nue,  is  the  Sunnyside  Theatre.  The  frontage  of  this 
theatre,  for  the  whole  frontage  on  Roosevelt  avenue  and 
running  from  50th  street  to  43rd  avenue,  is  developed 
with  one-story  stores,  fifteen  in  number,  of  which  eight 
are  vacant.  Some  of  these  vacant  stores  evidently  have 
never  been  occupied  since  being  built. 

“On  the  north  side  of  Roosevelt  avenue,  west  of  50th 
street,  and  facing  on  Roosevelt  avenue,  is  a  large  vacant 
plot  of  ground  which  at  the  present  time  is  used  for  an 
open  air  parking  place.  Adjoining  this  vacant  parcel 
to  the  west  is  a  large  parcel  of  ground  used  for  a  gaso¬ 
line  service  station  and  auto  laundry.  Opposite  the 
premises  under  appeal,  eastward  on  51st  street,  between 
Queens  boulevard  and  Roosevelt  avenue,  is  a  large  open 
air  swimming  pool,  adjoining  which  and  facing  on 
Roosevelt  avenue  and  51st  street  is  a  large  one-story 
garage,  which  was  granted  by  this  board  under  Cal.  No. 
1298-27-BZ. 

“Running  east  and  west  on  Roosevelt  avenue  is  the 
elevated  structure  of  the  subway,  which  extends  from 
curb  to  curb. 


“Eastward  from  the  property  under  appeal,  on  the 
north  side  of  Queens  boulevard  to  as  far  as  58th  street, 
there  are  no  non-conforming  uses.  At  58th  street  and 
Queens  boulevard,  north  side,  there  have  been  erected 
a  row  of  six-story  apartment  houses  of  very  recent  con¬ 
struction  and  substantially  all  occupied.  Queens  boule¬ 
vard,  therefore,  eastward,  would  seem  to  be  capable  of 
development  with  conforming  uses. 

“There  are  eleven  objections  and  no  consents  filed 
with  this  appeal. 

“The  committee  is  of  the  opinion  that  further  invasion 
of  Queens  boulevard  frontage  should  not  be  given  favor¬ 
able  consideration,  but  that  a  reasonable  adjustment  of 
the  application  under  appeal  would  be  the  permission  to 
erect  a  garage  on  the  parcel  of  this  plot  under  appeal 
facing  Roosevelt  avenue,  which  parcel  would  have  a 
depth  from  Roosevelt  avenue  on  its  westerly  side  of 
approximately  84  ft. 

“The  property  under  appeal  is  divided  into  two  par¬ 
cels,  the  one  mentioned  being  known  as  Lot  No.  12, 
facing  Roosevelt  avenue,  and  the  other,  known  as  Lot 
No.  21,  facing  Queens  boulevard. 

“Lot  No.  12  from  the  development  of  the  surround¬ 
ing  properties,  as  indicated  in  this  report,  is  evidently1 
affected  by  the  surrounding  non-conforming  uses  along 
Roosevelt  avenue.  The  committee  feels,  however,  that 
these  conditions  would  not  affect  the  proper  development 
for  conforming  uses  of  Lot  No.  21. 

“The  committee,  therefore,  recommends  the  granting 
of  this  appeal  for  a  garage  use  on  Lot  No.  12  only. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND,  1 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
made  by  the  committee  of  the  board,  report  of  which  inspec¬ 
tion  was  read  and  adopted  at  this  hearing,  and  is  incorporated 
herein,  and  which  report  recommends  consideration  of  the 
granting  of  the  application  for  a  garage  on  the  portion  of 
the  plot  known  as  Lot  No.  12  and  recommends  the  denial 
of  the  application  for  the  portion  of  the  plot  known  as 
Lot  No.  21;  and  j 

Whereas,  upon  the  recommendation  in  the  report  of  the: 
board  as  above  stated,  the  applicant  withdrew  his  application 
with  respect  to  Lot  No.  21 ;  and 

Whereas,  the  board  deems  that  the  applicant  is  entitled 
to  relief  under  section  21  of  the  building  zone  resolution 
insofar  as  Lot  No.  12  is  affected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that' 
the  application  be  and  it  hereby  is  granted  for  the  use  of 
Lot  No.  12  for  a  garage  one  story  in  height,  on  condition 
that  the  building  shall  be  erected  entirely  in  conformity  with] 
the  building  code;  that  the  westerly  gable  wall  and  southerly 
wall  shall  be  unpierced  throughout  its  entire  height  and 
length ;  that  there  shall  be  but  one  opening  on  the  Roosevelt 
avenue  front  and  one  on  the  51st  street  frontage  of  the 
premises,  each  opening  to  be  not  more  than  12  ft.  wide  with 
curb  cuts  in  front  thereof  not  more  than  14  ft.  wide;  that 
the  proposed  garage  is  to  cover  the  entire  parcel  of  ground 
known  as  Lot  No.  12;  the  front  elevations  on  51st  street 
and  Roosevelt  avenue  shall  be  of  face  brick  with  architectural 
terra  cotta  or  natural  stone  trim;  the  roof  shall  be  of  flat 
design ;  any  advertising  signs  shall  be  confined  to  one  pro¬ 
jecting  electric  sign  on  the  Roosevelt  avenue  front  and  one 
on  the  51st  street  front,  indicating  the  name  and  nature  of 
the  business  conducted  on  the  premises ;  no  portable  gasoline 
tanks  may  be  maintained  on  the  premises ;  no  roof  signs  ad¬ 
vertising  non-conforming  uses  shall  be  permitted  on  the  prem¬ 
ises  ;  all  permits  required  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  action. 
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550-31-BZ.  ti  = - 

APPLICAN  T— Henry  J.  Nurick,  for  Lena  E.  Batchis,  build  in  °f  the  premises  there  is  a  one-story 

,TTnT  owner.  ’  bu^'ng  o£  smaI1  area  used,  evidently,  as  a  dwelling 

SUBJECT— Application  (re  decision  of  the  superintendent  snprt£fn  c°m™tt<eeiIwas  informed  at  the  time  of  the  in- 

of  buildings),  under  section  21  of  the  building  zone  IS  n,  ,  at  the  P^sent  time  there  is  one  horse 

resolution  to  permit  in  a  residence  use  district  the  -lorn  6  P-reiTes  and  that  last  Fall  there  were 

erection  of  a  garage  for  more  than  five  (5)  motor  1  °r  mt?e  horses  so  stabled, 

vehicles.  ^  (  At  < [hl*  t]"le  F  might  be  well  to  note  the  permit 

PREMISES  AFFECTED— 2838-2846  West  2nd  street,  west  i^Tfo^  inf  ill  Eepart™ent  f°r  the  use  of  these  prem- 

side,  106  ft.  1  m.  north  of  Neptune  avenue,  Brook-  rnn„  i~  iQo-.abe  !°r,  tbirteen  horses  was  revoked  on 

iyn-  J,une  15-  j931>  and  that  a  certificate  of  occupancy  for 

•  APPEARANCES-  ^e  use  of  28-38  West  2nd  street,  the  premises  Jndel- 

For  Applicant :  Sidney  Kitzler.  S?eai *»  wa®  lssued  by  the  superintendent  of  buildings  on 

For  Oposition :  George  W.  Plant  and  Robert  San-  horscTTher’  p9?3,  f£r  stables  and  barns  for  thirteen 

gumtto.  c  u  ’  th  being’  bowever>  accommodations  for  onlv 

ACTION  OF  BOAKD-Report  of  committee  of  inspection  fivLh°rsp-  7 

adopted;  application  denied.  lhe  balance  of  the  street  between  West 

1HE  V’OTE  TO  ADOPT  REPORT  OF  COMMITTEE-  N,eptune  ayenue,  with  the  exception  of  one  vacaffipiece 
Affirmative:  Temporary  Chairman  Connell,  Com-  °f  ground  on  the  east  side  of  West  2nd  street  onnn<dte 

missioners  Holland  and  Guilfoyle  and  As-  the  pre,mises  under  appeal,  are  developed  with  old-time 

NegS?r S  mostly frame “ 

THE  VOTE11  TO  GRANT— .  °  continue  northward  therefrot^a's  sho^  anddoes.not 

Affirmative:  Commissioner  Guilfoyle .  1  submitted  with  this  appeal,  as  it  is  cut  bvVe  athlT5 

Negative:  Temporary  Chairman  Connell,  Com-  field  of  the  Abraham  Lincoln  High  School  athletlc 

THE  RESOLUTION-  .  °  district  and,'  on'sepTembe”  sfmt  the  Board^EsT 

...  TT  (550-31-BZ)  ma(te  changed  it  to  a  residence  use  district 

Whereas  Henry  J.  Nurick,  for  Lena  E.  Batchis,  owner,  .  At  the  present  time  it  would  hardly  be  practical  in 

ded,  November  16,  1931,  an  application,  under  the  building  v!ef  the  surrounding  developments,  to  develop  this 

:one  resolution,  to  permit  in  a  residence  use  district  the  Pj0*  Wlth.  a  conforming  use.  However,  the  committee  is 

■rection  ot  a  garage  for  more  than  five  (5)  motor  vehicles;  .  ,  0Pmion  that  the  board  must  take  into  consideration 

iremises  2838-2846  West  2nd  street,  west  side,  106  ft.  1%  in.  n?  determining  this  application,  whether  or  not  permis- 

lortn  of  Neptune  avenue,  Borough  of  Brooklyn;  and  ;si0n  to  Vse  tbl.s  property  as  a  garage  would  be  more  or 

\\  here  as  a  public  hearing  was  held  on  this  application  less  setting  aside  the  actions  of  the  Board  of  Estimate 

>y  the  board  of  standards  and  appeals,  at  its  special  meet-  o£  ^ay’  and  September,  1931,  when  as  noted  it 

ng,  April  8,  1932,  after  due  notice  by  publication  in  the  was  changed  to  a  business  and  then  to  a  residence  use 

mlletin  of  the  Board  of  Standards  and  Appeals ;  and  1  he.rf .  anj  at  the  present  time  no  non-conforming 

Whereas,  the  use  district  maps  accompanying  the  building  [lses  Wltbm  the  present  use  district  on  West  2nd  street 

one  resolution  show  that  West  2nd  street  is  in  a  residence  between  West  avenue  and  Neptune  avenue^  nor  aonar 

■strict ;  West  avenue  is  in  a  business  district,  and  Neptune  ently’  are  there  an.v  non-conforming  uses  ’  on  Nentnne 

'venue  is  in  a  business  district;  and  ave™e  one  block  east  and  west  of  West  2nd  street  nor 

Whereas,  the  decision  of  the  superintendent  of  buildings,  °n  West  avenue  one  block  east  and  west  of  West’  2nd 

endered  October  27,  1931  (re  App.  No.  13583-31),  reads:  str“t- 

Proposition  contrary  to  the  Zone  Resolution,  Art.  II,  ,  rhe,  athIetlc  field,  as  hereinbefore  mentioned  extends 

^e,c:  ?■  The  erection  of  a  building  for  more  than  5  motor  ro!11  tbe  rear  °f  the  Abraham  Lincoln  High  School 

vehicles  in  a  residential  district.”;  which  is  located  on  Ocean  parkway,  to  West  3rd  street 

'1  ...  ...  JXnow  ,™°r?  or  less  in  ‘the  cour’se  of SiZem 

hereas,  the  proposed  building  is  to  be  of  non-fireproof  Ibis  application,  as  noted,  has  been  filed  under  section 

[instruction,  one  story  in  height,  with  a  frontage  of  80  tt.  -1— hardship— applicant  claiming  that  he  has  owned  the 

ncl  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for  more  property  for  twenty-five  years  and  is  not  able  to  develon 

ian  five  (5)  motor  vehicles;  and  tbe  same  with  a  conforming  residential  use  The  nlot 

y  HEREAS>  a  committee  of  the  board  visited  the  premises  however,  would  lend  itself  to  the  development  of  an 

ld "eporg  as  follows  :  apartment  house  though  such  development  at  the  presen 

Cal.  No.  550-31-BZ.  time  would  hardly  be  warranted  Present 

!  “f/emises  2838-2846  West  2nd  street,  west  side,  106  ft.  .  “There  have  been  filed  with  this  appeal  eighteen  oh 

m  in.  north  of  Neptune  avenue,  Brooklyn.  jections  and  an  objecting  letter  from  a  local  civic  or-" 

REPORT  OF  COMMITTEE  OF  INSPECTION.  ga™ ^at,on  and  no  consents. 

.  “°n  March  30,  1932,  a  committee  of  the  board,  con-  on  both  thJeast  ^d  ^  bTperties  located 

sisting  of  Temporary  Chairman  Connell  and  Commis-  between  West  avenue  and  V  °f  West  2nd  street’ 

;  sioners  Holland  and  Guilfoyle,  visited  and  inspected  the  “Tt  Ts  the  DXv nf  L  T  f  TST- 

premises  under  appeal  in  this  case.  whole  sectionsP  nofnnl  n  iB°aiid  °f  Eft,mate  to  zone 

This  is  an  application  under  section  21— hardship—  was  changed  ’from  unreltr'Vd y;  S°u  W^en  that  section 

to  permit  in  a  residence  use  district  the  erection  of  a  business  to  residence  tlfifhToP  t0  busmesf,  and  from 

garage  for  more  than  five  motor  vehicles.  h  bIock  wa?  naturally  included. 

‘The  premises  in  question  have  a  frontage  of  80  ft.  conforming  uses^  existed reu°gnizes-  tbat  the  Present 

on  West  2nd  street  and  a  depth  of  100  ft.  and  are  now  were  appeal 

mostly  vacant  with  the  exception  of  a  one-story  shed  and  tint  i  n„,dpr,C  ,  g -ftf  3  doz<:n  or  more  horses 

in  the  rear  ext<  mding  across  the  entire  width  of  the  more*  (ksffiabl^XvflomSLt  'cl  \  restr,ct^d  usf  is  a  much 

property  and  in  a  portion  of  which  there  are  stalls  for  are  concerned  than  a  stable  3S  affected  ProPerties 

five  horses,  the  balance  being  used  for  the  storage  of  ^  noted' in  this  P  r  r  • 

old  boxes,  all  other  stalls  having  been  removed.  under  section  21-Wdship^ 
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opinion  that,  since  this  property  was  only  very  recently 
placed  in  the  residential  zone  hy  the  Board  of  Estimate, 
which  action  was  taken  three  months  after  permit  for 
stable  was  revoked  by  the  Health  Department,  and 
since  at  the  present  time  there  are  no  non-conforming 
uses  thereon,  an  opportunity  should  be  given  for  de¬ 
velopment  with  conforming  use  before  establishing  a 
non-conforming  use  which  would  undoubtedly  affect  the 
balance  of  the  properties  along  this  street. 

“(Signed)  HENiRY  L.  CONNELL, 

Temporary  Chairman. 

“JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  report  of  which  inspection  was 
made  and  read  at  this  hearing,  and  said  report  is  herewith 
made  part  of  this  resolution;  and 

Whereas,  the  board  deemed  that  applicant  was  not  entitled 
to  relief  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship.  . 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

573-31-BZ. 

APPLICANT — Frank  J.  Fennimore,  for  Rose  Fenimore  and 
Maria  Marchisiello,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 564-566  East  New  York  ave¬ 
nue,  south  side,  329  ft.  7  in.  east  of  Brooklyn  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Aplicant:  Frank  J.  Fennimore. 

For  Oposition:  None. 

ACTION  OF  BOARD — (Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE — 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ® 

Absent  .  ® 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  C 

Absent  .  ^ 

THE  RESOLUTION— 

(573-31-BZ) 

Whereas,  Frank  J.  Fennimore,  for  Rose  Fenimore  and 
Maria  Marchisiello,  owners,  filed,  November  30,  1931,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  more  than  five  motor  vehicles;  premises  564-566  East 
New  York  avenue,  south  side,  329  ft.  7  in.  east  of  Brooklyn 
avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its_  special  meet¬ 
ing,  April  8,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  New  York  avenue  is  in  a 
business  district ;  Maple  street  is  in  a  residence  district,  and 
Nostrand  avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  10,  1931  (re  Applic.  No.  13356-1931), 
reads : 

“Proposed  public  garage  for  more  than  5  motor 


vehicles  in  a  business  use  district  is  contrary  to  Art.  II, 

S.  4a  (15)  of  the  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  45  ft. 
and  a  depth  of  90  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  573-31-BZ. 

“Premises  564-566  East  New  York  avenue,  Brooklyn. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  March  30,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7e,  7g  and  21 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor  vehicles. 

“Applicant,  in  support  of  section  7e,  has  filed  a  state¬ 
ment  that  the  records  of  the  Health  Department  show 
that  a  permit  for  a  stable  for  eight  horses  at  562  East 
New  York  avenue  was  granted  to  one  John  Fenimore  ^ 
July  9,  1915,  and  revoked  January  10,  1930. 

"In  support  of  section  7g,  the  applicant  has  not  sub¬ 
stantiated  as  only  50  per  cent  consents  have  been  filed 
with  the  board.  , 

“In  substantiation  of  section  7e,  this  board  under  Cal. 
No.  1048-22-BZ  granted  an  application  for  a  garage  on 
the  northwest  corner  of  Kingston  avenue  and  East  New 
York  avenue.  This  application  was  granted  under  sec¬ 
tion  7,  subdivision  e.  This  board  also,  under  Cal.  No. 
1425-23-BZ,  on  premises  546-550  East  New  York  ave¬ 
nue,  granted  an  application  for  a  poultry  slaughter 
house. 

“At  the  present  time  the  premises  in  question  are  de¬ 
veloped  as  follows : 

“Extending  across  the  rear  of  the  lot  is  an  old-time 

one-story  frame  building  used  for  a  stable,  the  front  oi 

the  plot  being  partially  developed  with  one-story  cement 
block  buildings,  now  mostly  demolished  or  in  a  dilapi¬ 
dated  condition,  the  balance  of  the  plot  being  used  foi 

the  storage  of  old  lumber. 

“The  balance  of  this  block,  where  developed,  is  de 
veloped  with  old-time  frame  structures  of  very  obsolefi 
type. 

“On  the  north  side  of  East  New  York  avenue,  jus 
east  of  Brooklyn  avenue,  there  is  at  the  present  tirm 
a  building  used  as  a  motor  vehicle  repair  shop  am 
gasoline  service  station. 

“The  general  character  of  this  neighborhood  woul« 
not  seem  to  warrant  the  development  of  this  plot  for 
conforming  use. 

“There  have  been  filed  with  this  appeal  one  objectio, 
and  thirty-eight  consents  as  of  March  23,  1932.  Th 
greater  percentage  of  these  consents  are  from  propertie 
on  the  north  and  south  sides  of  East  New  York  avenm 
between  Brooklyn  avenue  and  Kingston  avenue. 

“The  development  of  this  plot  with  an  up-to-dat 
one-storv  garage  building  would  undoubtedly  create 
very  much  better  condition  than  now  exists. 

“The  committee  is  of  the  opinion  that  this  applicatio 
is  substantiated  under  section  7,  subdivision  e,  of  t! 
building  zone  resolution,  and  that,  due  to  the  gener;' 
character  of  the  neighborhood  and  the  big  percentag 
of  consents  with  but  one  objector  to  this  appeal,  tl 
application  is  also  substantiated  under  section  21- 
hardship — and  recommends  the  approval  of  the  applic:, 
tion  with  such  safeguards  as  will  protect  adjoining  ar 
abutting  property  owners. 

“(Signed)  iHBNRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 
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Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made, 
report  of  same  read  and  adopted  at  this  hearing,  said  report 
herewith  being  made  part  of  this  resolution;  and 
Whereas,  the  report  of  the  committee  recommends  the 
granting  of  this  application  under  section  7,  subdivision  e, 
and  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  limited  to  one  story  in  height  above 
grade;  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  the  roof 
shall  be  of  flat  design;  that  any  skylights  in  roof  shall  be 
set  back  not  less  than  15  ft.  from  the  rear  wall  and  lot 
lines,  equipped  with  plain  glass,  with  wire  guards  above  and 
below;  that  the  front  elevation  on  East  New  York  avenue 
shall  be  of  face  brick  with  architectural  terra  cotta  or 
natural  stone  trim;  that  any  advertising  signs  shall  be 
limited  to  one  projecting  electric  sign,  indicating  the  name 
and  nature  of  the  business  conducted  on  the  premises;  that 
there  shall  be  but  one  opening  to  the  garage  building  for 
vehicular  purposes,  centrally  located  on  East  New  York 
avenue,  not  more  than  12  ft.  wide,  with  a  curb  cut  not  more 
than  14  ft.  wide;  that  no  portable  gasoline  tanks  shall  be 
operated  or  maintained  on  the  premises ;  that  no  roof 
signs  of  any  nature  or  description  advertising  the  non-con- 
forming  use  conducted  on  the  premises  shall  be  erected,  and 
that  all  permits  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  action. 


617-31-BZ. 

APPLICANT — iKlein,  Kinsley  &  Klein,  for  Domenico 
Sabatino,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED — East  side  of  Sedgwick  avenue, 
153.11  ft.  south  of  West  169th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Kinsley. 

For  Opposition :  None. 

ACTION  OF  BOAiRiD — (Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE — 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  n 

THE  RESOLUTION— 

(617-31-BZ) 


Whereas,  Klein,  Kinsley  &  Klein,  for  Domenico  Sabatino, 
owner,  filed,  December  30,  1931,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station ;  premises  east  side  of 
Sedgwick  avenue,  153.11  ft.  south  of  West  169th  street, 
Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing.  April  8,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
n-so  ”tlo“  sh,ow  that  Sedgwick  avenue  is  in  a  business 
lstrict ,  Depot  place  is  in  an  unrestricted  district;  167th 
,  ''e,et’ ,  of  bedgwick  avenue,  is  in  an  unrestricted  dis- 
t to th  street,  east  of  Sedgwick  avenue,  is  in  a  residence 

district’-  HandWeSt  1G<Jtl  a  resklence  and  business 

the,  decisl°n  of  the  superintendent  of  buildings, 
1  ende red  December  17,  1931  (re  App.  N.  B.  961-31),  reacls  : 
1.  -the  erection  of  a  public  garage  for  more  than 
live  motor  vehicles  and  gasoline  service  station,  partly 
in  a  business  district  and  partly  in  a  residence  district 
lutffin t0  thC  I)rovlsions  of  the  Building  Zone  Reso- 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 

iriirT/10”’  oW<?  stories  in  height,  with  a  frontage  of 
Lo4.4o  it.  on  Sedgwick  avenue  and  177.97  ft.  on  West  169th 
street;  to  be  occupied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  a  gasoline  service  station;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows: 

“Cal.  No.  617-31-BZ. 

‘Premises  east  side  of  Sedgwick  avenue,  153.11  ft.  south 
of  West  169th  street,  The  Bronx. 


REPORT  OF  COMMITTEE  OF  INSPECTION. 

On  April  6,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

1  his  is  an  application  under  section  21 — hardship _ • 

to  permit,  partly  in  a  business  district  and  partly  in  a 
i  esidence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles  and,  also  a 
gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  about 
164  ft.  on  Sedgwick  avenue  and  a  depth  of  approximately 
74  ft.  on  the  north  lot  line  and  111  ft.  on  the  south  lot 
line,  the  small  triangular  portion  thereof,  about  11  ft., 
lying  within  the  residence  use  district.  The  property 
at  the  present  time  is  vacant  and  unimproved. 

“Opposite  the  premises  under  appeal  and  lying  within 
the  business  use  district  of  Sedgwick  avenue,  along 
Depot  place,  and  north  and  south  therefrom,  there  are 
several  one  and  two-story  old  frame  buildings,  used 
partly  for  dwelling  purposes  and  partly  for  shops,  storage 
ot  cars  and  lepairs  to  automobiles.  Also,  on  the  west 
of  Sedgwick  avenue,  in  this  locality,  there  is  a  large 
parcel  of  ground  used  for  the  storage,  maintenance,  sale 
and  repair  of  contractors  equipment  and  machinery,  such 
as  derricks,  concrete  mixers,  motors,  pumps,  etc!  The 
balance  of  the  block  front,  on  the  east  side  of  Sedgwick 
avenue,  between  Depot  place  and  West  167th  street,  has 
a  development  as  follows : 

A  police  station,  with  a  frontage  of  approximately 
100  ft.  on  Sedgwick  avenue,  and  a  large  parcel  of 
ground  at  the  intersection  of  West  167th.  street  and 
Bedgwick  avenue  on  which  is  located  a  colony  of  one- 
story  tin-clad  garages. 

“On  the  west  side  of  Sedgwick  avenue,  between  Depot 
place  and  West  167th  street,  other  than  the  frame  build¬ 
ings  as  noted,  there  is  a  large  public  garage  at  the 
intersection  of  West  167th  street  and  Sedgwick  avenue, 
granted  by  this  board  under  Cal.  No.  118-27-BZ.  There 
is,  also,  a  garage  located  on  the  west  side  of  Sedgwick 
avenue,  about  32  ft.  south  of  West  167th  street,  granted 
by  this  board  under  Cal.  No.  984-27-BZ. 

“Other  than  the  police  station  and  garages  as  noted, 
there  has  been  no  development  in  this  section  for  up¬ 
wards  of  thirty  or  forty  years.  Sedgwick  avenue  is 
approximately  125  ft.  below  the  grade  of  University 
avenue,  which  is  the  first  street  east  of  the  property 
under  appeal.  Consequently,  the  land  to  the  rear  of  the 
premises  under  appeal  rises  at  a  very  precipitous  angle 
to  University  avenue. 
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“Starting  at  Sedgwick  avenue,  about  130  ft.  north 
of  the  premises  under  appeal  and  running  thence  to  Uni¬ 
versity  avenue,  there  is  a  mapped  street  known  as  West 
169th  street.  This  street,  however,  has  never  been 
physically  cut  through  and  is  only  30  ft.  in  width  and 
it  is  very  doubtful  whether  it  ever  will  be  cut  through  or, 
if  cut  through,  used  for  vehicular  traffic  due  to  the 
necessary  steep  grade  that  would  have  to  be  estab¬ 
lished. 

“Sedgwick  avenue  on  the  west  side  is  shown  as  busi¬ 
ness  for  100  ft.  west  of  Sedgwick  avenue.  From  that 
point  to  the  Harlem  River  the  property  is  shown  as 
unrestricted  and  is  mostly  occupied  by  the  tracks  of  the 
New  York  Central  Railroad.  There  was  formerly  a 
trolley  line  on  Sedgwick  avenue  running  to  just  north 
of  Highbridge.  This  line  has,  however,  long  since  been 
abandoned  and  discontinued  and  tracks  and  equipment  all 
removed,  so  that  the  only  means  of  transportation  to 
the  property  under  appeal  is  the  New  York  Central 
Railroad  which  has  a  station  at  Highbridge  or  vehicles. 

“There  has  been  filed  with  this  appeal  one  objection 
and  four  consents. 

“Due  to  the  location  of  the  property  under  appeal,  the 
only  source  from  which  business  could  be  derived  would 
be  from  development  along  University  avenue  which,  due 
to  its  high  elevation  above  Sedgwick  avenue,  makes  it 
inaccessible  for  that  purpose. 

“The  committee  is  of  the  opinion,  therefore,  that  due 
to  the  peculiar  topography  of  the  lands  adjacent  to  the 
premises  under  appeal  in  this  application,  also,  due  to  its 
location  and  lack  of  transit  facilities  and  lack  of  develop¬ 
ment  during  a  great  many  years  past,  that  the  applica¬ 
tion  is  substantiated  under  section  21 — hardship — and, 
therefore,  recommends  the  granting  of  this  appeal. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMBS  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
made  by  a  committee  of  the  board,  report  of  which  inspection 
was  read  at  this  hearing  and  adopted,  and  which  report,  in¬ 
corporated  herein,  recommends  the  granting  of  this  applica¬ 
tion  under  section  21 — hardship — of  the  building  zone  resolu¬ 
tion. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  for  a  garage  building 
two  stories  in  height  above  grade  of  Sedgwick  avenue,  built 
in  conformity  with  the  requirements  of  the  builidng  code; 
that  the  front  elevation  on  Sedgwick  avenue  shall  be  of  face 
brick  with  architectural  terra  cotta  or  natural  stone  trim; 
that  the  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length;  there  shall  be  no  vehicular  opening 
in  the  rear  wall,  which  is  the  building  line  of  the  proposed 
West  169th  street;  that  the  sills  of  any  windows  installed 
in  the  first  story  of  the  rear  walls  shall  be  not  less  than  6 
ft.  above  grade  level ;  that  the  northerly  portion  of  the 
front  wall,  first  story,  a  distance  of  about  100  ft.,  shall  be'  \ 
set  back  from  the  building  line  not  less  than  20  ft. ;  that  the 
northerly  gable  wall,  first  story,  and  the  southerly  wall  of 
the  proposed  gasoline  station,  first  story,  shall  be  extended 
to  the  building  line,  forming  an  arcade  for  the  gasoline 
station,  the  ceiling  of  which  shall  be  fire-retarded  through¬ 
out  ;  the  outside  face  of  the  enclosure  walls  of  the  gasoline 
station  shall  be  of  light  colored  enameled  tile  of  panel 
design ;  all  gasoline  pumps  shall  be  set  back  not  less  than 
10  ft.  from  the  building  line;  there  shall  be  erected  along 
the  building  line  in  front  of  the  gasoline  station  a  concrete  r 
curbing  not  less  than  12  in.  wide  and  12  in.  deep ;  there 
shall  be  but  two  openings  in  the  concrete  curb  on  the  > 
building  line  each  not  more  than  12  ft.  wide  and  one  opening  i 
to  the  balance  of  the  structure  south  of  the  gasoline  station, 
said  opening  to  be  not  more  than  12  ft.  wide ;  the  curb  cuts  . 
directly  in  front  of  the  aforementioned  openings  shall  be  not  1 
more  than  14  ft.  wide;  no  portable  gasoline  tanks  shall  be 
maintained  on  the  premises ;  all  advertising  signs  shall  be 
confined  to  one  projecting  electric  sign,  indicating  the  name 
and  nature  of  the  business  conducted  on  the  premises  and  to 
the  illuminated  globes  of  the  gasoline  pumps  or  the  outside 
face  of  the  enclosure  walls  of  the  gasoline  station ;  any 
ramps  constructed  leading  to  the  garage  shall  be  set  back 
not  less  than  10  ft.  from  the  building  line  on  Sedgwick 
avenue;  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  thereby  completed  within 
eighteen  months  from  the  date  of  this  action. 


Adjourned  12.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  APRIL  8,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
402-31-A. 

APPELLANT — MdCooey  &  Conroy,  for  Greater  Industrial 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 160-170  Jay  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Rose  Rafael. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


6-31-A. 

APPELLANT — John  M.  Baker,  for  Welsh  Bros.,  owner. 


SUBJECT — .Appeal  from  an  order  of  the  fire  commissioner 
(previously  withdrawn). 

PREMISES  AFFECTED— 37-28  30th  street  and  214  Old 
Ridge  road,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  John  M.  Baker. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — .Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  I 

Negative  . 0 

Absent  .  ® 

THE  RESOLUTION— 

(6-31-A) 

Whereas,  John  M.  Baker,  for  Welsh  Bros.,  owner,  filed, 
January  5,  1931,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  37-28  30th  street  and  214  Old  Ridge 
road,  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  17,  1930  (Order  No.  80979-F),  reads: 
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1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Secs.  580,  581,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  and  two 
stories  (on  the  30th  street  front)  in  height,  100  ft.  by  143 
ft.,  irregular,  approximately  12,500  sq.  ft.  in  area  on  the  first 
story  and  98.79  ft.  by  20  ft.  in  area  on  the  second  story ; 
OOCUPIElD  for  the  manufacturing  of  metal  electric  signs: 

'  1st  story,  40  persons;  2nd  story,  4  persons;  and 

Whereas,  appellant  contends  that  the  building  faces  on 
two  street  fronts ;  that  there  are  two  12  ft.  wide  doors  and 
two  44  in.  wide  doors  leading  into  the  building  from  each 
street  front;  that  the  first  story  ceiling  under  the  second  story 
portion  is  fire-retarded,  and  contends  that  there  are  city 
fire  hydrants  in  the  immediate  vicinity ;  and 
Whereas,  the  building  was  erected  in  1925  and  a  certifi¬ 
cate  of  occupancy  issued  for  its  present  use  by  the  superin¬ 
tendent  of  buildings  January  8,  1926;  and 
i  Whereas,  the  order  is  causesd  by  the  fact  that  the  build¬ 
ing  is  more  than  one  story  in  height,  having  a  second  story 
•  of  a  small  area  of  approximately  2,400  sq.  ft. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
\  granted,  as  to  Order  No.  80979-F,  Item  1,  to  permit  the 
■elimination  of  the  standpipe  system,  on  condition  that  such 
additional  fire-fighting  appliances  as  shall  be  required  by  the 
fire  department  shall  be  installed;  that  the  use  and  occu¬ 
pancy  of  the  building  remain  substantially  unchanged;  that 
the  building  shall  be  not  increased  in  height  or  area  and 
the  conditions  as  to  ready  access  to  the  building  shall  be 
maintained  as  at  the  present  time. 


90-32-A. 

APPELLANT — iSwetland  Realty  Corp.,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 46-50  East  58th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Henrietta  Isaacson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — .Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  y 

Absent  .  y 

THE  RESOLUTION— 


(90-32-A) 

1  Whereas,  Swetland  Realty  Corp.,  owner,  filed,  February 
-3,  1932,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  46-50  East  58th  street,  Borough  of  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  3,  1932  (Order  No.  85186-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20  ft.  above  the 
hose  outlet  in  the  highest  story.  Secs.  580,  581,  Ch.  5, 
Code  of  Ordinances  and  Rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals.” ; 
ind 

Whereas,  the  building  is  fireproof,  thirteen  stories  in 
leiglit,  75  ft.  by  90  ft.  in  area;  OCCUPIED  as  a  hotel;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
n  1914  and  is  provided  with  a  standpipe  system  fed  from 
m  8,000-gallon  house  supply  gravity  tank,  with  4,000  gallons 
eserved  for  standpipe  lines;  the  bottom  of  the  tank  is  12 
t-  6  in.  above  the  hose  outlet  at  highest  story ;  the  water 
■upply  is  maintained  in  tank  by  two  automatic  electrical 
lumps  of  220  gallons  per  minute ;  the  building  is  equipped 
vith  a  fire  alarm  system  and  portable  chemical  extinguishers 
•re  distributed  throughout;  a  sprinkler  system  is  now  being 


installed  in  the  basement;  furthermore,  the  appellant  con¬ 
tends  the  occupancy  is  non-hazardous  and  to  comply  with 
the  Older  would  cause  a  heavy  expense;  and 

Whereas,  the  building  was  erected  in  1914,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  elevation  of  the  bottom 
oi  the  tank  above  the  top  story  hose  outlet,  which  in  this 
instance  is  the  pent  house  or  thirteenth  story  of  the  present 
building,  on  condition  that  the  said  elevation  shall  not  be 
less  than  12  ft.  above  the  top  story  hose  outlet;  that  a  re¬ 
serve  of  3,300  gallons  shall  be  maintained  for  the  standpipe 
system  at  all  times;  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects;  that  the  building  shall  be 
not  increased  in  height  or  area  and  the  use  and  occupancy 
shall  remain  substantially  unchanged. 


79-32-A. 


APPELLANT  (Martha  Washington  Hotel  Corp.,  owner. 
oUlBJRCI  Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 


PREMISES  AFFECTED— 29  East  29th  street  and  30  East 
30th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Frank  K.  A.  Boland  and  Henrietta 
Isaacson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD- 
THE  VOTE— 


Appeal  granted  on  condition. 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  a 

THE  RESOLUTION—  . 

(79-32-A) 

Whereas,  Martha  Washington  Hotel  Corp.,  owner,  filed, 
February  16,  1932,  an  appeal  from  orders  and  a  decision  of 
the  fire  commissioner,  affecting  premises  29  East  29th  street 
and  30  East  30th  street,  Borough  of  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  16,  1930,  read: 

“Order  No.  89916-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 

bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sects.  580-581,  Ch.  5,  Code 
of  Ordinances  and  Rule  91  of  the  Board  of  Standards 
and  Appeals.”; 


“Order  No.  89918-F: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  Bd.  of  Standards  &  Appeals  and 
comply  with  the  following  orders : 

“2.  Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above  the 
3500  gallon  mark  only.”  ; 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  11,  1932,  reads: 

“This  will  reply  to  your  letter  of  February  8th,  1932, 
in  which  you  request  with  relation  to  Orders  80916-F 
and  80918-F,  that  they  be  withdrawn,  basing  such  request 
on  the  offering  of  a  substitute  plan  which  would  raise 
the  present  inside  pipe  outlet  in  the  5,000  gallon  tank  so 
that  would  leave  available  for  fire  purposes  only,  at  all 
times,  not  less  than  4,000  gallons. 

“Your  request  to  modify  Orders  80916-F  and  80918-F 
must  be  denied. 

“Your  further  request  that  we  suggest  to  the  Cor¬ 
poration  Counsel’s  Office  that  the  summons,  returnable 
February  15th,  1932,  be  adjourned  for  all  purposes  is 
also  denied.” ; 
and 
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Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  75  ft.  by  197  ft.  6  in.  in  area;  OCCUPIED  as  a 
hotel ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1902,  equipped  with  a  standpipe  system  fed  from  a  5,000- 
gallon  gravity  house  supply  tank,  the  bottom  of  which  is  12 
ft.  above  the  hose  outlet  at  highest  story;  the  house  supply 
pipe  is  connected  through  the  bottom  of  the  tank ;  there  is, 
also,  a  separate  3,000-gallon  gravity  tank  solely  for  house 
supply;  furthermore,  the  appellant  proposes  to  extend  the 
house  supply  pipe  upward  on  the  inside  of  the  5,000-gallon 
tank  to  a  level  which  will  leave  3,500  gallons  reserved  for 
standpipe  purposes ;  and  _  . 

Whereas,  the  building  was  erected  in  1902,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Order  No.  89916-F,  Item  1, 
on  condition,  that  the  bottom  of  the  tank  shall  not  be  less 
than  11  ft.  above  the  highest  hose  outlet;  that  the  hose  in 
the  top  story  shall  be  equipped  with  >4- inch  nozzles;  as 
to  Order  No.  89918-F,  Item  1,  that  a  reserve  of  not  less 
than  3,500  gallons  shall  be  maintained  for  the  standpipe 
supply  at  all  times;  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects;  that  the  building  shall 
be  not  increased  in  height  or  area,  and  that  the  use  and 
occupancy  shall  remain  substantially  unchanged. 


41-32- A. 

APPELLANT— Standard  Sound  Recording  Corp.,  lessee. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 216-218  East  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Alexander  Cohen. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(41-32-A) 

Whereas,  Standard  Sound  Recording  Corp.,  lessee,  filed, 
January  26,  1932,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  216-218  East  38th  street,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  26,  1932,  reads : 

“Replying  to  your  request  of  January  20,  1932,  it  is 
regretted  that  the  Fire  Department  cannot  reissue  order 


numbered  70280-LC,  served  against  your  motion  picture 
studio  on  November  16,  1931,  reading: 

“  *1.  Provide  an  approved  automatic  thermostatic  fire 
alarm  system  with  direct  connection  to  a  central  office 
of  one  of  the  operating  fire  alarm  companies  to  protect 
the  studio,  in  connection  with  which  there  shall  be  one 
or  more  manual  fire  alarm  boxes  located  so  as  to  be 
readily  accessible  from  the  open  studio  floor. 

“  ‘NOTE :  All  work  shall  be  done  in  accordance 
with  the  regulations  of  the  Fire  Department. 

“  ‘Plans  in  duplicate  showing  the  location  and  number 
of  thermostatic  devices  shall  be  filed  with  and  approved 
by  the  Fire  Department  before  installation  is  started. 
Section  245,  sub-division  9tB,  Chapter  10,  Code  of  Or¬ 
dinances.’ 

“so  that  you  may  present  the  matter  before  the  Board 
of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  one  story  (17  ft.)  in 
height,  42  ft.  by  84  ft.  in  area;  OCCUPIED  as  a  motion 
picture  studio,  seating  about  twenty-five  persons ;  and 

Whereas,  the  appellant  claims  the  building  is  provided 
with  a  sprinkler  system  fed  from  a  gravity  tank  and,  also, 
a  pressure  tank ;  adequate  exits  are  maintained  in  accordance 
with  law ;  the  studio  is  operated  under  a  permit  and  Certifi¬ 
cate  of  Occupancy  No.  16212  issued  March  13,  1930  (a 
copy  of  which  is  filed  with  this  appeal)  ;  there  is  a  fire  alarm 
box  about  180  ft.  away  and,  also,  an  automatic  alarm  box 
across  the  street;  furthermore,  the  appellant  contends  that 
a  direct  connection  to  central  office  is  unnecessary  and  the 
owner  would  suffer  a  hardship  if  compelled  to  comply  with  1 
the  order. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and1 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  exits  as  shown  on  the  plans 
submitted  with  this  appeal  filed  under  date  of  April  8,  1932, 
shall  be  maintained  in  a  manner  satisfactory  to  the  fire  de-' 
partment ;  that  there  shall  be  no  construction  inside  this 
building  other  than  the  enclosing  partitions  of  the  recording 
room  and  office  located  at  the  front  of  the  building  and  of1 
an  area  as  shown  on  the  plans  submitted  with  this  appeal, 
and  the  enclosure  of  the  storage  film  vault  in  the  northeast 
corner  of  the  premises,  shown  on  the  plans  submitted  with 
the  appeal ;  that  the  building  shall  be  not  increased  in  height 
or  area;  that  the  projection  screen  shall  be  located  in1 
the  rear  of  the  premises  under  appeal ;  that  the  occupancy 
shall  be  limited  to  not  more  than  twenty- five  persons  at  any 
one  time;  that  the  fire  department’s  regulations,  code  of 
ordinances  and  the  building  code  shall  be  complied  with  in 
all  other  respects ;  this  variation  is  for  the  use  of  this  present 
building  only,  and  that  not  more  than  5,000  ft.  of  film  shall 
be  stored  on  the  premises  at  any  one  time. 


Adjourned  3.10  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  12,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  Fri¬ 
day  morning,  April  1,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  Friday  afternoon,  April  1,  1932; 
the  minutes  of  the  regular  meeting  of  the  board  held  Tues¬ 
day  morning,  April  5,  1932,  and  the  minutes  of  the  regular 


meeting  of  the  board  held  Tuesday  afternoon,  April  5,  1932, 
were  approved  as  printed  in  Bulletin  No.  15,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

603-31-BZ. 

APPLICANT — .Stephen  Frontera,  substituted  for  Albert 
H.  Stines,  for  Nancy  Marmelito,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 
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PREMISES  AFFECTED — West  side  of  73rd  place,  180  ft. 
south  of  Donnell  place,  Maspeth,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frederick  J.  Flynn  and  Stephen 
F  rontera. 

For  Opposition :  None. 

ACTION  OF  BOARD — Raid  over  to  April  29,  1932,  at 
1.0  a.  m.,  for  applicant  to  obtain  further  informa¬ 
tion,  etc. 


16-32-BZ. 

APPLICANT — Hyman  D.  Rapps,  for  Proc  Building  Corp., 
owner. 

[SUBJECT — -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1302-1312  65th  street,  southeast 
corner  of  13th  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Weissman  and  Louis  W. 
Alpher. 

For  Opposition:  Andrew  S.  Derby  and  Gilbert  C. 
Kastensmith. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


19-32-BZ. 

\PPLICANT — -Louis  Allmendinger,  for  William  Winckel- 
mann,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
’REMISES  AFFECTED — Southeast  corner  of  Columbia 
avenue  (67th  street)  and  Queens  boulevard,  Win¬ 
field,  Borough  of  Queens. 

VPPEARANCES — 

For  Applicant :  Louis  Allmendinger  and  William 
Winckelmann. 

For  Opposition:  Samuel  S.  Tripp  and  Francis 
Finkelhor. 

VCTION  OF  BOARD — .Laid  over  to  April  29,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


83-31  -BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Louis  Ernano, 
owner. 

OBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  dismissed  for  lack  of 
prosecution — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  .  erection  and  maintenance  of  a  gasoline  service 
station. 

REMISES  AFFECTED — 3240  Eastchester  road  and  1500 
Givan  avenue,  southeast  corner  of  Eastchester  road 
and  Givan  avenue,  The  Bronx. 

PPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

CTION  OF  BOARD— Application  reopened ;  to  be  set  for 
Calendar  Call  when  papers  are  completed. 

HE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


9-28-BZ. 

PPIJCANT — Wickes  &  Neilson,  for  Shell  Eastern  Petro¬ 
leum  Products,  Inc.,  present  owner. 


SUBJECT— Application  for  reopening — modification  and  ex¬ 
tension  of  time  to  obtain  permits  and  to  complete 
work— re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  ex- 
tension  in  area  of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED — 2504  Boston  Post  road,  north¬ 
east  corner  of  Mace  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  H.  E.  Rieddell. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened,  time  ex¬ 
tended  and  resolution  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  y 

Absent  .  q 

THE  VOTE  TO  EXTEND  TIME  AND  ’  MODIFY 

RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . q 

Absent  .  q 

THE  RESOLUTION— 


(179-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  May  Bloom,  owner, 
filed,  February  29,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  extension 
in  area  of  an  existing  gasoline  service  station;  premises  2504 
Boston  Post  road,  northeast  corner  of  Mace  avenue,  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  25,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business 
district;  Mace  avenue,  north  side,  east  of  Wallace  avenue, 
is  in  a  residence  district,  and  Mace  avenue,  south  side,  east 
of  a  point  100  ft.  east  of  Boston  road,  is  in  a  residence 
district;  and 

W  hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  18,  1928  (re  N.  B.  309-28),  reads: 

1.  Erection  and  maintenance  of  gasoline  service 
station  in  business  district  is  contrary  to  provisions  of 
Building  Zone  Resolution.” ; 
and 

Whereas,  the  existing  gasoline  service  station  has  a 
frontage  of  25  ft.  on  Boston  road,  17  ft.  on  Mace  avenue, 
17  ft.  on  Wallace  avenue  and  a  depth  of  87.42  ft.;  the  plot 
on  which  it  is  proposed  to  erect  the  gas  station  under  con¬ 
sideration  is  gore  shaped,  having  a  frontage  of  85.32  ft. 
on  Boston  road,  122.15  ft.  on  Mace  avenue  and  a  distance 
of  87.42  ft.  across  the  rear;  it  is  proposed  to  erect  on  this 
plot  a  one-story  office,  16  ft.  by  12  ft.  in  area,  and  to  install 
the  necessary  pumps  and  tanks  for  a  gasoline  service  sta¬ 
tion;  and 

Whereas,  this  property  forms  a  substantial  part  of  a 
triangular  plot  or  block  lying  at  the  intersection  of  three 
highways  and  now  occupied  in  part  by  a  prohibited  use  in 
the  nature  of  a  gasoline  service  station,  the  board  deems 
that  development  for  conforming  use  is  unlikely  to  bring 
reasonable  return  and,  therefore,  that,  in  the  exercise  of  its 
discretion,  applicant  should  have  relief  under  section  21  of 
the  building  zone  resolution  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  September  25,  1928,  and  owner,  through  his  agent, 
William  F.  Doyle,  requested  a  modification  of  the  condi¬ 
tions  imposed  as  to  grease  racks,  etc.,  and  an  extension  of 
time,  the  case  having  been  in  court  on  a  writ  of  certiorari, 
and  under  date  of  July  10,  1931,  present  owner,  through  his 
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attorney,  requested  a  further  extension  of  time  and  a  modi¬ 
fication  as  to  vehicular  entrances,  and  now  requests  a  further 
modification. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  on  the  building  line  of  the  property, 
other  than  a  vehicular  entrance  on  each  street  front,  a 
concrete  curbing  not  less  than  12  in.  in  height  above  the 
fixed  curb,  except  at  two  driveways  on  Boston  Post  road 
and  two  on  Mace  avenue ;  the  westerly  side  of  either  of  the 
two  westerly  driveways  shall  be  not  nearer  than  15  ft.  to 
the  intersection  of  the  building  line  of  Mace  avenue  and 
Boston  Post  road ;  said  driveways  to  be  not  more  than  12 
ft.  wide  each  at  the  building  line  with  curb  cuts  not  more 
than  14  ft.  wide  each ;  that  the  use,  operation  and  conduct  of 
these  premises  for  the  sale  of  gasoline  shall  be  limited  to  and 
within  the  property  line  exclusively ;  that  any  crank  case 
service  or  grease  racks  maintained  on  the  premises  shall  be 
operated  in  a  housed  and  roofed  structure  as  an  extension 
to  the  existing  office  building  and  to  be  finished  on  the 
exterior  with  the  same  material  as  to  color,  texture  and 
design  as  the  said  office  building;  that  all  necessary  permits 
shall  be  obtained  within  six  months  from  January  31,  1932, 
and  the  work  completed  within  six  months  from  July  21, 
1932. 


12-32-BZ. 

APPLICANT— Herbert  Benon,  for  George  White,  owner. 
SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  change  of 
occupancy  of  a  portion  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 6513-6519  Fifth  avenue,  north¬ 
east  corner  of  66th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herbert  Benon. 

ACTION  OF  BOARD — (Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

•••••••••••••••••• 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(112-3'2-iBZ) 

Whereas,  Herbert , Benon,  for  George  White,  owner,  filed, 
January  7,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change  of 
occupancy  of  a  portion  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles;  premises  6513-65119 
Fifth  avenue,  northeast  corner  of  66th  street,  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  8,  19'3!2,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals :  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fifth  avenue  is  in  a  business  and 
unrestricted  district;  66th  street  is  in  a  business  district; 
65th  street  is  in  a  business  and  unrestricted  district,  and  67th 
street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  4,  1932  (re  Applic.  No.  23-1932),  reads: 

“The  following  objections  have  been  filed  by  the 
examiners : 

“Proposition  is  contrary  to  the  Zone  Resolution,  Art. 
2,  Sec.  4a,  Subdivision  15. 


“The  change  of  occupancy  of  a  building  erected  as  a 
showroom  and  service  station  to  showroom  and  a  garage 
for  more  than  5  motor  vehicles.  Building  erected 
und'e  Permit  15966  of  1923.  Certificate  of  occupancy 
No.  12391  dated  June  12th,  1924.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  64  ft.  and 
a  depth  of  1 00  ft. ;  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  121  of  the  building 
zone  resolution — hardship;  and 

Whereas,  after  full  argument  by  all  parties  of  interest; 
the  opposition  agreed  to  granting  of  this  application  providing 
conditions  imposed  in  following  resolution  are  complied  with; 

Whereas,  this  application  was  granted  by  the  board  at, 
its  meeting,  March  8,  1932,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  as  to  existing  show  window  on 
66th  street.  .  r 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there, 
shall  be  no  entrances  of  any  nature  or  description  on  the  66th; 
street  frontage  of  the  property ;  that  any  windows  on  the 
66th  street  frontage  of  the  property,  except  the  existing  show, 
window  at  the  intersection  of  66th  street  and  5th  avenue 
shall  have  the  sills  not  less  than  4  ft.  6  in.  above  the  sidewall] 
level  and  be  equipped1  with  fixed  frame  and  sash ;  that  tht 
rear  wall,  or,  in  this  instance  the  easterly  wall  of  the  build¬ 
ing  and  north  gable  wall  shall  be  unpierced  throughout  it: 
entire  height  and  length ;  that  any  vehicular  entrances  to  th< 
building  shall  be  confined  to  the  northerly  end  of  the  Fifth 
avenue  frontage  ;  that  this  permit  shall  be  limited  to  the  onel 
story  building  now  on  the  premises ;  that  there  shall  be  no 
motor  vehicle  repair  work  of  any  nature  or  description  per 
mitted  on  the  premises ;‘  that  there  shall  be  no  gasoline  star 
age  of  any  nature  or  description  permitted  on  the  premise,' | 
other  than  the  gas  in  the  tanks  of  the  cars  stored  thereon 
that  all  advertising  signs  indicating  non-conforming  usd 
shall  be  confined  to  the  Fifth  avenue  frontage  and  limited  t< 
one  projecting  electric  sign  indicating  the  name  and  natur 
of  the  business  conducted  on  the  premises  or  fixed  letter 
on  the  show  windows  or  facade  on  the  Fifth  avenue  frontage 
that  any  skylights  installed  shall  be  set  back  from  the  rea 
®  lot  line  not  less  than  15  ft.,  equipped  with  plain  glass,  pro 
tected  with  wire  guards  above  and  below;  that  any  vehicula 
opening  on  the  Fifth  avenue  frontage  shall  be  not  more  tha 
14  ft.  wide,  with  curb  cuts  not  more  than  14  ft.  wide;  tha 
a  return  of  drawings  involving  structural  changes  shall  b 
made  to  this  board  before  submission  to  building  superin 
tendent  for  approval ;  that  all  permits  required  shall  be  ob 
tained  within  six  months  and  any  work  involved  thereb 
shall  be  completed  within  nine  months  from  the  date  of  thi 
action. 


593-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Civic  Realty  Corpi 
owner ;  request  for  reopening  made  by  Sugarman  ij 
Berger,  architects. 

SUBJECT — Application  for  reopening- — extension  of  time  t 
obtain  permits  and  to  complete  work — re  Applicatio 
(decision  of  the  superintendent  of  buildings),  unde 
section  21  of  the  building  zone  resolution,  to  perm 
in  a  business  district  the  erection  and  maintenanc 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 219-02  to  219-12  Horace  Hard 
ing  boulevard  (Nassau  boulevard),  southeast  corne 
of  219th  street,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

ACTION  OF  BOARD — Application  reopened  and  time  e> 
tended  to  obtain  permits  and  complete  work. 
THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 
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Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(593-30-BZ) 


i  Whereas,  Edward  L.  Kelly,  for  Civic  Realty  Corp., 
>wner,  filed,  September  15,  1930,  an  application,  under  the 
iuilding  zone  resolution,  to  permit  in  a  business  district  the 
•rection  and  maintenance  of  a  gasoline  service  station; 
iremises  219-02  to  219-12  Horace  Harding  (Nassau)  boule- 
ard,  southeast  corner  of  219th  street,  Bayside,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
lg,  March  31,  1931,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
:  Whereas,  the  use  district  maps  accompanying  the  building- 
one  resolution  show  that  Horace  Harding  boulevard  is  in  a 
business  district ;  219th  street,  220th  street  and  218th  street 
re  in  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
bndered  September  3,  1930  (re  N.  B.  Plan  No.  1121-1930), 
eads : 

“The  erection  of  a  gasoline  service  station  in  a  Busi- 
i  ness  District  is  contrary  to  article  2,  section  4,  subd.  b, 
division  46  of  Building  Zone  Resolution.” ; 

id 

!  Whereas,  it  is  proposed  to  erect  an  office,  20  ft.  by  20 

.,  bury  six  550-gallon  tanks,  erect  seven  pumps  and  con- 

ruct  four  grease  pits  for  the  purpose  of  conducting  a 
dsoline  service  station  within  a  business  use  district;  and 
Whereas,  this  application  is  predicated  on  section  21  and 

ibstantiated  by  section  7g  in  that  the  applicant  filed  ap- 

-oximately  90  per  cent  consents  of  the  area  deemed  affected 
i  the  board ;  and 

Whereas,  this  board  did  grant  an  application  for  a  gaso- 
ie  station  on  Horace  Harding  boulevard  directly  west  of  the 
•operty  under  appeal;  and 

Whereas,  the  only  development  in  this  neighborhood, 
imely  on  220th  street,  south  of  Horace  Harding  boulevard, 
e  two-story  dwellings  erected  approximately  in  1926,  which, 
ith  the  exception  of  two,  have  been  unoccupied  since  the 
ne  of  their  erection;  and 

Whereas,  this  application  was  granted  by  the  board  at 
meeting,  March  31,  1931,  on  certain  conditions,  and  appli- 
mt  requested  and  extension  of  time,  and  now  requests  a 
(Ether  extension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
■reby  make .  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution,  and  that 
e  application  be  and  it  hereby  is  g ranted  on  condition  that 
ere  shall  be  constructed  along  the  building  line  of  Horace 
arding  boulevard  and  219th  street  a  permanent  concrete 
rbing  not  less  than  12  in.  in  height  and  12  in.  in  width; 
at  there  shall  be  constructed  along  the  rear  lot  line  a 
•asonry  wall  not  less  than  10  ft.  high  faced  with  white 
amel  brick,  panel  design,  and  coped  with  natural  stone 
■  architectural  terra  cotta ;  that  all  pumps  shall  be  set  back 
ft.  from  the  building  line ;  that  there  shall  be  no  open- 
?s  in  the  concrete  curbing  along  the  building  lines, 
'cept  two  openings  on  Horace  Harding  boulevard,  not 
Qre  than  12  ft.  wide  each,  with  curb  cuts  directly  in  front 
'  said  openings,  not  more  than  14  ft.  wide  each;  that  any 
'ice  constructed  on  the  premises  shall  be  but  one  story 
?h,  approximately  20  ft.  by  20  ft.  in  area,  be  built  of 
usonry,  faced  with  white  enamel  brick,  panel  design, 
Wed  with  Spanish  tile  or  variegated  slate;  that  any  use 
1  'dental  to  the  conduct  of  the  gasoline  station  shall  be 
used  in  a  masonry  constructed  building,  not  more  than 
-  story  in  height,  enclosed  on  three  sides  of  the  same 


c  esign,  construction  and  material  as  the  office  erected  on 
the  premises,  with  arched  openings  to  the  driveways  in  the 
said  structure;  all  buildings  to  be  located  along  rear  lot 
line  ;  that  all  advertising  shall  be  confined  to  the  illuminated 
gkibes  of  the  pumps  or  the  face  of  the  front  wall  of  the 
office  and  accessory  use  building  constructed  on  the  prem¬ 
ises,  that  there  shall  be  constructed  along  the  easterly  lot 
line  an  ornamental  iron  fence  or  brick  wall  not  less  than 
8  ft.  high;  if  of  masonry  construction  to  be  faced  on  the 
inside  with  white  enamel  brick,  panel  design;  that  a  return 
of  the  drawings  shall  be  made  to  this  board  before  sub¬ 
mission  to  the  superintendent  of  buildings  for  approval ;  that 
all  permits  shall  be  obtained  within  six  months  from  March 
29,  1932,  and  any  work  involved  thereby  shall  be  completed 
within  one  year  from  September  29,  1932. 


788-28-BZ. 


APPLICANT — Conroy  &  Hardy,  substituted  for  McCooey 
&  Conroy,  for  Marcob  Realty  Corp.,  owner. 

SUBJECT — 'Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles  and,  also,  a  gasoline 
service  station.  . 


PREMISES  AEFEC1  ED — 925-933  Liberty  avenue,  north¬ 
west  corner  of  Crystal  street,  Brooklyn. 

APPEARANCES— 


For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  q 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 


(788-28-BZ) 

Whereas,  McCooey  &  Conroy,  for  Marcob  Realty  Corp., 
owner,  filed,  October  15,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles  and,  also,  a  gasoline  service 
station;  premises  925-933  Liberty  avenue,  northwest  corner 
of  Crystal  street,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  12,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Liberty  avenue,  east  of  a  point 
100  ft.  west  of  Crystal  street,  is  in  a  business  district; 
Liberty  avenue,  west  of  a  point  100  ft.  west  of  Crystal 
street,  is  in  an  unrestricted  district;  Crystal  street,  south 
of  a  point  100  ft.  south  of  Liberty  avenue,  is  in  an  unre¬ 
stricted  district;  Crystal  street,  west  side,  from  a  point 
100  ft.  north  of  Liberty  avenue  to  a  point  200  ft.  south 
of  McKinley  avenue,  is  in  a  residence  district;  Crystal 
street,  west  side,  from  McKinley  avenue  to  a  point  200  ft. 
south  of  McKinley  avenue,  is  in  an  unrestricted  district ; 
Crystal  street,  east  side,  from  McKinley  avenue  to  a  point 
100  ft.  south,  is  in  a  business  district;  Crystal  street,  east 
side,  from  a  point  100  ft.  south  of  McKinley  avenue  to  a 
point  200  ft.  south  of  McKinley  avenue,  is  in  an  unre¬ 
stricted  district,  and  Crystal  street,  from  a  point  100  ft. 
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north  of  Liberty  avenue  to  a  point  200  ft.  south  of  McKinley 
avenue,  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  1,  1928  (re  Applic.  No.  10327),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  ii, 

,Sec.  4a,  subdivisions  15  and  46. 

“’Subdiv.  15.  The  erection  of  a  building  to  be  used 
for  garage  for  more  than  five  motor  vehicles  in  a  busi¬ 
ness  district.  .  ,  ,. 

“Subdivision  46.  The  installation  of  a  gasoline  sci 

vice  station  in  a  business  district.  ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  90  ft.  on  Liberty  avenue  and  120  ft.  on 
Crystal  street;  the  northerly  20  ft.  of  the  plot  is  in  a  resi¬ 
dence  district  and  the  remainder  is  in  a  business  district, 
on  the  northerly  portion  of  the  plot  it  is  proposed  to  erect 
a  one-story  non-fireproof  building,  90  ft.  by  100  ft.  in-  area, 
to  be  occupied  as  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  on  the  southerly  part  of  the  plot  (hav¬ 
ing  a  frontage  of  90  ft.  on  Liberty  avenue  and  a  frontage 
of  20  ft  on  Crystal  street)  it  is  proposed  to  install  tour 
550-gallon  tanks  and  to  erect  the  necessary  pumps,  etc.,  tor 

a  gasoline  service  station;  and  .  , 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  brought  under  section  21  of  the  building 
zone  resolution  and  that  a  denial  of  the  application  would 
devolve  unnecessary  hardship  and  practical  difficulty  upon 
the  applicant ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  12,  1929,  on  certain  conditions,  and  applicant 
requests  a  modification  of  these  conditions  as  to  widths  o 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations,  and  that  the  application  be  and  It  hereby  is 
granted  on  condition  that  there  shall  be  built  on  the  norther  y 
property  line  a  brick  wall  not  less  than  8  ft.  in  height, 
coped  with  natural  stone  or  architectural  terra  cotta  trim¬ 
ming-  that  there  shall  be  not  more  than  two  vehicular 
entrances,  not  exceeding  a  width  of  14  ft.  each,  permitted 
on  the  Crystal  avenue  front  of  the  property  and  not  more 
than  two  vehicular  entrances  on  the  Liberty  avenue  front, 
each  not  exceeding  14  ft.  in  width ;  that  a  concrete  cm  bing, 
not  less  than  12  in.  in  height  above  grade,  shall  be  erected 
along  the  building  line  of  the  property  on  both  street 
fronts;  no  pumps  shall  be  installed  within  10  ft.  of  the 
building  line;  that  the  proposed  building,  as  indicated  on  the 
plans  filed  in  this  application,  shall  not  exceed  a  height  ot 
one  story  above  grade  and  shall  be  erected  for  the  shelter 
and  occupancy  of  the  operators  and  patrons  of  the  premises 
and  shall  not  exceed  an  area  in  excess  of  30  ft.  square;  that 
this  building  shall  be  finished  on  the  exterior  with  light- 
colored  face  brick  with  architectural  terra  cotta  or  natural 
stone  trim ;  that  any  signs  or  advertising  displayed  on  the 
premises  shall  be  restricted  to  the  glass  globes  of  the 
gasoline  pumps  and  flat  wall  signs  on  the  building  erected 
on  this  site;  that  no  portable  gasoline  tanks  shall  be  main¬ 
tained  or  operated  ouside  of  the  building  line  of  these 
premises ;  that  all  permits  required  shall  be  obtained  within 
nine  months  and  any  work  involved  thereby  completed  within 
eighteen  months  from  the  date  of  this  action. 


320-31-BZ. 

APPLICANT — Leroy  P.  Ward,  for  Big  Four  Realty  Corp., 
lessee,  for  Estate  of  John  R.  Slattery,  owner. 

SUBJECT — 'Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  6,  7a,  7c,  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
and  residence  use  district  the  alteration  and  exten¬ 
sion  in  height  of  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 252-262  West  87th  street,  south 
side,  95  ft.  9  in.  west  of  Broadway,  Manhattan. 


APPEARANCES— 

For  Applicant :  Leroy  P.  Ward. 

ACTION  OF  BOARD— Application  reopened  and  resolutio; 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(320-31-BZ) 

Whereas,  Leroy  P.  Ward,  for  Big  Four  Realty  Co 
lessee,  for  Estate  of  John  H.  Slattery,  owner,  filed,  Jur 
24,  1931,  an  application,  under  the  building  zone  resolutio 
to  permit  in  a  business  and  residence  use  district  the  alter: 
tion  and  extension  in  height  of  an  existing  garage  for  tl 
storage  of  more  than  five  motor  vehicles ;  premises  252-21 
West  87th  street,  south  side,  95  ft.  9  in.  west  of  Broadwa 
Borough  of  Manhattan ;  and  i 

Whereas,  a  public  hearing  was  held  on  this  application! 
the  board  of  standards  and  appeals,  at  its  regular  meetin 
September  15,  1931,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildii. 
zone  resolution  show  that  86th  street,  from  West  End  aveni 
to  a  point  100  ft.  west  of  Broadway,  is  in  a  residence  di 
trict;  87th  street,  from  West  End  avenue  to  a  point  100 
west  of  Broadway,  is  in  a  residence  district ;  Broadwa 
for  a  distance  of  100  ft.  east  and  west  thereof,  is  in  a  busine' 
district,  and  West  End  avenue  is  in  a  residence  distric 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  June  19,  1931  (re  Alt.  Applic.  No.  1121-1931 
reads  * 

'  “5.  Proposed  installation  of  store  in  a  residence  d 
trict  is  contrary  to  section  3  of  Building  Zone  Resol 

tion.  . 

“6.  Proposed  structural  alteration  and  addition 
garage  in  a  residence  and  business  district  is  contrary 
section  3  and  section  4  and  to  section  6  of  the  Buildi 
Zone  Resolution.” ; 

and  ...  r  c 

Whereas,  the  existing  building  is  of  non-fireprooi  cc 

struction,  three  stories  in  height,  with  a  frontage  of  125 
and  a  depth  of  100  ft.  8l/2  in.;  occupied  as  a  garage  1 
the  storage  of  more  than  five  motor  vehicles;  it  is  propos 
to  extend  the  building  in  height  to  four  stories  and  recc 
struct  the  building  fireproof  throughout;  a  portion  of  hi¬ 
story  to  be  occupied  as  a  store  and  showroom  and  remainc 
of  building  as  a  garage  for  more  than  five  motor  vehick 
and 

Whereas,  the  application  is  predicated  upon  section 
of  the  building  zone  resolution — hardship — having  been  p 
viously  denied  by  this  board  under  sections  7  and  7c,  and  s 
tion  7e  being  hardly  applicable  in  this  application,  as  all  j 
the  property  with  the  exception  of  4.1  ft.  lies  within 
residence  use  zone;  and 

Whereas,  this  application  was  granted  by  the  board  at 
meeting,  September  15,  1931,  on  certain  conditions,  and 
plicant  requested  a  modification  as  to  window  and  d< 
openings  in  rear  wall  and  as  to  store  use;  and  . 

Whereas,  the  board  considered  such  modification  could 
granted  in  view  of  the  fact  that  the  prohibition  generef 
placed  by  the  board  is  done  to  protect  the  residential  ch 
acter  of  the  neighborhood  invaded,  and  in  this  parties 
instance  practically  the  whole  balance  of  the  residential  a 
of  this  street  up  to  within  100  ft.  of  West  End  avenue 
now  invaded  with  non-conforming  uses;  and 
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vVhkreas,  this  application  was  granted  by  the  board  at  its 
eting.  September  1"),  1931,  on  certain  conditions,  and 
blicant  requests  a  modification  of  these  conditions  as  to 

ght. 

Resolved,  that  the  board  of  standards  and  appeals  does 
-eby  make  a  variation  in  the  application  of  the  use  dis- 
j:t  regulations  of  the  building  zone  resolution,  and  that 
•  application  be  and  it  hereby  is  granted,  only  so  far  as 
affects  the  extension  to  present  building,  permitting  a 
Ir-story  structure  in  place  of  the  present  three-story 
aicture,  for  a  height  of  approximately  51  ft.  over'  all, 
(O  permitting  the  use  of  the  first  story,  easterly  portion 
the  premises,  for  a  distance  of  not  more  than  35  ft.  on 
street  frontage  to  be  used  for  general  store  purposes ;  no 
rchandise  to  be  stored  or  maintained  outside  building  line; 
advertising  signs  or  display  for  business  use  other  than 
ed  letters  to  plate  glass  show  windows  of  store  fronts, 
1  one  projecting  electric  sign  on  the  front  of  the  build- 
indicating  the  name  and  nature  of  the  business  con- 
:ted  on  the  premises,  on  condition  that  the  entire  building 
,11  be  made  fireproof  throughout ;  that  the  front  elevation 
'ill  be  of  face  brick  with  architectural  terra  cotta  or  stone 
n ;  that  no  portable  gasoline  tanks  shall  be  maintained  or 
■rated  outside  the  building  line;  any  skylights  installed  in 
i  roof  shall  be  set  back  not  less  than  15  ft.  from  the  rear 
|  line  or  side  lot  lines  and  shall  be  equipped  with  plain 
:ss,  protected  with  wire  guards  above  and  below;  the 
pie  walls  shall  be  unpierced  throughout  their  entire  height 
>1  length,  and  the  rear  wall  shall  have  25  per  cent  of  its 
a  covered  with  fireproof  windows,  with  fixed  frame  and 
■h  on  each  of  the  third  and  fourth  stories ;  that  in  the  rear 
ill  on  the  first  and  second  stories  there  shall  be  installed 
r  fireproof  windows  in  each  story,  not  more  than  2  ft. 
n.  by  2  ft.  6  in.  in  area,  equipped  with  fixed  frame  and 


sash,  and  also  permitting  one  self-closing,  fireproof  door 
in  rear  wall,  each  story,  not  more  than  3  ft.  8  in.  wide; 
that  no  roof  signs  shall  be  displayed ;  that  the  rear  wall 
above  the  second  story  shall  be  set  back  from  the  rear  lot 
line  not  less  than  10  ft. ;  that  the  building  code,  code  of 
ordinances  and  the  building  zone  resolution  shall  be  com¬ 
plied  with  in  all  other  respects ;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  eighteen  months  from  the  date  of 
this  action. 


APPROVAL  OF  PLANS. 

329-31-BZ. 

APPLICANT — Jacob  Leiman,  for  Samuel  Meyerowitz, 
owner. 

SUBJECT — 'Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  March  11, 
1932. 

PREMISES  AFFECTED — 57-61  71st  street,  Maspeth,  Bor¬ 
ough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
engineer’s  report. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


Adjourned  1.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES _ 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  12,  1932. 

’resent :  Temporary  Chairman  Connell,  Commissioners 
Jland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

32- A. 

!,PELLANT — Rush  Terminal  Co.,  owner. 

OBJECT — -Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

EM  IS  E'S  AFFECTED — 32nd  to  50th  streets,  from 
Third  avenue  to  the  Bay,  Brooklyn. 
'■PEARANCES— 

For  Appellant :  Harper  A.  Holt  and  E.  M.  Ells¬ 
worth. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

‘TION  OF  BOARD — Laid  over  to  May  20,  1932,  at  2 
p.  m.,  on  request  of  appellant. 


12-A. 

"PELLANT — J.  L.  Miller,  Jr.,  for  Empire  Square  Realty 
Co.,  owner. 

■  BJBCT — -Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

EMISBS  AFFECTED— 1941-1953  Broadway,  Manhat¬ 
tan. 

'“PEARANCES — 

For  Appellant :  Harry  Wol finger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

'TION  OF  BOARD — Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(81-32-A) 


Whereas,  J.  L.  Miller,  Jr.,  for  Empire  Square  Realty 
Co.,  owner,  filed,  February  16,  1932,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  1941-1953 
Broadway,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  27,  1932  (Order  No.  92066-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals.  Sec.  580-1,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  building  is  non-fi reproof,  six  stories  (65 
ft.)  in  height,  174  ft.  2 y2  in.  by  102  ft.  3J4  in.  and  180  ft., 
irregular,  about  21,000  sq.  ft.  at  first  story  and  18,000  sq.  ft. 
above  first  story:  OCCUPIED:  1st  story,  stores;  upper 
stories,  studios,  thirty  persons  per  story;  and 
Whereas,  the  appellant  claims  the  original  building  was 
erected  in  1902,  destroyed  by  fire  and  reconstructed  in  1931; 
that  the  fire  department  order  has  been  more  than  complied 
with  by  the  installation  of  a  sprinkler  system  covering  the 
entire  area  of  the  premises,  with  fire  alarm  connection  to 
the  central  office ;  the  owner  has  also  provided  a  new  front 
fire  escape  on  Broadway  which  was  not  required  by  any 
department;  furthermore,  approved  safety  bucket  tanks  filled 
with  chemical  compound  are  provided  in  public  halls  on 
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each  story;  also,  a  watchman’s  clock  system  punched  every 

hour  is  installed.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  ci, (firmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


87-32-A. 

APPELLANT— Peter  H.  Brandt,  for  Mams  Realty  Corp., 
owner.  .  . 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 327-333  East  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Peter  H.  Brandt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  ,  . 

\CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  „  „  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(87-32-A) 

Whereas,  Peter  H.  Brandt,  for  Mams  Realty  Corp., 

owner,  filed,  February  19,  1932,  an  appeal  from  orders  of 
the  fire  commissioner,  affecting  premises  327-33  East  29th 
street,  Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Feb¬ 
ruary  17,  1932,  read: 

“Order  No.  86121-F : 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  581,  Ch.  12,  Code  of  Or¬ 
dinances.”  ; 

and 

“Order  No.  89902-LF : 

“1.  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof 
above  the  3500  gallon  mark  only”; 

and  ...... 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
101  ft.  by  84  ft.  in  area;  OCCUPIED:  1st  story,  sand¬ 
wiches,  10  persons;  2nd  story,  paper  boxes,  12  persons;  3rd 
story,  woodworking,  12  persons;  4th  story,  envelopes,  20 
persons;  5th  story,  books,  4  persons;  6th  story,  mouldings, 
8  persons;  7th  and  8th  stories,  paper  novelties,  10  persons 
each  story;  9th  story,  upholstery,  6  persons;  10th  story, 
upholstery,  4  persons;  EQUIPPED  with  a  sprinkler  system 
and  a  standpipe  system;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1915;  there  are  two  2,700-gallon  tanks  on  the  roof,  cross- 
connected;  the  westerly  tank  connects  with  the  house  supply 
line,  the  easterly  tank  connects  with  both  the  house  supply 
line  and  the  standpipe  lines;  it  is  proposed  to  use  the  west¬ 
erly  tank  exclusively  for  house  supply  and  the  easterly  tank 
for  standpipes  only;  due  to  the  poor  condition  of  the  upper 
portion  of  the  easterly  tank,  it  is  further  requested  to  be 
permitted  to  maintain  only  2,000  gallons  for  standpipe  pur¬ 
poses  ;  and 

Whereas,  the  building  was  erected  in  1915,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof; 
and 

Whereas,  under  Cal.  No.  220-31-A  the  board  granted  a 
modification  to  permit  of  the  elevation  of  the  bottom  of 
the  tank  less  than  the  required  20  ft.  limit  above  the  top 
story  hose  outlet. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted,  only  so  far  as  it  affects  the  capacity  of  the  tank 
used  for  the  standpipe  supply,  on  condition  that  a  reserve  of 
not  less  than  2.500  gallons  shall  be  maintained  for  the  stand¬ 


pipe  system  at  all  times ;  that  the  standpipe  system  sh; 
comply  with  the  rules  in  all  other  respects,  and  that  tl 
building  shall  be  not  increased  in  height  or  area. 


76-32- A. 

APPELLANT — Herman  Goldman,  for  Rockwood  &  G 
Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the  fi 
commissioner. 

PREMISES  AFFECTED — 43-45  Waverly  avenue,  Broo 
lyn. 

APPEARANCES— 

For  Appellant :  Herman  Goldman. 

For  Administration :  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com-  , 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  t 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(76-32- A) 

Whereas,  Herman  Goldman,  for  Rockwood  &  Co.,  Im 
owner,  filed,  February  15,  1932,  an  appeal  from  an  ordi 
and  decisions  of  the  fire  commissioner,  affecting  premis 
43-45  Waverly  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oct' 
ber  29,  1931  (Order  No.  89868-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accordan 
with  the  rules  of  the  Board  of  Standards  and  Appeal 
iSec.  580-1,  Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  render* 
November  23,  1931,  reads: 

“In  reply  to  yours  of  Nov.  5th,  relative  to  the  r 
quirements  of  Order  89868-F  requiring  the  installatic 
of  an  approved  standpipe  system  in  which  you  state  tl 
buildings  in  question  have  a  floor  area  of  less  than  10, 0( 
sq.  ft.,  I  beg  to  advise  that  inspection  of  our  recort 
show  that  this  order  was  issued  for  the  reason  th 
these  premises  exceed  85'  in  height  above  the  curb  lev 
and,  therefore,  in  accordance  with  Sec.  580-581,  Art.  2, 
Chap.  5,  Code  of  Ordinances  this  order  is  applicable. 1 

“You  are  further  advised  that  a  measurement  shov 
the  premises  to  be  90'  in  height.” ;  i 

and 

Whereas,  the  decision  of  the  fire  commissioner,  render* 
February  10,  1932  (re  255-277  Park  avenue  and  also  know 
as  43-45  W averly  avenue) ,  reads  : 

“In  reply  to  your  letter  of  Feb.  2nd  advising  that  yc 
have  been  retained  by  the  owners  to  appeal  from  tl 
requirements  of  Order  89686-F,  and  that  you  are  unab 
to  do  so  due  to  the  fact  that  the  Bd.  of  Standards  ar- 
Appeals  will  not  accept  an  appeal  for  the  reason  that  tl 
time  limit,  twenty  days,  had  elapsed,  and  request  di: 
missal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismisse 
or  reissued.  Therefore,  your  request  is  denied.”; 
and  \ 

Whereas,  the  building  is  fireproof,  seven  stories  (93  ft. 
in  height,  50  ft.  frontage  on  Waverly  avenue,  extending  2C 
ft.  through  the  block,  with  24  ft.  3  in.  frontage  on  Was! 
ington  avenue,  about  7,500  sq.  ft.  in  area;  OCCUPIED 
for  the  manufacture  of  candy,  not  more  than  fifteen  persor 
per  story ;  and 

Whereas,  the  appellant  claims  the  building  is  equippe 
with  an  adequate  sprinkler  system  supervised  by  the  Amei 
ican  District  Telegraph  Company;  tank  wagons  are  di:( 
tributed  throughout  the  premises ;  there  are  four  fire  hydram 
within  50  ft.  of  the  building ;  to  comply  with  the  order  woul 
cause  an  unnecessary  heavy  expense;  furthermore,  the  ai 
pellant  contends  there  is  no  existing  fire  hazard  on  the  pren 
ises ;  and 
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Whereas,  the  building  is  approximately  90  ft.  in  height, 
liich  is  but  5  ft.  over  the  limit  allowed  in  which  the 
andpipe  system  may  be  eliminated  in  a  building;  and 
Whereas,  the  height  of  the  building  is  the  cause  of  this 
der;  and 

■  Whereas,  the  certificate  of  occupancy  was  issued  for  this 
lilding  by  the  Bureau  of  Buildings,  Brooklyn,  in  March, 
f>32,  the  building,  however,  having  been  constructed  in  1918 
id  occupied  since  that  time. 

Resolved,  that  the  order  and  decisions  of  the  fire  commis- 
>ner  be  and  they  hereby  are  modified,  and  the  appeal 
and  it  hereby  is  granted,  as  to  Order  No.  89868-F, 
-in  1,  on  condition  that  the  building  shall  be  equipped 
th  an  approved  two-source  wet  sprinkler  system ;  that 
ch  additional  fire-fighting  appliances  as  shall  be  required 
the  fire  department  shall  be  installed;  that  the  building 
all  be  not  increased  in  height  or  area,  and  that  the  use  and 
•cupancy  shall  remain  substantially  unchanged. 


:-32-A. 

PP ELL  ANT— Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  The  Real  Estate  Exchange,  owner. 
JBJECT — .Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

REMISES  AFFECTED — 189-191  Montague  street  and 
150  Pierrepont  street,  Brooklyn. 

.PPEARANCES — 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTIOiN  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  _  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  n 


HE  RESOLUTION— 

(35-32-A) 

JVhereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
s  The  Real  Estate  Exchange,  owner,  filed,  January  26, 
■2,  an  appeal  from  an  order  and  a  decision  of  the  fire 
imissioner,  affecting  premises  189-191  Montague  street  and 
Pierrepont  street,  Borough  of  Brooklyn;  and 
Vhereas,  the  order  of  the  fire  commissioner,  dated  May 
1931  (Order  No.  85143-F),  reads: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  east  and  west 
sides  of  building  or  other  approved  protection,  as  per 
section  375,  Art.  18,  Ch.  5  of  the  C  of  O.” ; 
f 

Vhereas,  the  decision  of  the  fire  commissioner;  rendered 
;uary  7,  1932,  reads: 

“In  reply  to  your  letter  of  Dec.  29,  1931,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  order  85143-F  and  that  you 
are  unable  to  do  so  due  to  the  fact  that  the  Bd.  of 
Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
an(d  request  dismissal  and  reissuance  of  the  above  order. 

H  ou  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore  your  request  is  denied.”; 

Vhereas,  the  building  is  fireproof,  nine  stories  in  height, 
t.  by  193  ft.  3  in.  in  area;  OCCUPIED  for  office  pur¬ 
's,  forty  persons  per  story;  equipped  with  a  standpipe 
'em :  and 

hereas,  the  appellant  claims  151  windows  on  the  east  side 
1 150  windows  on  the  west  side  of  the  building  are  affected 
he  order;  the  building  was  erected  in  1889  and  has  been 


used  the  same  as  at  present  since  that  time;  the  exposure 
at  northwest  is  from  the  roof  of  a  five-story  office  building 
undet  the  same  ownership  as  the  premises  in  question,  also 
a  tour-story  fireproof  building  which  is  25  ft.  distant;  at 
southwest  all  windows  facing  the  premises  in  question  are 
leproof ;  at  northeast  the  sloping  tin  roof  of  a  two-story 
library  building;  at  southeast  a  four-story  building  and  roof 
ot  the  one-story  extension  to  the  same;  the  appellant  pro¬ 
poses  to  fireproof  all  windows  on  the  course  of  fire  escapes, 
stair  halls,  elevator  shafts  or  corridors;  furthermore,  the 
appellant  contends  that  the  present  condition  has  existed 
a  lout  forty-three  years  and  the  use  of  the  premises  is  also 
non-hazardous;  and 

Whereas,  the  building  was  erected  about  1889;  and 

Whereas  the  buildings  causing  the  exposure,  which  is 
the  basis  of  this  order,  were  erected  about  that  time  with 
the  possible  exception  of  the  twelve-story  fireproof  building 
facing  on  Montague  street  and  which  building  has  fire¬ 
proof  windows ;  this  latter  building  is  of  recent  construction. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Order  No.  85143-F,  only 
so  far  as  it  affects  the  windows  not  on  the  course  of  ele¬ 
vator  shafts,  stairs  and  public  corridors,  on  condition  that 
the  partition  on  the  corridor  side  of  the  toilets  shall  be  con¬ 
structed  of  fire-resisting  material,  equipped  with  a  fireproof, 
self-closing  door;  the  occupancy  of  the  building  in  its 
entirety  being  for  business  and  office  purposes  in  which  no 
manufacturing  of  any  nature  or  description  is  conducted- 
granted ,  further,  only  so  long  as  the  surrounding  exposures 
remain  substantially  unchanged  and  that  the  building  be  not 
increased  in  height  or  area  and  public  corridors  on  each  floor 
are  located  as  shown  on  plans  submitted  with  this  appeal. 


cso-aa-AV. 

Distributing  Corp.,  lessee. 

bUbJ  ECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1560  Broadway  and  157-165 
West  46th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  J.  Henry  Wolters. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

TH  ff1  VOTpF  BOARD— Appeal  granted  on  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  .  q 

Absent  . "  ’  ’ .  0 

THE  RESOLUTION— 

(36-32- A) 

9„^‘™EAS’  RKi°,  Distributing  Corp.,  lessee,  filed,  January 
"0:  an  aPPeal  from  an  order  of  the  fire  commissioner 

affecting  premises  1560  Broadway  and  157-165  West  46th 
street,  Borough  of  Manhattan:  and 
Whereas  the  order  of  the  fire  commissioner,  dated  Tanu- 
ary  6,  1932  (Order  No.  71189-LD),  reads: 

“Referring  to  your  application  for  a  permit  to  handle 
use,  store  inflammable  motion  picture  film  and  conduct 
a  projection  room  in  the  building  157-65  West  46th 
Street,  Manhattan  (1560  Broadway),  you  are  hereby 
notified  that  such  permit  cannot  be  granted  for  the  fol¬ 
lowing  principal  reasons : 

“A.  Building  is  occupied  for  dwelling  purposes  (See 
242.  Subd.  b,  Ch.  10,  Code  of  Ordinances).  ' 

“Y0U  ARB  THEREFORE,  HEREBY,  ORDERED 

“I.  Discontinue  the  handling,  using  and  storing  of  in¬ 
flammable  motion  picture  films  on  these  premises. 

“2  Discontinue  the  maintenance  of  a  projection  room 
on  these  premises.” ; 
and 
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Whereas,  the  building  is  fireproof,  sixteen  stories  and  pent 
house  in  height,  60  ft.  by  180  ft.,  irregular,  in  area;  OCCU¬ 
PIED  :  1st  story,  moving  picture  theatre  and  stores ;  2nd 
to  loth  stories,  inclusive,  offices,  120  persons  per  story ;  16th 
story,  offices  and  film  projection  room,  120  persons;  pent 
house,  dwelling;  and 

Whereas,  appellant  contends  that  there  is  located  on  the 
sixteenth  story  of  the  building  a  projection  room  (the  sub¬ 
ject  of  this  appeal)  with  a  fireproof  booth  for  the  purpose 
of  exhibiting  motion  picture  films  to  prospective  purchasers ; 
that  this  projection  room  has  operated  under  city  permits 
for  the  last  five  years;  that  the  films  are  exhibited  only 
between  the  hours  of  9  a.  m.  to  6  p.m. ;  that  the  films  are 
not  stored  on  the  premises,  being  delivered  and  returned 
by  messenger  to  the  Film  Center  Building;  that  the  max¬ 
imum  amount  of  film  temporarily  handled  is  one  feature 
picture ;  that  the  film  booth  is  vented  into  the  vent  shaft 
of  the  building  and,  contends,  further,  that  all  openings 
between  the  projection  room  and  the  dwelling  portion  (pent 
house)  of  the  premises  are  protected  with  self-closing,  fire¬ 
proof  doors ;  and 

Whereas,  the  present  use  was  installed  about  1925,  at 
which  time  the  pent  houses  were  used  for  dwelling  purposes, 
as  stated  in  this  appeal ;  and 

Whereas,  the  space  used  for  the  projection  room  and  the 
exhibition  of  the  motion  picture  films  is  on  the  sixteenth 
story,  dwelling  occupancy  being  on  the  seventeenth  or  pent 
house  story;  the  portion  of  the  sixteenth  story  used  for 
motion  picture  exhibitions  is  located  on  the  west  end  of 
the  building  with  an  area  of  approximately  80  ft.  by  60  ft.; 
and 

Whereas,  the  openings  or  exits  to  the  stairway  and  fire 
tower  of  both  the  sixteenth  and  pent  house  stories  are 
equipped  with  fireproof,  self-closing  doors. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  exhibition  of  motion  picture 
films  shall  be  conducted  on  week  days  between  the  hours  of 
9  a.  m.  and  7  p.  m. ;  that  no  film  of  any  nature  or  descrip¬ 
tion  shall  be  stored  over  night  in  the  building;  that  the 
maximum  amount  of  film  handled  be  limited  to  one  feature 
picture,  and  granted  only  so  long  as  the  pent  houses  are 
occupied  by  the  owner  and  superintendent  or  manager  of 
the  building;  that  the  code  of  ordinances  otherwise  shall  be 
complied  with  and  that  the  building  shall  be  not  increased 
in  height  or  area. 


PETITION  FOR  VARIATION. 


109-26-S. 

PETITIONER — Schreiber,  Collins,  Myers  &  Buchter,  for 
Rose-Sil  Realty  Corp.,  owner;  request  for  reopen¬ 
ing  made  by  Chadbourne,  Stanchfield  &  Levy,  for 
present  owner. 

SUBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings. 

PREMISES  AFFECTED — 13  West  36th  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner:  Ralph  T.  Hymsfeld  and  Joseph 
Brahdy. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative;  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney... .  4 

Negative  .  0 

Absent  . o 


THE  RESOLUTION— 

(109-26-S) 

Whereas,  Schreiber,  Collins,  Myers  &  Buchter,  for  Rose 
Sil  Realty  Corp.,  owner,  filed,  February  5,  1926,  a  petitio 
for  a  variation  from  the  requirements  of  the  labor  law,  a 
cited  in  a  decision  of  the  superintendent  of  buildings,  ai 
fecting  premises  13  West  36th  street,  Borough  of  Manhaf 
tan ;  and 

Whereas,  the  decision  of  the  superintendent  of  building: 
rendered  February  1,  1926,  reads : 

“1.  Provide  a  second  means  of  exit  as  provided  b 
Section  270  Labor  Law. 

“2.  Windows  on  street  wall  are  not  fireproof  an 
glass  panes  exceed  720  square  inches  in  area. 

“3.  All  steel  should  be  protected  by  2  inches  of  fire 
proofing.” ; 

and  : 

Whereas,  the  building  is  fireproof,  eight  stories  in  heigh 
24  ft.  by  98  ft.  9  in.  in  area  at  first  story  and  24  ft.  by  8 
ft.  9  in.  in  area  above;  OCCUPIED:  1st  story  and  me; 
zanine,  office  and  store ;  tenant  factory  above,  25  per  cer 
manufacturing,  15  persons  on  each  story;  EXITS:  an  ir 
terior  fireproof  stairway,  extending  from  the  first  story  t 
roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
openings;  ROOFS  of  adjoining  buildings:  same  level  at  east1 
about  75  ft.  higher  at  west ;  and 

Whereas,  the  petitioner  proposes,  re:  Item  1,  to  erect 
fire  escape  on  the  rear  of  the  building  from  roof  to  2n 
story,  in  accordance  with  the  labor  law,  with  the  exceptio 
of  egress  from  the  termination  of  the  same,  which  egres 
is  provided  by  means  of  extending  the  2nd  story  balcony  t 
the  2nd  story  balcony  on  rear  of  adjoining  building  at  eas 
the  latter  balcony  is  connected  by  means  of  a  stairway  to  th 
outside  fireproof  stairs  on  the  rear  of  building  adjoining  : 
north,  thence  down  a  stairway  to  1st  story  and  through  , 
fireproof  passageway  to  37th  street ;  re :  to  Item  2,  the  pi 
tioner  claims  the  front  windows  on  all  stories  are  glaze' 
with  14  in.  plate  glass  in  fireproof  frames ;  the  maximui1 
size  of  glass  on  1st  story  is  9  ft.  4  in.  by  8  ft. ;  on  the  2n 
story,  4  ft.  6  in.  by  9  ft.  4  in.,  and  on  all  stories  above,  5  f 
8  in.  by  4  ft.  4  in. ;  that  the  1st  story  is  not  used  for  factor 
purposes ;  re :  to  Item  3,  the  petitioner  contends  that  he  dot 
not  know  of  any  part  of  the  steel  construction  which  is  nc 
protected  with  2  in.  of  concrete ;  and  ( 

Whereas,  this  petition  was  granted  by  the  board  at  b 
meeting,  February  23,  1926,  and  owner,  through  his  attoi, 
neys,  requested  that  additional  items  of  a  further  decision  <, 
the  superintendent  of  buildings  rendered  March  7,  1932,  1 
included  in  the  petition ;  and 
Whereas,  the  additional  items  read: 

“1.  Wood  partitions  on  the  8th  floor  are  unlav’ 
ful.  *  *  * 

“4.  The  modification  granted  by  the  board  of  standard 
and  appeals  calls  for  approved  fireproof  sash  and  frank 
in  windows  at  the  front  of  building.  The  existing  pivc 
windows  are  not  of  an  approved  type  under  the  Labo 
Law  and  Industrial  Code  which  provides  that  such  wii 
dows  must  be  either  fixed  or  self-closing. 

“5.  Exit  doors  from  cellar  to  main  hall  must  be  n<, 
less  than  44  inches  wide  as  required  by  the  Labor  Lav, 

“7.  Door  from  store  to  hall  at  1st  is  one  of  tf! 
required  means  of  exit  from  this  floor  and  under  tf 
labor  law  must  comply  with  its  requirements.” 
Resolved,  that  the  board  of  standards  and  appeals  dot 
hereby  make  a  variation  from  the  requirements  of  the  labc 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  1 
Item  1  of  decision  rendered  February  1,  1926,  on  conditio 1 
that  a  standard  labor  law  fire  escape  shall  be  erected  on  re: 
of  building,  with  egress  from  the  termination  at  2nd  story  t 
the  platform  of  the  1st  story  fire  escape  of  building  to  tl 
north,  with  egress  therefrom  through  fireproof  passagewa 
to  37th  street;  as  to  Item  2  of  decision  rendered  Februar 
1.  1926,  on  condition  that  all  windows  on  the  front  shall  1] 
equipped  with  approved  fireproof  frames  and  sash,  glaze1 
with  in.  polished  plate  glass,  and  that  no  light  of  glaft 
above  3rd  story  shall  exceed  720  sq.  in. ;  granted .  as  to  Ite: 
3  of  decision  dated  February  1,  1926,  on  condition  that  a 
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steel  shall  be  protected  in  accordance  with  chapter  5  of  the 
code  of  ordinances,  and  granted,  as  to  Item  7  of  decision 
rendered  March  7,  1932,  on  condition  that  the  opening  from 
the  store  to  corridor,  first  story,  be  not  less  than  30  inches 
wide,  equipped  with  self-closing,  fireproof  door;  that  in 
addition  to  such  opening  there  shall  be  an  opening  from 
store  direct  to  street  not  less  than  48  inches  wide ;  that 
the  first  story,  for  the  entire  floor  area,  shall  be  limited  to 
•store  use,  used  for  the  wholesale  exchange  of  merchandise, 
the  occupancy  of  the  first  story  to  be  limited  to  three  per¬ 
sons  engaged  at  work  at  any  one  time,  prohibiting  any  fac¬ 
tory  work  of  any  nature  or  description;  granted,  as  to  Item 
5  of  decision  rendered  March  7,  1932,  as  to  door  opening 
from  the  cellar  stairs  leading  to  the  main  corridor,  said 
opening  to  be  not  less  than  36  in.  wide ;  that  the  use  of  the 


cellar  shall  be  restricted  as  to  factory  work,  prohibiting 
tactory  work  of  any  nature  or  description  in  the  cellar,  the 
occupancy  to  be  limited  to  not  more  than  three  persons  at 
any  °ne  tlme;  that  the  resolution  of  February  23,  1926, 
shall  be  complied  with  in  all  respects ;  that  the  building  shall 
be  not  increased  in  height  or  area ;  that  the  labor  law  other¬ 
wise  shall  be  complied  with  in  all  respects,  and  granted  only 
so  long  as  the  factory  occupancy  shall  be  limited  to  light 
manufacturing,  the  entire  factory  occupancy  not  to  exceed 
25  per  cent  of  the  floor  area  of  the  premises,  and  withdrawn 
as  to  Items  1  and  4  of  decision  rendered  March  7,  1932, 
as  to  wood  partitions  and  pivot  windows. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
ighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
n  such  protected  portions  or  special  classes  of  occupancies 
ts  are  specified  in  Rule  2  of  these  rules,  and  then  only 
titer  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
>f  the  lessee  or  lessees  of  the  building  containing  such  fac- 
ory  or  factories  to  cause  to  be  posted  in  each  and  every 
ntrance  hall,  stairhall  or  room  throughout  the  building,  as 
veil  as  in  every  elevator-car,  in  English,  and  also  in  such 
ther  language  or  languages  as  the  fire  commissioner  shall 
lirect,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
iolation. 

(b)  Application.  Application  for  such  permit  shall 
e  made  only  by  the  owner  of  the  building  on  suitable 
lank  forms  to  be  furnished  by  the  fire  comm»«sioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
eriod,  not  exceeding  one  year,  and  shall  not  be  renewed 
pon  expiration  until  a  reinspection  of  the  premises  for 
'hich  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
n-mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
nder  which,  the  hours  between  which,  and  the  place  or 
laces  in  such  factory  where  smoking  may  be  permitted, 
id  this  permit  shall  be  framed  and  kept  posted  in  a 
>nspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
lecified  in  the  permit,  in  addition  to  incurring  such  pen- 
ties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
iusc  for  the  revocation  of  such  permit  by  the  fire  com- 
issioner,  and  he  shall  not  again  issue  a  permit  for  the 
me  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  .steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion; 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
pies  of  Form  7 NO,  for  notices  to  property  owners,  such 
rms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO 
Operly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 

from°%rgn'^°Pe^typOWnerS’  Can  obtain  such  c°Pies 

from  The  O  Connell  Press,  176  Park  Row,  Manhattan,  at 

three  cents  each  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail.  “ 
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PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  C 
PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 


Recommended  by — Conference  of  Representatives  of  F ire  De¬ 
partment,  Board  of  Fire  Underwriters,  Merchants 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  E.  J.  Cole,  Highlow  Varnish  Co.;  Joseph  L. 
Hernon;  Arthur  C.  Bangs,  Real  Estate  Board;  F. 

L  Graham;  George  H.  Cameron,  Board  of  Fire 
Underwriters,  and  Inspector  Maher,  Bureau  of  Fire 
Prevention. 

[353-30-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
May  6,  1932,  at  3  p.  m.,  Room  1013,  Municipal  Building,  on 
Proposed  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  Other  Flammable 
Surface  Coatings. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

1.  The  term  “spray  booth”  shall  include  the  following: 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 

vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on.  ,  . 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 

sisting  of  two  sides  and  top,  equipped  with  air 
exhaust  facilities  and  in  which  spray  coating  is 

.  ,  v  ,  ■  :■  t  '1.  ■  ” 

carried  on. 

2.  The  term  “spray  room”  shall  mean  a  room,  or  a 
spray  booth  within  a  room,  equipped  with  air  exhaust  facil¬ 
ities  and  in  which  spray  coating  is  carried  on. 

Rule  3. 

Ventilation 

(a)  No  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 

exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
pef-  minute  averaged  over  the  frontal  area  of  the 
spray  booth.  : 

(c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 

which  owill  provide  not  less  than  sixty  (60}; 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  visible 
mist  or  vapors  within  such  enclosures. 

(e)  Air  shall  be  admitted  to  the  spray  booth  or  spray 

room  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  from  said  booth  or  room;  windows  or  other 
openings  not  used  for  Ventilation  shall  be  kept 
closed  during  the  process  of  spray  coating.  Ex¬ 


haust  fans  shall  be  kept  running  constantly  wh 
spraying  or  mixing  and  for  a  sufficient  length 
time  thereafter  to  exhaust  all  vapors,  fumes  • 
residues  of  spraying  materials  from  the  spr- 
booth  or  spray  room. 

(f)  Spray  booths  shall  be  used  for  no  other  work  1: 
spraying. 

Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 

(a)  Spray  booths  shall  be  constructed  of  metal  or  oth 
approved  incombustible  material. 

(b)  Air  distributing  or  baffle  plates,  if  used,  shall  : 
of  incombustible  material  and  removable  ■ 
cleaning. 

(c)  The  inner  side  of  walls,  ceilings  and  floor  shall: 
as  smooth  as  practicable,  in  order  to  facilit: 
cleaning;  when  constructed  of  ferrous  metal  su 
surfaces,  inside  the  booth  or  room,  shall  be  th- 
oughly  painted  or  galvanized. 

(d)  Exhaust  ducts  for  spray  booths  or  spray  roc; 
shall  be  constructed  of  material  not  less  than  : 

following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gair 
When  of  diameter  of  over  24  inches  and  not  oi 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gaug< 

(e)  Ducts  shall  be  strongly  erected  and  rigidly  s 

ported. 

(f)  Motors  shall  be  located  outside  of  ducts,  booths 

spray  rooms  so  that  no  inflammable  vapors 
residues  can  reach  them. 

(g)  If  induced  draft  is  used  to  create  an  air  mo 
ment  within  cabinet  or  tunnel  types  of  sp: 
booths  or  spray  rooms,  the  air  shall  be  suppi 
from  a  point  outside  of  the  spray  booth  or  sp; 
room  with  fans  and  motors  entirely  outside  of 
spray  booth  or  spray  room. 

(h)  The  exhaust  system  for  the  removal  of  vapors' 
residues  of  spraying  materials  from  the  sp 
booth  or  spray  room  shall  not  be  connected 
any  other  ventilating  system  or  discharged 

a  chimney  or  flue  used  for  the  purpose  of  com’ 
ing  gases  from  heating  elements. 

Ventilating  ducts  shall  run  as  directly  as  pi 
tical  to  the  outer  air,  protected  with  a  fire  scr 
and  not  less  than  15  feet  from  any  exterior  e 
chimney  termination  or  unprotected  air  int;' 
When  such  duct  passes  through  a  non-firepi 
roof  it  shall  be  properly  heat-insulated  at  the  p 
of  such  passage,  as  required  by  the  Building  C 1 

(i)  Exhaust  fan  blades  shall  be  constructed  of  i 

ferrous  metal.  All  exhaust  and  ventilating 
to  be  permanently  connected  to  their  source 
current  supply,  using  metallic  conduit.  Rheosl 
in  fan  bases  not  permitted.  Fan  blades  to  be  < 
structed  of  non-ferrous  metal. 

(j)  All  electrical  wiring  shall  be  enclosed  in  ir; 

conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  c. 
Fixtures  to  be  of  the  rigid  stem  type,  encloi 
all  wiring  and  equipped  with  vaporproof  gl" 
and  keyless  sockets. 

(l)  No  flame  or  spark-producing  devices,  switche: 

rheostats  shall  be  located  in  spray  room  or  sp 
booth.  Partitions  separating  such  booths  or  ro 
shall  be  constructed  fireproof  or  fire-resistini 
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accordance  with  I^abor  Law  or  rules  of  the  Board 
of  Standards  and  Appeals  for  factory  buildings. 

(in)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
■Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  The  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advise 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

(b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

(d)  [Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  iBrooms,  brushes  or  other  cleaning  implements 
made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 

(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 
able  for  paint  and  lacquer  fires.  At  least  one 
standard  sand  pail  shall  be  provided  for  each  100 
square  feet  of  booth  area  or  area  of  spray  room 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  or 
other  approved  type  may  be  provided,  one  for 
each  300  square  feet  of  booth  or  spray  room  area. 
Where  the  spraying  hazard  is  extensive,  mounted 
type  of  extinguishers  shall  be-  provided  as  may  be 
required  by  the  Fire  Department. 

(j)  The  interior  of  all  booths  installed  in  sprinklered 
buildings  shall  be  provided  with  sprinkler  heads 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  (Main  supplies  of  spray  coating  materials  and 
thinners  shall  be  kept  in  an  outside  storage  build¬ 
ing,  storage  rooms  or  in  vented  metal  cabinets 
in  accordance  wTith  the  following  amounts : 

(b)  .Spraying  materials  not  in  excess  of  20  gallons 
shall  be  stored  in  metal  cabinets  or  wood  cabinets, 


metal  covered  on  both  sides  including  the  door. 

,  .  All  cabinets  to  be  ventilated  at  top  and  bottom. 

(.c)  Spraying  materials  in  excess  of  20  gallons  and  not 
exceeding  40  gallons  shall  be  stored  in  double- 
walled  metal  cabinets  vented  directly  to  the  outer 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  be 
stored  in  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated 
plain  glass  skylight  or  in  a  storage  room  con¬ 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storage 
rooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms  shall 
be  waterproof  up  to  a  height  of  at  least  6  inches 
from  the  floor  and  be  drained  to  the  center.  The 
sill  of  the  door  shall  be  at  least  6  inches  above 
the  finished  floor.  All  doors  to  be  tin-clad,  ap-* 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  be 
provided  with  an  automatic  sprinkler  head  for 
each  50  square  feet  of  floor  arpa. 

( f)  Storage  rooms  shall  be  sprinklered  in  non-sprink- 
lered  buildings  where  it  is  practical  to  provide  at 
least  10  pounds  pressure  at  the  sprinkler  head 
when  supplied  from  house  supply  tanks  or  house 
lines,  as  described  in  Rule  53  of  the  Sprinkler 
Rules. 

(For  the  purpose  of  this  section,  fireproof 
and  fire-resisting  materials,  used  in  the  en¬ 
closures  of  storage  rooms,  shall  comply  with 
the  requirements  for  factory  buildings). 

(g)  The  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build¬ 
ing  shall  be  determined  by  the  Fire  Department. 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 
conducted  in  a  storage  building  or  storage  room, 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  which 
booths  are  located  while  the  air  exhaust  system 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  day’s 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use. 

(j)  Gravity  feed  material  containers  for  supplying 

spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  capable  of  standing  at  least  double  (heir 
weight  when  filled  with  the  heaviest  spraying 
materials  used.  i;.ii  i^ir;: 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  thore 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  any  nationally  recognized  standard  testing 
laboratory  or  by  the  Board  of  Standards  and  Ap¬ 
peals.  Each  tank  shall  be  provided  with  a  safety 
valve  set  at  a  pressure  not  exceeding  eighty 
pounds.  All  gravity  feed  containers  and  other 
spraying  equipment  shall  be  approved  as  above. 

(l)  The  installation  of  all  electrical  wiring,  switches, 

lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 
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Rule  7. 

General  Requirements 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking’’  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3. 

Subdivision  D — Air  Exhaust  System. 

“  E — .Air  Supply  and  Mixing. 

“  F — Use  of  Spray  Booth. 

Rule  4. 

Subdivision  A — Construction  of  Spray  Booths. 

“  B — 'Construction  of  Baffle  Plates. 

“  iC — ‘Cleaning  of  Booths. 

“  E — (Maintenance  of  Duct  Supports. 

“  F — ‘Location  of  Motors. 

“  G — (Method  of  Induced  Draft. 

“  H — Termination  of  Ventilating  System. 

K — Electric  Lighting. 

“  L — 'Separation  of  Booths,  etc.,  from  flame  and 

sparks. 

“  M — Electrical  Equipment. 

“  N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A — 'Certificate  of  Fitness. 

“  B — Motor  vehicles,  in  booths  or  rooms. 

“  iC — (Maintenance  of  Exhaust  fans. 

“  D — (Maintenance  of  Equipment. 

“  E — Cleaning  Implements. 


F — Accumulation  and  Disposal  of  Waste  Ma- 
rials. 

G — 'Smoking,  Matches,  etc. 

H— Fire  Appliances. 

Rule  6. 

Subdivision  A— Storage  of  Spraying  Materials. 

B — Storage  of  Spraying  Materials  less  than  ) 
gallons. 

C — Storage  of  Spraying  materials  not  exceedi; 
40  gallons.  -v  ( 

D — 'Storage  of  Spraying  materials  exceeding  ] 
gallons. 

G — (Maximum  Storage  in  non-'fireproof  buildin 

H — Spray  room  or  booth  mixing. 

I — 'Supplies  allowed  in  booth. 

J — ‘Gravity  Feed  containers. 

L — 'Smoking,  matches,  in  mixing  room. 

NOTE (Subdivisions  A,  B,  C  and  D  may  not  be  applied: 
fireproof  buildings  equipped  with  an  approved  exi- 
ing  automatic  sprinkler  system  where  the  genel 
conditions  of  cleanliness  are  properly  maintained  l 
all  times.  , 

Rule  7. 

Subdivision  A — Posting  “No  Smoking”  signs. 

B — Clearance  of  combustible  material. 

C — Clearance  of  Automatic  Sprinkler  heads.  I 

Rule  9. 

Approval  Forms  and  Plans  i 

There  shall  be  filed  before  installation  with  the  Fire  II- 
part-merit  by  the  purchaser  (or  by  the  seller  thereof)  an  : 
plication  form  on  sheet  8  inches  by  10  inches,  which  fo 
shall  give  the  proper  name  and  address  of  booth  user  i. 
also  the  floor  on  which  the  booth  or  booths  are  to  be  ■ 
stalled.  An  ink  drawing  of  the  floor  upon  which  the  bo 
will  be  located  shall  be  submitted  on  the  form  sheet;  stl 
drawing  shall  show  by  feet  and  inches  the  location  of  ex; 
chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  pi  : 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  si 
be  filed  with  the  Fire  Department  for  examination  and  1 
proval.  Such  plan  shall  show  on  the  floor  plan  the  locat 
of  all  booths,  storage  and  mixing  rooms,  exits  and 
chimneys  and  exterior  openings  within  15  feet  of  the  store 
rooms  and  vent  ducts. 

v 
i 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A — 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell . . .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSU1 
May  be  installed  on  all  standpipe  systems 

1 


“New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-- 

Walworth  Company .  900-27--1 

W.  D.  Allen  Mfg.  Company .  1151-27-^ 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-1 

Jenkins  Brothers .  780-28- 

Croker  National  Fire  Prev.  Eng.  Co .  970-28- 

Fairbanks  Company .  268-29- 

Pratt  &  Cady .  231-30-:' 

Elkhart  .  15-31-: 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  W 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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APPROVED  APPLIANCES 

Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner 

!  B.  C.  Oil  Burner . 

'  B.  C.  Oil  Burner,  Type  H . 

1  na  Automatic  Oil  Burner . 

jddin  Oil  Burner . 

ixander  Oil  Burner . 

,:oil  Heat  Machine . 

!tocrat  Oil  Burner,  Model  B-l . 

fcer  Automatic  House  Heating  Burner . 

:er  Oil  Burner,  Model  L,  Gun  Type . 

lard  Super  Domestic  Oil  Burner . 

ard  Domestic  Fuel  Oil  Burner . 

ggren  Oil  Burner . 

tendorf  High  Pressure  Oil  Burner . 

endorf  Oil  Burner . 

k  Oil  Burner,  Models  A,  B,  C  and  D _ 

den  Automatic  Fuel  Oil  Burner . 

nford  Oil  Burner . 

;>roil  Burner — Type  A  A . 

boradiant  Oil  Burner,  Models  V  &  VS.... 
jorundum  Burner . 

:er-Korth  Oil  Burner . 

ury  Oil  Burner . 

Ilenger  Kleen  Heat  Burner,  Series  No.  100 

bustion  Fuel  Oil  Burner . 

bustion  Fuel  Oil  Burner,  Type  B . 

imonwealth  Automatic  Oil  Burner . 

<’s  Automatic  Oil  Burner . 

2-Swift  Safety  Automatic  Oil  Burner _ 

cent  Oil  Burner . 

vn  Oil  Burner,  Type  XA . 

tal  Blue  Flame  Oil  Burner . 

Vaporizing  Oil  Burner . 

ia  Oil  Burner . 

io  Heat  Oil  Burner . 

o-matic  Oil  Burner . 

■rty  Oil  Burner . 

jernoil  Automatic  Oil  Burner,  Models  A, 

3  and  C . 

omy  Oil  Burner,  Type  A-l . 

r  Automatic  Oil  Burner . 

rol  Automatic  Oil  Burner . 

romatic  Oil  Burner _ V . 

rprise  Rotary  Fuel  Oil  Burner . 

Oil  Gas  Burner . 

field  Oil  Burner,  approval  of . 

less  Oil  Burner . 

1  Heat  Domestic  Oil  Burner,  Type  O.... 

:r  Oil  Burner . 

Min  Domestic  Oil  Burner . 

:  Oil  Burner . 

'Wood  Oil  Burner . 

fco  Steam  Generator . 

rt  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner . 

-t  &  Barker  Flexible  Flame  Burner . 

)il  Burner . 

ich  Oil  Burner,  Models  G-0,  G-l,  G-2 
id  G-3 . 

’peed  Automatic  Oil  Burner . 

Oil  Burner . 


Calendar  No. 
1295-24-SA 
684-29-SA 
1547-23-SA 
298-26-SA 
65-28-SA 
632-26-SA 
297-31-SA 
1323-22-SA 
404-29-SA 
939-24-SA 
1184-22-SA 
764-26-S A 
479-31-SA 
731-28-S  A 
123-31-SA 
322-30-SA 
36-31-SA 
1361-24-SA 
16-31-SA 
571-29-SA 
54-30-SA 
157-28-SA 
813-28-SA 
IIOo-22-SA 
295-29-SA 
348-28-SA 
955-27-SA 
354-31-SA 
222-29-SA 
426-29-SA 
423-29-SA 
915-26-SA 
155-31-SA 
420-31-SA 
663-28-SA 
943-26-SA 

600-31-SA 

45-31-SA 

481-27-SA 

259-25-SA 

603-29-SA 

1149-27-SA 

1431-23-SA 

584-31-SA 

493-24-SA 

1094-27-SA 

715-26-SA 

560-26-SA 

47-30-SA 

373-30-SA 

348-31-SA 

520-31-SA 

109-31-SA 

1231-23-SA 

444-31-SA 

957-27-SA 

382-26-SA 


Name  of  Burner 

Haidinge  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hart  Automatic  Oil  Burner .... 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 

Hayward  Oil  Burner . 

Heatiator  Oil  Burner ...... ’  ’  ’  ‘ 

Hercules  Oil  Burner . 

Holbv  Type  A  Fuel  Oil  Burner . 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner.... 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kleen  Heet  Oil  Burner . 

Kreager  Oil  Burner . 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NL . 

Lawrence  May  Oil  Burner . 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Majestic  Oil  Burner . 

Marr  Oil  Heat  Machine . 

May  Oil  Burner . 

Mayfield  Oil  Burner . 

Mayflower  Oil  Burner . 

Mcllvane  Oil  Burner . 

Melco  Automatic  Oil  Burner,  Type  “A” . 

Merco  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 
211,  311  and  114 . 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nn-Way  Oil  Burner . 

Oil-Elec-Tric  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30- A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 


Calendar  No. 
813-25-SA 
690-30-SA 
1162-24-SA 
595-29-SA 
696-^0-SA 
1346-23-SA 
510-29-SA 
688-29-SA 
1211-25-SA 
591-29-SA 
372-30-SA 
1305-24-SA 
938-22-SA 
852-26-SA 
846-25-SA 
62-24-SA 
367-30-SA 
443-28-SA 
670-30-SA 
1034-27-SA 
425-31-SA 
314-30-SA 
129-28-SA 
693-30-SA 
765-26-SA 
68-24-SA 
568-31-SA 
124-29-SA 
544-29-SA 
1032-25-SA 
637-29-SA 

327-31-SA 

673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
887-25-SA 
548-31-SA 
836-25-SA 
518-29-SA 

1071-27-SA 
255-31-SA 
801-28-SA 
584-28-S A 
1078-24-SA 
773-26-SA 
317-31-SA 
1359-24-SA 
394-30-SA 
113-26-SA 


Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  0 .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 


509 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  89i-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Schulse  Home  Oil  Burner..... .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  C .  403-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner....  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 


Name  of  Burner 


Calendar  No. 


Standard  Automatic  Oil  Burner,  Type  11-G - 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner, 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-oU, 

B-5K  and  C-6U . . 

Sunflower  Model  S-l  Oil  Burner . 

Sunflower  Oil  Burner,  Model  S-2 . . . . . 

Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spiro  Oil  Burner . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
York  Automatic  Oil  Burner . 


537-31-SA 

618-27-SA 

581-26-SA 

755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

624-30-SA 

715-29-SA 

931-25-SA 

778-28-SA 

287-28-SA 

297-29-SA 

470-31-SA 

63-28-SA 

129-27-SA 

498-29-SA 

620-28-SA 

6-24-SA 

451-26-SA 

612-30-SA 

320-30-SA 

556-29-SA 

1155-25-SA 


918-22-SA 

19-25-SA 

44-29-SA 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Ballard  Duplex  Electric  Driven  Pump  Set -  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24- S A 

Kraissl  Fuel  Oil  Pump .  60-28-SA 


Name  of  Pump 

Leiman  Rotary  . 

Marsh  Fuel  Oil  Pump . 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump.. 

M.  D.  Rotary . 

Milwaukee  Piston  Rotating  Port  Pump . 

Monroe  Oil  Pump . 

Northern  Rotary . 

Pascoe  Pump  Set . 

Quimby  Screw  Pump . 

Ray  Rotary  . 

Rotary  Pressure  Pump . 

Rotary  Vacuum  Pump . 

Tate-Jones  . 

Teesdale  Automatic  Booster  Fuel  Oil  Pump.. 

Tuthill  Model  B  Fuel  Oil  Pump . 

Tuthill  Fuel  Oil  Pump,  Model  L . 

Union  Steam  Pump  for  Fuel  Oil . 

Viking  . . . 

Warren  Oil  Pump . 

Wayne  Oil  Pump  &  Fan  Set. . . . . 

Worthington  Duplex  Double-Acting  Steam 

Pump  . 

Worthington  Show  Model  Duplex . 


Calendar  No. 

95-24-SA 

1050-23-SA 

936-23-SA 

52-27-SA 

763-25-SA 

658-26-SA 

1396-24-SA 

1029-26-SA. 

1193-21-SA 

588-25-SA 

1060-25-SA 

513-25-SA 

492-21-SA 

1279-25-SA 

60-28-SA 

568-30-SA 

705-30-SA 

438-21-SA 

1169-23-SA 

1155-23-SA 

184-22-SA 

194-22-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

1- 22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 

Rules. 

0-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 
of. 

I' 

A  dm  i  n  istra  t  ive  Applications. 
i9-27-A — 39  Fifth  avenue,  Manhattan. 
iO-27-A— 13-16  Central  Park  West,  Manhattan. 

.1-27- A — 20-28  West  72nd  street,  Manhattan. 

2- 27-A— 242-248  West  76th  street,  Manhattan. 

(,3-30-A — 46  West  98th  street,  Manhattan. 

7-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

3- 31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 

East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

4- 22-SA — Crocker  Gas  Valve,  approval  of. 
i-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

'-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 

approval  of. 

.1-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

■-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

i-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

-25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-25-SA — Koerting  Gear  Pump,  approval  of. 

-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

! -27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
i-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

I -28- S A — Alert  Gas  Shut-Off  Valve,  approval  of. 

28- SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

I  29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

29- SA — A  Diamond  “S”  250  lbs.  2^4-inch  Angle  Globe 

Water  Hose  Valve,  approval  of. 


380-29-SA— Kennedy  2 K -inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

260-30-SA  Scranton  Steam  Pumps,  approval  of. 

359-30-SA -Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

568-30-SA — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 

<30-30-SA  Standpipe  Outlet  Pressure  Reducing  Valve  ap¬ 
proval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

125-3 1-S  A  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31 -S  A— Lunkenheimer  2^-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31- SA— Lunkenheimer  2^4-Inch,  Figure  No.  8613. 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
396-3 1-S  A  Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
49 1-3 1-S  A — Super  f  ex  Oil  Burning  Heater,  approval  of. 

5 13-31-SA— Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
534-31-SA — Page  Fuel  Burner,  approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

584-31-SA — Fairfield  Oil  Burner,  approval  of. 

592-31-SA  Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

597- 31-SA — N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 

AS  and  No.  134  DS,  approval  of. 

598- 31-SA — N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046, 

1046  A  and  1046  AN,  approval  of. 

9-32-SA— Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

44-32-SA — Vaporoil  Burner,  approval  of. 

49-32-SA— Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 
proval  of. 

49-32-iSA— Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 
proval  of. 

115-32-SA— Wayne  S-2  Domestic  Oil  Burner,  approval  of. 
125-32-SA — 'Beacon  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1^-3  Mix,  1  oounds  of  hydrated  lime  per  bag  of 

int, 

l;-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

int. 

1 : U2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

int. 

r  hand  mixed  concrete,  the  hvdrated  lime  and  Port- 
cement  shall  be  well  mixed  while  dry. 

drated  lime  shall  not  be  used  in  concrete  which  is 
deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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DOCKET. 

Cases  pending  December  31,  1931 .  344 

Cases  filed  up  to  April  13,  1932 .  206 

Restored  to  calendar . . 

Miscellaneous  Applications. 

104 

Requests  to  reopen . 

Requests  to  amend .  * 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time .  19 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations .  ® 

Requests  for  approval  of  plans . 

Administrative  requests  .  0 

Requests  for  interpretation .  4 

Total, .  l£ 

Disposed  of  . 

Cases  pending  April  13,  1932 .  327 


DISPOSITION  OF  CASES. 

Withdrawn  .  39 

Dismissed .  7 

Denied  .  43 

Granted .  9 

Granted  on  condition . 135 

Appliances  approved  . 14 

Appliances  dismissed,  disapproved  or  withdrawn .  4 

Rules  approved . . . . . 

Rules  disapproved,  rescinded  or  withdrawn .  2 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  93 

Requests  to  reopen  denied .  6 

Requests  to  amend  granted .  4 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  28 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  19 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved . 

Plans  disapproved  .  0 

Administrative  requests  granted . .. .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  . .  . . 

Requests  withdrawn  or  dismissed .  5 

Total  .  439 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
pplicants,  and  to  all  lawyers,  architects  and  engineers 
epresenting  owners  or  lessees  in  proceedings  before  the 
oard — 

First,  That  if  they  do  not  appear  in  person  or  by  rep- 
esentative  at  the  hearing  of  their  case,  dismissal  for  lack 
f  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
taring  is  provided  in  the  publication  in  this  Bulletin  of 
he  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
tearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
learing  can  be  entertained  in  view  of  this  publication  and 
>f  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy,  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Fndnsed  olease  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 

M\  Subscription  is  to  begin  with  the  issue  for . .  1932. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  April  15,  1932,  10  A.  M. 
Minutes  of  Special  Meeting,  April  15,  1932,  2  P.  M. 
Minutes  of  Special  Meeting,  April  15,  1932,  3  P.  M. 
Minutes  of  Regular  Meeting,  April  19,  1932,  10  A.  M. 
Minutes  of  Regular  Meeting,  April  19,  1932,  2  P.  M. 
Approved  Fuel  Oil  Burners  for  Industrial  Use. 

Fire  Retarding  Rules  for  Garages,  Etc. 

Notice  of  Public  Hearing  on  Proposed  Rules  Govern¬ 
ing  the  Spraying  of  Paints,  Varnishes,  etc. 

Approved  Fireline  Hose  Valves. 

Approved  Fuel  Oil  Burners. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Fuel  Oil  Rules. 

Reserve  Calendar. 

Progress  Report. 


SRfgle  Copies,  5  cents 
By  ip£il,  7  cents 

TV 

- ^  _ 

public  Hearings 


No.  17 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  'this  Bulletin. 

Cah  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m 

Manhattan.111^8  h''d  “  R“m  ,013'  MuniciPal  Building, 


fice— Municipal  Building,  Rooms  1001  to  1015. 

LEPHONE — WORTH  2-0184. 

fice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Va 
12  noon. 

communications  should  be  addressed  to  the  chairman  of 
the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.  Any  person  desiring  to  consult  the  chairman  or  the  en- 
gineers  pertammg  to  the  work  of  the  board,  will  be  seen 

ho  h°TS  °f  ten  in  the  m°rning  and  one  in 
the  afternoon — Saturdays  excepted 

CALL  OF  CLERK’S  CALENDAR 

rJlt  Cl%k's  Cnlendaf  consists  of  applications  under  the 
Bmldmg  Zone  Resolution,  and  its  object  is  to  give  Lter- 

anT  wnT  rrS  °pportunity  ^  file  objections,  if  any, 
at  2  o'clock  ifth”  R?i°m  L013,  Tuesday>  APril  26,  1932, 
definite  day-’  C  ea°h  Case  Is  set  for  hearing  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  May  3,  1932,  at  2  o’clock.  06 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 

on  fixed  diys3^5  '  ^  ^  definitely  set  for  hearing 
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NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  n 
progress,  nor  accepted  that  are  not  filed  within  twenfy  days 
lorn  the  date  of  the  action  of  the  Administrative  Official 
Any  communication  purporting  to  be  an  appeal,  appli- 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

is  “■  i,“ «£* 

peal,  application  or  petition,  and  if  he  fails  ,0  supply  ,£e 
data  required  hereon,  with,,,  twenty  days,  his  case  may  h- 
dismissed  for  lack  of  prosecution.  y 

th<:  t.'.mer  of  fih'n?  a"  application,  the  appellant  or  peti- 
tioner  shah  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  buHd 
mgs  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 

directions11  °f  S3mC  exp€dited  ^  conforming  to  these 
HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  April  20,  1932. 

Cal.  No.  Department.  Premises  Affected. 

213-32- A . FjD . 60-61  West  st.,  Bklyn., 

_ .  Applic.  549-32 

212-32-BZ . B.B;B _ 2171-2177  E.  22nd  st.  (Elmore 

_  pi.),  Bklyn.,  Applic.  396-32 

211-32- A . F.D . 12  E.  33rd  st.,  Man., 

_  F-92934 

210-32-BZ . iB.B.B _ 669  Ashford  st.,  Bklyn., 

_  Applic.  2869-32 

209-32-SA . F.D . “Croker”  “4”  Siamese, 

_ _  Appliance 

208-32-BZ . B.B.M. .  ..209-211  Chrystie  st.,  Man., 

_  N.  B.  40-1932 

207-32-6 . F.D . 122  E.  130th  st.,  Man., 

_  L.  D.  92323 

Restored  to  Calendar. 

41-29-BZ . iBJB.B _ 423-427  Snediker  ave.,  Bklyn., 

_  Applic.  No.  2699-32 


CODE 


F.D . Fire  Department 

11  .D  . ..... . . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

b'b.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx.'. . Bureau  of  Buildings,  Bronx 

p.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  26,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

1 01-32-BZ. 

APPLICANT— -Charles  S.  Clark,  for  Thema  Rosen,  owner. 

PREMISES— West  side  of  Bailey  ave.,  182  ft.  south  of 
West  230th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  garages  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

1 12-32-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Sancer  Realty  Corp., 
owner. 

PREMISES — 2540  Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road.  The  Bronx. 

\PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  the  first  story  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop 

1 18-32-BZ. 

APPLICANT — -George  Frey,  for  Bessie  Rubin,  owne**. 

PREMISES— Southwest  corner  of  29th  avenue  and  154th 
street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1 22-32-BZ. 

APPLICANT — Samuel  J.  Kessler,  for  William  Peat, 
owner. 


PREMISES — 416-426  West  204th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

330-29-BZ. 

APPLICANT — -Alfred  A.  Lama  and  James  Kearney,  sub¬ 
stituted  for  Hugo  E.  Magnuson,  for  Frederick 
Prisco,  owner. 

PREMISES — Southwest  corner  of  Kissena  road  and  Vleigh 
road,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously  withdrawn; 
reopened  and  restored  to  Calendar  December  18, 
1931). 


APRIL  26,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
26,  1932,  at  10  o’clock,  in  (Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  545-31-BZ — Application,  November  11,  1931,  under 
section  21  of  the  building  zone  resolu-' 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  52-32-BZ — Application,  February  4,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  C.  Brucker,  applicant,  on 
behalf  of  Long  Island  Railroad  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Woodside  avenue  and  Rowam 
avenue  (65th  street),  Woodside,  Bor¬ 
ough  of  Queens. 

cal.  no.  64-32-BZ — Application,  February  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  or 
behalf  of  Anna  Weiss,  owner,  to  permit 
in  a  business  district  the  erection  anc 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  3917-3921  White  Plain: 
road,  The  Bronx. 

cal.  no.  69-32-BZ — Application,  February  11,  1932,  undet 
section  21  of  the  building  zone  resolu 
tion,  of  Celler  &  Kraushaar,  applicants 
On  behalf  of  Meyer  Kraushaar,  owner 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  ser 
vice  station;  premises  northeast  cornei 
of  Cross  Island  boulevard  and  Murdocl 
avenue,  Hollis,  Borough  of  Queens. 

cal.  no.  216-29-BZ — Application,  April  3,  1929;  granted  oi 
condition  for  a  temporary  period  of  tw< 
(2)  years  on  May  28,  1929 reopenei 
January  12,  1932,  under  section  31  o 
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the  building  zone  resolution,  of  Henry 
J.  Nurick,  applicant,  on  behalf  of  Helen 
Eckerman,  present  owner,  to  permit  in 
a  business  district  the  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Nassau  boulevard  and 
Little  Neck  road,  Little  Neck,  Borough 
of  Queens. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


APRIL  26,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-32-A — 3861-3891  Third  avenue,  The  Bronx. 
i-32-A— 195-219  Hunters  Point  avenue  (49th  street), 
Long  Island  City,  Borough  of  Queens. 
32-A — 85  Roebling  street,  Brooklyn. 

32-A — 135  Wooster  street,  Manhattan. 


behalf  of  Louis  De  Vito,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  175-14  Horace 
Harding  boulevard,  south  side,  117.71  ft. 
west  of  Utopia  parkway,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  603-31-BZ — Application,  December  18,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Stephen  Frontera,  appli¬ 
cant,  substituted  for  Albert  H.  Stines, 
on  behalf  of  Nancy  Marmelito,  owner, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
west  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of 
Queens. 


APRIL  29,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

)TICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
and  appeals  of  a  public  hearing  under  the  provisions 
e  building  zone.  resolution,  Friday  morning,  April  29, 
at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
allowing  matters : 

no.  563-31-BZ — Application,  November  25,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  A.  Lacerenza,  applicant, 
on  behalf  of  Florindo  Baranello,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use;  prem¬ 
ises  1632  Benson  avenue,  Brooklyn. 

,so.  619-31-BZ — 'Application,  December  31,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  Kearney,  applicant,  on 
behalf  of  Estate  of  Israel  Miller,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  148-16  to  148-26 
llltli  avenue,  Jamaica,  Borough  of 
Queens. 

\o.  61-32-BZ— Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Raphael  Blank,  applicant,  on  be¬ 
half  of  Tolstoi  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  64-70  Neptune  avenue, 
southwest  corner  of  Hoff  street,  Brook¬ 
lyn. 

,o.  68-32-BZ— Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

o.  410-31-BZ— Application,  August  21,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  L.  Kelly,  applicant,  on 


cal.  no.  16-32-BZ— Application,  January  11,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hyman  D.  Rapps,  applicant,  on  be¬ 
half  of  Proc  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  1302-1312  65th  street,  south¬ 
east  corner  of  13th  avenue,  Brooklyn. 

cal.  no.  29-324BZ— Application,  January  22,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  Allmendinger,  applicant,  on  be¬ 
half  of  William  Winckelmann,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southeast  corner 
of  Columbia  avenue  (67th  street)  and 
Queens  boulevard,  Winfield,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


APRIL  29,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

402-31-A — 160-170  Jay  street,  Brooklyn. 

616-31-A — 699-725  Classon  avenue,  Brooklyn. 

47-32-A  323-341  East  99th  street,  Manhattan. 

63-32- A — 126-132  West  46th  street,  Manhattan. 

24-32- A  'Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

Petitions  for  Variations. 

19-32-IS— 15-19  East  33rd  street,  Manhattan. 

5.).j-31-S  93-99  Nassau  street,  28-30  Ann  street  and  135- 

139  Fulton  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

195-32-SA — Moto-Heat  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  3,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

78-32-BZ. 

APPLICAN  I  Edward  P.  Doyle,  for  The  More  Gage  Corp., 
owner. 

PREMISES — 106  West  81st  street,  Manhattan. 
APPLICATION,  under  sections  7b,  7c  and  31  of  the  building 
zone  resolution, 


CALENDAR 


TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
building  used  for  business  purposes. 

99-32-BZ. 

APPLICANT — Wingate  &  Cullen,  for  Jacob  Morgenthaler 

Sons,  owner.  , 

PREMISES — 164-178  Fourth  avenue,  southwest  corner  ot 

Douglass  street,  Brooklyn.  .... 

APPLICATION,  under  sections  7c  and  21  of  the  building 

zone  resolution,  .  f 

TO  PERMIT  in  a  business  district  the  extension  ot  an 
existing  garage  for  more  than  five  (5).  motor 
vehicles,  an  existing  gasoline  service  station  and 
an  existing  motor  vehicle  repair  shop. 

113-32-BZ. 

APPLICANT— John  B.  Dondero,  owner. 

PREMISES— 8708-8712  18th  avenue,  Brooklyn. 
APPLICATION,  under  sections  7 e  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

119-32-BZ. 

APPLICANT— Irving  L.  Michael,  lessee,  for  Burton  H. 
Michael,  owner. 

PREMISES— 3461  Fort  Hamilton  parkway,  south  side,  200 
ft.  west  of  Chester  avenue,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ,  , 

TO  PERMIT  in  a  business  district  the  change  ot  occu¬ 
pancy  of  a  building  to  a  motor  vehicle  repair  shop. 

139-32-BZ. 

APPLICANT— Oftimios  Afiesh,  for  Syrian  Holy  Orthodox 
Greek  Catholic  Mission  in  North  America,  Inc., 
owner. 

PREMISES— 349-351  State  street,  Brooklyn 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ... 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MAY  3,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday,  morning. ,  May  3, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no.  77-32-BZ — Application,  February  15,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frederick  J.  Flynn,  applicant,  on 
behalf  of  Joseph  Lagana  and  Paul 
Lagana,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Nassau  boulevard 
and  Utopia  parkway,  Borough  of 
Queens. 

CAL  NO  41-29-BZ — 'Application,  January  18,  1929;  granted 
on  condition  May  28,  1929;  reopened 
April  15,  1932,  to  permit  the. modification 
of  the  resolution,  under,  section  21  of  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  substituted  for 
Samuel  Hellinger,  on  behalf,  of  Rose 
Tevelovitz,  owner,  to  permit  in  a  busi¬ 


ness  district  the  change  of  occupanc 
from  an  iron  works  and  repair  she 
(which  was  granted  by  the  board) 
an  iron  works  and  dairy  storage  and  di 
tributing  station ;  premises  423-4: 
Snediker  avenue,  Brooklyn. 

cal.  no.  34-32-BZ— Application,  January  25,  1932,  und< 
section  21  of  the  building  zone  resol 
tion,  of  Rutherford  S.  Moorhead,  appl 
cant,  on  behalf  of  Wesley  A.  Roch 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  4901-49 
Kings  highway,  Brooklyn. 

CAL.  NO.  108-32-BZ — Application,  March  2,  1932,  under  se 
tion  21  of  the  building  zone  resolutic 
of  Metbyrne  Corp.,  applicant,  ai 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  2950-29 
Webster  avenue  and  401-411  Bedfo 
Park  boulevard,  The  Bronx. 

cal.  no.  116-32-BZ — Application,  March  4,  1932,  under  se 
tions  6a,  7a  and  21  of  the  building  zo 
resolution,  of  Henry  J.  Nurick,  app 
cant,  on  behalf  of  Ojay  Realty  Cor 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of 
garage  for  more  than  five  (5)  mot 
vehicles;  premises  126-150  Kings  hig 
way,  southwest  corner  of  West  lb 
street,  Brooklyn. 

cal.  no.  121-32-BZ — ^Application,  March  8,  1932,  under  s< 
tion  21  of  the  building  zone  resolutii, 
of  Lama  &  Proskauer,  applicants,  i 
behalf  of  Dorothy  Sanders,  owner,  i 
permit  in  a  business  district  the  erectii 
and  maintenance  of  a  gasoline  serv: 
station;  premises  northeast  corner  I 
33rd  avenue  and  190th  street,  Baysi, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 

Temporary  Chairman 


MAY  3,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

13-32- A — 458  Rodney  street,  Brooklyn. 

111-32-A— 1302-1328  Broadway,  Manhattan. 

131-32- A — 2689-2693  Third  avenue  and  315-323  East  14, 
street,  The  Bronx. 

138-32- A — North  side  of  Queens  boulevard,  70  ft.  e 
of  51st  street,  Sunnyside,  Borough 
Queens. 

142-32-A — 4-10  West  31st  street,  Manhattan. 

Petitions  for  Variations. 

147-32-!S — 95  Fifth  avenue,  Manhattan. 

89-32-S— 32-34  East  57th  street,  Manhattan. 


MAY  6,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  sta 
ards  and  appeals  of  a  public  hearing  under  the  provisi 
of  the  building  zone  resolution,  Friday  morning,  1  . 
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32,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 

r;  following  matters: 

fL.  no.  599-31-BZ — Application,  December  16,  1931,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Ideal  Cleaners  & 
Dyers,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  an  existing 
dyeing  establishment;  premises  237-239 
Nostrand  avenue,  east  side,  25  ft.  north 
of  Kosciusko  street,  Brooklyn. 

!'-  no-  58-32-BZ— Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Fred  W.  Plate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises 
5701-5711  20th  avenue,  southeast  corner 
of  57th  street,  Brooklyn. 

■ 

••  N0-  42-32-RZ — Application,  January  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Samuel  L.  Schwartz,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  2263-2273  Lin¬ 
den  boulevard,  northwest  corner  of  Elton 
street,  Brooklyn. 


MAY  6,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

353-30-iSR  'Proposed  Paint,  Varnish  and  Lacquer  Spraying 
Rules. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  10,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

607-31-BZ. 


&  Bernknopf,  for  Ben  S. 


APPLICANT — -Michaelson 
Michaelson,  owner. 

PREMISES  Northeast  corner  of  239th  street  and  Rocky 
Hill  road,  Bellerose,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


395-31-BZ. 

APPLICANT  James  A.  Delehanty,  for  Dubon  Realty 
Corp.,  owner. 

PREMISES— 226-18  Merrick  road,  Laurelton,  Borough  of 
Queens. 

APPLICATION,  under  sections  7b,  7c,  7g  and  21  of  the 
^  building  zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop 
and  garage  for  more  than  five  (5)  motor  vehicles. 


j-  N0-  67-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Mary  Skodnick,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
southeast  corner  of  Foch  boulevard  and 
219th  street,  St.  Albans,  Borough  of 
Queens. 

k 

1  no.  249-29-BZ  Application,  April  12,  1929 ;  withdrawn 
October  8,  1929;  reopened  and  restored 
to  Calendar  February  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants, 
substituted  for  MoCooey  &  Conroy,  on 
behalf  of  Franksonia  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2228-2234 
Gerritsen  avenue,  southwest  corner  of 
Avenue  U  (Old),  Brooklyn. 

no.  364-31-BZ— Application,  July  21,  1931;  denied  No¬ 
vember  10,  1931;  reopened  under  new 
facts  March  8,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  James 
Carter,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  139- 
15  South  Conduit  boulevard  (Sunrise 
highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  Rosedale, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 

-  - —  Temporary  Chairman. 


103-32-BZ. 

APPLICANT— Groh,  McCourt  &  Tripp,  for  Otto  Schmidt, 
owner. 

PREMISES— Northwest  corner  of  36th  avenue  and  33rd 

APm  t r  ahmV^t01^  ?land  City’  Borough  of  Queens. 

Air inDiVA  1  ION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

128-32-BZ. 

APPLICANT  Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

PREMISES  664-690  Coney  Island  avenue,  southwest  cor¬ 
ner  of  Avenue  C,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No.  1162-17-BZ) 
to  permit  the  inclusion  of  a  gasoline  service  station. 

140-32-BZ. 

A  P  PLICA  N  T — Charles  J.  Sturla,  owner. 

PREMISES  (Southeast  corner  of  Lawrence  street  and 
North  Hempstead  turnpike,  Flushing,  Borough  of 
Queens.. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

71-27-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  substituted  for  James 
E.  Connaughton,  for  Richard  and  William  O’Toole 
owners. 

PREMISES — North  side  of  Little  Neck  road,  352  46  ft 
east  of  West  End  drive,  Little  Neck,  Borough  of 
Queens. 


CALENDAR 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  and  also  “E”  area  district 
the  maintenance  of  a  gasoline  service  station  which 
is  located  within  the  ten  (10)  foot  setback  required 
by  the  building  zone  resolution  (reopened  for  a 
modification  of  the  original  resolution  March  4, 
1932). 


MAY  10,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

001-31-A — 151  East  128th  street,  Manhattan. 

80-32- A — 27-03  Newtown  avenue  and  1-3  North  Henry 
street,  northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

98-32-A — 145-147  Front  street  and  154-158  Maiden  lane, 
Manhattan. 

148-32- A — 840  Broadway,  Manhattan. 


MAY  10,  1932,  4  P.  M. 

,SPBGIAL  MEETING. 
Rules. 

21 7-21 -SR — Fuel  Oil  Rules,  Amendment  to. 


MAY  17,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 
120-32- A — 554  Broome  street,  Manhattan. 
137-32- A — 1521  Third  avenue,  Manhattan. 


MAY  20,  1932,  2  P.  M. 

.SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

32-32-A — 32nd  to  50th  streets,  from  Third  avenue  to  : 
Bay,  Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  APRIL  15,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

599-31-BZ. 

A  PELICAN  T — Henry  J.  Nurick,  for  Ideal  Cleaners  & 
Dyers,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  dyeing  estab¬ 
lishment. 

PREMISES  AFFECTED— 237-239  Nostrand  avenue,  east 
side,  25  ft.  north  of  Kosciusko  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

For  Opposition:  Saul  Hammer  and  Arthur  De 
Matties. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


58-32-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Fred  W.  Plate,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

PREMISES  AFFECTED— 5701-5711  20th  avenue,  south¬ 
east  corner  of  57th  street,  Brooklyn. 

APPEARANCES — 

For  Applicant:  R.  S.  Hardy  and  Fred  W.  Plate. 
For  Opposition:  H.  D.  Fuller  and  Thomas  L.  Rea. 

ACTION  OF  BOARD — .Laid  over  to  May  6,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


41-29-BZ. 

APPLICANT — ‘Samuel  Hellinger,  for  Rose  Tevelov: 
owner. 

SUBJ  ECT — Application  for  reopening — modification — re  j 
plication  (decision  of  the  superintendent  of  bu 
ings),  under  section  21  of  the  building  zone  rest 
tion,  to  permit  in  a  business  district  the  maintenai 
of  a  building  occupied  as  an  iron  works  and  a; 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 423-427  Snediker  avenue,  Bro' 
lyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  set 
hearing  May  3,  1932,  at  10  a.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HE/ 
INC— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . ! 


25-32-BZ. 

APPLICANT — John  M.  Baker,  for  Cypress  Homes  Co 
owner. 

SUBJECT — Application  (re  decision  of  the  superintend 
of  buildings),  under  section  21  of  the  building  z 
resolution,  to  permit  in  a  business  district  the  e 
tion  and  maintenance  of  a  garage  for  more  tj 
five  (5)  motor  vehicles  and,  also,  a  gasoline  ser, 
station.  j 

PREMISES  AFFECTED — Rockaway  boulevard,  nij 
side,  121  ft.  west  of  75th  street,  Woodhaven,  I 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Baker.  , 

For  Opposition:  Walter  Rauch. 

ACTION  OF  BOARD — Report  of  committee  of  inspec.1 
adopted ;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMUTE 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 
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MINUTES 


'HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . t) 

Absent  . 0 


09-31-BZ. 

iPP DICANT  .Martin  J.  Ort,  for  Estate  of  Edward  Bren¬ 
nan,  owner. 

OBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
REMISES  A  ERECTED — 3469-3471  Bronx  boulevard, 
west  side,  150  ft.  north  of  East  210th  street,  The 
Bronx. 

PPEARANCES— 

For  Applicant:  John  A.  Kerby. 

For  Opposition :  Adolph  Cianchetti. 

CTION  OF  BOARD — 'Report  of  committee  of  inspection 
adopted;  application  denied. 

HE  VOTE  TO  ADOPT  REPORT  OF  COM M I T TEE _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  "  q 

Absent  .  "  n 

HE  VOTE  TO  GRANT—  . 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

HE  R  ESO  DUTI O  N — 

(  609-3 1-BZ) 

Whereas,  Martin  J.  Ort,  for  Estate  of  Edward  Brennan, 
vner,  filed,  December  23,  1931,  an  application,  under  the 
juding  zone  resolution,  to  permit  in  a  residence  district  the 
'ection  arjd  maintenance  of  a  gasoline  service  station; 

emises  3469-3471  Bronx  boulevard,  west  side,  150  ft. 

rth  of  East  210th  street,  Borough  of  The  Bronx;  and 
■Whereas,  a  public  hearing  was  held  on  this  application 
f  the  board  of  standards  and  appeals,  at  its  special  meet- 
i?,  April  15,  1932,  after  due  notice  by  publication  in  the 
iilletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
'  le  resolution  show  that  Bronx  boulevard  is  in  a  residence 
trict ;  Newell  street  is  in  business  and  residence  districts, 
d  East  Gun  Hill  road  is  in  residence  and  business  districts; 

Whereas,  the  decision  of  the  superintendent  of  buildings 
idered  December  3,  1931  (re  App.  N.  B.  1004-31),  reads: 

1.  Erection  of  buildings  and  maintenance  of  prem¬ 
ises  in  residence  district  as  gasoline  service  station  is 
contrary  to  provisions  of  Building  Zone  Resolution”- 
ti 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
irontage  of  100  ft.  and  a  depth  of  100  ft.,  upon  which  it  is 
oposed  to  erect  a  one-story  office,  20  ft.  by  20  ft.  in  area, 
!-ase  pits  and  to  install  the  necessary  tanks  and  pumps 
a  gasoline  service  station;  it  is  proposed  to  remove  the 
me  structures  now  on  the  site;  and 
Whereas,  a  committee  of  the  board  visited  these  premises 
d  reports  as  follows: 

,  “Cal.  No.  609-31-BZ. 

Premises  3469-3471  Bronx  boulevard,  west  side,  150  ft 
north  of  East  210th  street,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  “Pn  April  13,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship— 


to  permit  in  a  lesidence  district  the  erection  and  main- 
tenance  of  a  gasoline  service  station. 

lie  premises  in  question  have  a  frontage  of  100  ft 
on  Bronx  boulevard  and  a  depth  of  100  ft.  and  lie 
wholly  within  the  residence  district  and  are  at  the  present 
time  developed  with  a  three-story  and  two-story  frame 
dwelling.  The  balance  of  the  block  frontage  on  the 
west  side  of  Bronx  boulevard,  this  is  the  side  of  Bronx 
boulevard  on  which  the  premises  under  appeal  are  lo¬ 
cated,  between  East  210th  street  and  East  Gun  Hill 
road,  are  developed  with  conforming  uses  with  the  ex¬ 
ception  of  the  northwest  corner  of  East  210th  street 
and  Bronx  boulevard,  on  which  is  located  a  gasoline 
station,  permission  for  which  was  granted  by  this  board 
under  Cal  No.  705-23-BZ.  This  block  frontage  im¬ 
mediately  faces  Bronx  Park,  which  is  located  on  the 
east  side  of  Bronx  boulevard.  It  is  also  bounded  on 
the  south  by  Bronx  Park,  on  the  north  by  East  Gun 
Hill  road  and  on  the  north  of  East  Gun  Hill  road,  east 
side  of  Bronx  boulevard,  is  a  continuation  of  Bronx 
Park.  North  of  East  Gun  Hill  road,  on  the  east  side 
ot  Bronx  boulevard  and  for  some  distance  therefrom 
the  properties  are  all  developed  with  conforming  uses 
mostly  apartment  houses.  There  is  excellent  transit 
facilities  accessible  to  the  property  under  appeal  on  East 
Gun  Hill  road. 

"The  committee  is  of  the  opinion  that  at  a  normal 
time  the  site  of  this  plot  and  its  location  would  readily 
lend  itself  to  a  very  desirable  site  for  an  apartment 
louse  and  a  further  invasion  of  the  non-conforming  use 
on  this  block  would  destroy  the  balance  of  the  block 
frontage  on  the  west  side  of  Bronx  boulevard  between 
East  210th  street  and  East  Gun  Hill  road. 

There  have  been  filed  with  this  appeal  one  objector 
who  is  the  owner  of  the  property  immediately  abutting 
the  property  under  appeal  to  the  north  and  a  letter  of 
objection  from  the  Commissioner  of  Parks,  Borough  of 
I  he  Bronx. 

“It  is  the  opinion  of  the  committee  that  this  board, 
as  well  as  all  city  departments,  should,  wherever  it  is 
consistent  with  equities,  protect,  as  far  as  possible  from 
non-conforming  uses,  streets  and  roads  bordering  public 
parks. 

I  he  committee,  therefore,  recommends  the  denial  of 
this  application  under  section  21— hardship. 

“(Signed)  HENRY  B.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUIILFOYLE.” 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing  and  adopted,  and  which 
report,  incorporated  herein,  recommends  the  denial  of  this 
application  under  section  21  of  the  building  zone  resolution. 

.  Tc solved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


and 


578-31-iBZ. 

API  LI  CANT  Joseph  D.  Nunan,  for  Clara  Carnes  and 
^  Margaret  Wolf,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
i  esolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED — 80-01  to  80-07  164th  place  and 

164-26  to  164-34  Union  turnpike,  southeast  corner 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  T).  Nunan. 

For  Opposition :  Peter  Kleppel  and  Alderman  John 
T.  O’Connell. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  denied. 
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MINUTES 


THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GR  A  NT- 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(578-31-BZ) 

Whereas,  Joseph  D.  Nunan,  for  Clara  Cames  and  Mar¬ 
garet  Wolf,  owners,  filed,  December  2,  1931.  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  80-01  to  80-07  104th  place  and  164-34 
Union  turnpike,  southeast  corner  of  164th  place,  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  15,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Union  turnpike  is  in  a  business 
district;  164th  place  is  in  a  residence  district,  and  165th 
street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  18,  1931  (re  N.  B.  5950-1931),  reads: 
“The  erection  of  a  gas  station  in  a  business  district 
is  contrary  to  the  Zone  Law  (Art.  2,  Sec.  4,  Subdiv.  46, 
Building  Zone  Resolution) ; 

and  _  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100.5  ft.  on  Union  turnpike  and  86.06  ft.  on 
164th  place,  upon  which  it  is  proposed  to  locate  a  one- 
story  office,  grease  pits,  etc.,  structure  approximately  51  ft. 
by  25  ft.  in  area,  and  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows  : 

“Cal.  No.  578-31-BZ. 

“Premises  80-01  to  80-07  164th  place  and  164-26  to  164-34 
Union  turnpike,  southeast  corner  of  164th  place,  Jamaica, 
Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  April  13,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution — hardship — to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline  service 
station. 

“The  premises  in  question  have  a  frontage  of  100  ft. 
on  Union  turnpike  and  about  86  ft.  on  164th  place  and 
are  now  vacant  and  unimproved. 

“On  Union  turnpike  between  164th  street,  which  is 
one  block  west  of  the  premises  under  appeal,  to  about 
169th  street,  most  of  the  premises  are  vacant,  with  the 
exception  of  two-story  detached  dwellings,  five  in 
number,  on  the  north  side  of  Union  turnpike  between 
165th  and  166th  streets,  and  further  several  detached 
dwellings  eastward  from  166th  street  between  166th  and 
169th  streets. 

“There  is  also  erected  on  the  northeast  corner,  of 
164th  street  and  Union  turnpike  a  gasoline  station, 
erected  prior  to  the  prohibition  against  gasoline  stations 
in  a  business  use  district. 

“Southward  from  Union  turnpike,  however,  there  is 
a  very  extensive  residential  development. 

“On  the  west  side  of  164th  street,  between  Union 
turnpike  and  81st  avenue,  there  is  a  row  of  one-story 


buildings,  containing  ten  stores,  only  two  of  which  are 
vacant  at  the  present  time. 

“Eastward  from  169th  street,  and  for  some  distance 
eastward  therefrom  on  the  north  side,  properties  are 
all  vacant  and  unimproved  and  on  the  south  side  are 
occupied  by  a  golf  course.  j 

"Other  than  the  gasoline  station,  as  noted  in  this 
report,  there  are  no  non-conforming  uses  on  Union 
turnpike  between  164th  street  and  165th  street,  nor 
north  or  south  on  the  intersecting  streets  for  a  very 
considerable  distance  from  Union  turnpike,  and,  notably, 
there  is  no  non-conforming  use  on  the  south  side  ofj 
Union  turnpike  within  that  area,  the  south  side  being; 
the  side  on  which  the  premises  under  appeal  are  situated. 

“There  have  been  filed  with  this  application  thirty- 
three  objections  and  no  consents. 

“The  committee  is  of  the  opinion  that  any  establish¬ 
ing  of  a  permanent  non-conforming  use  as  requested 
would  tend  to  determine  the  future  development  of  all 
this  vacant  land  described  along  Union  turnpike,  and 
is  further  of  the  opinion  that  in  normal  times  this 
property  would  readily  lend  itself  to  a  conforming 
development. 

“The  committee,  therefore,  recommends  denial  of  this; 
application  under  section  21 — hardship.  «  | 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  made  the  subject  of  at 
inspection  by  a  committee  of  the  board,  which  inspection  wa< 
made,  report  of  same  read  and  adopted  at  hearing  anc 
made  part  of  this  resolution;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21 — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  b| 
and  it  hereby  is  denied. 


564-31-BZ.  T 

APPLICANT — William  A.  Lacerenza,  for  Sarah  Silber 
stein,  owner. 

SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  section  21  of  the  building  zom 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED— 842-852  Ralph  avenue,  west  side' 
280  ft.  north  of  Church  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  L.  Youngentob.  1 

For  Opposition:  Paul  H.  Keller  and  Samuel  D 
Isaacson. 

ACTION  OF  BOARD — 'Report  of  committee  of  inspection 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE- 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  ‘ 

Negative  . 

Absent  .  1 

THE  VOTE  TO  GRANT— 

Affirmative  .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Absent  .  1 

THE  RESOLUTION— 

(564-31-BZ) 

Whereas,  William  A.  Lacerenza,  for  Sarah  Silberstein 
owner,  filed,  November  25,  1931,  an  application,  under  tin 
building  zone  resolution,  to  permit  in  a  business  district. thi 
erection  and  maintenance  of  a  gasoline  service  station 
premises  842-852  Ralph  avenue,  west  side,  280  ft.  north  o 
Church  avenue,  Borough  of  Brooklyn;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
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and 


,y  the  board_  of  standards  and  appeals,  at  its  special  meet- 
:ig,  April  15,  1932,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Ralph  avenue  is  in  a  business 
istrict ;  Remsen  avenue,  north  of  a  point  200  ft.  south  of 
'inden  boulevard,  is  in  a  residence  district ;  Remsen  avenue 
>uth  of  a  point  200  ft.  south  of  Linden  boulevard,  is  in  a 
usiness  district,  and  Church  avenue  is  in  a  business  dis- 
ict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
mdered  November  24,  1931  (re  Applic.  No.  12147-31)] 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  4,  a,  Subdivision  46. 

The  installation  of  a  gasoline  service  station  in  a 
business  district.” ; 

id 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
ot  of  ground  having  a  frontage  of  78  ft.  3  in.,  a  depth  of 
ft.  3  in.  and  a  distance  of  100  ft.  along  the  north  lot 
le  upon  which  it  is  proposed  to  erect  a  one-story  office, 
ft.  by  12  ft.  in  area,  grease  pits  and  to  install  the  neces- 
ry  tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  a  committee  of  the  board  visited  these  premises 
d  reports  as  follows : 

‘‘Cal.  No.  564-31^BZ. 

“Premises  842-852  Ralph  avenue,  west  side,  280  ft.  north 
of  Church  avenue,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  Pn  >  1932,  a  committee  of  the  board,  con¬ 

sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship— 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

The  premises  in  question  have  a  frontage  of  approx¬ 
imately  <8  ft.  on  the  intersection  of  Ralph  avenue  and 
Remsen  avenue  and  a  depth  of  81  to  100  ft.,  irregular, 
in  area,  and  is  at  the  present  time  vacant  and  unim¬ 
proved. 

On  the  east  and  west  sides  of  Remsen  avenue  and 
Ralph  avenue,  between  Kings  highway  and  Church 
avenue,  the  properties  at  the  present  time  are  mostly 
vacant.  There  is,  however,  erected  on  Remsen  avenue, 
opposite  the  premises  under  appeal,  a  gasoline  station! 
which  station  evidently  was  installed  prior  to  the  pro¬ 
hibition  against  gasoline  stations  in  a  business  use  dis¬ 
trict. 

North,  south,  east  and  west  of  this  section,  a  short 
distance  away,  there  seems  to  be  very  extensive  develop¬ 
ment  of  conforming  uses  a  good  deal  of  which  is  of 
rather  recent  construction. 

■a  ®^ier  gasoline  station  noted  on  the  east 

side  of  Remsen  avenue,  there  are  no  non-conforming 
uses  on  Remsen  avenue,  Ralph  avenue  or  East  59th 
street,  between  Kings  highway  and  Church  avenue. 

Lnder  Cal.  116-28-BZ,  southeast  corner  of  Ralph 
avenue  and  Remsen  avenue,  an  application  for  a  gasoline 
station  was  denied  by  this  board 

.  “Under  Cal.  122-28-BZ,  on  Block  4687,  Lot  19,  prem¬ 
ises  on  the  east  side  of  Remsen  avenue,  directly  opposite 
the  premises  under  appeal,  an  application  for  a  garage 
was  denied  by  this  board. 

“The  applicant  claims,  as  part  of  the  basis  of  hard- 
ship  th^  in  1927  a  loan  was  made  on  this  property 
which  loan,  however,  seems  to  be  rather  in  excess  of 
mat  warranted  by.  the  value  of  the  property  from  evi- 
ience  submitted  with  this  application,  and  that  in  order 
o  satisfy  this  loan  the  present  owner  was  compelled  to 
ake  title  in  July  of  1931. 

There  have  been  filed  with  this  application  seven 
'hjections  and  no  consents. 

‘All  of  these  objections,  with  the  exception  of  one, 


own  vacant  property  on  Ralph  avenue  and  Remsen 
avenue,  between  kings  highway  and  Church  avenue,  the 
exception  being  the  gasoline  station  hereinbefore  noted. 

ihe  committee  is  of  the  opinion  that  this  property 
in  normal  times,  due  to  the  surrounding  converging  de¬ 
velopment  of  this  section,  would  readily  lend  itself  to 
development  for  a  conforming  use  and  give  a  reasonable 
return  on  the  investment  and,  therefore,  recommends 
denial  of  this  application  under  section  21— hardship. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Whereas,  this;  application  was  the  subject  of  an  inspection 
made  by  a  committee  of  the  board,  report  of  which  inspection 
was  read  and  adopted  at  this  hearing,  and  which  report, 
incorporated  herein  recommends  the  denial  of  the  application 
under  section  21  of  the  building  zone  resolution. 

.  Res°wed  that  the  decision  of  the  superintendent  of  build- 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


10-32-BZ. 

APPLICANT— (Martin  J.  Ort,  for  Marmion  Avenue  Corp 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildmgs),  under  sections  7a  and  7e  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — (Southern  boulevard,  west  side 

APPEAlRANOES-Uth  °'  18°th  S,reel’  The  Bronx-  ’ 

For  Applicant :  Martin  J.  Ort. 

’For  Opposition:  Alfred  Lederer. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . q 

Absent  .  q 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 


(10-32-BZ) 

Whereas,  Martin  J.  Ort,  for  Marmion  Avenue  Corp, 
owner,  filed,  January  7,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
extension  of  an  existing  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  west  side  of  Southern  boulevard 
184.27  ft.  south  of  East  180th  street,  Borough  of  The  Bronx  • 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
April  15,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Southern  boulevard  is  in  a  busi¬ 
ness  district ;  Crotona  parkway  is  in  a  residence  district ; 
Rast  1 80th.  street  is  in  a  business  district,  and  Mapes  avenue 
is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  23,  1931  (re  Applic.  Alt.  656-31),  reads: 

“1.  Proposed  extension  in  height  of  garage  for  more 
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than  five  motor  vehicles  in  business  district ^is  contrary 
to  provisions  of  Building  Zone  Resolution.  ; 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  66.08  ft. 
and  a  depth  of  149.43  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 

and  reports  as  follows : 

“Cal.  No.  10-32-BZ. 

“Premises  west  side  of  Southern  boulevard,  184.2  <  it. 
south  of  East  180th  street,  The  Bronx. 

REPORT  OF  COMMIT  TEE  OF  INSPECTION. 

“On  April  13,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7a  and  7e  of 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 

“The  premises  in  question  have  a  frontage  of  approx¬ 
imately  66  ft.  on  Southern  boulevard  and  a  depth  of 
about  150  ft.,  and  are  now  developed  with  a  two-story 
garage. 

“The  front  portion  of  this  garage  building  was  erected 
under  N.  B.  30  of  1910  and  completed  in  June  of  1910. 
The  rear  extension,  66.08  ft.  by  63.5  ft.,  was  erected 
under  approved  plans  and  Application  Alteration  500  of 
1914  and  completed  in  September  of  1915.  Immediately 
adjoining  the  premises  to  the  south  there  is  a  two-story 
garage  of  the  same  dimensions  as  the  property  under 
appeal,  which  garage  was  granted  by  this  board  under 
iCal.  No.  743-22-BZ.  The  applicant  seeks  to  add  a 
third  story  to  the  present  two-story  building.  Other 
than  the  two  garages,  the  balance  of  Southern  boule¬ 
vard,  on  both  the  east  and  west  sides,  between  179th 
street  and  180th  street,  is  developed  with  conforming 
uses,  except  the  premises  to  the  north  of  the  property 
under  appeal,  which  is  developed  with  a  one-story 
building  used  as  wet  wash  laundry.  The  property 
under  appeal  is  an  inside  lot  with  an  area  of  about 
9,900  sq.  ft.,  and,  therefore,  under  the  code,  should  be 
constructed  fireproof.  The  committee,  however,  found 
that  the  building  was  not  constructed  strictly  fireproof. 
Among  the  non-fireproof  features  noted  were  the  fol¬ 
lowing  : 

“The  steel  floor  beams  and  columns,  where  exposed, 
are  not  protected  as  required  under  the  code.  The  roof, 
the  front  portion,  is  a  combination  of  wood  and  steel 
beams,  and  the  roofing,  of  course,  is  of  non-fireproof 
construction.  Also,  the  windows  in  the  front  of  the 
building  are  of  non-fireproof  construction. 

“The  applicant  seeks  to  use  not  only  the  proposed 
third  story  for  the  storage  of  cars  but  also  the  roof  of 
the  third  story  for  open  air  storage. 

“The  committee  is  of  the  opinion  that  a  reasonable 
adjustment  of  this  application  would  be  the  favorable 
consideration  of  permission  to  erect  the  third  story 
covering  the  entire  plot,  provided  the  whole  building 
throughout,  when  completed,  is  made  to  comply  with 
all  fireproofing  requirements,  and  further,  that  provision 
be  made  so  that  the  roof  of  the  proposed  third  story 
could  not  be  used  for  open  air  storage  as  desired ,  also, 
to  protect  the  five-story  apartment  house,  34  ft.  to  the 
north,  the  gable  walls  and  rear  wall  of  the  proposed 
third  story  be  unpierced  throughout  their  entire  height 
and  length. 

“There  have  been  filed  with  this  application  three 
objections  and  thirty  consents. 

“The  committe  is  of  the  opinion  that  the  application 
is  substantiated  under  section  7,  subdivision  e,  and  in 
a  sense  conforms  with  the  provisions  of  section  7,  sub¬ 
division  a,  and,  therefore,  recommends  favorable  con¬ 


sideration  of  this  application  with  such  restricting  coi 
ditions  as  this  report  recommends. 

“(iSigned)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspectic 
by  a  committee  of  the  board,  report  of  which  inspection  w; 
made  and  read  at  this  hearing,  and  which  report  is  mat, 
part  of  this  resolution;  and 

Whereas,  the  report  recommends  the  granting  of  this  a;' 
plication  under  certain  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and  th 
the  application  be  and  it  hereby  is  granted  for  the  extensk' 
of  one  story  to  the  present  two-story  garage,  on  conditk) 
that  the  whole  building  when  completed  shall  be  made  fir 
proof  throughout ;  that  the  front  elevation  of  the  propost 
third  story  shall  be  finished  with  the  same  design  and  mat 
rial  as  the  front  elevation  of  existing  building;  that  t! 
rear  and  gable  walls  of  the  proposed  third  st’ory  shall  1 
unpierced  throughout  their  entire  height  and  length;  that ai 
access  to  roof  shall  be  limited  to  openings  from  stairwaj 
said  stairways  to  be  not  more  than  3  ft.  8  in.  wide,  pr 
hibiting  any  ramps  leading  from  third  story  to  the  roof,  al 
prohibiting  any  storage  of  cars  on  the  roof ;  that  the 
shall  be  no  roof  signs  of  any  nature  or  description  on  t 
roof  advertising  garage  or  other  non-conforming  use;  th 
all  skylights  shall  be  set  back  at  least  15  ft.  from  t’ 
outside  walls  of  the  proposed  third  story,  equipped  wi 
plain  glass,  protected  with  wire  guards  above  and  belo 
and  that  all  permits  shall  be  obtained  within  six  mont 
and  any  work  involved  shall  be  completed  within  one  ye 
from  the  date  of  this  action. 


17-32-iBZ. 

APPLICANT — Frank  Paladino,  for  Gerosa  Paladino  Hoi 
ing  Co.,  owner. 

SUBJECT — ‘Application  (re  decision  of  the  superintende 
of  buildings),  under  sections  7e  and  21  of  t 
building  zone  resolution,  to  permit  in  a  busine 
district  the  erection  and  maintenance  of  a  gara 
for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— East  side  of  Webster  aveni 
170.37  ft.  south  of  East  182nd  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Nathan  Friedman  and  Frank  Pa 
dino. 

For  Opposition:  William  J.  Kalt. 

ACTION  OF  BOARD — ‘Report  of  committee  of  inspecti 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
Affirmative:  Temporary  Chairman  Connell,  Com- . 
missioners  Holland  and  Guilfoyle  and  As-  1 

sistant  Chief  Kidney . 1 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 


(17-32-RZ) 

Whereas,  Frank  Paladino,  for  Gerosa  Paladino  Holdi 
Corp.,  owner,  filed,  January  11,  1932,  an  application,  unc 
the  building  zone  resolution,  to  permit  in  a  business  d 
trict  the  maintenance  of  a  garage  for  more  than  five  mol 
vehicles;  premises  east  side  of  Webster  avenue,  170.3/  _ 
south  of  East  182nd  street.  Borough  of  The  Bronx;  anc 
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!  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  boara  ot  standards  and  appeals,  at  its  special  meet- 
i  I1.1®/,  .  Pri  .  1^32,  after  due  notice  by  publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Webster  avenue  is  in  a  business 
district  ;  New  York  Central  (Railroad  right-of-way  is  in  an 
!  unrestricted  district ;  iFolin  street  is  in  a  business  district; 
Park  avenue,  east  side,  is  in  an  unrestricted  district,  and 
lark  avenue,  west  side,  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  6,  1932  (re  Alt.  App.  3-1932),  reads-  ’ 

"Proposed  occupancy  of  building  in  business  district 
as  garage  for  storage  of  more  than  five  motor  vehicles 
is  contrary  to  provisions  of  building  zone  resolution  ”  • 
and  '  ’ 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  150  ft.  and 
a  depth  of  103.42  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

‘‘Cal.  No.  17-32-iBZ. 

Premises  east  side  of  Webster  avenue,  170.37  ft.  south 
of  East  182nd  street,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  Pn  March  17,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship— 
to  permit  in  a  business  district  the  maintenance  of  a 
;  garage  for  more  than  five  motor  vehicles. 

The  premises  in  question  have  a  frontage  of  150  ft 
on  Webster  avenue  and  a  depth  of  approximately  103  ft.,’ 
and  are  now  occupied  by  a  one-story  building,  non- 
fireproof  in  construction,  but  fully  equipped  with  an  ap¬ 
proved  sprinkler  system,  and  the  building  in  question  is 
at  the  present  time  vacant. 

“Adjoining  the  property  to  the  north  and  extending 
to  East  182nd  street  the  properties  are  vacant  and  un¬ 
improved,  with  the  exception  of  a  small  one-story  build¬ 
ing  used  as  a  restaurant.  This  property  is  in  the  same 
ownership  as  the  property  under  appeal. 

Adjoining  the  property  under  appeal  to  the  south 
there  are  four  five-story  apartment  houses.  Adjoining 
these  apartment  houses  is  the  garage  and  repair  shop 
of  the  Highway  Department,  which  buildings  extend  to 
East  181st  street. 

Opposite  the  premises  under  appeal  on  Webster  ave¬ 
nue,  southward  from  182nd  street  and  extending  to 
181st  street,  the  properties  are  all  developed  with 
garages. 

In  the  rear  of  the  premises  on  Park  avenue,  south¬ 
ward  from  182nd  street,  the  properties  are  all  developed 
with  two-story  frame  dwellings,  all  of  which  are  in  a 
business  use  district. 

applicant  contends  in  his  basis  of  appeal  under 
hardship  that  the  building  was  erected  for  a  legal  factory 
use,  lease  entered  into  and  building  occupied  for  a  short 
time,  but,  due  to  the  present  business  depression,  the 
,  lessee  vacated  without  paying  any  rent.  The  applicant 
seeks  to  use  a  portion  of  this  building  for  the  storage  of 
automobiles  in  the  ownership  of  a  legally  conducted 
business  on  the  premises,  there  being  more  than  five 
automobiles  involved.  He  must  of  necessity,  under  the 
b™ng  zone  resolution,  apply  for  a  public  garage. 

I  here  have  been  filed  with  this  application  nineteen 
o  jections  and  one  consent.  Four  of  these  objections 
are  from  garage  owners  located  on  the  west  side  of 
j  W  ebster  avenue  opposite  the  premises  under  appeal. 

A{.the.  hearing  held  on  this  application  it  developed 
the  objection5  of  the  garage  owners  on  the  west  side  of 
Webster  avenue  were  due  mostly  to  the  fact  that  in  their 
opinion  another  garage  in  this  vicinity  would  tend  to 


and 


further  increase  the  present  business  depression  affecting 
their  garages.  s 

However,  the  committee  is  of  the  opinion  that  if  the 
use  is  confined  solely  to  cars  in  the  ownership  of  the 
business  conducted  on  the  premises  and  no  space  used 

zT  no  sale  ,of  gasoline,  and  the  garage  use  con- 

ined  to  the  northerly  end  of  the  premises,  the  properties 
adjacent  to  this  building  would  not  be  affected  by  the 
granting  of  this  application. 

“The  committee  is  also  of  the  opinion  that,  if  this 
application  is  favorably  considered  by  the  board,  such 
conditions  should  be  imposed  as  would  prohibit  the  use 
being  used  as  a  basis  of  appeal  for  a  public  garage  on 
this  property  or  the  property  abutting  to  the  north.  It 
JLTso,  f.urtheru  reasonable  to  assume  that  a  business 
conducted  in  a  budding  of  this  size  and  character  would 
naturally  involve  the  use  of  more  than  five  automobiles. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Whereas  this  application  was  the  subject  of  an  inspection 
57  a  committee  ot  the  board,  report  of  which  inspection  was 
read  and  adopted  at  this  hearing,  and  which  report,  in¬ 
corporated  herein,  recommends  the  limited  garage  use  of 
the  present  building;  and 

Whereas,  the  applicant,  desiring  to  store  more  than  five 
cars  which  are  in  the  ownership  of  the  owner  of  the  build¬ 
ing  to  be  used  in  the  conduct  of  a  legal  business  conducted 
on  the  premises,  is  required  to  request  permission  therefor 
under  the  building  zone  resolution  for  the  use  of  the  prem¬ 
ises  as  a  public  garage;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  use  shall  be  restricted  to  twenty  cars,  all  in  the  owner¬ 
ship  or  care  of  owner  of  any  legal  business  conducted  on 
the  premises  and  used  in  the  conduct  of  such  business,  pro¬ 
hibiting  rental  of  any  storage  space  for  automobiles;  the 
use  shall  be  restricted  to  the  present  one-story  building  now 
on  the  premises,  which  has  an  area  of  approximately  15,000 
sq.  it.,  150  ft.  frontage  on  Webster  avenue  and  103  ft.  in 
depth  which  is  to  be  equipped  throughout  with  an  approved 
sprinkler  system  and  shall  comply  in  all  other  respects  with 
the  requirements  of  the  building  code  and  the  rules  of  the  fire 
department ;  the  garage  use  shall  be  located  at  the  northerly 
end  of  the  building,  occupying  an  area  of  not  more  than  50  ft. 
on  the  building  line  of  Webster  avenue  and  for  the  fuli 
depth  of  the  building  and  shall  be  separated  from  the  balance 
ot  the  building  by  a  fireproof  partition,  with  but  one  open 
ing,  not  more  than  3  ft.  8  in.  wide,  equipped  with  a  self- 
closing,  fireproof  door ;  the  rear  wall  of  this  garage  portion 
ot  premises  shall  be  unpierced  throughout;  there  shall  be 
no  gasoline  sold  on  the  premises;  no  advertising  signs  of 
any  nature  or  description  advertising  garage  use  of  premises 
or  the  sale  of  gasoline  shall  be  maintained  or  displayed  on 
the  premises;  all  permits  required  shall  be  obtained  within 
three  months  and  all  work  completed  within  one  year  from 
the  date  of  this  action,  and  granted  on  the  further  condition 
that  it  shall  be  understood  and  agreed  that  this  variation 
shall  not  act  as  a  basis  of  appeal  for  any  further  invasion 
of  non-conforming  uses  either  on  the  premises  under  appeal 
or  for  adjacent  properties  within  an  area  usually  deemed 
affected. 


293-3 1-BZ. 

APPLICANT-!  &  V.  Beach  Holding  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
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PREMISES  AFFECTED— Southeast  corner  of  Layton  ave¬ 
nue  and  Shore  drive,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Fred  Judge. 

For  Opposition :  William  S.  Glickman  and  Raphael 
Brill. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition  for  a  tem¬ 
porary  period  of  two  years. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . . .  0 

THE  VOTE  TO  GRANT  TEMPORARY  PERM. IT — 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney . 4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(293-31-BZ) 


Whereas,  J.  &  V.  IBeach  Holding  Corp.,  owner,  filed, 
June  10,  1931,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  southeast 
corner  of  Layton  avenue  and  Shore  drive,  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  5,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Shore  drive  (Potter  place),  west 
side,  is  in  a  residence  district;  Shore  drive  (Potter  place), 
east  side,  is  in  a  business  district,  and  Layton  avenue  is  in 
business  and  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  22,  1931  (re  App.  N.  B.  332-31),  reads: 

“1.  Proposed  gasoline  service  station  in  business  dis¬ 
trict  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  145  ft.  on  Layton  avenue  and  131  ft.  on  Shore 
drive,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
12  ft.  by  10  ft.  in  area,  and  to  install  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  293-314BZ. 

“Premises  southeast  corner  of  Layton  avenue  and  Shore 
drive,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  April  13,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 1 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  about 
145  ft.  on  Layton  avenue  and  132  ft.  on  Shore  drive,  or 
what  is  now  known  as  Edgewater  terrace,  and  are  at 
the  present  time  vacant  with  the  exception  of  a  one- 
story  frame  building  used  for  business  use. 

“From  evidence  submitted  with  this  appeal,  the  prem¬ 
ises  in  the  Summertime  are  used  for  a  free  parking  space 
for  automobiles  in  the  ownership  of  patrons  of  the  hotel 
"nd  bathing  houses  to  the  south,  and  during  the  Winter 
m  n+hs  for  the  storage  of  motor  boats. 

"'d'acent  to  the  south  of  the  premises  under  appeal 
~n  1  for  a  distance  of  over  100  ft.  the  properties  are 
dcvel  >ped  with  an  old-time  frame  hotel  and  bath  houses, 


adjacent  to  which  are  two  vacant  parcels  of  ground, 
and  adjoining  the  vacant  parcels  of  ground  to  the  south 
are  one  and  two-story  frame  buildings  used  as  dwellings, 
restaurants  and  boat  storage  yard.  This  takes  up  the 
whole  block  front  on  the  east  side  of  Edgewater  terrace 
from  I^ayton  avenue  to  Barclay  avenue. 

“Northward  from  Layton  avenue,  on  Potter  place — 
which  is  the  continuation  of  Edgewater  terrace — for  a 
distance  of  over  230  ft.  the  properties  are  developed  with 
bathing  pavillions. 

“On  the  west  side  of  Edgewater  terrace  and  Potter 
place,  between  Barclay  avenue  and  for  a  distance  of  300 
ft.  north  of  Layton  avenue,  the  properties  are  mostly 
vacant,  and,  where  developed,  are  developed  with  frame 
structures  of  the  bungalow  type. 

“It  might  be  well  to  note  at  this  point  that  Edgewater 
terrace  and  Potter  place  on  the  west  side  are  zoned  as 
residence  use  and  on  the  east  side  as  business  use. 

“All  of  the  properties  on  the  east  side  of  Edgewater 
terrace  and  Potter  place,  within  the  limits  mentioned, 
with  the  exception  of  the  property  under  appeal,  extend 
to  the  shore  line  of  Eastchester  Bay,  varying  in  distance 
from  100  ft.  to  approximately  200  ft. 

“The  owner  of  the  property  under  appeal  is  also  the 
owner  of  the  adjacent  hotels  and  bathing  pavillions  to 
the  south  and  it  is  his  contention  that  the  only  use  that 
he  wishes  to  make  of  the  sale  of  gasoline  is  for  the  ac¬ 
commodation  of  the  patrons  of  the  hotels  and  bathing 
houses. 

“Shore  drive  or  Edgewater  terrace  at  the  present 
time  has  a  width  of  35  ft.,  but  it  is  mapped  on  the  city  i 
maps  to  be  widened  and  developed  as  a  parkway  which, 
when  completed,  would  take  about  60  ft.  from  the  prop¬ 
erty  under  appeal.  This  plan  has  been  in  existence 
for  a  great  number  of  years  but  no  work  has  as  yet 
been  done  by  the  city. 

“Layton  avenue  at  the  present  time  is  being  raised 
in  grade  to  Eastchester  Bay  and,  where  it  crosses  Edge- 
water  terrace  or  Shore  drive,  is  2  to  3  ft.  above  the 
grade  of  said  roadway. 

“At  the  present  time  there  are  no  non-conforming 
uses  within  an  area  affected  by  this  application. 

“There  have  been  filed  with  this  application  nine 
objections  and  no  consents. 

“The  committee  is  of  the  opinion,  therefore,  that  a 
permanent  non-conforming  use  should  not  be  stablished 
in  this  locality,  especially  in  view  of  the  possibility  of 
the  future  development  of  Shore  drive.  However,  this 
might  not  take  place  for  a  number  of  years. 

“The  committee  is  of  the  opinion  that,  due  to  the 
sparsely  developed  condition  of  the  surrounding  prop¬ 
erties  to  the  west,  which  is  the  only  location  from  which 
business  could  be  derived,  the  property  at  the  present  time 
would  not  readily  lend  itself  to  a  conforming  business 
development. 

“It  is  further  the  opinion  of  the  committee  that  a 
temporary  use,  restricted  so  as  to  eliminate  the  possi¬ 
bility  of  a  basis  for  an  appeal  for  a  permanent  non-con¬ 
forming  use,  would  be  an  equitable  adjustment  of  this 
application  and  would  not,  in  their  opinion,  affect  the 
properties  in  this  locality  at  the  present  time. 

“The  committee,  therefore,  recommends  the  considera¬ 
tion  of  this  appeal  for  a  temporary  permit  under  section 
7,  subdivision  f,  of  the  building  zone  resolution. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  an<l 
report  of  same  read  and  adopted  at  this  hearing  and  made 
part  of  this  resolution;  and 

Whereas,  this  report  recommends  the  granting  of  this 
application  for  a  limited  use;  and 
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— 

Whereas,  the  applicant  seeks  permission  to  install  tanks 
nd  pumps  for  the  sale  of  gasoline  to  automobiles,  principally 
i  the  ownership  of  patrons  of  the  hotel  and  bathing'  business 
Conducted  on  adjoining  property. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  dis- 
•ict  regulations  of  the  building  zone  resolution,  and  that 
le  application  be  and  it  hereby  is  granted,  under  section  7, 
jbdi vision  f ,  for  a  temporary  period  of  two  years,  on  con- 
ition  that  the  tank  storage  shall  be  limited  to  two  (2)  550- 
.allon  tanks  and  two  (2)  approved  pumps;  that  the  tanks 
id  pumps  shall  be  set  back  not  less  than  10  ft.  from  the 
isterly  taken  line  of  proposed  Shore  drive  and  not  less  than 
.)  ft.  from  building  line  of  Layton  avenue;  that  there  shall 
-  ho  grease  pits  or  crankcase  service  allowed  or  permitted 
l  the  premises ,  that  no  advertising  signs  of  any  nature 
■  description  advertising  the  gasoline  service  station  shall  be 
■rniitted  on  the  premises  except  that  confined  to  letters  on 
e  illuminated  globes  of  gas  pumps ;  and,  further,  on  condi¬ 
gn,  that  the  relief  granted  shall  not  be  used  as  a  basis  of 
ipeal  for  a  permanent  further  invasion  of  any  non-conform- 
g  uses,  and  that  it  is  to  be  understood  that  the  granting 
this  temporary  relief  is  for  the  purpose  of  permitting 
me  revenue  and  accommodations  pending  the  development 
Shore  drive  and  adjoining  properties,  and  that  all  permits 
all  be  obtained  within  six  months  and  any  work  involved 
all  be  completed  within  nine  months  from  the  date  of  this 
ition. 


4-31-BZ. 

WPLI'CA NT  John  Cipriano,  for  Lucy  Cipriano  and  Lena 
Cipriano,  owners. 

fJBJECT  Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings)*  under  section  21  of  the  building  zone  resolu¬ 
tion,  to.  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

IBMLSES  AFFECTED— 6413-6423  Fort  Hamilton  park¬ 
way  and  949-957  65th  street,  northeast  corner 
Brooklyn. 

1  PEAR  A  NiCES — 


For  Applicant :  Arnold  W.  Lederer. 

For  Opposition:  None. 

'1ION  OF  BOARD — Application  reopened  and  resolution 
modified. 

JE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  .  .  0 

Absent  .  .  0 

E  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . | .  0 

Absent  . 0 

E  RESOLUTION— 

(404-3DBZ) 

/hereas.  John  Cipriano,  for  Lucy  Cipriano  and  Lena 
lano  owners,  filed,  August  18,  1931,  an  application,  under 
building  zone  resolution,  to  permit  in  a  business  district 
erection  and  maintenance  of  a  gasoline  service  station- 

uses  6413-6423  Fort  Hamilton  parkway  and  949-957 

.  street,  northeast  corner,  Borough  of  Brooklyn ;  and 
hereas  a  public  hearing  was  held  on  this  application 
be  board  of  standards  and  appeals,  at  a  special  meet- 
January  29,  1932,  after  due  notice  by  publication  in  the 
-tin  of  the  Board  of  Standards  and  Appeals;  and 
hereas,  the  use  district  maps  accompanying  the  building 
resolution  show  that  Fort  Hamilton  parkway  is  in  a 
less  district;  10th  avenue  is  in  a  business  district;  65th 


district^  and  *JUS'ness  district,  and  64th  street  is  in  a  business 

rend  I-'Ta8'  decislon  of  the  superintendent  of  buildings, 
idered  August  6,  1931  (re  Applic.  No.  7648-30),  reads: 
-rroposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec.  4a  of 
the  Zone  Resolution.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
0  -?  °LT-75  ft  on  Fort  Hamilton  parkway  and 
o™  (  011  *h  sti;eet-  upon  a  part  of  which  is  located  a 
b roup  ot  one-story  buildings  occupied  as  auto  laundry,  a 
ve-car  garage  and  stores;  it  is  proposed  to  remove  the 

thpr«tm°n  the.Fort  HamiIton  Parkway  front  and  some  of 
the  stores  on  the  60th  street  front  and  to  occupy  an  irregular 

portion  of  the  plot  having  a  frontage  of  101  ft.  on  Fort 
Hamilton  parkway  and  approximately  45  ft.  on  65th  street 
tor  two  grease  pits  and  gasoline  service  station;  and 
Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  at  this  hearing  and  adopted,  and  which 
report  recommends  the  granting  of  the  appeal  with  such  safe¬ 
guards  as  will  protect  the  adjoining  and  affected  property 
owners,  and  which  reads  as  follows- 
“Cal.  No.  404-31-BZ. 

Premises  6413-6423  Fort  Hamilton  parkway  and  949- 
957  65th  street,  northeast  corner,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

•  "'9n  -^m^ry  13)  1932>  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected 
the  premises  under  appeal  in  this  case. 

“This  is  an  application,  under  section  21,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

The  premises  under  appeal  have  a  frontage  of  ap¬ 
proximately  100  ft.  on  Fort  Hamilton  parkway  and  108 
ft  on  65th  street,  lying  wholly  within  a  business  use 
district. 

.  '<0n  a.  Portion  of  the  site  at  the  present  time,  at  the 
intersection  of  .  the  two  streets,  there  is  now  located  a 
one-story  building  with  a  business  use  on  the  corner  and 
*°r  Cars  an<^  business  use  on  65th  street, 
the  applicant  seeks  to  maintain  a  gasoline  service 
station  for  the  full  frontage  of  the  property  on  Fort 
Hamilton  parkway  with  two  store  uses  on  65th  street 
also  five-car  garage  on  65th  street  and  a  five-car  garage 
on  the  rear  of  the  present  vacant  portion  of  the  prop¬ 
erty  facing  on  Fort  Hamilton  parkway. 

“It.  might  be  well  to  note  at  this  time  that,  under  the 
building  zone  resolution  and  opinion  of  the  corporation 
counsel,  two  five-car  garages  are  not  permitted  on  one 
plot  in  a  business  use  district. 

“Opposite  the  property  under  appeal  on  the  northwest 
corner  of  Fort  Hamilton  parkway  and  65th  street  is  a 
gasoline  service  station  granted  by  this  board  under  Cal 
No.  468-27-BZ. 

“Adjacent  to  the  property  under  appeal,  on  the  south¬ 
east  corner  of  Fort  Hamilton  parkway  and  64th  street 
is  a  garage  and  gasoline  service  station  granted  bv  this 
board  under  Cal.  No.  653-29-BZ. 

“On  the  northeast  corner  of  Fort  Hamilton  parkway 
and  64th.  street  there  is  now  established  a  gasoline  ser¬ 
vice  station  and  on  the  west  side  of  Fort  Hamilton 
parkway,  between  63rd  and  64th  streets,  there  are  two 
gasoline  service  stations.  On  the  west  side  of  Fort 
Hamilton  parkway,  between  64th  and  66th  streets  there 
are  .  now  located  a  public  garage  and  gasoline  service 
station. 

“The  committee  is  of  the  opinion,  therefore,  that  due 
to  the  surrounding  non-conforming  uses  on  Fort  Hamil¬ 
ton  parkway  and  the  filing  of  twenty-four  consents  with 
but  one  objection  of  the  properties  immediately  affected 
by  this  appea  ,  the  application  is  substantiated  under  sec¬ 
tion  21  hardship — and  recommends  the  granting  of  the 
appeal  in  so  far  as  it  affects  the  granting'of  the  gasoline 
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service  station  only,  with  such  safeguards  as  will  protect 
the  adjoining  and  abutting  property  owners. 

“(, Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILEOYLE.” 

and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  for  a  gasoline  service  station  be  and  it 
hereby  is  granted  on  condition  that  the  outside  walls  of  the 
present  buildings  located  on  the  easterly  side  of  property  and 
which  buildings  extend  from  65th  street  to  the  northerly  lot 
line  shall  be  faced  with  light-colored  tile  or  enamel  brick 
in  panel  design  to  the  top  of  parapet ;  that  the  southerly  half 
of  premises  on  Fort  Hamilton  parkway  for  a  distance  of 
about  50  ft.  shall  be  developed  as  an  open  arcade,  one  story 


in  height,  the  office  to  be  located  at  center  rear  of  this 
arcade ;  buildings  to  be  faced  with  light-colored  tile  or 
enameled  brick  in  the  same  manner  as  for  buildings  pre¬ 
viously  mentioned ;  any  pumps  erected  on  the  premises  shall 
be  set  back  not  less  than  10  ft.  from  the  building  line;  there 
shall  be  erected  along  the  building  line  of  Fort  Hamilton 
parkway  and  65th  street,  where  not  occupied  by  structures, 
a  concrete  curbing  not  less  than  12  in.  in  height  and  12  in. 
in  thickness  with  three  openings  on  Fort  Hamilton  parkway 
and  two  openings  on  65th  street,  each  opening  not  more 
than  12  ft.  wide,  with  curb  cuts  directly  in  front  of  said 
openings  not  more  than  14  ft.  wide  each;  any  advertising 
signs  as  to  the  non-conforming  use  shall  be  confined  to  the 
illuminated  globes  of  the  gasoline  pumps;  that  three  grease 
racks  or  pits  may  be  installed ;  all  permits  required  shall 
be  obtained  within  six  months  and  all  work  completed  within 
eighteen  months  from  the  date  of  this  action. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman;  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  APRIL  15,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
47-32-A. 

APPELLANT— Samuel  Fassler,  superintendent  of  bureau  of 
buildings;  Julius  Peznik,  owner. 

SUBJECT— Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  11038. 

PREMISES  AFFECTED — 323-341  East  99th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Owner  of  Premises:  Joseph  E.  Uniacke. 
ACTION  OF  BOARD— Laid  over  to  April  29,  1932,  at 
2  p.  m.,  to  notify  building  department  to  have  a 
representative  present. 


62-32-A. 

APPELLANT— iCingelow  Sound  Studios,  for  Leavitt  Realty 
Co.,  owner. 

SUBJECT — 'Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 126-132  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Irving  J.  Heyman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  19,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
Final  disposition. 


63-32-A. 

APPELLANT— Leavitt  Realty  Co.,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 


PREMISES  AFFECTED — 126-132  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Irving  J.  Heyman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


370-31-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  22,  foot  of  Pacific 
street,  East  River,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  19,  1932,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

PETITION  FOR  VARIATION. 

ojj~3 1  —  S . 

PETITIONER — James  Kearney,  for  Estate  of  George  W. 
Wilson,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 93-99  Nassau  street,  28-30  Ann 
street  and  135-139  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  James  Kearney. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1932,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


Adjourned  3.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  "NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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___  MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  APRIL  15,  1932,  3  P.  M. 


present:  Temporary  Chairman  Connell,  Commissioners 
Land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


RULES. 

■  -21-SR. 

.TITIOiNER — Edward  S.  Silver,  for  Perfection  Stove 

i  Co. 

:  BJECT — Fuel  Oil  Rules,  Amendment  to. 

■ '  PEARA  NiCES — 

For  Petitioner:  Arnold  M.  Goldstein. 

For  Other  Interests :  William  B.  White  and  W. 
Lahy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — ‘Request  to  amend  rule  22,  sub- 
c  msion  c,  from  six  gallons  to  ten  gallons  denied. 
Laid  over  to  May  10,  1932,  at  4  p.  m„  for  publica¬ 
tion  ot  change  in  notice  of  public  hearing. 

THE  VOTE  TO  AMEND  RULE  22,  SUBDIVISION  C— 

Affirmative:  Commissioner  Guilfoyle .  \ 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Assistant  Chief  Kid- 

ney .  s 

Absent  .  n 


Adjourned  4.30  p.  m. 


William  J.  O  Gorman,  Secretary. 

MINUTES  ======= 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  19,  1932. 

resent:  Temporary  Chairman  Connell,  Commissioners 
land  and  Guilfoyle  and  Assistant  Chief  Kidney, 
he  minutes  of  the  special  meeting  of  the  board  held 
"ay  morning,  April  8,  1932;  the  minutes  of  the  speciaL 
dng  of  the  board  held  Friday  afternoon,  April  8,  1932; 
'minutes  of  the  regular  meeting  of  the  board  held  Tues- 
morning,  April  12,  1932,  and  the  minutes  of  the  regular 
ling  of  the  board  held  Tuesday  afternoon,  April  12, 

:,  were  approved  as  printed  in  Bulletin  No.  16,  Vol. 
'I. 


BUILDING  ZONE  CASES. 

>- BZ. 

LICANT — Philip  J.  Sinnott,  for  Samuel  L.  Schwartz, 
owner. 

JECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

f'MISES  AFFECTED — 2263-2273  Linden  boulevard, 
northwest  corner  of  Elton  street,  Brooklyn. 
EARANCES — 

For  Applicant:  Philip  J.  Sinnott. 

|  For  Opposition:  Irving  S.  Zucker  and  Milton  E. 

Sahn. 

ION  OF  BOARD — Laid  over  to  May  6,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


:-BZ. 

LIC ANT — Alary  Skodnick,  owner. 

JECT — Application  (re  decision  of  the  superintendent 
\  of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

MISES  AFFECTED — Southeast  corner  of  Foch  boule- 
[  vard  and  219th  street,  St.  Albans,  Borough  of 

Queens. 

EARANCES — 

For  Applicant :  Samuel  Thorn. 

,  For  Opposition :  N.  A.  Weyberg,  B.  H.  Gruber, 
John  P.  McGrath  and  Florence  Rosenberg. 

ON  OF  BOARD— Laid  over  to  May  6,  1932,  at  10 
a.  m.,  on  request  of  applicant’s  representative.  Final 
disposition. 


249-29-BZ. 

APPLICANT— Conroy  &  Hardy,  substituted  for  McCooey 

QimTPrm  Air°r’  f°r  Franksonia  Realty  Corp.,  owner, 
o  L  B  J  EC  I  —Application  (re  decision  of  the  superintendent 

ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  and  restored  to 
Calendar) . 

PREMISES  AFFECTED — 2228-2234  Gerritsen  avenue 
APPEA-RANCES-l°rner  °‘  AVen"e  U  (°ld)-  Brooklyn- 

For  Applicant :  Thomas  A.  Campion. 

FQ1  Opposition :  Catharine  D.  Collins  and  Samuel 
Akelmather. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1932,  at  10 
a.  m.,  due  to  non-appearance  of  applicant. 


364-31-BZ. 

cncrerT N T  Outerman,  for  James  Carter,  owner. 

^  ^  r  -Wphcation  (re  decision  of  the  superintendent 

ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

puttimtcpp  °f  a  gasoline  service  station. 

I  REMISES  AFFECTED — 139-15  'South  Conduit  boulevard 
(Sunrise  Highway),  south  side,  74  ft.  east  of  245th 
street  (Prospect  place),  Rosedale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  A.  N.  Horwitz. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


553-29-BZ. 

APPLICxANT  Emil  Guterman,  for  Louis  Klein,  owner; 

request  for  reopening  made  by  the  owner. 
SUBJECT  .Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED— 1022-1032  Rockaway  avenue 

APPEARANCES  C°rner  °f  Linden  boulevard>  Brooklyn.  ’ 

For  Applicant :  Louis  Klein. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  to  reopen  denied. 


MINUTES 


THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell  and 

Commissioner  Holland .  2 

Negative:  Commissioner  Guilfoyle  and  Assistant 

Chief  Kidney  .  2 

Absent  .  0 


630-29-BZ. 

APPLICANT — Victory  Park  Sites  Realty  Co.,  Inc. 
SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AEFBCTED— 137-30  Queens  boulevard  and 
137-27  Barret  street,  Briarwood,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant:  Edward  W.  Murphy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  ° 

Absent  .  0 


93-32-BZ. 

APPLICANT — B.  Robert  Swartburg,  for  Department  of 
Hospitals,  City  of  New  York,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISE'S  AFFECTED — Welfare  Island,  opposite  East 
61st  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  Robert  Swartburg  and  Joseph 
Le  Ray. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(93-32-BZ) 

Whereas,  B.  Robert  Swartburg,  for  Department  of  Hos¬ 
pitals,  City  of  New  York,  owner,  filed,  February  24,  1932, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles;  premises 
Welfare  Island,  opposite  East  61st  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  19,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Welfare  Island  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  19,  1932  (re  N.  B.  App.  No.  141-1931), 
reads : 

“The  location  of  a  garage  in  a  residence  district  is 
contrary  to  Sec.  3  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  174  ft. 


8  in.  and  a  depth  of  122  ft. ;  to  be  occupied  as  a  garage 
repair  shop  and  lockers,  etc. ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  tc 
relief  under  section  21  on  the  grounds  of  practical  difficult) 
and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  doe; 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  for  a  building  twr 
(2)  stories  in  height,  built  fireproof  throughout,  built  sub¬ 
stantially  as  shown  on  the  plans  filed  with  this  application 
on  condition  that  all  requirements  of  the  building  code,  cock 
of  ordinances  and  the  regulations  of  the  fire  department  shal 
be  complied  with,  and  that  all  permits  shall  be  obtainec 
within  six  months  and  any  work  involved  shall  be  completec 
within  eighteen  months  from  the  date  of  this  action. 


662-30-PZ.  W- 1 

APPLICANT — Emil  Guterman,  for  Elvira  Pizzo,  owner 
request  for  reopening  made  by  V.  J.  Bensi,  attorne) 
for  owner. 

SUBJECT — Application  for  reopening — extension  of  time  tc 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  ant 
21  of  the  building  zone  resolution,  to  permit  in  s 
business  district  the  erection  and  maintenance  oi 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 37  Jackson  street  and  645-651 
Lorimer  street,  west  side,  25  ft.  north  of  Jacksor 
street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  V.  J.  Bensi. 

ACTION  OF  BOARD — Application  reopened  and  time  ex-1 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  L- 


Negative  .  ( 

Absent  .  ( 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 


Negative  .  ( 

Absent  .  (' 


THE  RESOLUTION— 

(662-30-BZ) 

Whereas,  Emil  Guterman,  for  Elvira  Pizzo,  owner,  filed 
November  6,  1930,  an  application,  under  the  building  zone: 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  37  Jackson  street  and  645-651 
Lorimer  street,  west  side  of  Lorimer  street,  25  ft.  north  of 
Jackson  street,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  7,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jackson  street  is  in  a  business 
and  unrestricted  district ;  Lorimer  street  is  in  a  business 
and  unrestricted  district ;  Withers  street  is  in  an  unrestricted 
district,  and  Skillman  avenue  is  in  a  business  and  unre¬ 
stricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1930  (re  App.  No.  13493-1930), 
reads : 

“1.  Proposed  Public  garage  for  over  five  motor 
vehicles  situated  within  business  district  in  violation  of 
Art.  II,  Sec.  4-a,  Zone  Resolution.  Above  application 
therefore  denied.” ; 
and 
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\\  H erf. as,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  75  ft 
on  Lorimer  street  and  25  ft.  on  Jackson  street  and  a  depth 
.of  J2;>  ft.,  to  be  occupied  as  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  application  is  supported  by  97.6  per  cent 
consents  of  an  area  fixed  by  the  board  and  deemed  affected 
in  substantiation  of  section  7g  of  the  building  zone  resolu¬ 
tion  ;  and 

Whereas,  the  board  granted  an  application  for  a  garage 
on  the  west  side  of  Lorimer  street,  directlv  opposite  the 
premises  under  appeal,  under  Cal.  No.  100-19-BZ;  and 
Whereas,  the  property  abuts  the  unrestricted  district  to 
the  north  and  lies  wholly  within  the  business  district ;  and 
Whereas,  the  board  deems  that  a  denial  of  this  applica¬ 
tion  would  be  arbitrary  discrimination  against  the  applicant 
and  that  he  is  entitled  to  relief  under  section  7g  of  the 
building  zone  resolution;  and 
Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  April  7,  1931,  on  certain  conditions,  and  owner 
requested  a  modification  of  these  conditions  as  to  location  of 
9  ft.  court  and  has  filed  consent  of  owner  of  adjoining 
property,  No.  643  Lorimer  street,  and  now  requests  an  ex¬ 
tension  of  time. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  qranted  for  a  one-story; 
?arage  above  grade,  with  a  frontage  of  75  ft.  on  Lorimer 
hreet  in  accordance  with  amended  plans  filed  June  24,  1931, 
oi  condition  that  the  front  elevation  on  Lorimer  street  and 
m  Jackson  street  shall  be  of  face  brick  with  architectural 
erra  cotta  or  natural  stone  trim ;  there  shall  be  one  vehicular 
opening  on  Jackson  street  and  one  on  Lorimer  street,  not 
" 


more  than  12  ft.  wide  each,  with  curb  cuts  directly  in  front 
of  said  openings  not  more  than  14  ft.  wide  each;  there 
shall  be  no  advertising  signs,  other  than  one  projecting 
electric  sign  on  Lorimer  street,  indicating  the  name  and 
nature  of  the  business  conducted  on  the  premises;  any  gaso- 
me  installed  shall  be  confined  to  the  Lorimer  street  front; 
t  iere  shall  be  no  portable  gasoline  tanks  operated  or  main¬ 
tained  outside  the  building;  that  the  southerly  gable  wall 
sha  1  be  unpierced  throughout  its  entire  height  and  length; 
that  all  permits  required  shall  be  obtained  within  six  months 
ancl  all  work  completed  within  one  year  from  Tuly  7,  1932. 

APPROVAL  OF  PLANS. 

630-29-BZ. 

^^f^CANT— ' Victory  Park  Sites  Realty  Co.,  Inc. 
b  U.bJ  hiL  I —Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  February  2, 

PREMISES'  AFFECTED— 137-30  Queens  boulevard  and 
APPEARANCES—1  Street’  Bnarwood’  Borou^h  of  Queens. 

For  Applicant :  Edward  W.  Murphy. 

ACTION  OF  BOARD— Plans  approved  in  accordance  with 
engineer  s  report  on  condition  there  be  no  driveways 
to  Van  Wyck  boulevard. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . .!!..!!  0 

Absent  . . .  .  0 

Adjourned  12.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  19,  1932. 

Piesent;  1  emporary  Chairman  Connell,  Commissioners 
lulland  and  Guilfoyle  and  Chief  McElligott,  with  Assistant 
mef  Kidney  substituting. 


APPEALS  FRO/M  ADMINISTRATIVE  ORDERS. 
0-31-A. 


FPELLANT— L.  E.  Driver,  for  New  York  Dock  Co. 
owner. 

OBJECT — Appeal  from  an  order  of  the  fire  commis 
sioner. 

'REMISES  A  FF  EC  TED — Pie  r  No.  22,  foot  of  Pacifi. 

street,  East  River,  Brooklyn. 

PPEARANCES — 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

LTION  OF  BOARD — Placed  on  Reserve  Calendar,  to  be 
withdrawn  with  “Pier  Cases”  on  special  order  of 
business. 


'iE  VOTE  TO  PLACE  ON  RESERVE  CALENDAR- 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . . ! . . .  0 

Absent  .  .  n 


U-31-A. 

TELLANT— Rosner  Bros.,  for  Nerros  Realty  Corn 

owner.  ” 


-410  West  48th  street,  Manhat- 


S UBJECT— Appeal  from  an  order  and  decision  of  the  super¬ 
intendent  of  buildings  and  decisions  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECT ED- 

tan. 

A  P  P  E  AR  A  N  CEIS — 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  . . . . 

Absent  .  n 

THE  RESOLUTION—  .  0 

Whereas,  the  foregoing  appellant  failed  to  complete  his 
papers  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
Iack  of  prosecution. 


114-32-A. 

APPELLANT  J.  Richard  Steers,  executor,  for  Estate  of 
Henry  Steers,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-Pier  foot  of  India  street  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Harry  H.  Lundy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  0 

THE  RESOLUTION— 

(114-32-A) 

Whereas,  J.  Richard  Steers,  executor,  for  Estate  of  Henry 
Steers,  owner,  filed,  March  4,  1932,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  Pier  foot  of  India  street, 
Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  15,  1932  (Order  No.  92571-F),  reads: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  rules  of  the  Board  of  Standards 

and  Appeals  and  comply  with  the  following  orders : 

“f.  Provide  proper  protection  against  freezing  for  all 
portions '  of  the  standpipe  system  requiring  such  protec¬ 
tion.  Sec.  580-1,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consist  of  a  pier,  of  structural 
steel  frame,  covered  with  wood  sheathing,  one  story  in 
height,  60  ft.  by  440  ft.  in  area;  OCCUPIED  for  the  tem¬ 
porary  storage  of  heavy  lumber  in  transit;  equipped  with 
a  standpipe  system;  and 

Whereas,  the  appellant  claims  the  pier  was  erected  in 
1905;  that  the  existing  standpipe  system  conforms  in  all 
respects  with  the  rules  of  the  board  except  being  frost¬ 
proof;  the  frostproolfing  of  this  system  would  be  of  no 
material  benefit  as  it  is  now  maintained  as  a  dry  pipe  sys¬ 
tem,  controlled  by  an  O.  S.  &  Y.  valve  located  in  office  at 
the  land  end  of  the  pier ;  watchman’s  service  is  continuously 
provided;  furthermore,  the  appellant  contends  that  the  cost 
of  frostproofing  the  system  is  prohibitive. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


100-32-A. 

APPELLANT— Milbank,  Tweed,  Hope  &  Webb,  for  Alex 
Piercey  Co.,  Inc.,  owner;  Elizabeth  J.  Williams, 
lessee. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 108-35  173rd  street,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Edward  H.  Stiefel,  Elizabeth  J. 

Williams  and  Itenna  Chandler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  0 

THE  RESOLUTION— 

(100-32-A) 


Whereas,  Milbank,  Tweed,  Hope  &  Webb,  for  Alex 
Piercey  Co.,  Inc.,  owner;  Elizabeth  J.  Williams,  lessee,  filed, 
February  27,  1932,  an  appeal  from  a  decision  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  108-35  173rd  street, 
J  amaica,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  8,  1932  (79-672),  reads: 

“Replying  to  your  request  of  recent  date  for  a  certifi¬ 
cate  of  occupancy  to  conduct  a  Home  for  Aged  please 
be  advised  that  at  the  time  the  investigator  of  the  De¬ 
partment  of  Hospitals  called  at  this  office,  it  was  ex¬ 
plained  to  her  that  I  was  without  power  to  grant  this 
certificate  due  to  the  fact  that  the  building  exceeded 
twenty  (20)  feet  in  height.  It  was  agreed  with  the 
investigator  at  that  time  that  she  would  inform  you 


that  the  proper  procedure  was  to  appeal  to  the  Board  of 
Standards  and  Appeals. 

“Up  to  the  present  time  I  have  not  received  any 
word  of  an  appeal  having  been  filed  by  you  with  that 
Board.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  two 
stories  (26  ft.)  in  height,  32  ft.  by  72  ft.  in  area;  OCCU¬ 
PANCY  :  two  living  apartments  on  each  story;  and 

Whereas,  the  appellant  claims  the  northerly  half  of  the 
building  at  present  is  occupied  on  the  first  story  by  three  in¬ 
valids,  under  nurses’  care,  and  two  roomers,  the  second  story 
by  five  roomers ;  that  this  appeal  is  for  the  purpose  of  ob¬ 
taining  a  certificate  of  occupancy  so  as  to  permit  the  use 
as  a  “nursing  home  for  the  aged”  and  to  apply  only  to  the 
northerly  half  of  the  building ;  the  highest  point  of  roof 
beams  is  only  26  ft.  above  curb,  which  is  largely  due  to  the 
slanting  roof ;  the  slight  excess  of  6  ft.  above  the  acceptable 
legal  height  of  20  ft.  does  not  increase  the  risk  to  occupants 
in  case  of  fire :  furthermore,  fire  extinguishers  are  maintained 
on  each  story. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
it  hereby  is  denied. 


105-32-A. 

APPELLANT — -Shreve,  Lamb  &  Harmon,  for  Insurance 
Company  of  North  America,  owner.  * 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings.  |  ft 

PREMISES  AFFECTED— 28  Gold  street,  1-13  Cliff  street 
and  91-101  John  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Henry  F.  Richardson. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief  j 


McElligott  .  4 

Negative  .  0, 

Absent  .  0 


THE  RESOLUTION— 

(105-32-A) )  J 

W hereas,  Shreve,  Lamb  &  Harmon,  for  Insurance  Com¬ 
pany  of  North  America,  owner,  filed,  March  1,  1932,  an 
appeal  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  28  Gold  street,  1-13  Cliff  street  and  91-101 
John  street,  Borough  of  Manhattan;  and  ,| 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  17,  1932  (re  Applic.  No.  8-1932),  reads  a 
“OBJECTION  DUE  TO  AMENDMENT.  _ 

“3.  Not  more  than  2  elevators  permitted  in  single 
shaft,  section  373-13  Building  CODE.”;  J 

and  ,i 

Whereas,  the  proposed  building  is  to  be  fireproof,  twenty-, 
five  stories  in  height,  154  ft.  8  in.  by  88  ft.  */>  in.  and  137 
ft.  9J/2  in.,  irregular,  in  depth;  OCCUPANCY:  for  offices,, 
not  more  than  187  persons  per  story;  and  j 

Whereas,  the  appellant  proposes  to  install  two  banks  of, 
six  elevators  and  to  group  these  elevators  in  each  of  the 
four  shafts,  instead  of  enclosing  only  two  elevators  in  each 
shaft  as  required  by  the  building  code ;  and 

Whereas,  the  appellant  claims  the  law  requiring  not 
more  than  two  elevators  in  one  shaft  was  enacted  at  a  time 
when  the  present  tower  type  buildings  were  unknown;  that 
an  unforseen  hazard  is  introduced  by  separating  two  ele¬ 
vators  in  shafts  containing  only  three  elevators,  thereby, 
leaving  one  elevator  in  a  single  shaft,  should  the  elevator 
become  stalled  in  the  blind  portion  of  the  shaft  there  is  no 
safe  means  of  extracting  the  passengers;  furthermore,  the 
appellant  claims  that  under  the  proposed  revised  building 
code  three  elevators  are  permitted  within  a  common  shaft.. 
Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  all  floors  will  be  sup¬ 
plied  with  not  less  than  two  banks  of  elevators,  permitting 
three  elevators  in  each  shaftway,  and  the  building  code  shall 
be  complied  with  in  all  other  respects. 
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li-32-A. 

BPELLANT  -William  A.  Dempsey,  for  Estate  of  Henry 
Steers,  owner. 

'BJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

LEMISES  AFFECTED — Pier  foot  of  Huron  street, 
Brooklyn. 

•PEARANCES— 

For  Appellant:  William  A.  Dempsey  and  Harry  H. 
Eundy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ITION  OF  BOARD — Appeal  granted  on  condition. 

E VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

'E  RESOLUTION— 

(102-32-A) 

pSEREAS,  W  illiam  A.  Dempsey,  for  Estate  of  Henry 
:rs,  owner,  filed,  February  29,  1932,  an  appeal  from  an 
i;r  and  a  decision  of  the  fire  commissioner,  affecting  prem- 
;  Pier  foot  of  Huron  street,  Borough  of  Brooklyn;  and 
.  hereas,  the  order  of  the  fire  commissioner,  dated  Sep- 
J>er  9,  1930  (Order  No.  78488-F),  reads: 

Install  an  automatic  dry  sprinkler  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  and  Section  20,  Ch.  12,  Code  of  Ordinances.”; 

hereas,  the  decision  of  the  fire  commissioner,  rendered 
fruary  24,  1932,  reads: 

In  reply  to  your  letter  of  Feb.  16th,  advising  that 
you  have  been  retained  by  the  owner  to  appeal  from 
the  requirements  of  order  No.  78488-F  and  that  you  are 
I  unable  to  do  so  due  to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
.that  the  time  limit,  twenty  days,  had  elapsed,  and  request 
dismissal  and  reissuance  of  the  above  order. 

You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 

‘  hereas,  the  premises  consist  of  a  pier,  of  structural  steel, 
ie  covered,  with  wood  sheathing,  one  story  in  height  75 
•iy  489.4  ft.  in  area;  OCCUPIED  for  the  temporary 
ige  of  general  merchandise  in  transit;  and 
hereas,  the  appellant  claims  the  pier  was  erected  in 
',  equipped  with  an  approved  5-inch  standpipe  system  in 
repair;  provided  with  watchman’s  service  day  and 
;t,  and  nine  forty-gallon  water  tanks  with  buckets  are 
limited  throughout;  a  city  hydrant  is  within  25  ft.  of 
Pier ;  to  comply  with  the  order  would  entail  an  un¬ 
wary  heavy  expense ;  furthermore,  the  appellant  contends 
:pier  is  provided  with  adequate  means  of  fire-fighting 
lances;  and 

hereas,  the  pier  structure  is  but  one  story  in  height, 
construction  frame  work,  covered  with  wood  sheathing. 
[solved,  that  the  order  and  decision  of  the  fire  commis- 
"r  be  and  they  hereby  are  modified,  and  that  the  appeal 
it  hereby  is  granted  on  condition  that  the  structure 
be  limited  in  height  to  one  story;  that  the  merchandise 
fled  on  the  pier  shall  be  of  a  nature  not  deemed  hazardous 
;e  fire  department ;  that  the  whole  pier  shall  be  equipped 
1  an  approved  standpipe  system  satisfactory  to  the  fire 
tmentj  that  a  supervisory  watchman  service  shall  be 
ded  with  twenty-four  hours  a  day  service ;  that  a  direct 
ial  office  connection  shall  be  provided  on  the  shore  end 
e  P^r>  and  that  such  additional  fire-fighting  appliances 
:  all  be  required  by  the  fire  department  shall  be  installed 
■maintained. 


2- A. 

lBLLANT— Ansonia  Fire  Prevention  Engineering  Co., 
for  Janbyr  Realty  Co.,  Inc.,  owner. 


SUBJECT  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 34-36  East  32nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE^VO ^^0ARjD—,ApPeal  granted  on  condition. 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 


commis- 

Borough 


Whereas  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
tor  janbyr  Realty  Co.,  Inc.,  owner,  filed,  March  5,  1932,  an 
appeal  from  an  order  and  a  decision  of  the  fire 
sioner,  affecting  premises  34-36  East  32nd  street, 
of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  25,  1931  (Order  No.  90558-F),  reads: 

“1.  Raise  standpipe  gravity  tank  so  that  the  bottom 
o  tank  is  not  less  than  20'  above  the  hose  outlet  in  the 
highest  story.  Secs.  580-581,  Chap.  5,  C  of  O  and  Rule 
J1  of  the  Bd.  Stand.  &  Appeals.”; 
and 


\\  hereas,  the  decision  of  the  fire  commissioner,  rendered 
February  26,  1932,  reads: 

“Tins  will  reply  to  your  letter  of  Feb.  12th,  1932,  in 
which  you  advise  you  have  been  retained  by  the  owner 
of  the  above  premises  to  file  an  appeal  with  the  Board 
oi  Standards  and  Appeals  in  connection  with  your  viola¬ 
tion  Order  No.  73322U?  but  the  Board  has  declined  to 
accept  this  case  due  to  the  fact  that  the  order  is  more 
than  twenty  days  old  and  you  therefore  request  that  this 
order  be  rescinded  and  reissued  of  a  later  date  so  that 

y°V^may  be  able  t0  brinS  this  Properly  before  the  board. 

‘Order  73322-F  was  rescinded  and  superseded  by 
Order  90558-F  which  is  a  valid  order  and  cannot  be 
rescinded.” ; 
and 


\\  hereas,  the  building  is  fireproof,  ten  stories  in  height 
40  ft.  by  98  ft  9  in.  in  area;  OCCUPIED  as  a  hotel;  and 
hereas,  the  appellant  claims  the  building  was  erected 
in  1903  and  has  been  continuously  used  the  same  as  at 
present;  the  standpipe  system  is  fed  from  a  2,500-gallon 
gravity  tank,  the  bottom  of  which  is  7  ft.  7  in.  above  the 
hose  outlet  at  top .  story,  and  has  been  acceptable  to  the 
authorities  having  jurisdiction  for  many  years;  there  is  a 
central  office  fire  alarm  box  on  first  story  and  local  fire 
alarm  throughout  the  building ;  furthermore,  the  appellant 
contends  the  standpipe  system  is  provided  with  adequate 
means  of  water  supply;  and 

Whereas,  the  building  was  erected  in  1903,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction. 

A csolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted only  so  far  as  it  affects  the  capacity 
of  the  tank  and  the  elevation  of  the  bottom  of  the  tank 
above  the  top  story  hose  outlet,  on  condition  that  there  shall 
be  provided  a  tank  with  a  capacity  of  not  less  than  2  400 
gallons  maintained  for  a  standpipe  supply  and  the  elevation 
of  the  bottom  of  said  tank  to  bq  not  less  than  7  ft.  7  in. 
above  the  top  story  hose  outlet ;  the  hose  on  the  top  story 
to  be  equipped  with  J^-inch  nozzles;  that  the  building  shall 
not  be  increased  in  height  or  area  and  the  standpipe  system 
shall  comply  with  the  rules  in  all  other  respects,  and  fur¬ 
ther,  on  condition  that  such  fire-fighting  appliances  as  shall 
be  required  by  the  fire  department  shall  be  installed  in  the 
top  story. 
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62-32-A. 

APPELLANT — Cingelow  Sound  Studios,  for  Leavitt  Realty 
Co.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 126-132  West  4Gth  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  D.  J.  Lewis. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION— 

(62-32-A) 

Whereas,  Cingelow  Sound  Studios,  for  Leavitt  Realty 

Co.,  owner,  filed,  February  9,  1932,  an  appeal  from  an  order 

and  a  decision  of  the  fire  commissioner,  affecting  premises 
126-132  West  46th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  30,  1931  (re  Order  No.  69542-LC),  reads: 

“1.  Discontinue  the  maintenance  of  a  motion  picture 
studio  on  these  premises. 

“2.  Discontinue  the  storage  or  keeping  on  hand  in¬ 
flammable  motion  picture  film  in  violation  of  the  Code 
of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  3,  1932,  reads:  .  . 

‘‘Replying  to  your  inquiry  of  January  22,  1932,  it  is 
regretted  that  the  Fire  Department  cannot  reissue  order 
numbered  69542-LC,  served  against  the  Cingelow  Sound 
,Studios  of  130  West  46th  Street,  Manhattan,  so  that 
they  may  take  their  case  before  the  Board  of  Appeals.” ; 

and  .  .  , 

Whereas,  the  building  is  fireproof,  twelve  stories  and  base¬ 
ment  in  height,  80  ft.  by  100  ft.  in  area;  OCCUPIED  as  a 
motion  picture  studio,  not  more  than  twenty-five  persons  per 
story;  equipped  with  a  sprinkler  system  and  a  standpipe 
system ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
about  1912;  there  is  only  one  fireproof  vault,  located  at 
southwest  corner  of  second  story,  the  maximum  amount  of 
inflammable  film  stored  in  the  vault  is  5,000  ft.,  and  not 
more  than  1,000  ft.  of  inflammable  film  is  used  or  handled 
on  the  premises  outside  of  the  vault  at  any  time;  the 
amended  ordinance  affecting  motion  picture  studios  was 
passed  subsequent  to  the  time  when  such  use  had  been  estab¬ 
lished  for  the  premises  in  question;  furthermore,  the  appel¬ 
lant  contends  that  the  license  for  such  use  has  been  duly 
issued  by  the  Bureau  of  Fire  Prevention  prior  to  the  adop¬ 
tion  of  the  amended  law;  and 

Whereas,  the  order  was  placed  due  to  the  amended  code 
adopted  June  15,  1931,  amendment  to  section  245,  prohibiting 
the  occupancy  of  the  balance  of  the  building  unless  con¬ 
nected  with  the  business  of  the  studio  conducted  on  the 
premises. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  to  permit  the  handling  of  inflam¬ 
mable  motion  picture  film,  not  to  exceed  1,000  ft.  at  any  one 
time,  with  a  total  storage  of  not  more  than  5,000  ft.,  stored 
in  approved  fireproof  vault;  the  handling  and  use  of 
the  inflammable  film  and  the  business  conducted  therewith 
to  be  confined  to  the  second  story  of  the  present  twelve- 
story  building;  the  use  of  the  balance  of  the  building  in  its 
entirety  to  be  confined  to  the  motion  picture  film  industry, 
prohibiting  factory  occupancy;  granted  to  permit  the  use  of 
the  pent  house  for  a  dwelling  for  the  superintendent  of  the 
building  and  one  or  two  other  portions  to  be  used  for  office 


purposes  and  the  occupancy  and  use  of  this  building  othe 
wise  shall  comply  in  all  respects  with  the  amended  code 
ordinances  adopted  June,  1931. 


91-32-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  C 
Inc.,  for  M.  P.  G.  Realty  Corp.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fi 
commissioner. 

PREMISES  AFFECTED— 439  Madison  avenue,  Manh: 
tan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  .  1 

Absent  .  ' 

THE  RESOLUTION— 

(91-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  In 
for  M.  P.  G.  Realty  Corp.,  owner,  filed,  February  23,  19: 
an  appeal  from  an  order  and  a  decision  of  the  fire  comm 
sioner,  affecting  premises  439  Madison  avenue,  Borough 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  E 
cember  5,  1931  (Order  No.  90729-F),  reads: 

“1.  Install  an  approved  standpipe  system  throughc 
building  in  accordance  with  the  rules  of  the  Board 
iStandards  and  Appeals.  Secs.  580-581,  Art.  28,  Ch. 
Code  of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  render 
February  10,  1932,  reads : 

“This  will  reply  to  your  letter  of  January  15th,  191 
in  which  you  state  that  you  have  been  retained  by  t 
owner  of  the  above  premises  to  file  an  appeal  with  t 
Board  of  Standards  and  Appeals  in  connection  with  o 
violation  Order  No.  90729-F,  but  the  Board  has  declin 
to  accept  this  case  due  to  the  fact  that  the  order  is  me 
than  twenty  days  old,  and  request  rescindment  and  i 
issuance  of  this  order  of  a  later  date  so  that  you  may 
able  to  bring  this  case  properly  before  the  Board. 

“Your  request  to  rescind  and  reissue  Order  90729 
must  be  denied.” ; 

and 

Whereas,  the  building  is  non-fi reproof,  seven  stories  a 
pent  house  (87  ft.  45/s  in.)  in  height,  26  ft.  2  in.  by  75 
in  area;  OCCUPIED  by  interior  decorators  and  artists 
the  first,  fourth  and  sixth  stories,  three  persons  each  stor 
other  stories  are  vacant ;  and 

Whereas,  the  appellant  claims  the  original  building  w 
erected  prior  to  1913 ;  the  pent  house  was  erected  in  192 
the  order  was  issued  on  account  of  the  building  being  me 
than  85  ft.  in  height ;  the  actual  height  of  original  buildi 
is  76  ft.  15/s  in.  and  to  the  highest  point  of  pent  house 
only  87  ft.  45/s  in. ;  if  measured  to  ceiling  of  pent  house  t 
height  is  less  than  85  ft. ;  that  the  Certificate  of  Occupan 
No.  10712  was  issued  in  1926,  stating  that  the  building  mei 
with  all  requirements  of  the  building  code  (a  copy  of  whi 
is  filed  with  this  appeal)  ;  furthermore,  the  appellant  cc 
tends  the  occupancy  of  the  building  is  very  small  and  due 
the  slight  excess  in  height  above  85  ft.  the  order  is  technic: 
and 

Whereas,  the  building  was  erected  in  1913,  at  which  tii 
the  building  was  but  seven  stories  in  height ;  and 

Whereas,  subsequently  in  1925  or  1926  an  additional  sto 
in  the  form  of  a  pent  house  was  constructed,  which  broug 
the  total  height  of  the  building  in  excess  of  that  allow 
in  the  standpipe  rules,  namely,  85  ft.,  to  approximately 
ft.  5  in. 
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Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
c  and  it  hereby  is  granted,  eliminating  the  standpipe  sys- 
■m,  on  condition  that  such  additional  fire-fighting  appliances 
s  shall  be  recpiired  by  the  fire  department  shall  be  installed 
,1  all  stories  that  are  in  occupancy  and  that  the  building 
lall  be  not  increased  in  height  or  area. 


Pier  Cases  Withdrawn. 

(416-30-A) 

remises— Pier  No.  4,  East  River,  front  between  Fulton  and 
Montague  streets,  Brooklyn.  Order  of  the  fire 
commissioner.  ^  Appellant :  L.  E.  Driver,  for  New 
York  Dock  Co.,  owner.  Withdrawn  on  written 
request. 


(417-30-A) 

remises— Pier  No.  5,  East  River,  front  between  Fulton 
and  Montague  streets,  Brooklyn.  Order  of  the  fire 
commissioner.  •Appellant:  L.  E.  Driver,  for  New 
York  Dock  Co.,  owner.  Withdrawn  on  written 
request. 


(418-30- A) 

•emises— Pier  No.  7,  East  River,  front  between  Fulton  and 
Montague  streets,  Brooklyn.  Order  of  the  fire 
commissioner.  Appellant:  L.  E.  Driver,  for  New 
York  Dock  Co.,  owner.  Withdrawn  on  written 
request. 


(419-30-A) 

emises— Pier  No.  8,  East  River,  front  between  Fulton  and 
Montague  streets,  Brooklyn.  Order  of  the  fire 
commissioner.  Appellant:  L.  E.  Driver,  for  New 
York  Dock  Co.,  owner.  Withdrawn  on  written 
request. 


(420-30-A) 

emises— Pier  No.  9,  East  River,  front  between  Fulton  and 
Montague  streets,  Brooklyn.  Order  of  the  fire 
commissioner.  Appellant:  L.  E.  Driver,  for  New 
York  Dock  Co.,  owner.  Withdrawn  on  written 
request. 


(421-30-A)  ' 

mises — Pier  No.  10,  East  River,  foot  of  Clark  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(422-30-A) 

-mises — Pier  .No.  11,  East  River,  between  Clark  and 
Joralemon  streets,  Brooklyn.  Orders  of  the  fire 
commissioner.  Appellant:  L.  E.  Driver,  for  New 
\  ork  Dock  Co.,  owner.  Withdrawn  on  written 
request. 


t  .  .  (436-30-A) 

mises — Pier  No.  36,  East  River,  foot  of  Pioneer  street, 
Brooklyn.  Orders  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(437-30-A) 

mises— Pier  No.  37,  Atlantic  Basin,  foot  of  Ferris  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(438-30-A) 

■nises— Pier  No.  39,  East  River,  foot  of  Van  Dyke 
street.  Brooklyn.  Order  of  the  fire  commissioner. 
Appellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


D  .  .  (439-30-A) 

i  emises— Pier  No.  40,  East  River,  foot  of  Van  Dyke  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


.  .  (440-30-A) 

1  l  emises  Pier  No.  46,  East  River,  foot  of  Van  Brunt 
street,  Brooklyn.  Order  of  the  fire  commissioner. 
Appellant :  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


.  .  (267-20- A) 

remises-  Pier  No.  38,  East  River,  Atlantic  Basin,  Brook¬ 
lyn.  Appellant:  New  York  Dock  Co.,  owner. 
Orders  of  the  fire  commissioner.  Withdrawn  on 
written  request. 


_  (370-31-A) 

Premises— Pier  No.  22,  East  River,  foot  of  Pacific  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(420-20-A) 

Premises— Pier  No.  5,  East  River,  between  Poplar  and 
Middagh  streets,  Brooklyn.  Order  of  the  fire  com¬ 
missioner.  Appellant :  New  York  Dock  Co.,  owner. 
Withdrawn  on  written  request. 


(273-20-A) 

Premises — Pier  No.  9,  East  River,  foot  of  Clark  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  New  York  Dock  Co.,  owner.  Withdrawn 
on  written  request. 


(272-20-A) 

Premises  Pier  No.  17,  East  River,  foot  of  Joralemon  street, 
Brooklyn.  Orders  of  the  fire  commissioner.  Ap¬ 
pellant:  New  York  Dock  Co.,  owner.  Withdrawn 
on  written  request. 


(421-20-A) 

Premises— Piei  No.  22,  East  River,  foot  of  Atlantic  avenue, 
Brooklyn.  Order  of  the  fire  commissioner.  Appel¬ 
lant  :  New  York  Dock  Co.,  owner.  Withdrawn  on 
written  request. 


(271-20-A) 

Premises— Pier  No.  27,  East  River,  foot  of  Baltic  street, 
Brooklyn.  Orders  of  the  fire  commissioner.  Appel¬ 
lant  .  New  York  Dock  Co.,  owner.  Withdrawn  on 
written  request. 


(422-20-A) 

1  i  emises  Pier  No.  29,  East  River,  foot  of  Harrison  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  New  York  Dock  Co.,  owner.  Withdrawn 
on  written  request. 


(423-20-A) 

I  i  emises  Pier  No.  32,  East  River,  foot  of  Degraw  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  New  York  Dock  Co.,  owner.  Withdrawn 
on  written  request. 


(430-30-A) 

Premises— Pier  No.  27,  East  River,  foot  of  Baltic  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  B.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(431-30-A) 

Premises— Pier  No.  29,  East  River,  foot  of  Irving  street. 
Brooklyn.  Order  of  the  fire  commissioner.  Ap- 
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pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(432-30-A) 

Premises— Pier  No.  30,  East  River,  foot  of  Irving  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(298-30- A) 

Premises— Pier  No.  32,  East  River,  foot  of  Degraw  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(433-30-A) 

Premises — Pier  No.  33,  East  River,  Atlantic  Basin,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Appellant : 
L.  E.  Driver,  for  New  York  Dock  Co.,  owner. 
Withdrawn  on  written  request. 


(434-30-A) 

Premises— Pier  No.  34,  East  River,  foot  of  Hamilton  ave¬ 
nue,  Brooklyn.  Orders  of  the  fire  commissioner. 
Appellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(435-30-A) 

Premises— Pier  No.  35,  East  River,  Atlantic  Basin,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Appellant : 
L.  E.  Driver,  for  New  York  Dock  Co.,  owner. 
Withdrawn  on  written  request. 


(270-20-A) 

Premises— Pier  No.  34,  East  River,  foot  of  Hamilton  street, 
Brooklyn.  Appellant:  New  York  Dock  Co.,  owner. 
Orders  of  the  fire  commissioner.  Withdrawn  on 
written  request. 


(423-30-A) 

Premises — Pier  No.  12,  East  River,  between  Clark  and 
Joralemon  streets,  Brooklyn.  Orders  of  the  fire 
commissioner.  Appellant:  L.  E.  Driver,  for  New 
York  Dock  Co.,  owner.  Withdrawn  on  written 
request. 


(424-30-A) 

Premises— Pier  No.  15,  East  River,  foot  of  Montague  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Appel¬ 
lant :  L.  E.  Driver,  for  New  York  Dock  Co.,  owner. 
Withdrawn  on  written  request. 


(425-30-A) 

Premises— Pier  No.  16,  East  River,  south  of  Montague  street, 
Brooklyn.  Orders  of  the  fire  commissioner.  Ap¬ 
pellant  :  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(429-30- A) 

Premises — Pier  No.  26,  East  River,  foot  of  Warren  stn; 

Brooklyn.  Order  of  the  fire  commissioner.  /, 
pellant:  L.  E.  Driver,  for  New  York  Dock  (, 
owner.  Withdrawn  on  written  request. 


(269-20-A) 

Premises — Pier  No.  35,  East  River,  northeast  side  of 

lantic  Basin,  Brooklyn.  Orders  of  the  fire  comm- 
sioner.  Appellant:  New  York  Dock  Co.,  own, 
Withdrawn  on  written  request. 


(268-20-A) 

Premises — Pier  No.  36,  East  River,  foot  of  Pioneer  strc 
Brooklyn.  Orders  of  the  fire  commissioner.  /} 
pellant:  New  York  Dock  Co.,  owner.  Withdrai 
on  written  request. 


(266-20-A) 

Premises — Pier  No.  39,  East  River,  foot  of  Van  Dyke  str< 
Brooklyn.  Orders  of  the  fire  commissioner.  A 
pellant:  New  York  Dock  Co.,  owner.  Withdrai 
on  written  request. 


(265-20-A) 

Premises — Pier  No.  46,  East  River,  foot  of  Van  Bril 
street,  Brooklyn.  Orders  of  the  fire  commission 
Appellant:  New  York  Dock  Co.,  owner.  Wi- 
drawn  on  written  request. 
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F.  D.  Order  No. 
80250-LF 
80326-LF 
80212-LF 
80331-LF 
80299-LF 
80545-LF 
80294-LF 
80307-LF 
80594-LF 
80701-LF 
80254-LF 
80572-LF 
80235-LF 
80563-LF 
83848-EF 
80490-LF 
80520-LF 
80549-LF 
80304-LF 
80541-LF 
80480-EF 
80706-LF 
80589-LF 
80577-LF 
80694-LF 

80226-LF 


(426-30-A) 

Premises— Pier  No.  17,  East  River,  foot  of  Joralemon  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant:  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(427-30-A) 

Premises — Pier  No.  18,  East  River,  foot  of  Joralemon  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant  :  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


(428-30-A) 

Premises — Pier  No.  24,  East  River,  foot  of  Amity  street, 
Brooklyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant  :  L.  E.  Driver,  for  New  York  Dock  Co., 
owner.  Withdrawn  on  written  request. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com-' 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

W hereas,  the  foregoing  cases  and  blanket  appeal  have  1 
new  appeals  substituted  for  them,  the  fire  department  hav 
rescinded  the  old  orders  and  issued  new  orders,  affect 
the  same  premises,  the  said  cases  are  herewith  withdrawn 
written  request. 


PETITION  FOR  VARIATION.  i 

1 04-32-S. 

PETITIONER — John  J.  Gilmartin,  for  Bowery  Diamd 
Exchange,  Inc.,  lessee. 
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SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISED  AFFECTED — 78  Bowery,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  . .  |  0 

Absent  .  0 

THE  RESOLUTION— 

(104-32-S) 

i  Whereas,  John  J.  Gilmartin,  for  Bowery  Diamond  Ex¬ 
change,  Inc.,  lessee,  filed,  March  1,  1932,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  78  Bowery,  Borough  of  Manhattan;  and 
W  hereas,  the  order  of  the  fire  commissioner,  dated  Janu- 
ary  8,  1932  (re  Order  No.  91587-LD),  reads: 

“1.  Arrange  the  fire  escape  at  front  of  building 
serving  as  a  required  means  of  egress  so  that  same  will 
conform  to  Sec.  274,  of  the  Labor  Law,  and  the  rules 
of  the  Board  of  Standards  and  Appeals.  Defects  noted : 
1.  V  indows  opening  on  course  of  fire  escape 
not  fireproof  self-closing. 

“2.  No  fire  doors  2'  x  6'  opening  to  balconies 
provided. 

“3.  Not  screened  to  a  height  of  4'  6". 

“4.  No  counterbalanced  stairway  from  lowest 
balcony  to  ground. 

“5.  No  guard  rails  around  balcony  well  hole 
openings. 

“2.  Extend  the  interior  stairway  at  south  side  of 
building  to  the  roof,  Sec.  271,  of  the  Labor  Law. 

“4.  Enclose  the  interior  stairway  in  partitions  of  ap¬ 
proved  fire  retarding  material  from  1st  story  to  3  feet 
above  roof  all  openings  to  be  protected  with  approved 
ifire  doors.  Sec.  271  of  the  Labor  Law.” ; 
nd 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
•ebruary  10,  1932,  reads: 

“Replying  to  yours  of  today,  you  are  advised  that  this 
Bureau  cannot  rescind  provisions  of  the  Labor  Law. 

“It  is  suggested  you  take  the  case  before  the  Board 
of  Standards  and  Appeals.” ; 

nd 

Whereas,  the  building,  erected  in  1887,  is  non-fireproof, 
ix  stones  in  height,  25  ft.  1  in.  by  100  ft.  in  area;  OCCU- 
IED  as  a  tenant  factory,  not  more  than  twelve  persons  per 
lory;  the  third,  fifth  and  sixth  stories  are  vacant;  EXITS: 
n  interior  wooden  stairway,  extending  from  the  first  story 
i  top  story,  enclosed  in  double  J^-inch  boards,  partition 
wered  on  both  sides  with  26  gauge  metal,  with  fireproof 
"iors  at  openings ;  a  fire  escape  on  the  front  of  the  building, 
ivmg  non-fireproof  openings  along  the  course  thereof,  ex- 
ndmg  from  the  second  story  to  the  top  story;  a  gooseneck 
dder  to  roof,  and  drop  ladder  to  sidewalk;  ROOFS  of 
homing  buildings:  2  ft.  lower  at  north;  25  ft.  lower  at 
>uth  ;  and 

Whereas,  the  petitioner  claims  the  fire  escape  in  question 
as  constructed  when  the  building  was  erected;  the  goose- 
xk  ladder  was  provided  in  1914  as  the  result  of  a  fire  de- 
irtment  order ;  there  is  an  iron  ladder  provided  to  scuttle 
om  top  story  leading  to  roof :  the  present  stairway  is  en- 
^sed  from  cellar  to  roof,  such  enclosure  was  constructed 
ider  an  order  from  the  fire  department  in  1914,  at  the  com- 
etion  of  the  work  the  order  was  dismissed;  furthermore, 
e  petitioner  contends  the  use  of  the  building  is  non-hazard- 
s  and  the  occupancy  very  small. 

Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  requirements  of  the  labor 


at\T  t«^petTti^n  lje  an^  it;  llerehy  is  granted,  as  td 
Order  No.  91587-LD,  Item  1,  on  condition  that  the  openings 
on  the  second  third  and  fourth  stories  shall  be  equipped  with 
i reproof,  self-closing  windows;  granted,  as  to  Item  2,  Item 
3  and  Item  4,  on  condition  that  there  shall  be  provided  two 
drop  ladders  in  guides  to  the  street,  one  at  each  end  of  the 
balcony  and  as  to  Item  5;  and  as  to  Item  2,  Order 

Wo.  91087-LD,  granted,  and  Item  4,  Order  No.  91587-LD 
granted  on  condition  that  the  stairs  shall  be  enclosed  with 
two  thicknesses  of  %-hich  boards,  covered  with  26  gaime 
metal,  equipped  with  wooden  doors  covered  with  No 
26  gauge  metal  on  each  side;  granted ,  further,  on  condition 
that  there  shall  be  no  occupancy  on  the  fifth  or  sixth  story 
that  a  single-rung  gooseneck  ladder  shall  be  maintained 
lorn  the  top  story  balcony  of  the  fire  escape  to  the  roof  and 
a  similar  ladder  shall  be  provided  on  the  sixth  story  to  a 
.scuttle  in  the  roof;  further,  on  condition  that  there  shall  be 
no  occupancy  on  the  third  story  and  the  occupancy  of  the 
fourth  story  shall  be  limited  to  not  more  than  seven  persons 
and  on  the  second  story  to  not  more  than  seven  persons- 
granted,  further,  on  condition  that  these  variations  shall  be 
only  until  the  expiration  of  the  present  lease,  which  lease 
expires  on  May  1,  1933,  and  that  the  building  shall  be  not 
increased  m  height  or  area  and  the  requirements  of  the  labor 
law  shall  be  complied  with  in  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
379-31-SA. 

PETITIONER — Daniel  W.  Lenahan,  owner. 

SUBJECT— The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

APPEARANCES— 

For  Petitioner :  Daniel  W.  Lenahan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


94-32-SA. 

PETITIONER— J.  A.  Flynn,  for  Todd  Dry  Dock  Engineer¬ 
ing  &  Repair  Corp.,  owner. 

APPEARANCES— Pir°  Bumer  (pump  type)>  aPP™val  of. 
For  Petitioner:  J.  A.  Flynn. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


260-30-SA. 

PETITIONER—' The  Scranton  Pump  Co.,  owner. 

appeaSnces— "  Steam  Pumps’ approval  of- 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC1ION  OF  BOARD — Petition  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ’  . .  n 

Absent  .  . .  0 

THE  RESOLUTION— 

Whereas,  the  foregoing  petitioner  has  filed  with  the  board 
ot  standards  and  appeals  a  petition  for  approval  of  the  an- 
phance  in  question ;  and  1 
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Whereas,  the  petitioner  has  failed  to  complete  his  papers 
though  duly  notified  to  do  so.  .  . 

Resolved,  that  the  foregoing  petition  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


115-32-SA. 

PETITIONER— William  V.  McDevit,  for  Wayne  Oil 
Burner  Corp.,  owner. 

SUBJECT— Wayne  S-2  Domestic  Oil  Burner,  approval  of. 


APPEARANCES— 

For  Petitioner :  William  V.  McDevit. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Report  of  fire  department  adopted; 
appliance  approved. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ® 

Absent  .  0 


THE  RESOLUTION— 

(115-32-SA) 

Whereas,  William  V.  McDevit,  for  Wayne  Oil  Burne 
Corp.,  owner,  filed,  March  4,  1932,  a  petition  with  the  boarr 
of  standards  and  appeals  for  approval  of  their  device  knowi 
as  the  Wayne  S-2  Domestic  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  departmen 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  April  11,  1932,  recommends  th 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  approve  the  device  known  as  the  Wayne  S-2  Domesti 
Oil  Burner  for  use  with  fuel  oil  in  domestic  and  commercia: 
installations  when  installed  in  accordance  with  the  rules  c 
the  board  of  standards  and  appeals  and  the  report  of  thl 
chief  of  the  bureau  of  fire  prevention. 


Adjourned  4.55  p.  m. 

William  J.  O’Gorman,  Secretary.  1 


APPROVED  APPLIANCES 


Burners  for 


Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Fess  Turbine  Burner .  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammel  Oil  Burner .  1278-21-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Ho'by  Oil  Burner .  328-27-SA 

Hnlby  Type  B  Fuel  Oil  Burner .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 


Industrial  Use 

Mahrvel  Low  Pressure  Burner . 

Maxon  Oil  Burner  (New  Style) . 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner. . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner.... 

Oil-Elec-Tric  Oil  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . 

Petro  Mechanical  Burner  and  Air  Register.... 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner - 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner . 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner . . 

Steam  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner.... 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate- Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Spiro  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Winslow  Ivleen  Heet  Burner,  Models  805  &  820 


859-26-Si: 

1036-22-Si 

68-24-Si 

327-31-Si: 

938- 25-S/ 

939- 25-Si 
820-23-Si 

185- 29-Si 

186- 29-Si 
548-31-Si 
255-31-Si! 
792-26-Si 
317-31-Si 
394-30-Si 
617-30-Sii 
644-21-Si 
452-31-Si 
735-24-Si 

40-31-Sii 

660-30-Si' 

438-31-Si 
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504-23-Si 
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341-21-Si* 

583-21-Si 

1203-22-Si 

183-22-Si 

92-23-Si 

1254-24-Si 

1444-23-Si 

297-29-Si 

1525-22-Si 

470-31-S. 

454-25-S- 

123-23-Si 

19-25-S- 
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KIRK  RETARDING  RUL 
Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
uges,  motor  vehicle  repair  shops  and  all  selling  stations 
iny  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
}f  the  building  code,  that  resists  the  action  of  flame 
ind  heat  when  subjected  to  a  continuous  fire  for  one 
lour  at  an  average  temperature  of  seventeen  hundred 
'1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
nd  with  a  maximum  temperature  rise  to  four  hundred 
>00)  degrees  Fahrenheit  on  the  side  away  from  the 
re.  The  point  at  which  the  temperature  of  transmitted 
leat  is  measured  shall  be  protected  from  external  air 
ind  weather  conditions. 

When  the  test  specimen  is  in  'the  form  of  partition 
onstruction,  the  area  under  test  shall  be  not  less  than 
ne  hundred  (100)  square  feet  and  least  dimension 
hall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
>f  floor  construction,  the  area  under  test  shall  be  not 
ess  than  two  hundred  (200)  square  feet  and  the  least 
[imension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
he  live  load  for  which  it  is  designed,  and  after  the  fire 
hall  safely  sustain  twice  the  designed  live  load  with  a 
naximum  deflection  of  not  more  than  one  two-hun- 
redth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
fisted  floor  construction  shall  be  accepted  as  fire-re- 
irding  construction  in  non-fireproof  buildings  used  as 
arages,  motor  vehicle  repair  shops  or  oil  selling  sta- 
ons  when  the  beams  are  protected  on  the  upper  and 
nder  sides  with  the  fire-retarding  materials  specified 
j  rules  for  floor  and  ceiling  coverings. 

)r  the  covering  pf  the  upper  sides  of  wood  floor  beams 
l  joisted  floor  construction  in  non-fireproof  buildings 
sed  as  garages,  motor  vehicle  repait  shops  or  oil  sell- 
ig  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
>rms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  ( 7A )  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2)4  :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  ()4)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
rms  of  construction  shall  be  accepted  as  fire-retarding 
r  the  covering  of  the  undersides  of  wood  floor  beams 
joisted  floor  construction  in  non-fireproof  buildings 
ed  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 
?  stations: 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 
eighths  04)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  ()4)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 
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(SThlta?  o!i%cmerrsbeamS  *"  m°rC  ““  S“‘"" 

nnmwl  Mml  lath  weighin2  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  s 
three-quarters  (y4)  inch  thick.  3St 

.  Kule  5*  Attachment  to  Ceiling.  Fire-retardine  ceil 
mgs  in  non-fireproof  buddings  used  as  garages  motor 

Uchtd  mPair  HSuOPS  °J  011  SdHng  stations  shall  be  at- 
as  t  mammm  afl0°r  eams  and  girders  in  such  manner 
and  ^  h K  ^  SpaCe  between  the  wood  beams 

theprLXe  coT  *  SeaSOned  ^  app,^g 
Rule  6.  Openings  in  Fire-Retarding  Floors.  Pines 
or  condmts  which  pass  through  floors  shall  be  fitted 
vvnh  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor.  S 

Rule  7.  Columns.  All  structural  posts  and  columns 

!ihairi0h'hrePr00fabUlldlngS  required  t0  be  fire-retarded 
shaH  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 

at  an  air  space  shall  not  be  required  around  steel  or 

cast  iron  columns. 

•  J'^her,e.  necessary  for  protection  against  mechanical 
injury  the  fire-retarding  protection  on  columns  shall  be 

JwSieti5d  i°n  ceight  0f  Hve  (5)  feet  from  the  ground 
with  JNo.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
hre-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  f.16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (?>)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
one-half  ()4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  ()4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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PROPOSED  RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF 
PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 


Recommended,  by — Conference  of  Representatives  of  Fire  De - 
partment,  Board  of  Fire  Underivriters,  Merchants 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  E.  J.  Cole,  Highlow  Varnish  Co.;  Joseph  L. 
Hernon;  Arthur  C.  Bangs,  Real  Estate  Board;  F. 

E.  Graham ;  George  H.  Cameron,  William  B.  White, 
Board  of  Fire  Underwriters ;  James  H.  Abraham. 

J.  W.  Richardson  and  Inspector  Maher,  Bureau  of 
Fire  Prevention. 

[353-30-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
May  6,  1932,  at  2  p.  m.,  Room  1013,  Municipal  Building,  on 
Proposed  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  Other  Flammable 
Surface  Coatings. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

1.  The  term  “spray  booth”  shall  include  the  following : 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 

sisting  of  two  sides  and  top,  equipped  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

2.  The  term  “spray  room”  shall  mean  a  room,  or  a 
spray  booth  within  a  room,  equipped  with  air  exhaust  facil¬ 
ities  and  in  which  spray  coating  is  carried  on. 

Rule  3. 

Ventilation 

(a)  No  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

(c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 

which  will  provide  not  less  than  sixty  (60) 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  visible 
mist  or  vapors  within  such  enclosures. 

(e)  Air  shall  be  admitted  to  the  spray  booth  or  spray 

room  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  from  said  booth  or  room ;  windows  or  other 
openings  not  used  for  ventilation  shall  be  kept 


closed  during  the  process  of  spray  coating.  Ex¬ 
haust  fans  shall  be  kept  running  constantly  while 
spraying  or  mixing  and  for  a  sufficient  length  of 
time  thereafter  to  exhaust  all  vapors,  fumes  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room. 

(f)  Spray  booths  shall  be  used  for  no  other  work  but 
spraying. 

Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 

(a)  iSpray  booths  shall  be  constructed  of  metal  or  other 
approved  incombustible  material. 

(b)  Air  distributing  or  baffle  plates,  if  used,  shall  be 
of  incombustible  material  and  removable  for 
cleaning. 

(c)  The  inner  side  of  walls,  ceilings  and  floor  shall  be 

as  smooth  as  practicable,  in  order  to  facilitate 
cleaning;  when  constructed  of  ferrous  metal  such 
surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

(d)  Exhaust  ducts  for  spray  booths  or  spray  room; 
shall  be  constructed  of  material  not  less  than  the 

following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge 
When  of  diameter  of  over  24  inches  and  not  ovei 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge. 

(e)  Ducts  shall  be  strongly  erected  and  rigidly  sup 

ported. 

(f)  Motors  shall  be  located  outside  of  ducts,  booths  o 

spray  rooms  so  that  no  inflammable  vapors  o 
residues  can  reach  them. 

(g)  If  induced  draft  is  used  to  create  an  air  move 
ment  within  cabinet  or  tunnel  types  of  spra; 
booths  or  spray  rooms,  the  air  shall  be  suppliei 
from  a  point  outside  of  the  spray  booth  or  spra; 
room  with  fans  and  motors  entirely  outside  of  th 
spray  booth  or  spray  room. 

(h)  The  exhaust  system  for  the  removal  of  vapors  o 
residues  of  spraying  materials  from  the  spra 
booth  or  spray  room  shall  not  be  connected  t 
any  other  ventilating  system  or  discharged  int 
a  chimney  or  flue  used  for  the  purpose  of  convej 
ing  gases  from  heating  elements. 

Ventilating  ducts  shall  run  as  directly  as  prac 
tical  to  the  outer  air,  protected  with  a  fire  screei 
and  not  less  than  15  feet  from  any  exterior  exi 
chimney  termination  or  unprotected  air  intak 
When  such  duct  passes  through  a  non-firepro( 
roof  it  shall  be  properly  heat-insulated  at  the  poit 
of  such  passage,  as  required  by  the  Building  Cod 

(i)  Exhaust  fan  blades  shall  be  constructed  of  noi 

ferrous  metal.  All  exhaust  and  ventilating  fat 
to  be  permanently  connected  to  their  source  < 
current  supply,  using  metallic  conduit.  Rheosta 
in  fan  bases  not  permitted. 

(j)  All  electrical  wiring  shall  be  enclosed  in  met; 

conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  onl 
Fixtures  to  be  of  the  rigid  stem  type,  enclosir 
all  wiring  and  equipped  with  vaporproof  glob 
and  keyless  sockets. 

(l)  No  flame  or  spark-producing  devices,  switches  < 

rheostats  shall  be  located  in  spray  room  or  spr£ 
booth.  Partitions  separating  such  booths  or  roon 
shall  be  constructed  fireproof  or  fire-resisting 
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accordance  with  Labor  Law  or  rules  of  the  Board 
of  Standards  and  Appeals  for  factory  buildings. 

(m)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  The  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advise 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

(b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

(d)  'Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  Brooms,  brushes  or  other  cleaning  implements 
made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 

(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 
able  for  paint  and  lacquer  fires.  At  least  one 
standard  sand  pail  shall  be  provided  for  each  100 
square  feet  of  booth  area  or  area  of  spray  room 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  or 
other  approved  type  may  be  provided,  one  for 
each  300  square  feet  of  booth  or  spray  room  area. 
Where  the  spraying  hazard  is  extensive,  mounted 
type  of  extinguishers  shall  be  provided  as  may  be 
required  by  the  Fire  Department. 

(j)  The  interior  of  all  booths  installed  in  sprinklered 
buildings  shall  be  provided  with  sprinkler  heads 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  iMain  supplies  of  spray  coating  materials  and 
thinners  shall  be  kept  in  an  outside  storage  build¬ 
ing,  storage  rooms  or  in  vented  metal  cabinets 
in  accordance  with  the  following  amounts : 

(b)  Spraying  materials  not  in  excess  of  20  gallons 
shall  be  stored  in  metal  cabinets  or  wood  cabinets, 


covered  on  both  sides  including  the  door. 
All  cabinets  to  be  ventilated  at  top  and  bottom. 

(c)  Spraying  materials  in  excess  of  20  gallons  and  not 
exceeding  40  gallons  shall  be  stored  in  double- 
walled  metal  cabinets  vented  directly  to  the  outer 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  be 
stored  in  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated 
plain  glass  skylight  or  in  a  storage  room  con¬ 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storage 
rooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms  shall 
be  waterproof  up  to  a  height  of  at  least  6  inches 
from  the  floor  and  be  drained  to  the  center.  The 
sill  of  the  door  shall  be  at  least  6  inches  above 
the  finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  be 
provided  with  an  automatic  sprinkler  head  for 
each  50  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprink- 

lered  buildings  where  it  is  practical  to  provide  at 
least  10  pounds  pressure  at  the  sprinkler  head 
when  supplied  from  house  supply  tanks  or  house 
lines,  as  described  in  Rule  53  of  the  Sprinkler 
Rules. 

(For  the  purpose  of  this  section,  fireproof 
and  fire-resisting  materials,  used  in  the  en¬ 
closures  of  storage  rooms,  shall  comply  with 
the  requirements  for  factory  buildings). 

(g)  The  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build¬ 
ing  shall  be  determined  by  the  Fire  Department. 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 
conducted  in  a  storage  building  or  storage  room, 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  which 
booths  are  located  while  the  air  exhaust  system 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  day’s 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use. 

(j)  Gravity  feed  material  containers  for  supplying 
spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  capable  of  standing  at  least  double  their 
weight  when  filled  with  the  heaviest  spraying 
materials  used. 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  any  nationally  recognized  standard  testing 
laboratory  or  by  the  Board  of  Standards  and  Ap¬ 
peals.  Each  tank  shall  be  provided  with  a  safety 
valve  set  at  a  pressure  not  exceeding  eighty 
pounds.  All  gravity  feed  containers  and  other 
spraying  equipment  shall  be  approved  as  above. 

(l)  The  installation  of  all  electrical  wiring,  switches, 

lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 
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Rule  7. 

General  Requirements 

NOTE:— The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents , 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3. 

Subdivision  D — Air  Exhaust  System. 

“  E — Air  Supply  and  Mixing. 

“  F — Use  of  Spray  Booth. 

Rule  4. 

Subdivision  A — Construction  of  Spray  Booths. 

“  B — Construction  of  Baffle  Plates. 

“  C — 'Cleaning  of  Booths. 

“  E — 'Maintenance  of  Duct  Supports. 

“  F — Location  of  Motors. 

“  G — (Method  of  Induced  Draft. 

“  H— Termination  of  Ventilating  System. 

“  K — Electric  Lighting. 

“  L— Separation  of  Booths,  etc.,  from  flame  and 

sparks. 

“  M — Electrical  Equipment. 

“  N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A— Certificate  of  Fitness. 

“  B — Motor  vehicles,  in  booths  or  rooms. 

“  C — (Maintenance  of  Exhaust  fans. 

“  D — 'Maintenance  of  Equipment. 

“  E — Cleaning  Implements. 


“  F — Accumulation  and  Disposal  of  Waste  Mate¬ 

rials. 

“  G — 'Smoking,  Matches,  etc. 

“  H — Fire  Appliances. 

Rule  6. 

Subdivision  A — 'Storage  of  Spraying  Materials. 

“  B — Storage  of  Spraying  Materials  less  than  20 

gallons. 

“  C — Storage  of  Spraying  materials  not  exceeding 

40  gallons. 

“  D — .Storage  of  Spraying  materials  exceeding  40 

gallons. 

“  G — (Maximum  Storage  in  non-fireproof  buildings. 

“  H — .Spray  room  or  booth  mixing. 

I — 'Supplies  allowed  in  booth. 

“  J — 'Gravity  Feed  containers. 

“  L — 'Smoking,  matches,  in  mixing  room. 

NOTE: — .Subdivisions  A,  B,  C  and  D  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved  exist¬ 
ing  automatic  sprinkler  system  where  the  general 
conditions  of  cleanliness  are  properly  maintained  at 
all  times. 

Rule  7. 

Subdivision  A — Posting  “No  Smoking”  signs. 

B — Clearance  of  combustible  material. 

C — -Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 

Approval  Forms  and  Plans 

There  shall  be  filed  before  installation  with  the  Fire  De¬ 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  ap¬ 
plication  form  on  sheet  8  inches  by  10  inches,  which  form 
shall  give  the  proper  name  and  address  of  booth  user  and 
also  the  floor  on  which  the  booth  or  booths  are  to  be  in¬ 
stalled.  An  ink  drawing  of  the  floor  upon  which  the  booth 
will  be  located  shall  be  submitted  on  the  form  sheet;  such 
drawing  shall  show  by  feet  and  incites  the  location  of  exits, 
chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  Fire  Department  for  examination  and  ap¬ 
proval.  Such  plan  shall  show  on  the  floor  plan  the  location 
of  all  booths,  storage  and  mixing  rooms,  exits  and  all 
chimneys  and  exterior  openings  within  15  feet  of  the  storage 
rooms  and  vent  ducts. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A — 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81"2,  oa 

Walworth  Company .  899"2I"~a 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25 ;  by  mail  tyl.35. 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  . 15-31-SA 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Keat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Zaloroil  Burner — Type  A  A .  1361-24-SA 

Zarboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Zarborundum  Burner .  571-29-SA 

Zarter-Korth  Oil  Burner .  54-30-SA 

Zentury  Oil  Burner .  157-28-SA 

Zhallenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

'ombustion  Fuel  Oil  Burner .  1105-22-SA 

'ombustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Zommonwealth  Automatic  Oil  Burner .  348-28-SA 

Zook’s  Automatic  Oil  Burner . 955-27-SA 

Zope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Zrescent  Oil  Burner .  222-29-SA 

Zrovvn  Oil  Burner,  Type  XA .  426-29-SA 

rystal  Blue  Flame  Oil  Burner . 423-29-SA 

)ahl  Vaporizing  Oil  Burner .  915-26-SA 

'Elia  Oil  Burner .  155-31-SA 

)elco  Heat  Oil  Burner .  420-31-SA 

list-o-matic  Oil  Burner .  663-28-SA 

•oherty  Oil  Burner .  943-26-SA 

asternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Zconomy  Oil  Burner,  Type  A-l .  45-31-SA 

isler  Automatic  Oil  Burner .  481-27-SA 

lectrol  Automatic  Oil  Burner .  259-25-SA 

lectromatic  Oil  Burner .  603-29-SA 

nterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

spo  Oil  Gas  Burner .  1431-23-SA 

airfield  Oil  Burner .  584-31-SA 

aultless  Oil  Burner .  493-24-SA 

luid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

bster  Oil  Burner .  715-26-SA 

ranklin  Domestic  Oil  Burner .  560-26-SA 

< ielo  Oil  Burner . 47-30-SA 

ar  Wood  Oil  Burner .  373-30-SA 

hapco  Steam  Generator .  348-3 1-S A 

ilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

lbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

11  Oil  Burner .  1231-23-SA 

oodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

>odspeed  Automatic  Oil  Burner .  957-27-SA 

df  Oil  Burner .  382-26-SA 


Name  of  Burner 

Haidinge  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hart  Automatic  Oil  Burner . .  .  .  .  .  .  .  .  .  .  .  . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 

Hayward  Oil  Burner . 

Heatiator  Oil  Burner . 

Hercules  Oil  Burner . 

Holby  Type  A  Fuel  Oil  Burner . 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner.... 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kleen  Heet  Oil  Burner . 

Kreager  Oil  Burner . 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NL . 

Lawrence  May  Oil  Burner . 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Majestic  Oil  Burner . 

Marr  Oil  Heat  Machine . 

May  Oil  Burner . 

Mayfield  Oil  Burner . 

Mayflower  Oil  Burner . 

Mcllvane  Oil  Burner . 

Melco  Automatic  Oil  Burner,  Type  “A” . 

Merco  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 
211,  311  and  114 . 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nn-Way  Oil  Burner . 

Oil-Elec-Tric  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30-A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Petro  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2 . 


Calendar  No. 
813-25-SA 
690-30-SA 
1162-24-SA 
595-29-SA 
696-30-SA 
1346-23-SA 
510-29-SA 
688-29-SA 
1211-25-SA 
591-29-SA 
372-30-SA 
1305-24-SA 
938-22-S A 
852-26-SA 
846-25-SA 
62-24-SA 
367-30-SA 
443-28-SA 
670-30-SA 
1034-27-SA 
425-31-SA 
314-30-SA 
129-28-SA 
693-30-SA 
765-26-S A 
68-24-SA 
568-31-SA 
124-29-SA 
544-29-SA 
1032-25-SA 
637-29-S A 


327-31-SA 

673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
887-25-SA 
548-31-SA 
836-25-SA 
518-29-S A 

1071-27-SA 
255-31-SA 
801-28-SA 
584-28-S A 
1078-24-SA 
773-26-SA 
317-31-SA 
1359-24-SA 
394-30-SA 
113-26-S A 
1193-25-SA 
617-30-SA 
1029-26-SA 
1 61-26-SA 

451- 31-SA 

452- 31-SA 
78-28-SA 

73'5-30-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner.. .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  C .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  44G-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G. .  536-31-SA 


Name  of  Burner  Calendar  No. 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  .  9 1 8-22- S A 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


PUBLIC  HEARING 

PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Tuesday,  May  10,  1932,  at  4  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 

Matter  in  italics  is  new. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

( c )  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  zvick  and  zvhen  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  zvhen  heater  is 
not  used  for  cooking  purposes  zvill  not  be  prohibited  when 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  the  follozving  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
zvith  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 


the  area  of  any  damper  not  to  exceed  80 %  of  the  area  of 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  storage 
located  outside  room  in  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  zvay  set 
aside  or  zvaive  provisions  in  these  rules  covering  storage 
tanks,  except  that,  storage  of  not  more  than  55  gallons  of  fuel 
oil  maintained  in  a  metal  shipping  container  equipped  zvith  an 
approved  hand  pump  may  be  permitted  outside  of  the  building 
and  storage  of  not  more  than  275  gallons  if  installed  and 
maintained  in  compliance  zvith  Rule  17  of  these  Rules,  the 
tank  to  be  equipped  zvith  an  approved  hand  pump  may  be 
permitted  inside  of  the  building. 

5.  This  subdivision  applies  only  to  dzvellings  as  defined  in 
these  rules  and  prohibits  the  use  of  more  than  one  heater  in 
any  one  room. 

6.  Heater  installation  shall  comply  with  the  requirements 
of  the  building  code  and  heater  shall  not  be  connected  in  any 
manner  to  hot  zvater,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification. 

[(d)]  When  for  any  reason  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules  the  fire  commissioner 
shall  have  power  to  modify  their  provisions  so  that  the  spirit 
and  substance  thereof  shall  be  complied  with.  Such  modi¬ 
fication  shall  be  endorsed  upon  the  permit  over  the  signature 
of  the  fire  commissioner  or  designated  representative  of  the 
fire  commissioner. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

>1-22- SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

10-32-SR— Uniform  Certificates  of  Occupancy,  Adoption 
of. 

Administrative  Applications. 

19-27-A — 39  Fifth  avenue,  Manhattan. 

10- 27-A — 13-16  Central  Park  West,  Manhattan. 

11- 27-A — 20-28  West  72nd  street,  Manhattan. 


195-30-S A— Simplex  Water  Pressure  Reducing  Valve  ap¬ 
proval  of. 

3o9-30-SA -Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

730-30-SA— Standpipe  Outlet  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’ 

3-  31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

125-Sl-SA—SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 


2-27-A— 242-248  West  76th  street,  Manhattan. 

6- 30- A — 46  West  98th  street,  Manhattan. 

7- 30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

9- 31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 

East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

10- 22-SA — Crocker  Gas  Valve,  approval  of. 

^9-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

J7-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

4- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

5- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
i'-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

2-23-S  A— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

5-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 
p-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

1-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

tf-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

!j>-23- S A — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
|-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

-25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-25-SA — Koerting  Gear  Pump,  approval  of. 

-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

(28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
ot. 

■-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

-29-SA— A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

:-29-SA— Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


13 ( -3 l-SA  Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250-31 -SA—Lunkenheimer  2H-Inch,  Figure  No.  8610, 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 
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Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 


379-31-SA— The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 


396-3 l-SA  Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty ,  No.  37-A  and  No.  37-D,  approval  of. 

49 1-3 l-SA  Super f ex  Oil  Burning  Heater,  approval  of. 

513-31-SA— Autopulse  Electric  Oil  Pump,  Model  600  ap¬ 
proval  of.  ’ 


u30-31-SA  Fano-Flame  Oil  Burner,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

592-31-SA— Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

597- 31-SA  N.  D.  T.  Single  Stroke  Gongs,  Typse  No.  134 

AS  and  No.  134  DS,  approval  of. 

598- 31-SA  N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046 

1046  A  and  1046  AN,  approval  of. 

9-32-SA— Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

44-32-SA — Vaporoil  Burner,  approval  of. 

49-32-iSA— Carboradiant  Oil  Burner,  Model  VSS  ap¬ 
proval  of.  ’ 

94-32-fSA— Todd  Spiro  Burner  (pump  type),  approval  of. 

125-32-SA- — Beacon  Oil  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,^  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATEH  LIME  IN  CONCRETE. 


l’/2-3  Mix,  t  oounds  of  hydrated  lime  per  bag  of 

nt. 

1-4  Mix.  5  pounds  of  hydrated  lime  per  bag  of 

nt. 

lr/2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
■nt. 

Ir  hand  mixed  concrete,  the  hydrated  lime  and  Port 
'  cement  shall  be  well  mixed  while  dry. 

drated  lime  shall  not  be  used  in  concrete  which  is 
deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920.  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
An'th  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
bv  the  American  Societv  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
7’ven  hpin-  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  April  20,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


DISPOSITION  OF  CASES. 

344  Withdrawn  . . 

Dismissed  . 

Denied . 

213  Granted . 

Granted  on  condition . 

Appliances  approved  . _ . 

38  Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . . . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

109  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

4  Requests  to  amend  granted . 

Requests  to  amend  denied . 

30  Requests  for  modification  granted . 

Requests  for  modification  denied . 

3  Requests  to  rescind  •  granted . 

Requests  to  rescind  denied . 

20  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

2  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

6  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn . 

4  Interpretations  . •  •• . 

Requests  withdrawn  or  dismissed . 


8( 

ij 

5: 

i 

14! 

1! 


9! 

l 

2 


I 

2', 

t! 


Total  .  773 

Disposed  of  .  4^7 

Cases  pending  April  20,  1932 .  276 


Total 


49 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendancy  of  a 
appeal  or  petition  ties  the  hands  of  the  administrative  off: 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitio 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th 
appellant  or  petitioner  to  file  necessary  data,  or  by  an 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a<j 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plar 
and  data  required  by  law  are  supplied,  as  specified  on  th 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Fnclosed  nlease  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  year  to  THE  BUL 
LET1N  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t 

Name . 


M\  Subscription  is  to  begin  with  the  issue  for. . 
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BOARD  OF  STANDARDS  AND  APPEALS 
HENRY  L.  CONNELL 
Temporary  Chairman 

James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

rSJn^f  rie€!i"g^a,S  P,ubliSed  in  this  Bulletin. 

Call  of  Clerks  Calendar,  Tuesdays,  at  2  p  m 

Manhattan."1®5  h'“  ”  Roon'  1013'  ““Wpal  Building, 


ce— Municipal  Building,  Rooms  1001  to  1015. 

PHONE— WORTH  2-0184. 

ce  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

ommunications  should  be  addressed  to  the  chairman  of 
the  board 


CONTENTS 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

. Any  Person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

P^tlSl *7k'S  ™m,dar  insists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter 

anrld  P-'ifPLrty  opportunity  to  file  objections  if  any 

,  9  W>1  i  ^  C  a  e<^L-m  ^00m  1013>  Tuesday,  May  3  1932’ 
definite  d%  ea°h  CaM  is  Set  'or  1,earinS  on  a 

r^Xy’tTS’aP/o.ct?  ■«  - 

Clerrks  CalYndar,  is  not  to  be  confused  with  the 
on  fixed  dlyCsa5CS  '  '  h'™  definit<:1)'  Sel  for  hearine 


I  is  issue  of  the  Bulletin  contains,  in  the  order  given- 
socket. 

-all  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Tinutes  of  Special  Meeting,  April  22,  1932,  2  P.  M 
Tinutes  of  Regular  Meeting,  April  26,  1932,  10  A.  M 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenfy  davs 
from  the  date  of  the  action  of  the  Administrative  Official  Y 

cahon  rXS  nSSd'L  ba' Xt 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  hTs  In 

peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  reauired  i  •  PP  y  tne 


d  mutes  of  Regular  Meeting,  April  26,  1932,  2  P.  M.  dataVrequi'ted'Z^'withta  Vf’hisVsHiV 1' 

•orrection.  dismissed  for  lark  of  nroc«™+:™  ’  y  ’  s  case  may  b* 


■orrection 
approved  Fuel  Oil  Pumps. 

lotice  of  Public  Hearing  0n  Proposed  Rules  Govern¬ 
ing  the  Spraying  of  Paints,  Varnishes,  etc. 

‘PProved  Fireline  Hose  Valves. 

pproved  Fuel  Oil  Burners. 

lotice  of  Public  Hearing  on  Proposed  Amendments 
to  Fuel  Oil  Rules. 

eserve  Calendar. 

rogress  Report.  -  r 


.  *  - - t  w  v 

dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  oeti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 

Ls  or  fi?miStratl-Ve-°ffiClal  (^'ther  suPeri'n  ten  dent  of  budd 
cafe  S  Sd  and  *“  Wi,h  this  b°ard  3  «“■>'- 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified' and 

directions"  Same  '’‘P'!di,ed  by 
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HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  April  27,  1932. 

Cal.  No.  Department.  Premises  Affected. 

226-32-S . F.D . 19-1-202  S.  8th  st.,  Bklyn., 

-  L.  D.  88134 

225-32-SA . F.D . Enterprise  Type  Junior  “W” 

Oil  Burner,  Model  1-2-3, 

-  Appliance 

224-32-BZ . B.B.B _ 54  Eighth  ave.,  Bklyn., 

- —  Applic.  2402-32 

223-32-S . F.D . 130-132  W.  34th  st.,  Man., 

-  L.  D.  91871  &.  L.  D.  91872 

222-32-A . F.D . 130-132  W.  34th  st.,  Man., 

-  F-91873 

221-32-BZ . B.B.B _ 1016-1032  Liberty  ave.,  Bklyn., 

-  N.  B.  3186-32 

220-32-BZ . B.B.Q _ 124-36  to  124-44  Metropolitan 

ave.,  Richmond  Hill,  Q., 

-  N.  B.  704-32 

219-32-A . F.D . 70  Greene  st.,  Man., 

-  F-91732 

218-32-BZ . B.B.M _ 298  Fifth  ave.,  Man., 

-  Alt.  359-32 

217-32-A . F.D . West  side  of  83rd  st.,  540  ft. 

south  of  Central  ave.,  Glen- 

-  dale,  Q.,  F-91891 

216-32-A . F.D . 120-122  Liberty  st.,  Man., 

-  F-92124 

215-32-BZ . B.B.B _ 670-674  Lialsey  st.,  Bklyn., 

-  Applic.  3623-32 

214-32- A . F.D . 43  W.  44th  st.,  Man., 

-  89961-F,  89962-F  &  89963-F 

Restored  to  Calendar. 

334-31-BZ — B.B.Q ....  11-11  to  11-27  44th  dr.,  L.  I.  C.,  Q., 

-  Viol.  47831 

330-31-S . B.B.M... . 509-519  Eighth  ave.,  Man., 

-  Alt.  2344-30 

681-29-S . F.D . 133-157  W.  50th  st.,  Man., 

-  L.  D.  52937 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  3,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

78-32-BZ 

APPLICANT — Edward  P.  Doyle,  for  The  More  Gage  Corp., 
owner. 

PREMISES — 106  West  81st  street,  Manhattan. 

APPLICATION,  under  sections  7b,  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
building  used  for  business  purposes. 


99-32-BZ. 

APPLICANT — Wingate  &  Cullen,  for  Jacob  Morgenth 
Sons,  owner. 

PREMISES — 164-178  Fourth  avenue,  southwest  cornei 
Douglass  street,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  buil< 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of 
existing  garage  for  more  than  five  (5)  m 
vehicles,  an  existing  gasoline  service  station 
an  existing  motor  vehicle  repair  shop. 

113-32-BZ. 

APPLICANT — John  B.  Dondero,  owner. 

PREMISES — 8708-8712  18th  avenue,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  bi 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  garage  for  more  than  five  (5)  m 
vehicles  and,  also,  a  gasoline  service  station. 

119-32-BZ. 

APPLICANT — Irving  L.  Michael,  lessee,  for  Burton 
Michael,  owner. 

PREMISES — 3461  Fort  Hamilton  parkway,  south  side, 
ft.  west  of  Chester  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  ; 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  o 
pancy  of  a  building  to  a  motor  vehicle  repair  s 

139-32-BZ.  , 

APPLICANT — Oftimios  Afiesh,  for  Syrian  Holy  Orthc 
Greek  Catholic  Mission  in  North  America, 
owner. 

PREMISES — 349-351  State  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  gasoline  service  station. 


MAY  3,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  st 
ards  and  appeals  of  a  public  hearing  under  the  provis 
of  the  building  zone  resolution,  Tuesday  morning,  Ma 
1932,  at  to  o’clock,  in  Room  1013,  Municipal  Building 
the  following  matters : 

cal.  no.  77-32-BZ — Application,  February  15,  1932,  u, 
section  21  of  the  building  zone  re: 
tion,  of  Frederick  J.  Flynn,  applican 
behalf  of  Joseph  Lagana  and 
Lagana,  owners,  to  permit  in  a  bus: 
district  the  erection  and  maintenam 
a  gasoline  service  station;  preri 
northeast  corner  of  Nassau  boule 
and  Utopia  parkway,  Borough 
Queens. 

cal.  no.  41-29-BZ — Application,  January  18,  1929;  grs 
on  condition  May  28,  1929 ;  reop 
April  15,  1932,  to  permit  the  modific; 
of  the  resolution,  under  section  21  o 
building  zone  resolution,  of  Sa 
Rosenblum,  applicant,  substituted 
Samuel  Hellinger,  on  behalf  of 
Tevelovitz,  owner,  to  permit  in  a 
ness  district  the  change  of  occup 
from  an  iron  works  and  repair 
(which  was  granted  by  the  board 
an  iron  works  and  dairy  storage  and 


CALENDAR 


tributing  station;  premises  423-427 
Snediker  avenue,  Brooklyn. 

AL.  NO.  34-32-BZ— Application,  January  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rutherford  S.  Moorhead,  appli¬ 
cant,  on  behalf  of  Wesley  A.  Roche, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  4901-4917 
Kings  highway,  Brooklyn. 

al.  no.  108-32-BZ — Application,  March  2,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Metbyrne  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2950-2958 
Webster  avenue  and  401-411  Bedford 
Park  boulevard,  The  Bronx. 

\l.  no.  116-32-BZ — Application,  March  4,  1932,  under  sec¬ 
tions  6a,  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  Ojay  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  126-150  Kings  high¬ 
way,  southwest  corner  of  West  13th 
street,  Brooklyn. 

al.  no.  121-32-BZ— Application.  March  8,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Rama  &  Proskauer,  applicants,  on 
behalf  of  Dorothy  Sanders,  owner,  to 
permit  in  a  business  district  the  erection 
and  _  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
33rd  avenue  and  190th  street,  Bayside, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MAY  3,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

13-32- A — 458  Rodney  street,  Brooklyn. 

11- 32- A — 1302-1328  Broadway,  Manhattan. 

31-32- A — 2689-2693  Third  avenue  and  315-323  East  143rd 
street,  The  Bronx. 

38-32-A— North  side  of  Queens  boulevard,  70  ft.  east 
of  51st  street,  Sunnyside,  Borough  of 
Queens. 

12- 32- A — 4-10  West  31st  street,  Manhattan. 

Petitions  for  Variations. 

17-32- S — 95  Fifth  avenue,  Manhattan. 

S9-32-S — 32-34  East  57th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

97- 32- S A  -S.  T.  Johnson  Co.,  Type  30- A,  Rotary  Fuel 

Oil  Burner,  approval  of. 

98- 32-SA— S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner,  approval  of. 


MAY  6,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 


aids  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  May  6, 
1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  42-32-BZ — Application,  January  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Samuel  L.  Schwartz,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  2263-2273  Lin¬ 
den  boulevard,  northwest  corner  of  Elton 
street,  Brooklyn. 

CAL.  NO.  599-31-BZ — Application,  December  16,  1931,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick,  ap¬ 
plicant,  on  behalf  of  Ideal  Cleaners  & 
Dyers,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  an  existing 
dyeing  establishment;  premises  237-239 
Nostrand  avenue,  east  side,  25  ft.  north 
of  Kosciusko  street,  Brooklyn. 

CAL.  NO.  58-32-BZ — Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Fred  W.  Plate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five-  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises 
5701-5711  20th  avenue,  southeast  corner 
of  57th  street,  Brooklyn. 

cal.  no.  67-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Mary  Skodnick,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
southeast  corner  of  Focli  boulevard  and 
219th  street,  St.  Albans,  Borough  of 
Queens. 

cal.  no.  249-29-L5Z — Application,  April  12,  1929;  withdrawn 
October  8,  1929;  reopened  and  restored 
to  Calendar  February  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants, 
substituted  for  MoCooey  &  Conroy,  on 
behalf  of  Franksonia  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  2228-2234 
Gerritsen  avenue,  southwest  corner  of 
Avenue  U  (Old),  Brooklyn. 

CAL.  no.  364-31-BZ— Application,  July  21,  1931;  denied  No¬ 
vember  10,  1931 ;  reopened  under  new 
facts  March  8,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  James 
Carter,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  139- 
15  South  Conduit  boulevard  (Sunrise 
highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  Rosedale, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 
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CALENDAR 


MAY  6,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

353-30-SR — Proposed  Paint,  Varnish  and  Lacquer  Spraying 
Rules. 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  10,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

607-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Ben  S. 
Michaelson,  owner. 

PREMISES — Northeast  corner  of  239th  street  and  Rocky 
Hill  road,  Bellerose,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

395-31-BZ. 

APPLICANT— Janies  A.  Delehanty,  for  Dubon  Realty 
Corp.,  owner. 

PREMISES— 226-18  Merrick  road,  Laurelton,  Borough  of 
Queens. 

APPLICATION,  under  sections  7b,  7c,  7g  and  21  of  the 
building  zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop 
and  garage  for  more  than  five  (5)  motor  vehicles. 

103-32-BZ. 

APPLICANT — Groh,  MdCourt  &  Tripp,  for  Otto  Schmidt, 
owner. 

PREMISES— Northwest  corner  of  36th  avenue  and  33rd 
street,  Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

128-32-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

PREMISES— 664-690  Coney  Island  avenue,  southwest  cor¬ 
ner  of  Avenue  C,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No.  1162-17-BZ) 
to  permit  the  inclusion  of  a  gasoline  service  station. 

140-32-BZ. 

APPLICANT— ‘Charles  J.  Sturla,  owner. 

PREMISES— (Southeast  corner  of  Lawrence  street  and 
North  Hempstead  turnpike,  Flushing,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  maim 
tenance  of  a  gasoline  service  station. 

71-27-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  substituted  for  James 
E.  Connaughton,  for  Richard  and  William  O  Toole, 
owners. 

PREMISES— North  side  of  Little  Neck  road,  352.46  ft. 

east  of  West  End  drive,  Little  Neck,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  business  use  and  also  “E”  area  district 
the  maintenance  of  a  gasoline  service  station  which 
is  located  within  the  ten  (10)  foot  setback  required 
by  the  building  zone  resolution  (reopened  for  a 
modification  of  the  original  resolution  March  4, 
1932). 


MAY  10,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IlS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  10, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  101-32-BZ — Application,  February  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  S.  Clark,  applicant,  on 
behalf  of  Thema  Rosen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  garages  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  west 
side  of  Bailey  avenue,  182  ft.  south  of 
West  230th  street,  The  Bronx. 

cal.  no.  112-32-BZ — Application,  March  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution' 
of  Philip  J.  Sinnott,  applicant,  foi 
iSancer  Realty  Corp.,  owner,  to  permi' 
in  a  residence  district  the  change  o 
occupancy  of  part  of  the  first  story  of  ar 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop;  premises  2540  Belmont  ave 
nue,  east  side,  135  ft.  8  in.  north  o 
Fordham  road,  The  Bronx. 

cal.  no.  118-32-BZ — Application,  March  7,  1932,  under  sec 
tion  21  of  the  building  zone  resolution 
of  George  Frey,  applicant,  on  behalf  o 
Bessie  Rubin,  owner,  to  permit  in  ; 
business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station 
premises  southwest  corner  of  29th  ave 
nue  and  154th  street,  Bayside,  Borougl 
of  Queens. 

cal.  no.  122-32-BZ — Application,  March  9,  1932,  under  sec 
tion  21  of  the  building  zone  resolution 
of  Samuel  J.  Kessler,  applicant,  on  be 
half  of  William  Peat,  owner,  to  permi 
in  a  residence  district  the  erection  am 
maintenance  of  a  garage  for  more  thai 
five  (5)  motor  vehicles;  premises  416 
426  West  204th  street,  Manhattan. 

cal.  no.  330-29-BZ — Application,  May  15,  1929 ;  withdraw! 

January  7,  1930 ;  reopened  and  restore* 
to  Calendar  December  18,  1931,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  Alfred  A.  Lama  and  Jame 
Kearney,  applicants,  substituted  fo 
Hugo  E.  Magnuson,  on  behalf  of  Fred 
erick  Prisco,  owner,  to  permit,  parti; 
in  a  business  district  and  partly  in  ; 
residence  district,  the  erection  and  main 
tenance  of  a  gasoline  service  station 
premises  southwest  corner  of  Kissen. 
road  and  Vleigh  road,  Flushing,  Bor 
ough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 
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CALENDAR 


MAY  10,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

001-31-A — 151  East  128th  street,  Manhattan. 

80-32- A — 27-03  Newtown  avenue  and  1-3  North  Henry 
street,  northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

98-32-A  145-147  Front  street  and  154-158  Maiden  lane, 

Manhattan. 

148-32- A — 840  Broadway,  Manhattan. 


MAY  13,  1932,  2  P.  M. 

SPECIAL  MEETING. 


Appeals  from 
-Pier  No.  22, 
-Pier  No.  34, 
-Pier  No.  29, 
-Pier  No.  37, 
-Pier  No.  27, 
-Pier  No.  24, 
No.  35, 


MAY  10,  1932,  4  P.  M. 

SPECIAL  MEETING. 
Rides. 

J17-21-SR — Fuel  Oil  Rules,  Amendment  to. 


157-32-A 
159-32-A 

165- 32-A 

166- 32-A 
170-32- A- 

173- 32-A 

174- 32- A- 

1 7^-39- A 

187-32- A— Pier  No.  32, 


-Pier 
-Pier  No. 


Administrative  Orders. 
foot  of  Pacific  street,  Brooklyn, 
foot  of  Hamilton  avenue,  Brooklyn, 
foot  of  Irving  street,  Brooklyn, 
foot  of  Ferris  street,  Brooklyn, 
foot  of  Baltic  street,  Brooklyn, 
foot  of  Amity  street,  Brooklyn. 
Atlantic  Basin,  Brooklyn, 
foot  of  Van  Brunt  street,  Brooklyn, 
foot  of  Degraw  street,  Brooklyn. 


MAY  13,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ds  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Friday  morning,  May  13, 
32,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
e  following  matters : 


L.  NO. 


IX.  NO. 


545-31-BZ— Application,  November  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street), 
Long  Island  City,  Borough  of  Queens. 

52-32-BZ — Application,  February  4,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  C.  Brucker,  applicant,  on 
behalf  of  Long  Island  Railroad  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Woodside  avenue  and  Rowam 
avenue  (65th  street),  Woodside,  Bor¬ 
ough  of  Queens. 


no.  64-32-BZ— Application,  February  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Anna  Weiss,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  3917-3921  White  Plains 
road,  The  Bronx. 


no.  69-32-BZ- 


-Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Meyer  Kraushaar,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  northeast  corner 
of  Cross  Island  boulevard  and  Murdock 
avenue,  Hollis,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  17,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

180-32-BZ. 

APPLICANT— Emil  Guterman,  for  Benjamin  Albert  and 
^  ^  Abraham  Gerber,  owners. 

PREMISES— Southwest  corner  of  Gun  Hill  road  and  Paul¬ 
ding  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

182-32-BZ. 

APPLICANT  Lama  &  Proskauer,  for  Henfred  Realty  Co., 
Inc.,  owner. 

PREMISES — 4117-4119  New  Utrecht  avenue,  northeast  cor¬ 
ner  of  42nd  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

10  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

199-32-BZ. 

APPLICANT  Conroy  &  Hardy,  for  Rudies  Garage,  Inc 
owner. 

PREMISES  1223-1247  Coney  Island  avenue,  east  side,  20 
ft.  north  of  Avenue  I,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor  vehicles  so  as 
to  permit  the  inclusion  of  a  gasoline  service  station 
(the  garage  having  been  previously  granted  by  the 
board). 

205-32-BZ. 

APPLICANT — Brooklyn  &  Queens  Transit  Corp.,  owner, 
and  Brooklyn  Bus  Corp.,  lessee. 

PREMISES  2270-2342  Utica  avenue,  west  side,  south  of 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  maintenance  of  an  open  air 
parking  space  for  more  than  five  (5)  motor  vehicles 
(motor  omnibuses). 

1149-24-BZ. 

APPLICANT— Croker  Fire  Prevention  Corp.  (formerly 
known  as  the  Croker  National  Fire  Prevention 
Engineering  Co.),  for  Herman  W.  J.  Bruning, 
owner. 

PREMISES — 63-63J/2  Schaeffer  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  residence  district  the  maintenance  of  an 
existing  garage  for  the  storage  of  six  (6)  motor 
vehicles  (garage  previously  granted  by  board;  re¬ 
opened  April  5,  1932). 

334-31-BZ.  _  ,  Tr  _ 

APPLICANT— Shirley  Kahn,  for  American  Seal  kap  Corp., 

owner. 

PREMISES— 11-H  to  11-27  44th  drive  (Nott  avenue), 
Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  the 
occupancy  of  a  portion  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied;  reopened  under  new  facts  April 
26,  1932). 


MAY  17,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 
120-32-A — 554  Broome  street,  Manhattan. 


137-32- A — 1521  Third  avenue,  Manhattan. 

136-32- A — 1282-1300  Broadway,  53-63  West  33rd  street 
and  46-62  West  34th  street,  Manhattan. 

149-32- A — 155  Sixth  avenue,  Manhattan. 

201-32- A — 469  West  140th  street,  Manhattan. 

Petitions  for  Variations. 

681-29-S — 133-157  West  50th  street  and  132-148  West  51st 
street,  Manhattan. 

95-32-S — 1543  Inwood  avenue,  The  Bronx.  j 

109-32-S — 436-446  East  10th  street.  Manhattan. 

162-32-S — 910  31st  street  (Second  avenue),  northeast  cor¬ 
ner  of  23rd  avenue  (Potter  avenue),  Lon» 
Island  City,  Borough  of  Queens. 


MAY  20,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

32-32- A — 32nd  to  50th  streets,  from  Third  avenue  to  the 
Bay,  Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  APRIL  33,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

163-32-A.  „  .  ,  T 

APPELLANT — E.  E.  Driver,  chief  engineer,  for  New 

York  Dock  Co.,  owner.  .  . 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  No.  4,  East  River,  between 
Fulton  and  Montague  streets,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  „  - 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 

(163-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  filed,  March  30,  1932,  an  appeal  from  orders 
of  the  fire  commissioner,  affecting  premises  Pier  No.  4, 

East  River,  between  Fulton  and  Montague  streets,  Borough 

of  Brooklyn;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
23,  1932  (Order  No.  93655-F),  reads: 

“Provide  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  pier  having  at  least  one 
source  of  water  supply,  or  other  approved  fire  extinguish¬ 
ing  system  arranged  and  equipped  as  provided  in  rules 
for  fire  extinguishing  appliances  adopted  by  the  Board 
of  Standards  and  Appeals  Nov.  9,  1927.”; 

^Whereas,  the  order  of  the  fire  commissioner,  dated  March 
10,  1932  (Order  No.  93189-LF),  reads: 


“1.  Provide  designating  signs  suspended  from  roo 
trusses  showing  location  of  fire  appliances  and  alarn 
boxes.  Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Marcl 
10,  1932  (Order  No.  93190-F),  reads:  S’  , 

“1.  Provide  an  approved  standpipe  system  as  pe 
rules  of  the  Board  of  Standards  and  Appeals.  Sec.  580 
1,  Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  4,  of  frartr 
construction,  one  story  in  height,  124  ft.  5  in.  by  414  ft.  ii 
area;  OCCUPIED  for  the  temporary  storage  of  genera 
merchandise  in  transit,  seventy-five  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  coni 
struction,  erected  about  1880 ;  equipped  with  a  2 ^4 -inch  shi 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier 
fire  alarm  boxes  connected  with  headquarters ;  provided  wit  . 
watchmen’s  service  day  and  night ;  two  forty-gallon  chemica, 
extinguishers  and  water  tanks  distributed  throughout;  ther 
are  thirteen  city  hydrants  within  500  ft.  of  the  pier;  t 
comply  with  the  orders  would  cause  a  heavy  expense  and  i 
effect  be  confiscatory;  while  the  jurisdiction  of  the  fire  com; 
missioner  is  questionable,  the  appellant,  however,  propose, 
to  extend  the  existing  ship-water  supply  lines  with  100  f 
of  hose  and  rack  at  each  outlet,  the  entire  line  to  be  prc 
tected  against  freezing  and  arranged  as  shown  on  plan! 
filed  in  Cal.  No.  416-30-A.  ; 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  i 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  grantee 
as  to  Order  No.  93655,  which  order  requires  a  sprinkle 
system,  on  condition  that  the  pier  shall  not  be  increased  i 
area  nor  shall  the  one-story  building  erected  thereon  fc 
increased  in  height,  or  area ;  that  the  building  and  pie 
shall  be  used  for  the  storage  or  transfer  of  products  an 
merchandise  in  transit,  expressly  prohibiting  inflammablj 
explosive  or  highly  combustible  material ;  that  any  addition: 
fire-fighting  appliances  as  shall  be  directed  by  the  fire  coir 
missioner  shall  be  installed ;  that  a  supervisory  twenty-foui 
hour-a-day  watchman  service  shall  be  maintained  with  dire< 
central  office  fire  alarm  connection ;  granted,  further,  on  cor 
dition  that  access  to  the  piers  and  the  general  layout  of  th 
piers  and  warehouses  as  shown  on  the  plans  submitted  wit 
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I  appeal  be  maintained  and,  also,  the  source  of  water 
t ply  for  standpipe  system  shall  be  maintained;  that  the 
ttidpipe  system  required  to  be  installed  shall  be  a  wet 
yem,  covered  to  protect  the  entire  system  from  the  frost, 
i  shall  be  acceptable  to  the  fire  department;  withdrawn 
e.o  Order  No.  93189-LF,  as  to  providing  signs,  and  the 
r;r  of  the  fire  commissioner  affirmed  and  the  appeal  denied 
so  Order  No.  93190-F,  as  to  providing  an  approved  stand- 
i  svstem. 


J  32-A. 

.  PELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

HJECT — Appeal  from  orders  of  the  fire  commissioner. 
EMISES  AFFECTED — Pier  No.  5,  East  River,  between 
Fulton  and  Montague  streets  (3rd  street),  Brook¬ 
lyn. 

"’EARANCES — 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CION  OF  BOARD — Appeal  granted  on  condition. 

E  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 


RESOLUTION- 


(145-32-A) 


'  hereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
qc  Co.,  owner,  filed,  March  26,  1932,  an  appeal  from 
ers  of  the  fire  commissioner,  affecting  premises  Pier  No. 
ast  River,  between  Fulton  and  Montague  streets  (3rd 
*t),  Borough  of  Brooklyn;  and 

Pereas,  the  orders  of  the  fire  commissioner,  dated 
;:h  7,  1932,  read: 

Drder  No.  93116-F: 

“1.  Provide  an  approved  standpipe  system  in  accord- 
mce  with  the  Rules  of  the  Board  of  Standards  and 

\ppeals.” ; 

,3rder  No.  93117-F: 

“1.  Provide  designating  signs  suspended  from  roof 
russes  showing  location  of  fire  appliances  and  alarm 
)oxes.  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 
c 

Vhereas,  the  order  of  the  fire  commissioner,  dated  April 
1)2^ (Order  No.  93985-F),  reads: 

Provide  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  pier  having  at  least  one 
ource  of  water  supply,  or  other  approved  fire  extinguish- 
ng  system  arranged  and  equipped  as  provided  in  rules 
or  fire  extinguishing  appliances,  adopted  by  the  Board 
j’f  Standards  and  Appeals  November  9th,  1927.  Section 
0,  Chapter  12,  Code  of  Ordinances.”; 

1,1  r  ere  as,  the  premises  consist  of  Pier  No.  5,  of  frame 
Auction,  one  story  in  height,  70  ft.  1  in.  by  446  ft.  in 

OCCUPIED  for  the  temporary  storage  of  general 
laandise  in  transit,  150  persons ;  and 
'  [  ere  a  s ,  the  appellant  claims  the  pier  is  of  mill  con- 
non,  erected  in  1903;  equipped  with  a  2^-inch  ship 
» v  line  with  cross  branches  and  outlets  at  sides  of  pier ; 

‘  larir^  boxes  connected  with  headquarters  ;  provided  with 
timen’s  service  day  and  night;  water  tanks  are  dis- 
>ed  throughout ;  there  are  eight  city  hydrants  within  500 

the  pier;  to  comply  with  the  orders  would  cause  a 
1  expense  and  in  effect  be  confiscatory;  while  the  juris- 
tn  of  the  fire  commissioner  is  questionable,  the  appel- 
t  however,  proposes  to  extend  the  existing  ship-water 
1 Y  lines  with  100  ft.  of  hose  and  rack  at  each  outlet, 
hire  line  to  be  protected  against  freezing  and  arranged 
;own  on  plans  filed  in  Cal.  No.  417-30-A. 


1  Reusolved’  the  order  of  the  fire  commissioner  be  and  it 
lereby  is  modified,  and  the  appeal  be  and  it  hereby  is  granted, 
as  to  Order  No.  93985-F,  Item  1,  to  provide  a  sprinkler 
ystem,  on  condition  that  the  pier  shall  not  be  increased  in 
area,  nor  shall  the  one-story  building  erected  thereon  be  in¬ 
creased  in  height  or  area;  that  the  building  and  pier  shall 
be  used  for  the  storage  or  transfer  of  products  and  mer¬ 
chandise  m  transit,  expressly  prohibiting  inflammable,  ex¬ 
plosive  or  highly  combustible  material ;  that  any  additional 
re-fightmg  appliances  as  shall  be  directed  by  the  fire  com¬ 
missioner  shall  be  installed;  that  a  supervisory  twenty-four- 
lour-a-day  watchman  service  shall  be  maintained  with  direct 
central  office  fire  alarm  connection ;  granted,  further,  on  con¬ 
dition  that  access  to  the  piers  and  the  general  layout  of  the 
piers  and  warehouses  as  shown  on  the  plans  submitted  with 
1 11s  appeal  be  maintained  and,  also,  the  source  of  water 
supply  for  standpipe  system  shall  be  maintained ;  that  the 
standpipe  system  required  to  be  installed  shall  be  a  wet 
system,  covered  to  protect  the  entire  system  from  the  frost, 
and  shall  be  acceptable  to  the  fire  department;  withdrawn 
as  to  Order  No  93117-F,  as  to  providing  signs,  and  that 
tlie  order  of  the  fire  commissioner,  No.  93116-F,  be  affirmed 
and  the  appeal  as  to  this  order,  as  to  providing  an  approved 
standpipe  system,  be  denied. 

152-32- A. 

APPELLANT— L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

PRFMdST^^rm^  °r^rS  the  fire  commissioner. 
DEMISES  AFFECTED — I  ier  No.  7,  East  River,  between 

.  r  ulton  and  Montague  streets,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOTe'  B0ARD~AppeaI  g'ranted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ’ .  0 

Absent  .  .  () 

THE  RESOLUTION— 

(152-32- A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co  owner,  filed,  March  29,  1932,  an  appeal  from 
orders  of  the  fire  commissioner,  affecting  premises  Pier  No 
7,  Last  River  between  Fulton  and  Montague  streets,  Bor¬ 
ough  of  Brooklyn;  and 

Tvr^IrIKREAS’  Bie  orcRrs  the  fire  commissioner,  dated 
March  9,  1932,  read: 

“Order  No.  93163-F: 

1..  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  ;  F 

and 

“Order  No.  93164-LF: 

“1.  Provide  designating  signs  suspended  from  roof 
trusses  showing  location  of  fire  appliances  and  alarm 
boxes.  Sec.  20,  Ch.  12,  Code  of  Ordinances  ”  ■ 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
26,  1932  (Order  No.  93703-F),  reads: 

“Install  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  pier  having  at  least  one 
source,  of  water  supply  arranged  and  equipped  as  pro¬ 
vided  m  rules  for  fire  extinguishing  appliances  adopted 
by  the  Board  of  Standards  and  Appeals  November  9th 
1927.”  ; 
and 

Whereas,  the  premises  consist  of  Pier  No.  7,  of  frame 
construction,  one  story  in  height,  70  ft.  by  540  ft  in  area  • 
OCCUPIED  for  the  temporary  storage  of  general  'mer¬ 
chandise  in  transit,  seventy-five  persons;  and 
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Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1903 ;  provided  with  fire  alarm  boxes 
connected  with  headquarters ;  with  watchmen  s  service  day 
and  night;  one  forty-gallon  chemical  extinguisher  and  water 
tanks  are  distributed  throughout ;  there  are  seven  city 
hydrants  within  500  ft.  of  the  pier;  to  comply  with  the 
orders  would  cause  a  heavy  expense  and  in  effect  be  con¬ 
fiscatory;  while  the  jurisdiction  of  the  fire  commissioner  is 
questionable,  the  appellant,  however,  proposes  to  install  a 
2j4-inch  standpipe  line  with  outlets  at  sides  of  pier,  two 
valves  at  each  outlet,  one  for  water  supply,  the  other  for 
standpipe  purposes,  with  100  ft.  of  hose;  the  entire  line 
to  be  protected  against  freezing  and  arranged  as  shown  on 
plans  accompanying  this  appeal.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is  granted, 
as  to  Order  No.  93703-F,  on  condition  that  the  pier  shall  not 
be  increased  in  area,  nor  shall  the  one-story  building  erected 
thereon  be  increased  in  height  or  area ;  that  the  building  and 
pier  shall  be  used  for  the  storage  or  transfer  of  products 
and  merchandise  in  transit,  expressly  prohibiting  inflam¬ 
mable,  explosive  or  highly  combustible  material;  that  any 
additional  ifire-fighting  appliances  as  shall  be  directed  by  the 
fire  commissioner  shall  be  installed ;  that  a  supervisory 
twenty-four-hour-a-day  watchman  service  shall  be  main¬ 
tained  with  direct  central  office  fire  alarm  connection; 
granted ,  further,  on  condition  that  access  to  the  piers  and 
the  general  layout  of  the  piers  and  warehouses  as  shown 
on  the  plans  submitted  with  this  appeal  be  maintained 
also,  the  source  of  water  supply  for  standpipe  system  shall 
be  maintained;  that  the  standpipe  system  required  to  be  in¬ 
stalled  shall  be  a  wet  system,  covered  to  protect  the  entire 
system  from  the  frost,  and  shall  be  acceptable  to  the  fire 
department;  withdrawn  as  to  Order  No.  93164-LF,  providing 
of  signs,  and  that  the  order  of  the  fire  commissioner,  No. 
93163-F,'  as  to  providing  an  approved  standpipe,  be  affirmed 
and  the  appeal  as  to  this  order  be  denied. 


APPELLANT-M,.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner.  .  . 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  No.  8,  East  River,  between 
Fulton  and  Montague  streets  (3rd  street),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  ^ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(153-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  filed,  March  29,  1932,  an  appeal  from 
orders  of  the  fire  commissioner,  affecting  premises  Pier  No. 
8,  East  River,  between  Fulton  and  Montague  streets  (3rd 

street),  Borough  of  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 

March  9,  1932,  read: 

“Order  No.  93169-F: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

“Order  No.  93170-F: 

“1.  Provide  designating  signs  suspended  from  roof 
trusses  showing  location  of  fire  appliances  and  alarm 
boxes.  Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 

and 


Whereas,  the  order  of  the  fire  commissioner,  dated  Ap 
6,  1932  (Order  No.  93986-F),  reads: 

“1.  Install  a  separate  and  distinct  dry  system  of  au 
matic  sprinklers  throughout  the  pier  having  at  least  c 
source  of  water  supply  arranged  and  equipped  as  pi 
vided  in  rules  for  fire  extinguishing  appliances  adopt, 
by  the  Board  of  Standards  and  Appeals  November  !», 
1927.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  8,  of  fra' 
construction,  one  story  in  height,  99  ft.  7  in.  by  600  ft.  n 
area;  OCCUPIED  for  the  temporary  storage  of  gene  I 
merchandise  in  transit,  160  persons ;  and 

Whereas,  the  appellant  claims  that  the  pier  is  of  n| 
construction,  erected  prior  to  1880;  equipped  with  a  2^-in 
ship  supply  line  with  cross  branches  and  outlets  at  sides  F 
pier ;  fire  alarm  boxes  connected  with  headquarters ;  p  • 
vided  with  watchmen’s  service  day  and  night;  two  for- 
gallon  chemical  extinguishers  and  water  tanks  distribu  1 
throughout;  there  are  seven  (7)  city  hydrants  within  !) 
ft.  of  the  pier ;  to  comply  with  the  orders  would  causa 
heavy  expense  and  in  effect  be  confiscatory;  while  ■ 
jurisdiction  of  the  fire  commissioner  is  questionable,  the 
pellant,  however,  proposes  to  extend  the  existing  ship-wa- 
supply  lines,  with  100  ft.  of  hose  and  rack  at  each  out , 
the  entire  line  to  be  protected  against  freezing  and  - 
ranged  as  shown  on  plans  filed  in  Cal.  No.  419-30-A. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ana 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  grant, 
as  to  Order  No.  93986-F,  on  condition  that  the  pier  shall  t 
be  increased  in  area,  nor  shall  the  one-story  building  erecd 
thereon  be  increased  in  height  or  area;  that  the  building  ;:1 
pier  shall  be  used  for  the  storage  or  transfer  of  produs 
and  merchandise  in  transit,  expressly  prohibiting  infls- 
rnable,  explosive  or  highly  combustible  material ;  that  ;v 
additional  fire-fighting  appliances  as  shall  be  directed  by  £ 
fire  commissioner  shall  be  installed ;  that  a  supervis^ 
twenty-four-hour-a-day  watchman  service  shall  be  maintaid 
with  direct  central  office  fire  alarm  connection ;  granted, 
ther,  on  condition  that  access  to  the  piers  and  the  genel 
layout  of  the  piers  and  warehouses  as  shown  on  the  pi ; 
submitted  with  this  appeal  be  maintained  and,  also,  ( 
source  of  water  supply  for  a  standpipe  system  shall  be  m:- 
tained;  that  the  standpipe  system  required  to  be  instal: 
shall  be  a  wet  system,  covered  to  protect  the  entire  systr 
from  the  frost,  and  shall  be  acceptable  to  the  fire  departme, 
withdrazvn  as  to  Order  No.  93170-F,  as  to  providing  sig; 
and  that  the  order  of  the  fire  commissioner,  No.  93169' 
as  to  providing  a  standpipe  system,  be  affirmed  and  the  api- 
as  to  this  order  be  denied. 


154-32-A.  1 

APPELLANT — <L.  E.  Driver,  chief  engineer,  for  New  Y1 
Dock  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissiof 
PREMISES  AFFECTED— 'Pier  No.  9,  East  River,  fool) 
Clark  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . . 

Negative  . j 

THE  RESOLUTION— 

(154-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  ^  ^ 
Dock  Co.,  owner,  filed,  March  29,  1932,  an  appeal  ft) 
orders  of  the  fire  commissioner,  affecting  premises  Pier  1 
9,  East  River,  foot  of  Clark  street,  Borough  of  Brookl 
and 
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Whereas,  the  orders  of  the  fire  commissioner,  dated 
\farch  9,  1932,  read: 

“Order  No.  93169-F: 

1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Bd.  of  Standards  and  Ap¬ 
peals.  ; 
nd 

“Order  No.  93170-F: 

“1.  Provide  designating  signs  suspended  from  roof 
trusses  showing  location  of  fire  appliances  and  alarm 
boxes.  Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 

nd 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
9,  1932  (Order  No.  93714-F),  reads: 

1.  Install  an  approved  sprinkler  system  in  accord¬ 
ance  with  the  rules  of  the  Bd.  of  Standards  and  Ap¬ 
peals.  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 
fnd 

Whereas,  the  premises  consist  of  Pier  No.  9,  of  frame 
instruction,  one  story  in  height,  81  ft.  6  in.  by  604  ft.  in 
rea;  OCCUPIED  for  the  temporary  storage  of  general 
lerchandise  in  transit,  100  persons ;  and 
!  Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
duction,  erected  prior  to  1880;  equipped  with  a  214-inch 
lip  supply  line  with  cross  branches  and  outlets  at  sides  of 
er ,  fire  alarm  boxes  connected  with  headquarters ;  pro- 
ded  with  watchmen’s  service  day  and  night ;  three  forty- 
dlon  chemical  extinguishers  and  water  tanks  distributed 
roughout ;  there  are  nine  city  hydrants  within  500  ft.  of 
je  pier ,  to  comply  with  the  orders  would  cause  a  heavy 
pense_  and  in  effect  be  confiscatory;  while  the  jurisdiction 
the  fire  commissioner  is  questionable,  the  appellant,  how- 
er,  proposes  to  extend  the  existing  ship-water  supply  lines, 
ith  100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line 
be  protected  against  freezing,  and  arranged  as  shown  on 
ians  filed  in  Cal.  No.  420-30-A. 

^ Resolved ,  that  the  order  of  the  fire  commissioner  be  and  it 
reby  is  modified,  and  the  appeal  be  and  it  hereby  is  granted, 
to  Order  Ko.  93il4-F,  on  condition  that  the  pier  shall  not 
increased  in  area,  nor  shall  the  one-story  building  erected 
ereon  be  increased  in  height  or  area;  that  the  building  and 
er  shall  be  used  for  the  storage  or  transfer  of  products  and 
erchandise  in  transit,  expressly  prohibiting  inflammable, 

•  plosive  or  highly  combustible  material ;  that  any  additional 
■e-tighting  appliances  as  shall  be  directed  by  the  fire  com- 
jssioner  shall  be  installed;  that  a  supervisory  twenty-four- 
Itir-a-day  watchman  service  shall  be  maintained  with  direct 
ntral  office  fire  alarm  connection;  granted,  further,  on  con- 
1  lon  that  access  to  the  piers  and  the  general  layout  of  the 
prs  and  warehouses  as  shown  on  the  plans  submitted  with 
ts  appeal  be  maintained  and,  also,  the  source  of  water 
'  ■’Pjy.  for  standpipe  system  shall  be  maintained ;  that  the 
sndpipe  system  required  to  be  installed  shall  be  a  wet 
'ie  u’  ^°^ered  t0  Protect  the  entire  system  from  the  frost, 
nShT  accePtab,e  t0  the  fire  department  withdrawn  as 
,  rf  efr  No.  93170-F,  as  to  providing  signs,  and  that  the 
.  ot  the  fire  commissioner,  Order  No.  93169-F  as  to 
!  ividing  an  approved  standpipe  system,  be  affirmed  and  the 
r>eal  as  to  this  order  be  denied. 


-32-A. 

PELL  A  NT— -L.  E.  Driver,  chief  engineer,  for  New  Yor 

Uock  Co.,  owmer. 

orders  of  the  fire  commissione 

EMISES  AFFECTED — Pier  No.  10,  East  River,  foe 
i  Clark  street,  Brooklyn. 

'  PEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  dc 
partment. 

j^yN^OF  BOARD— Appeal  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 
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Negative  . 

Absent  . 

THE  resolution— 


(164-32-A) 


iiereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.  owner,  filed,  March  30,  1932,  an  appeal  from 
orders  of  the  fire  commissioner,  affecting  premises  Pier  No. 

10,  East  River,  foot  of  Clark  street,  Borough  of  Brook¬ 
lyn;  and 


M  hereas,  the  order  of  the  fire  commissioner 
30,  1932  (Order  No.  93829-F),  reads: 


dated  March 


Install .  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  pier,  having  at  least  one 
source,  of  water  supply  arranged  and  equipped  as  pro- 
vided  in  rules  for  fire  extinguishing  appliances  adopted 
by  the  Board  of  Standards  and  Appeals  November  9 
1927.  Section  20,  Chapter  12,  Code  of  Ordinances  ”  •  ’ 


Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  10,  1932,  read: 

“Order  No.  93185-LF: 

“1.  Provide  designating  signs  suspended  from  roof 
trusses  showing  location  of  fire  appliances  and  alarm 
boxes.  ; 

and 


“Order  No.  93186-F: 

1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 

Appeals.  Secs.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  premises .  consist  of  Pier  No.  10,  of  frame 
construction,  one^  story  in  height,  80  ft.  1  in.  by  600  ft.  in 
area ,  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  100  persons;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1905;  equipped  with  a  2^ -inch  ship 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier; 
fire  alarm^  boxes  connected  with  headquarters;  provided  with 
watchmen  s  service  day  and  night ;  three  forty-gallon  chem¬ 
ical  extinguishers  and  water  tanks  distributed  ' throughout ; 
there  are  ten  city  hydrants  within  500  ft.  of  the  pier;  to 
comply  with  the  orders  would  cause  a  heavy  expense  and 
in  effect  be  confiscatory;  while  the  jurisdiction  of  the  fire 
commissioner  is  questionable,  the  appellant,  however,  pro¬ 
poses  to  extend  the  existing  ship-water  supply  lines,’  with 
100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line  to 
be  protected  against  freezing,  and  arranged  as  shown  on 
plans  filed  in  Cal.  No.  421-30-A. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  granted, 
as  to  Order  No.  93829,  on  condition  that  the  pier  shall 
not  be  increased  in  area,  nor  shall  the  one-story  building 
erected  thereon  be  increased  in  height  or  area ;  that  the 
building  and  pier  shall  be  used  for  the  storage  or  transfer 
of  products  and  merchandise  in  transit,  expressly  prohibiting 
inflammable,  explosive  or  highly  combustible  material ;  tha't 
any  additional  fire-fighting  appliances  as  shall  be  directed 
by  the  fire  commissioner  shall  be  installed;  that  a  super¬ 
visory  twenty-four-hour-a-day  watchman  service  shall  be 
maintained  with  direct  central  office  fire  alarm  connection; 
granted,  further,  on  condition  that  access  to  the  piers  and 
the  general  layout  of  the  piers  and  warehouses  as  shown 
on  the  plans  submitted  with  this  appeal  be  maintained  and, 
also,  the  source  of  water  supply  for  standpipe  system  shall 
be  maintained;  that  the  standpipe  system  required  to  be  in¬ 
stalled  shall  be  a  wet  system,  covered  to  protect  the  entire 
system  from  the  frost,  and  shall  be  acceptable  to  the  fire 
department;  withdrawn  as  to  Order  No.  93185-LF,  the  pro¬ 
viding  of  signs,  and  that  the  order  of  the  fire  commissioner, 
Order  No.  93186-F,  to  provide  an  approved  standpipe  sys¬ 
tem,  be  affirmed,  and  the  appeal  as  to  this  order  be  denied. 


MINUTES 


184-32- A. 

APPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  No.  11,  East  River,  be¬ 
tween  Clark  and  Joralemon  streets,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(184-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  Fled,  April  5,  1932,  an  appeal  from  orders 
of  the  fire  commissioner,  affecting  premises  Pier  No.  11, 
East  River,  between  Clark  and  Joralemon  streets,  Borough 
of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  21,  1932,  read: 

“Order  No.  93545-LF ; 

“1.  Provide  designating  signs  suspended  from  roof 
trusses  showing  location  of  fire  appliances  and  alarm 
boxes.  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

“Order  No.  93546-F : 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Secs.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
11,  1932  (Order  No.  94067-F),  reads: 

“1.  Provide  a  separate  and  distinct  dry  system  of 
automatic  sprinklers  throughout  pier  having  at  least 
one  source  of  water  supply,  or  other  approved  fire  ex¬ 
tinguishing  system  arranged  and  equipped  as  provided  in' 
rules  for  fire  extinguishing  appliances  adopted  by  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  11,  of  frame 
construction,  one  story  in  height,  80  ft.  2  in.  by  641  ft.  in 
area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  100  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1906;  equipped  with  a  2j4-inch  ship 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier ; 
provided  with  watchmen’s  service  day  and  night ;  two  forty- 
gallon  chemical  extinguishers  and  water  tanks  distributed 
throughout ;  there  are  eleven  city  hydrants  within  500  ft.  of 
the  pier ;  that  to  comply  with  the  orders  would  cause  a 
heavy  expense  and  in  effect  be  confiscatory;  while  the  juris¬ 
diction  of  the  fire  commissioner  is  questionable,  the  appel¬ 
lant,  however,  proposes  to  extend  the  existing  ship-water 
supply  lines,  with  100  ft.  of  hose  and  rack  at  each  outlet, 
the  entire  line  to  be  protected  against  freezing,  and  arranged 
as  shown  on  plans  filed  in  Cal.  No.  422-30-A. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  granted, 
as  to  Order  No.  94067-F,  to  provide  an  approved  standpipe 
system,  on  condition  that  the  pier  shall  not  be  increased  in 
area,  nor  shall  the  one-story  building  erected  thereon  be  in¬ 
creased  in  height  or  area ;  that  the  building  and  pier  shall 
b»  used  for  tbe  storage  or  transfer  of  products  and  mer- 
rU-ndise  in  transit,  expressly  prohibiting  inflammable,  exnlo- 
‘■’'•p  'tr  highly  combustible  material ;  that  any  additional  fire- 
fi  oh  ting  appliances  as  shall  be  directed  by  the  fire  commis¬ 
sioner  shall  be  installed;  that  a  supervisory  twenty-four- 
hour-a-dav  watchman  service  shall  be  maintained  with  direct 
central  office  fire  alarm  connection ;  granted,  further,  on  con¬ 


dition,  that  access  to  the  piers  and  the  general  layout  of  the 
piers  and  warehouses  as  shown  on  the  plans  submitted  with 
this  appeal  be  maintained  and,  also,  the  source  of  water 
supply  for  standpipe  system  shall  be  maintained ;  that  the 
standpipe  system  required  to  be  installed  shall  be  a  wet 
system,  covered  to  protect  the  entire  system  from  the  frost, 
and  shall  be  acceptable  to  the  fire  department ;  withdrawn 
as  to  Order  No.  93545-LF,  providing  of  signs,  and  that  the 
order  of  the  fire  commissioner,  Order  No.  93546-F,  as  to 
providing  an  approved  standpipe,  be  affirmed  and  the  appeal 
as  to  this  order  be  denied. 


168-32-A. 

APPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York: 
Dock  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  No.  12,  East  River,  be¬ 
tween  Clark  and  Joralemon  streets,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(168-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York' 
Dock  Co.,  owner,  filed,  March  31,  1932,  an  appeal  from 
orders  of  the  fire  commissioner,  affecting  premises  Pier  No. 
12,  East  River,  between  Clark  and  Joralemon  streets,  Bor-' 
ough  of  Brooklyn ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  11,  1932,  read: 

“Order  No.  93287- LF  : 

“Provide  designating  signs  suspended  from  rooij 
trusses  showing  location  of  fire  appliances  and  alarm 
boxes.” ;  ; 

and 

“Order  No.  93288-F : 

“Install  an  approved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals,, 
Secs.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
28,  1932  (Order  No.  93773-F),  reads: 

“Provide  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  pier  having  at  least  oik 
source  of  water  supply  or  other  approved  fire  extinguish¬ 
ing  system  arranged  and  equipped  as  provided  in  rule: 
for  fire  extinguishing  appliances  adopted  by  the  Boarc 
of  Standards  and  Appeals  Nov.  9,  1927.”; 

and 

Whereas,  the  premises  consist  of  Pier  No.  12,  of  frank 
construction,  one  story  in  height,  80  ft.  1  in.  by  667  ft.  ir 
area;  OCCUPIED  for  the  temporary  storage  of  general  mer , 
chandise  in  transit,  125  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1906;  equipped  with  a  2k2-inch  shi{ 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier 
fire  alarm  boxes  connected  with  headquarters ;  providec 
with  watchmen’s  service  day  and  night ;  water  tanks  dis¬ 
tributed  throughout ;  there  are  eleven  city  hydrants  withir 
500  ft.  of  the  pier ;  to  comply  with  the  orders  would  cause  < 
heavy  expense  and  in  effect  be  confiscatory ;  while  the  juris 
diction  of  the  fire  commissioner  is  questionable,  the  appel 
lant,  however,  proposes  to  extend  the  existing  ship-water 
supply  lines,  with  100  ft.  of  hose  and  rack  at  each  outlet 
the  entire  line  to  be  protected  against  freezing,  and  arrangec 
as  shown  on  plans  filed  in  Cal.  No.  423-30-A. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
Tebj  is  modified,  and  the  appeal  be  and  it  hereby  is  granted, 
;  to  Order  No.  93773-F,  on  condition  that  the  pier  shall 
»t  be  increased  in  area,  nor  shall  the  one-story  building 
ected  thereon  be  increased  in  height  or  area;  that  the 
iiilding  and  pier  shall  be  used  for  the  storage  or  transfer 
products  and  merchandise  in  transit,  expressly  prohibiting 
flammable,  explosive  or  highly  combustible  material ;  that 
y  additional  fire-fighting  appliances  as  shall  be  directed  by 
e  fire  commissioner  shall  be  installed ;  that  a  supervisory 
:  enty-four-hour-a-day  watchman  service  shall  be  main- 
ined  with  direct  central  office  fire  alarm  connection; 
united,  fin  tlier,  on  condition  that  access  to  the  piers  and  the 


general  layout  of  the  piers  and  warehouses  as  shown  on  the 
plans  submitted  with  this  appeal  be  maintained  and,  also, 
t  ie  source  of  water  supply  for  standpipe  system  shall  be 
maintained;  that  the  standpipe  system  required  to  be  in¬ 
stalled  shall  be  a  wet  system,  covered  to  protect  the  entire 
system  from  the  frost,  and  shall  be  acceptable  to  the  fire 
department  -^withdrawn  as  to  Order  No.  93287-LF,  the  pro- 
vu  mg  of  signs,  and  the  order  of  the  fire  commissioner 
affirmed  and  the  appeal  denied  as  to  Order  No.  93288-F,  as 
to  providing  an  approved  standpipe  system. 

Adjourned  3.50  p.  m. 


William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING  G4-32-BZ. 

TUESDAY  MORNING,  APRIL  26,  1932.  A~?miI-  Guterman>  for  Anna  Weiss,  owner 

d  ..  m  .  o  U  tsj  FC 1  —Application  (re  decision  of  the  superintendenf 

resent.  Temporary  Chairman  Connell,  Commissioners  oi  buddings),  under  section  21  of  the  building  zone 

•■Hand  and  Guilfoyle  and  Assistant  Chief  Kidney.  resolution,  to  permit  in  a  business  district  thferec- 

Phe  minutes  of  the  special  meeting  of  the  board  held  on  prfa/TT^c  of  a  gasoline  service  station. 

"  day  morning,  April  15,  1932,  at  10  a.  m. ;  the  minutes  of  REMISES  AFFECTED-3917-3921  White  Plains  road 

special  meeting  of  the  board  held  on  Friday  afternoon, 

ril  15,  1932,  at  2  p.  m. ;  the  minutes  of  the  special  meeting  "  -ARANCES— 
i  the  board  held  on  Friday  afternoon,  April  15,  1932,  at  ArTioxrn  lcant:  Emil  Guterman. 
j».  m.;  the  minutes  of  the  regular  meeting  of  the  board  "  L  liUiNI  °F  BOARD — Laid  over  to  May  13,  1932  at 
1 1  on  Tuesday  morning,  April  19,  1932,  and  the  minutes  ,  a'  m.,  for  inspection  and  report  by  a  commi’ttee 

'  the  regular  meeting  of  the  board  held  on  Tuesday  after-  0t  the  board- 

were  aPProved  as  printed  in  Bulletin  ,9  ao  R7 
'  17,  Vol.  XVII.  02-32 -KZ. 

- -  APPLICANT— Henry  C.  Brucker,  for  Long  Island  Railroad 

Bo.,  owner. 

BUILDING  ZONE  CASES.  SUBJECT— Application  (re  decision  of  the  superintendent 

(-31-BZ.  of  buildings),  under  section  21  of  the  building  zone 

iPLICANT — Harry  Urquhart,  for  William  E  Martens  X?  XT’  ^  ?®rmit  f  business  district  the  erec- 

Jr.,  owner.  tior land  maintenance  of  a  gasoline  service  station. 

BJECT-Application  (re  decision  of  the  superintendent  ^  avem,^,fr1ERTED~S0UthTSt  ,COrner  °f  Woodside 
of  buildings),  under  section  21  of  the  building  zone  Borough  of ^ueenf  ^146  (  *  Street)’  Woodside’ 

resolution,  to  permit  in  a  business  district  the  erec-  APPEARANCFS _  ^ 

rnciintcricincc  of  3.  s^ssolinc  scrviop  station  \  i*  t-v  « 

SMISES  AFFECTED — Southwest  corner  of  Webster  PoJ-  Oppo  dtio  ^Tl^  b>autj11'  ^ 

avenue  (37th  avenue)  and  Lockwood  street  (30th  ReX  Th°mas  J.  Towers  and  Eugene  J. 

street),  Long  Island  City,  Borough  of  Queens  AfTTiOM  op  pAadta  t  -i 

PEARANCES—  queens.  AL11UN  OF  BOARD— Laid  over  to  May  13,  1932,  at 

For  Applicant :  Larry  Meltzer.  q£  ^  **1’  T  *nsPect’on  and  report  by  a  committee 

F°r  VaP„PvS°„na„d  t  O^Brfn^1  Gi°r"°’  He'’ry  &  THE  VOTe'tO  DISMISS  FOR  LACK  OF  PROSECU- 

™  »  °aF  =  TeT  Chairman  Conne,,.  Com- 

Final  disposition  representative.  missioner  Holland  and  Assistant  Chief  Kid¬ 
ney  .  ^ 

■2-BZ  '  Negative :  Commissioner  Guilfoyle .  1 

1>U(owner~Celler  &  Kraushaar-  for  Meyer  Kraushaar,  THE  VOTE  TO  RESCIND  PREVIOUS  VOTE  TO 

irC  dec.ision  ofthe  superintendent  Affirmative :  Temporary  Chairman  Connell  Com- 

reXTX  ’  unde.r  s.ectl°n  21  of  the  building  zone  missioners  Holland  and  Guilfoyle  and  As- 

esolution,  to  permit  in  a  business  district  the  erec-  sistant  Chief  Kidney .  4 

and  maintenance  of  a  gasoline  service  station.  Negative  .  n 

AFFECTED — Northeast  corner  of  Cross  Absent  . 

Island  boulevard  and  Murdock  avenue,  Hollis,  Bor-  . 

f'EARlwr°LQUeenS'  334-31-BZ. 

For'  Applicant :  Meyer  Kraushaar.  APPUCANT-Shirley  Kahn,  for  American  Seal  Kap 

moT  alriC  PR '  OaS”'*'  Si""  SUBJECT-Application  for  reopening-reconsideration  under 

ION  OF  BOARD— Laid  over  to  Mw  ia  icno  of  nf.w  !acts-  ,hayin"  been  previously  denied— re  Ap- 

2  M  “  z  » 

tion,  to  permit  in  a  business  district  the  change 
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of  the  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 11-11  to  11-27  44th  drive  (Nott 
avenue),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Shirley  Kahn. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call  May  17,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


607-31-BZ.  ,  ,  _ 

APPLICANT— Michaelson  &  Bernknopf,  for  Ben  b. 
Michaelson,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  corner  of  239th 
street  and  Braddock  avenue  (Rocky  Hill  road), 
Bellrose,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ® 

Absent  .  0 


216-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Helen  Eckerman, 
present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  for  a  temporary  period  of  two  years;  re¬ 
opened  January  12,  1932). 

PREMISES  AFFECTED— Southwest  corner  of  Nassau 
boulevard  and  Little  Neck  road,  Little  Neck,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  Daniel  J.  Dillon. 

ACTION  OF  BOARD— Application  granted  on  condition 
for  a  temporary  period. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(216-29-BZ) 

Whereas,  Henry  J.  Nurick,  for  Helen  Eckerman,  present 
owner,  filed,  April  3,  1929;  granted  for  a  temporary  permit 
May  28,  1929;  reopened  January  12,  1932,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  maintenance  of  a  gasoline  service  station;  prem¬ 
ises  southwest  corner  of  Nassau  boulevard  and  Little  Neck 
road,  Little  Neck,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  26,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Little  Neck  road  is  in  a  business 


district;  Nassau  boulevard  is  in  a  residence  district,  and 
57th  avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  28,  1931  (re  Plan  No.  N.  B.  6291-31), 
reads : 

“1.  Erection  of  a  gasoline  service  station  in  a  business 
district  is  contrary  to  article  2,  section  4,  of  the  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground,  having  a  frontage  of  72.67  ft.  on  Nassau 
boulevard  and  50.59  ft.  on  Little  Neck  road,  upon  which 
are  erected  an  office,  grease  racks  and  tanks  and  pumps  for 
a  gasoline  service  station. 

Resolved,  that  the  board  reinstates  its  action  of  May 
28,  1929,  does  hereby  make  a  variation  in  the  application  oi: 
the  use  district  regulations  of  the  building  zone  resolution 
and  grants  a  temporary  permit  for  two  years  from  the  date, 
of  this  action,  on  condition  that  the  resolution  as  adopted  on 
May  28,  1929,  shall  be  otherwise  complied  with,  and  that  all 
permits  shall  be  obtained  within  three  months  and  any  work' 
completed  within  six  months  from  the  date  of  this  action. 


1268-22-BZ. 

APPLICANT — William  F.  Doyle,  for  Estate  of  John  Cullen 
owner;  request  for  reopening  made  by  Anthony 
Lombardi,  architect,  for  the  owner.  L  J 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7e  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  an  unrestricted  district  anc 
partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motoi. 
vehicles.  j 

PREMISES  AFFECTED— 331-335  East  107th  street,  324 ’ 
348  East  108th  street  and  2099-2103  First  avenue 
Manhattan. 

APPEARANCES— 

For  Applicant :  Anthony  Lombardi. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolutioi 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  - 

Negative  .  t 

Absent  .  ( 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 


Negative  .  ( 

Absent  .  < 


THE  RESOLUTION— 

(1268-22-BZ)  | 

Whereas,  Philip  J.  Sinnott,  attorney  for  Estate  of  John 
Cullen,  Florence  M.  Reilly,  executrix,  owner,  filed,  October 
26,  1922,  an  application,  under  the  building  zone  resolution 
to  permit  in  an  unrestricted  district  and  partly  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  garage  for 
more  than  five  motor  vehicles;  premises  331-335  East  107tl 
street,  324-348  East  108th  street  and  2099-2103  First  ave¬ 
nue,  Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting,  December  19 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  First  avenue  is  in  an  un¬ 
restricted  district  and  107th  and  108th  streets  are  in  busi¬ 
ness  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  9,  1922,  in  acting  on  N.  B.  App.  No.  154-22, 
reads : 
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“This  amendment  is  disapproved  with  objection  Nos 
1  and  2  repeated: 

“1.  Inasmuch  as  the  premises  are  located  partly  in 
a  business  district,  the  erection  of  a  building  for  use 
of  occupancy  as  a  public  garage  is  prohibited  by  the 
building  Zone  Resolution,  Art.  2,  Sec.  4.  A  public 
school  is  located  on  the  same  street  between  the  same 
intersecting  streets,  therefore  a  garage  is  also  pro¬ 
hibited  by  Section  20,  Rules  and  Regulations  of  the 
Board  of  Standards  and  Appeals,  Art.  5.  Reconsidera¬ 
tion  denied.  ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  200  ft.  on  108th  street  and  75  ft.  on  107th  street  100  ft 
11  in.  on  First  avenue  and  a  depth  of  200  ft.;  to  be  occu¬ 
pied  as  a  garage  for  more  than  five  motor  vehicles  with 
stores  on  First  avenue  front;  and 

Whereas,  there  existed  on  the  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
n\e  horses  and  the  board  deemed  that  the  school  on  108th 
street  would  not  be  affected  in  that  there  would  be  no 
entrance  or  exit  to  the  garage  on  108th  street;  and 
Whereas,  this  application  was  granted  by  the  board  at 
ts  meeting  December  19,  1922,  on  certain  conditions,  which 
were  modified  as  to  time  October  2,  1923,  and  applicant’s 
representative  requested  a  modification  as  to  fireproofing 
md  area,  and  under  date  of  December  13,  1927,  requested 
i  further  modification  of  the  time  limit  and  an  interpreta- 
lon  as  to  the  requirements  for  fireproofing  the  building  be- 
ng  erected,  and  now  requests  a  modification  as  to  size  of 
•ehicular  entrances  on  107th  street;  and 
Whereas,  under  date  of  October  2,  1923,  the  board  of 
ippeals  adopted  the  following  resolution : 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regu¬ 
lations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  garage  structure  be  limited  to  a  one-story  building 
not  exceeding  a  frontage  of  75  ft.  on  107th  street  and 
100  ft.  on  108th  street ;  that  the  building  shall  be 
equipped,  with  an  approved  one-source  sprinkler  system 
with  4  in.  street  main  connections;  that  there  be  no 
openings,  other  than  windows  on  108th  street,  the  sills 
to  be  not  less  than  6  ft.  above  the  sidewalk  level  •  and 
an  emergency  fire  exit  3  ft.  8  in.  wide  by  7  ft.  in 
height ,  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  the 
front  elevations  on.  108th  street,  107th  street  and  First 
avenue  be  finished  in  face  brick,  with  architectural  terra 
cotta  or  stone. trimmings;  that  there  shall  be  not  more 
than  two  vehicular  entrances  on  107th  street,  not  to 
exceed  12  ft.  in  width; 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  work  completed  within  eighteen  months 
from  the  date  of  this  action.” ; 
id 

Whereas,  applicant,  through  his  agent,  William  F.  Doyle, 

,w  reciuests  a  modification  of  this  resolution  to  include  in 
e  area  of  building  a  triangular  plot,  75  ft.  by  45  ft,  by  8 
.  irregular. 

Resolved -  that  the  board  of  standards  and  appeals  does 
reby  modify  the  foregoing  resolution  to  include  said  plot, 

'  condition  that  the  occupancy  of  this  portion  of  the  struc- 
re  be  restricted  from  live  motor  vehicle  storage  or  use ; 
Resolved,  further,  that  the  requirement  as  to  fireproof 
mstruction  for  a  building  of  this  area  is  hereby  waived 

,  ,at  th<;  time  t0  obtain  permits  is  extended  for  sixty 
•s  from  the  date  of  this  action. 


F28-BZ. 

•  ^PLICANT  Albert  M.  Yuzzolino,  substituted  for  Bly  & 
Hamann,  for  Sarah  A.  Sweedler,  owner. 


SUBJECT— Application  for  reopening — extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district,  ex¬ 
tending  from  an  unrestricted  district,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 442-453  89th  street  ami  8902 

APPEARANCES^'  S°UthWeSt  C°rner’  Brookl3,n- 

For  Applicant:  Albert  M.  Yuzzolino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  obtain  permits. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

nfiim 


Negative 
Absent  . 

THE  VOTE  TO  EXTEND  TIME— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief'  Kidney .  4 

Negative  . . .  n 

Absent  . ’***’"" 

THE  RESOLUTION— 

(528-28-BZ) 

Whereas  Bly  &  Hamann,  for  Sarah  A.  Sweedler,  owner, 
filed,  June  9,  1928,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending  from 
an  unrestricted  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles' 
premises  442-452  89th  street  and  8902  Fifth  avenue,  south¬ 
west  corner,  Borough  of  Brooklyn ;  and 

tu^uiERjASra  Pu^c  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  special  meeting, 
December  14  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  89th  street  is  in  an  unrestricted 
district;  bifth  avenue  is  in  a  business  district,  and  90th  street 
is  in  an  unrestricted  and  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  4,  1928  (re  App.  No.  8870-28),  reads:  ’ 

Public  garage  for  more  than  5  cars  in  a  business 
district  is  prohibited  use,  as  per  B.  Z.  Resolution,  Art. 
2,  bee.  15  and  is  hereby  denied.” ; 
and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  106  ft.  11  in.;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  property  is  cut  by  two  use  districts,  there¬ 
fore  coming  under  purview  of  section  7c,  the  unrestricted 
area  on  89th  street  lying  between  Fourth  and  Fifth  avenues 
with  garages  directly  opposite;  and 

Whereas,  the.  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  on  the  grounds  of  unnecessary  hard¬ 
ship  and  practical  difficulties;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  December  14,  1928,  on  certain  conditions,  and 
owner,  through  her  attorney,  requested  a  modification  of  these 
conditions  as  to  time  limit,  the  matter  having  been  before  the 
court  on  a  writ  of  certiorari,  and  extensions  of  time  were 

granted,  and  owner  now  requests  a  further  extension  of 
time. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  two  stories  above 
grade;  that  the  Fifth  avenue  frontage,  street  grade,  shall 
be  restricted  to  store  use  and  occupancy  for  a  depth  not  less 
than  20  ft.  from  Fifth  avenue  and  shall  be  separated  from 
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the  garage  area  of  the  first  story  by  walls  of  approved 
masonry;  that  the  westerly  and  southerly  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length ,  that 
any  openings  for  vehicular  use  shall  be  restricted  to  the 
89th  street  front  and  shall  be  located  not  less  than  75  ft. 
westerly  from  the  corner  formed  by  the  intersection  of 
Fifth  avenue  and  89th  street;  that  any  gasoline  storage 
equipment  installed  shall  be  located  not  less  than  75  ft. 
from  the  Fifth  avenue  corner  and  shall  be  restricted  in 
operation,  use  and  maintenance  to  the  interior  of  the 
premises;  that  the  front  elevation  shall  be  finished  with 
light  color  face  brick,  with  two-tone  colored  brick  for  trim 
if  of  panel  design,  with  architectural  terra  cotta  or  natural 
stone  trim ;  that  no  roof  sign  shall  be  erected  or  main¬ 
tained  ;  that  any  advertising  sign  displayed  shall  be  re¬ 
stricted  to  the  plate  glass  show  windows  of  the  store  fronts 
on  Fifth  avenue  and  that  not  more  than  one  projecting 
electric  sign  shall  be  erected  on  89th  street,  indicating  the 
name  and  title  of  business  conducted  on  the  premises;  that 
the  architect  shall  make  a  return  of  the  drawings  for  ap¬ 
proval  to  this  board  before  submission  to  the  superintendent 
of  buildings  in  accordance  with  the  foregoing  conditions, 
and  that  all  permits  required  shall  be  obtained  within  six 
months  from  February  26,  1932,  and  any  work  involved 
shall  be  completed  within  one  year  from  February  26,  1932. 


APPLICANT— Clarence  L.  Sefert,  for  James  H.  Connell; 

request  for  reopening  made  by  Walter  J.  Connell, 
executor  of  Estate  of  James  H.  Connell,  owner. 
SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  extension  of  time— re  Application  (decision 
of  the  superintendent  of  buildings),  under  sections 
7e,  7g  and  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
■five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 80-84  Madison  avenue,  north¬ 
east  corner  of  Union  street,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  George  Rubenfeld. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief' Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(807-28-BZ) 

Whereas,  Clarence  L.  Sefert,  for  James  H.  Connell, 
owner,  filed,  October  24,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  80-84  Madison 
avenue,  northeast  corner  of  Union  street,  Flushing,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  2,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Union  street  is  in  a  business 
district;  Madison  avenue,  east  of  a  point  100  ft.  east  of 
Union  street,  is  in  a  residence  district,  and  Madison  avenue, 
west  of  a  point  100  ft.  east  of  Union  street,  is  in  a  business 
district;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  4,  1928  (re  Plan  No.  N.  B.  8682-28), 
reads : 

“1.  The  erection  of  a  garage  for  more  than  five 
motor  vehicles  in  a  business  district  is  prohibited  by 
the  Zone  Law.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  four  stories  in  height,  with  a  frontage  of  77.83 
ft.  on  Madison  avenue  and  109  ft.  on  Union  street;  to  be 
occupied  as  a  garage  for  the  storage  of  more  than  five 
motor  vehicles ;  and 

Whereas,  in  accordance  with  section  7,  subdivision  e,  of  | 
the  building  zone  resolution,  applicant  has  filed  with  th? 
board  documentary  proof  of  the  existence  of  a  stable  and 
garage  on  these  premises  prior  to  and  continuously  since  the 
adoption  of  the  building  zone  resolution ;  and 

Whereas,  applicant  has  filed  more  than  87  per  cent  con¬ 
sents  of  affected  property  owners  within  an  area  fixed  by 
the  board,  as  stipulated  in  the  rules  of  exception  under 
section  7,  subdivision  g,  of  the  building  zone  resolution,  and 
the  board  deems  that  applicant  is  entitled  to  relief  within 
the  meaning  of  section  21  of  the  building  zone  resolution; 
and  ’ 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  April  2,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed,  which, 
request  was  granted,  and  now  requests  a  further  extension 
of  time ;  and  , 

Whereas,  the  time  for  completion  of  work  expired  oil; 
March  18,  1932,  and  as  stated  in  letter  addressed  to  the 
board  on  April  18,  1932,  under  date  of  March  9,  1932,  ai 
communication  was  addressed  to  the  board  requesting  an 
extension  of  time  to  complete  the  work,  which  communica-, 
tion  was  returned  not  having  been  received  by  the  board ; 
and 

Whereas,  the  applicant  in  his  communication  of  April 
18,  1932,  which  was  the  second  communication  addressed 
to  the  board  in  this  matter  and  which  is  part  of  the  record; 
in  this  qase,  requests  an  extension  of  two  years  for  the 
completion  of  work  from  March  18,  1932. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that’ 
the  garage  proposed  in  substitution  of  the  existing  frame 
structure  shall  not  exceed  in  height  four  stories  above  grade 
and  shall  be  constructed  fireproof  throughout ;  that  the  de¬ 
sign  shall  be  substantially  in  accordance  with  the  elevation 
drawings  filed  in  this  application ;  that  the  exterior  of  the 
street  walls  shall  be  finished  with  light-colored  face  brick 
or  natural  stone ;  that  there  shall  be  no  signs  erected  or 
maintained  on  the  premises  other  than  on  the  plate  glass 
show  windows  on  the  street  front  or  the  glass  globes  of  i 
the  electric  lamps  on  the  front  of  the  building;  that  there i 
shall  be  no  vehicular  entrance  incorporated  within  40  ft.  of 
the  easterly  gable  wall ;  that  no  vehicular  opening  shall 
exceed  a  width  of  9  ft.  6  in. ;  that  there  shall  be  no  portable 
gasoline  tanks  maintained  or  operated  on  the  premises  out¬ 
side  the  building  line ;  that  the  architect  shall  make  a 
return  of  the  drawings  to  this  board  for  approval  before 
submitting  same  to  the  superintendent  of  buildings;  that  all 
permits  required  shall  be  obtained  within  nine  months  from 
March  18,  1930,  and  all  work  involved  thereby  completed 
within  eighteen  months  from  March  18,  1932. 


317-28-BZ. 

APPLICANT — Conroy  &  Hardy,  substituted  for  McCooey 
&  Conroy,  for  Michel  Holding  Corp.,  owner. 

SUBJECT— Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 
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,  PREMISES  AFFECTED — 1901-1905  Neptune  avenue 

APPEARANCES-rner  °f  ^  19th  Street’  Brooklyn- 
For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD  Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . '  .  n 

Absent  .  _ 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  f( 

Absent  . 0 

HE  RESOLUTION— 

(317-28-BZ) 

Whereas  McCooey  &  Conroy,  for  Michel  Holding  Corp. 
uner,  filed,  April  5,  1928;  granted  December  7,  1928  • 
rant  expired  by  limitation  December  17,  1929 ;  reopened 
November  24,  1931,  an  application,  under  the  building  zone 
ssolution,  to  permit  in  a  business  district  the  erection  and 
laintenance  of  a  gasoline  service  station;  premises  1901- 
305  Neptune  avenue,  northwest  corner  of  West  19th  street 
orough  of  Brooklyn ;  and 

Whereas  a  public  hearing  was  held  on  this  application 
r  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig,  January  12,  1932,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
me  resolution  show  that  Neptune  avenue  is  in  business 
id  residence  districts;  West  19th  street  is  in  unrestricted 
1  msiness  districts,  and  West  20th  street  is  in  unrestricted 
id  residence  districts;  and 

THE5EASt  t,he  decision  of  the  superintendent  of  buildings 
ndered  October  19,  1931  (re  App.  13125-31),  reads: 

1.  I  he  following  objections  have  been  filed  bv  the 
examiners :  J 

“Proposition  contrary  to  the  Zone  Resolution,  Art  II 
bee.  4a,  subdivision  46. 

“The  installation  of  a  gasoline  service  station  and  the 
district” *°f  3  bUlldmg  accessory  thereto  in  a  business 
i  d 

Whereas,  the  premises  consist  of  a  corner  lot,  100  ft  by 

01!^  ’"V  'Vs  Pr°P°sed  to  erect  a  non-fireproof  office, 
tt.  by  12  ft.,  bury  three  550-gallon  tanks  and  erect  six 
imps  for  the  purpose  of  conducting  a  gasoline  service  sta¬ 
tu  within  a  business  district;  and 

Whereas,  this  application  was  granted  by  the  board  on 
member  7,  1928,  and  the  time  in  which  to  obtain  permits 
si  complete  the  work  having  expired  December  17,  1929 
a  application  for  an  extension  of  time  was  made  subse- 
f  to  that  date  and  said  application  was  reopened  there- 

.  subject  to  the  usual  procedure,  calendar  call  and  public 
itnng;  and 

Vhereas,  it  would  appear  that  there  have  been  no  changes 
'  the  way  of  conforming  uses  in  the  immediate  vicinity 
the  panting  of  this  application ;  and 
,  V.HER,EASA.  sincef  granting  of  this  variation  by  the 
rd)  the  Clty  of  New  York  in  the  widening  of  Neptune 


STfrS??  °f"'e  P'oto-der  appeal,  namely, 

by  118  ft.  9J4  invalid  aVlng  a  "  °f  ,he  plot  60  ft 

Po&JhetliTofThTKjanT'0™1"8  «  «  ‘ 

reSdERaASpemitthfoSre  tW°  the-  fire  Apartment  has 

board;  and  f  gasoline  station  granted  by  this 

siz^ofTolo^arl?6  °PiTn  ?•  thue  board  that  reduction  in 
:/  1  ae  plot.  acted  l,Pon  by  this  board  and  the  installation 

y  olate  ^rm,n?',US'  °n/,Parl  0f  sa"'e  not  any  way 

hIr^°lVed’b  that  th?  board  of  standards  and  appeals  does 
t  •  .  y  m°ke  a  variation  in  the  application  of  the  use  dis- 
t  ict  regulations  of  the  building  zone  resolution  and  that 

{he  ?esPoiut  onnobfeDnd  lt.hereby  is  panted  on  condition  that 

in  al?re  Sects  excem'Zt  tb  1f,28’  sha11  be  comPlied  with 
and  westerly  SLth  *  th®  walls  reT"red  on  the  northerly 
ana  westerly  lot  lines,  as  incorporated  in  said  resolution 

shall  be  eliminated ;  the  resolution  of  December  7  1928  as 
amended,  now  reads  as  follows  •  ’  28, 

hprfb TlVet*  tHat  tbe  -b0ard  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  dis- 
nct  regulations  of  the  building  zone  resolution  and  that 

hSrSPsha<ifb0nbb-lfand  ilhlrebyis  panted  on  condition  that 
there  shall  be  built  on  the  building  lines  of  West  19th  street 

and  Neptune  avenue  a  concrete  curb  not  less  than  12  n  h 
height,  with  two  openings  on  each  street  front,  not  more 
t  mn  10  ft.  wide;  that  all  pumps  shall  be  located’at  least  10 
ft.  back  of  the  building  line;  that  there  shall  be  no  gasoline 
service  permitted  outside  of  the  building  line;  that  any  grease 
racks  shall  be  confined  to  the  northwest  corner  of  thegpron- 
e  ty  that  there  shall  be  erected  on  this  property  on  the 
northerly  end  center  an  office  for  the  use  of  the  owner  and 

tile  dilate  roofPrh""rS’  f?  'W  13  ft"  with  a  Spanish 
tile  or  slate  roof,  brick  walls  with  artificial  stone  or  terra 

cotta  trimmings ;  that  this  variation  may  apply  to  the  now 

existing  balance  of  the  plot,  namely,  60  ft.  by  118  ft  9JT 

and  permitting  also  the  installation  of  a  conforming  use  on  a 

\  '.on  the  same  plot;  that  all  necessary  permits  shall  be 

obtained  within  six  months  and  the  work  completed  within 

one  year  from  January  12,  1932.” 

AREA  FIXED. 

,,,  .  .  (603-31-BZ) 

Fredeenvtairai?t  PreSented  re,ad  a  communication  from 
I  rederick  J.  Flynn  requesting  the  board  to  fix  an  area 

fnee™ed  affected,  within  which  to  obtain  consents,  to  permit 
1  a  residence  district  the  extension  of  an  existing  garage 
for  more  than  five  (5)  motor  vehicles;  premises  weft  side 

ough'ofQ^ens80  °f  D°nneI1  place’  MasPeth-  Bor- 

The  following  area  was  approved  by  the  board : 

Both  sides  of  72nd  place  from  58th  avenue  to  57th 
dnve  ;  both  sides  of  57th  drive  from  72nd  place  to  73rd 
street ;  sides  of  73rd  street  from  57th  drive  to  57th 

avenue:  both  sides  of  Donnell  place  from  73rd  street  to 
i.wd  place,  both  sides  of  73rd  place  from  58th  avenue 

vTr ft  nortr  °f  Don!iei1  p,ace  and-  ^so,  both 

street  °li„e^of  74"'  S,r«‘  to  ‘hp  westerly 

Adjourned  1.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


ms  are  not  to  be  supplied  bv  this  office  from  TPp  rvr  P  n' n  ers'  b^  c.an  °k*ain  such  copies 

^lyP&^.'",it,ed  °nly  '°  °“  7N0'  each,Lsu*;j„  ffTh«trt".ar".  £ 

dc  supplied  by  ma.il 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  26,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

92-32-A. 

APPELLANT— Frank  J.  Quigan,  Inc.,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 85  Roebling  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Charles  W.  Hardy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Absent  .  0 

THE  RESOLUTION— 

(92-32-A) 

Whereas,  Frank  J.  Quigan,  Inc.,  for  Eastern  Optical 
Corp.,  owner,  filed,  February  24,  1932,  an  appeal  from  an 

order  and  a  decision  of  the  fire  commissioner,  affecting 

premises  85  Roebling  street,  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  July 
28,  1931  (Order  No.  45258-LC),  reads: 

“Provide  an  enclosure  of  approved  fire  retarding 

materials,  where  open  flames  and  indirect  gas  apparatus 
is  used.  Separate  same  from  spray  booths,  and  make 
door  leading  to  said  enclosure  self-closing.”; 

and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

February  1,  1932,  reads : 

“In  reply  to  your  letter  of  Feb.  5th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  order  45258-LC  and  that^  you  are 
unable  to  do  so  due  .to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days,  had  elapsed,  and 
request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  re-issued.  Therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  building  is  noil-fireproof,  three  stories  in 
height,  87  ft.  by  123  ft.  in  area;  OCCUPIED:  1st  and  2nd 
stories,  vacant;  3rd  story,  manufacturing,  90  persons ;  and 
Whereas,  the  appellant  claims  the  building  is  equipped 
with  a  sprinkler  system  and  a  standpipe  system;  the  third 
story  is  occupied  for  the  manufacture  of  light  metal  frames 
of  ladies’  handbags;  the  spray  booths  are  separated  from 
the  open  flame  department  by  a  corrugated  iron  partition 
and  are  at  least  60  ft.  away  from  any  open  flame;  the  present 
condition  has  existed  eight  years  without  a  fire;  our  lease 
expires  May  1,  1934,  at  which  time  the  appellant  will  move 
into  new  quarters;  to  comply  with  the  order  would  cause  a 
heavy  expense  and  an  unnecessary  burden  upon  the  lessee; 
furthermore,  the  appellant  contends  there  is  no  existing  fire 
hazard  on  the  premises. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


97-32-A. 

APPELLANT— Agnes  L.  Feigel,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 135  Wooster  street,  Manhattai 
APPEARANCES— 

For  Appellant:  Agnes  L.  Feigel  and  Isaac  Feige 
For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(97-32-A) 

Whereas,  Agnes  L.  Feigel,  owner,  filed,  February  2 
1932,  an  appeal  from  an  order  and  a  decision  of  the  fir 
commissioner,  affecting  premises  135  Wooster  street,  Boi 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jam 
ary  25,  1932  (Order  No.  86542-F),  reads: 

“1.  Provide  an  automatic  fire  alarm  complete  wit 
central  office  connection  in  basement. 

“All  work  shall  be  done  in  a  manner  satisfactory  1 
the  Fire  Commissioner  and  in  accordance  with  esta! 
lished  practice  and  trade  custom. 

“Full  information  as  to  number,  type  and  the  spaciti 
of  alarm  actuating  devices  shall  be  furnished  to  tl 
Fire  Commissioner  and  his  approval  secured  before  tl 
work  may  be  commenced.  Sec.  20,  Ch.  15,  Code  of  Oi 
dinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  renderei 
February  11,  1932,  reads : 

“In  reply  to  your  letter  of  January  28th,  1932,  yc 
are  advised  that  as  the  rules  governing  the  installatic 
of  non-automatic  dry  sprinkler  systems  require  that  i 
automatic  fire  alarm  system  be  installed  with  centr 
office  connection  in  connection  with  all  non-automat' 
dry  sprinkler  systems,  your  request  that  we  dismiss  th 
order  is  denied. 

“As  the  time  allowed  for  compliance  with  this  ord 
has  long  since  expired,  our  records  have  been  forward 
for  the  issuance  of  a  summons  to  secure  compliance  win 
the  mandatory  provisions  of  law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  at 
basement  in  height,  25  ft.  by  90  ft.  in  area;  OCCUPIEE 
basement  and  1st  story,  storage  of  wines,  3  persons;  2t 
story,  novelties,  6  persons ;  3rd  story,  dresses,  8  persons ;  41 
story,  embroideries,  4  persons ;  5th  story,  insoles,  3  persons 
6th  story,  vacant ;  and 

Whereas,  the  appellant  claims  that  in  compliance,  wit 
an  order  from  the  fire  commissioner  a  dry-pipe  sprinkli 
system  was  installed  in  the  basement  in  1912;  such  ord 
was  issued  on  account  of  the  basement  and  first  story  beir 
used  by  a  paper  and  twine  company ;  in  1928  the  occupant 
of  the  basement  and  first  story  was  changed  to  that  of 
wine  merchant ;  the  fire  alarm  connection  to  the  centr 
office  was  then  cut  off  on  account  of  the  great  expense 
maintaining  the  same ;  furthermore,  the  appellant  claims  tl 
present  sprinkler  system  is  in  good  working  order ;  that , 
sprinkler  system  is  not  necessary  for  occupancy  as  a  wii 
merchant. 

Resolved,  that  the  order  and  decision  of  the  fire  commi 
sioner  be  and  they  hereby  are  modified,  and  that  the  appe; 
be  and  it  hereby  is  granted,  as  to  Order  No.  86542-F,  Item 
on  condition  that  the  basement,  on  which  portion  of  tl 
premises  the  order  is  placed,  shall  remain  in  the  san1 
occupancy  as  the  business  now  being  conducted  in  the  bast 
rnent. 


MINUTES 


-  f" . 

10-32-A. 

\PPELLANT — Croker  Fire  Prevention  Corp.,  for  Bronx 
__  Russian  &  Turkish  Bath  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED— 3861-3891  Third  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Sidney  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

tCTION  OF  BOARD — Appeal  granted  on  condition 
HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . ’  0 

Absent  .  0 

HE  RESOLUTION— 


(60-32-A) 

i  Whereas,  Croker  Fire  Prevention  Corp.,  for  Bronx  Rus- 
an  &  Turkish  Baths,  Inc.,  owner,  filed,  February  8,  1932, 
l  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
-enfises  3861-3891  Third  avenue,  Borough  of  The  Bronx; 

id 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
fecember  11,  1931  (Plan  No.  442-31),  reads: 

6.  Provide  a  tank  for  standpipe  system  of  not  less 
than  3500  gallons  capacity  with  all  necessary  appur¬ 
tenances,  the  bottom  of  said  tank  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  Rules,  12,  18,  19,  20  21  23 
24,  26,  29  *&  35.”; 
d 


i Whereas,  the  building  is  non-fireproof,  three  stories  (40 
9  JLn  kdght’  200  ft  11  in-  61  ft->  about  12,000  sq.  ft. 
area;  OCCUPIED:  1st  story,  stores;  2nd  and  3rd  stories, 

nee  hall;  and 

(Whereas,  the  appellant  claims  the  building  was  erected  in 
12;  it  is  divided  into  two  areas  by  masonry  walls,  each 
tea  being  less  than  10,000  sq.  ft.,  with  open  communicative 
orways  at  the  second  and  third  stories;  the  owner  would 
ffer  an  undue  hardship  if  compelled  to  comply  with  the 
Ejection;  furthermore,  the  appellant  contends  that  the  pro- 
]sed  standpipe  installation  will  consist  of  one  4-inch  riser 
'th  2^ -inch  outlets  at  cellar,  second  and  third  stories; 
jdl  store  on  first  story  will  be  provided  with  a  portable 
e  extinguisher  in  lieu  of  the  hose  outlet ;  the  water  pres- 
-l  e  in  street  main  is  fifty  pounds,  fed  two  ways ;  otherwise 
v  standpipe  system  conforms  in  all  respects  with  require- 
ints  of  the  rules  of  the  board,  except  the  building  is  40  ft. 

• n-  instead  of  40  ft.  in  height ;  and 
_  Whereas,  the  order  is  placed  due  to  the  area  of  the  build- 
3*.  bemg  m  excess  of  10,000  ft.  and  the  height  of  the 
Uding  being  in  excess  of  40  ft.;  and 
Whereas,  the  height  is  _  approximately  42  ft.,  two  feet 
Cr.  the  allowable  height  in  which  the  requirement  for  a 
givity  tank  would  be  waived ;  and 

Whereas,  the  building  is  divided  into  two  sections  by  a 
tisonry  wall,  extending  from  the  foundation  through  and 
I'Ve  the  roof,  openings  equipped  with  self-closing,  fireproof 

firs. 

resolved,  that  the  decision  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
Jnted,  permitting  the  elimination  of  the  gravity  tank,’  on 
edition  that  the  standpipe  system  shall  comply  with  the 
■•uirements  of  the  rules  for  buildings  less  than  40  ft.  in 
Uht,  to  be  fed  from  a  street  main  connection,  the  pressure 

I  said  main  being  approximately  fifty  pounds,  fed  two 
Ws>  and  that  the  building  shall  not  be  increased  in  height 

II  area.  & 


•-27-A. 

^PELLANT — W.  C.  McTarnahan,  for  Petroleum  Heat  & 
Power  Co.,  Inc.,  of  New  York,  owner. 


SUBJECT  Application  for  reopening — extension  of  time 
o  complete  work — re  Appeal  from  a  decision  of  the 
nre  commissioner. 

1  REMISES  AFFECTED — 490-518  Kingsland  avenue, 
Brooklyn. 

APPEARANCES— 

*  Appellant:  R.  A.  Davidson. 

AC  I  ION  OF  BOARD — Appeal  reopened  and  time  extended 
to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . o 

Absent  .  n 

THE  VOTE  TO  EXTEND  TIME- . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott .  4 

Negative  . 0 

Absent  . 0 

THE  RESOLUTION— 


(460-27-A) 

Whereas,  W.  C.  McTarnahan,  for  Petroleum  Heat  & 
I  ower  Co.,  Inc.,  of  New  York,  owner,  filed,  April  28,  1927 
an  appeal  fiom  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  490-518  Kingsland  avenue,  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  21,  1927  (Alt.  938-27),  reads: 

“No.  3.  Tanks  must  be  buried  2'  0"  below  grade 
and  encased  in  12"  of  stone  concrete.”; 
and 

Whereas,  the  premises  consist  of  a  large,  irregular,  angu¬ 
lar  shape  plot  of  ground,  about  120,000  sq.  ft.  in  area 
bounded  on  the  northeast  side  of  Newtown  Creek  with  one- 
story  existing  buildings  located  remote  from  each  other 
three  storage  tanks  of  2,000  barrels  and  20,000  barrels’ 
capacities;  OCCUPIED  as  a  fuel  oil  storage  plant;  and 
Whereas,  the  appellant  proposes  to  install  ten  20,000- 
gallon  gasoline  storage  tanks  above  ground,  each  tank  en¬ 
cased  in  concrete  not  less  than  12  in.  in  thickness  and  located 
more  than  100  ft.  from  any  building;  and 
Whereas,  the  appellant  claims  that  it  is  impracticable  to 
bury  the  tanks  due  to  the  condition  of  the  soil ;  and 
Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  July  19,  1927,  on  certain  conditions,  and  time  limit 
extended  January  17,  1928;  February  14,  1928;  April  9  1929  • 
April  22,  1930,  and  October  22,  1931,  and  appellant  requests 
a  further  modification  of  the  time  limit. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  heieby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  proposed  storage  shall  be 
limited  to  ten  tanks,  separated  into  two  batteries  of  five 
tanks  each ,  that  all  tanks  are  to  be  separately  encased  in 
stone  concrete,  the  concrete  to  extend  not  less  than  12  in. 
above  the  top  of  the  tank ;  that  the  ends  and  sides  shall  be 
racked  at  an  angle  of  not  less  than  60  degrees,  the  ends  and 
sides  to  be  carried  not  less  than  2  ft.  above  the  12-inch  con¬ 
crete  cover  and  this  to  be  filled  with  not  less  than  2  ft  of 
clean,  firm.  earth  fill;  that  the  entire  premises  are  to  be 
equipped  with  an  approved  liquid  fire  extinguishing  medium, 
the  controls  and  pumps  for  same  to  be  enclosed  in  a  fire¬ 
proof  structure  located  remote  from  the  oil  storage,  and 
that  all  permits  required  shall  be  obtained  within  sixty’ days 
and  any  work  involved  thereby  shall  be  completed  within 
eighteen  months  from  April  22,  1932. 


83-32-A. 

APPELLANT — Emil  Guterman,  for  Rex  Cole,  Inc.,  lessee. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 198-219  Hunters  Point  avenue 
(49th  street),  Long  Island  City,  Borougli  of  Queens. 
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APPEARANCES— 

For  Appellant :  Emil  Guterman. 

For  Administration :  Plan  Examiner  George  Fuchs, 
bureau  of  buildings,  Queens,  and  Inspector 
Maher  of  fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(83-32-A) 

Whereas,  Emil  Guterman,  for  Rex  Cole,  lessee,  filed,  Feb¬ 
ruary  19,  1932,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  195-219  Hunters  Point  avenue 
(49th  street),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  28,  1932  (No.  181-32),  reads: 

“1.  Install  a  2 standpipe  throughout  the  entire 
premises,  show  all  details  on  plan  and  section.  Sec.  581, 
Ch.  5,  C.  of  O. 

“2.  'Boiler  room  does  not  conform  with  Sec.  159, 

Ch.  10. 

“3.  Provide  mechanical  ventilation  for  grease  pits, 
show  all  details  on  plan  and  section.  Sec.  10,  Ch.  10.” ; 

and 

Whereas,  the  building  is  non-ff reproof,  two  stories  (32 
ft.)  in  height,  309  ft.  8  in.  by  365  ft.,  irregular,  at  first  story 
and  240  ft.  by  120  ft.  in  area  at  second  story;  OCCUPIED: 
1st  story,  warehouse  and  garage  for  more  than  five  cars ; 
2nd  story,  office  and  repairs ;  equipped  with  a  sprinkler  sys¬ 
tem  throughout ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1918;  no  certificate  of  occupancy  has  been  issued;  part  of 
the  building  is  fireproof,  the  rest  is  of  mill  construction;  the 
building  is  divided  into  three  areas,  4,800  sq.  ft.,  44,526 
sq.  ft.  and  18,751  sq.  ft.  at  first  story  by  6-inch  hollow  tile 
and  12-inch  hollow  tile  walls,  with  fireproof,  self-closing 
communicating  doors;  the  boiler  room  is  separated  from  the 
building  by  6-inch  hollow  tile  partitions,  with  one  fireproof 
door  leading  to  the  main  building  and,  also,  a  door  leading 
to  the  outside  (yard)  ;  the  grease  pits  are  located  in  the 
garage,  but  the  roof  over  the  pits  is  much  higher  than  the 
garage  roof,  the  west  wall  enclosing  the  pits  is  provided 
with  windows  which  provide  adequate  ventilation;  further¬ 
more,  the  appellant  contends  the  building  is  occupied  by  one 
tenant  and  the  garage  is  used  solely  in  connection  with  the 
business  conducted  on  the  premises ;  and 

Whereas,  the  building  was  erected  in  1918  on  approved 
plans  filed  in  the  bureau  of  buildings ;  and 

Whereas,  information  received  by  the  bureau  of  buildings 
that  the  fire  department  requirements  for  standpipe  system 
were  waived ;  and 

Whereas,  under  Cal.  No.  936-18-S,  the  board,  acting  on  a 
variation  for  exits,  had  the  identical  condition  as  pertains  to 
construction  as  is  now  before  the  board. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Plan  No.  181-32,  Item  1,  permitting  the  elim¬ 
ination  of  the  standpipe  system,  on  condition  that  the  building 
shall  be  equipped  throughout  with  an  approved  sprinkler 
system  approved  by  the  fire  department ;  that  the  building 
on  the  first  story  shall  be  divided  as  shown  on  the  plans 
submitted  with  this  appeal  and  the  garage  portion  located  in 
that  portion  of  the  premises  shown  on  the  plans  submitted 
with  this  appeal  and  the  second  story  shall  be  divided  with 
not  less  than  6-inch  hollow  tile  walls;  that  any  openings 
therein  shall  be  equipped  with  self-closing,  fireproof  doors, 
the  subdivided  area  to  be  substantially  as  shown  on  the  plans 
submitted  with  this  appeal ;  granted  only  so  long  as  the  sur¬ 
rounding  exposures  and  the  nearest  building  remain  sub¬ 
stantially  as  now  existing ;  that  the  building  be  not  increased 
in  height  or  area ;  that  the  garage  portion  shall  be  separated 
from  the  balance  of  the  first  story  by  a  12-inch  hollow  tile 
wall,  with  but  one  opening,  said  opening  to  be  equipped  with 


a  self-closing,  fireproof  door  approximately  3  ft.  wide  an 
7  ft.  high ;  that  the  building  shall  be  not  increased  in  heiglil 
or  area;  withdrazvn  as  to  Items  2  and  3. 


664-30-A. 

APPELLANT — Riverside  Cascades,  Inc.,  lessee. 
SUBJECT — Application  for  reopening — modification — re  A] 
peal  from  an  order  and  a  decision  of  the  fire  con‘ 
missioner. 

PREMISES  AFFECTED— 606-636  West  134th  street,  Mai; 
hattan. 

APPEARANCE'S— 

For  Appellant :  Mack  Rose. 

For  Administration :  Inspector  Maher  of  fire  di 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolutic' 
modified.  J 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  j 

Negative  .  1 

Absent  .  ] 

THE  VOTE  TO  MODIFY— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  .  j 

Absent  .  ■ 

THE  RESOLUTION— 

(664-30-A) 

Whereas,  Riverside  Cascades,  Inc.,  lessee,  filed,  Novembc 
7,  1930,  an  appeal  from  an  order  and  a  decision  of  the  fii 
commissioner,  affecting  premises  606-636  West  134th  stree 
Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Augu: 
22,  1930  (Order  No.  61597-LC),  reads: 

“1.  Discontinue  the  storage  or  use  of  liquefied  chic 
rine  on  these  premises.  Sec.  214 A-l,  Ch.  10,  Code  c 
O.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendere 
October  21,  1930,  reads : 

“A  recent  inspection  shows  that  you  have  failed  t 
comply  with  the  orders  of  this  Department,  which  mu: 
be  done  before  we  can  issue  a  permit  to  maintain 
combustible  occupancy.  To  continue  a  business  that  re 
quires  a  permit  from  this  Department  without  sue 
permit  is  a  violation  of  the  Code  of  Ordinances. 

“If  we  do  not  have  substantial  evidence  within  te 
days  that  the  orders  have  been  complied  with,  it  will  t 
necessary  for  us  to  turn  the  matter  over  to  the  Corpora 
tion  Counsel  for  further  action. 

“The  order  was  served  upon  you  Aug.  22,  1930,  an 
was  numbered  61597-LC,  Item  1. 

“Note:  When  replying  please  mention  folder  N( 
134W606.il.”; 

and 

Whereas,  the  building  is  of  reinforced  concrete  construe 
tion,  one  and  two  stories  in  height,  220  ft.  by  99  ft.  10  in.  i 
area;  OCCUPIED  as  an  open-air  swimming  pool:  1: 
story,  public  lobby  and  lockers,  1,000  persons;  2nd  story 
pool  deck  and  chlorinator  room,  75  persons;  and 

Whereas,  the  appellant  claims  the  room  in  which  tli 
chlorine  is  used  is  fireproof,  separated  from  the  rest  c 
the  building,  having  open  exit  from  pool  deck  to  sand  beac 
6  ft.  below  and  thence  to  134th  street  3  ft.  below ;  also  a 
exit  from  pool  deck  to  locker  rooms  and  direct  to  1349 
street ;  that  about  150  pounds  of  liquid  chlorine  in  cylinder 
are  stored  on  the  premises ;  that  the  chlorination  equipmer 
is  operated  at  all  times  by  an  experienced  engineer;  fur 
thermore,  the  appellant  contends  that  the  method  of  chic 
rinating  the  water  is  in  line  with  the  general  usage  in  con 
nection  with  swimming  pools  of  schools,  clubs  and  hotels  i 
this  city ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  it] 
meeting,  April  7,  1931,  on  certain  conditions,  and  appellan 
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quests  a  modification  of  these  conditions  as  to  quantity  of 

j  orine. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis- 
>ner  be  and  they  hereby  are  modified,  and  that  the  appeal 
and  it  hereby  is  granted  for  the  storage  of  two  tanks, 
:'h  containing  not  more  than  100  pounds  of  chlorine,  on  con- 
don  that  they  shall  be  fully  submerged  in  a  tank  of  water 
i  all  times,  confined  to  a  one-story  fireproof  building  not 
:re  than  11  ft.  by  14  ft.  in  area,  located  on  the  south¬ 
erly  side  of  the  premises  on  the  pool  deck ;  that  there 
ill  be  installed  on  the  underside  of  roof  of  this  one-story 
ilding  an  open  sprinkler  head  with  a  control  valve  on  the 
I, side,  the  valve  to  be  located  not  less  than  25  ft.  from  the 
tiding;  that  connection  from  the  tank  to  the  pool  shall  be 
t means  of  an  injector  with  a  water  mixture  of  chlorine  gas 
i  more  than  2  ft.  from  the  tank,  and  that  the  regulations 
111  be  complied  with  in  all  other  respects. 


PETITIONS  FOR  VARIATIONS. 

1-29-S. 

TITIONER — Roxy  Theatres  Corp.,  owner. 

BJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  previously  dismissed  for  lack  of  prosecution — 
re  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

EMISES  AFFECTED — 133-157  West  50th  street  and 
132-148  West  51st  street,  Manhattan. 

PEARANCES— 

For  Petitioner:  Harry  G.  Kosch. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

iTION  OF  BOARD — Petition  reopened,  restored  to  Cal¬ 
endar  and  set  for  hearing  May  17,  1932,  at  2  p.  m. 

'  E  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 


E  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative  .  0 

Absent  .  0 


31-S. 

TITIONER — Mark  J.  Joseph,  for  Stewarts  Sandwiches, 
Inc.,  owner. 

IBJECT — Application  for  reopening — reconsideration  under 
new  facts,  previously  denied— re  Variation  of  the 
labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings. 

EMISES  AFFECTED— 509-519  Eighth  avenue  and  302- 
304  West  36th  street,  southwest  corner,  Manhattan 

PEARANCES— 

|  For  Petitioner:  Mark  J.  Joseph. 

TION  OF  BOARD — Petition  reopened,  restored  to  Cal¬ 
endar  and  granted  on  condition. 

E  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 

IE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  0 

IE  RESOLUTION— 

(330-31-S) 


hereas,  Mark  J.  Joseph,  for  Stewarts  Sandwiches,  Inc., 


owner,  filed,  June  30,  1931,  a  petition  for  a  variation  from 
t  ie  lequirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  509-519 
Eighth  avenue  and  302-304  West  36th  street,  southwest 
corner,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  18,  1931  (re  Alt.  Applic.  No.  2344-1930) 
reads : 

“8.  Exits  from  mezzanine  should  be  provided  as 
originally  approved.  Reconsideration  denied  ”  • 
and 

Whereas,  the  building,  erected  in  1927,  is  fireproof, 
twenty-four  stories  in  height,  having  a  frontage  of  118  ft. 
2%  in.  on  Eighth  avenue  and  119  ft.  11^4  in.  on  West  36th 
street;  OCCUPIED:  1st  story,  stores;  upper  stories,  office, 
showrooms  and  factories,  150  persons  per  story;  EQUIPPED 
with  a  sprinkler  system;  EXITS:  two  interior  fireproof 
stairways,  extending  from  the  first  story  to  roof,  enclosed  in 
ParFtions,  with  fireproof  doors  at  openings;  and 
.  Whereas,  petitioner  contends  that  the  mezzanine  in  ques¬ 
tion  is  occupied  as  part  of  a  restaurant  located  on  the  first 
story  and  that  it  accommodates  about  eighty  persons ;  peti¬ 
tioner  proposes  to  omit  the  proposed  stairway  at  the  north- 
east  corner  of  the  mezzanine,  and  requests  the  acceptance  of 
the  5-foot-wide  open  iron  stairway  leading  from  the  niezza- 
nine  to  the  first  story;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  November  10,  1931,  and  reopened  by  vote  of  the 
board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  stairway  shall  be  provided  from  the  rear  of  the 
mezzanine  portion  on  the  south  side  in  addition  to  the  stair¬ 
way  provided  at  the  rear  on  the  north  side,  both  leading  to 
the  first  story,  then  by  exits  in  the  rear  portion  of  the  first 
story  direct  to  West  36th  street,  as  shown  on  plans  filed  in 
this  application  to  reopen  filed  with  the  board  on  April  20, 
1932,  and  that  the  building  code  and  labor  law  shall  be  com¬ 
plied  with  in  all  other  respects. 


APPLIANCES  .SUBMITTED  FOR  APPROVAL. 
730-30-SA. 

PETITIONER — United  Real  Estate  Owners  Association, 
owner. 

SUBJECT— Standpipe  Outlet  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  o 

Absent  .  q 


958-28-SA. 

PETITIONER — .National  District  Telegraph  Co.,  owner. 
SUBJECT — N.  D.  T.  Fire  Gong  Control  Panels,  Gen. 

Types  No.  100-A  and  236,  approval  of. 
APPEARANCES— 

For  Petitioner :  Gerald  Purcelle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — .Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 
McElligott  .  4 
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Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(958-28-SA) 

Whereas,  National  District  Telegraph  Co.,  owner,  filed, 
December  13,  1928,  a  petition  with  the  board  of  standards 
and  appeals  for  approval  of  their  device  known  as  the  N.  D. 
T.  Fire  Gong  Control  Panels,  Gen.  Types  No.  100-A  and 
236 ;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  April  15,  1932,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  N.  D.  T.  Fire  Gong 
Control  Panels,  Gen.  Types  No.  100-A  and  236,  for  use  with 
interior  fire  alarm  signalling  equipment  when  installed  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals  and  in  conformity  with  the  report  of  the  chief  of  the 
bureau  of  fire  prevention. 


49-32-SA. 

PETITIONER — The  Carborundum  Co.,  owner. 

SUBJECT — Carboradiant  Oil  Burner,  Model  VSS,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner :  M.  A.  Squier. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(49-32-SA) 

Whereas,  The  Carborundum  Co.,  owner,  filed,  February 
I,  1932,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Carboradiant  Oil 
Burner,  Model  VSS :  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the 


bureau  of  fire  prevention  dated  April  15,  1932,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Carboradiant  Oil 
Burner,  Model  V SS,  for  use  in  domestic  and  commercial  in-  1 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  in  con¬ 
formity  with  the  report  of  the  chief  of  the  bureau  of  fire 
prevention. 


597-31-SA.  ,*  c 

PETITIONER — National  District  Telegraph  Co.,  owner. 
SUBJECT — N.  D.  T.  Single  Stroke  Gongs,  Types  No.  134 
AS  and  No.  134  DS,  approval  of.  yf'  s 

APPEARANCES— 

For  Petitioner :  Gerald  Purcelle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(597-31-SA) 

Whereas,  National  District  Telegraph  Co.,  owner,  filed, 
December  15,  1931,  a  petition  with  the  board  of  standards- 
and  appeals  for  approval  of  their  device  known  as  the  N.  D. 
T.  Single  Stroke  Gongs,  Types  No.  134  AS  and  No.  134  DS;  ’ 
and  ; 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  April  21,  1932,  recommends  the 
approval  of  the  device.  : 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  N.  D.  T.  Single 
Stroke  Gongs,  Types  No.  134  AS  and  No.  134  DS,  for  use 
with  interior  signalling  equipment  when  installed  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals 
and  the  report  of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  4.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday  morning,  January  12,  1932,  as  they 
appeared  in  Bulletin  No.  7,  Vol.  XVII,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(261-29-BZ) 

Whereas,  George  Stern,  for  Moline  Construction  Co., 
owner,  filed,  April  16,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 


*  Correction — "and  under  date  of  November  7,  1930,  re¬ 
quested  a  further  modification  as  to  width  of  drivezvays  and 
installation  of  building  enclosing  grease  pits”  added  to  line  39 
of  resolution  and  zvords  "any  grease  pits  or  crankcase  service 
pits  for  tzvo  cars  to  be  enclosed  in  a  braiding  25  ft.  by  25  ft. 
in  area  on  the  zvesterly  portion  of  property,  the  front  elevation 
to  be  open,  zvith  arched  drivezvays,  and  the  construction  of  this 
building  to  be  substantially  the  same  as  that  of  the  adjoining 
office  structure  on  premises”  added  to  line  65  of  resolution, 
shown  in  original  resolution,  but  omitted  from  reprint  of  cor¬ 
rected  resolution. 


denied  under  section  21)  ;  premises  113-26  Farmers  boule¬ 
vard,  South  Hollis,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by  1 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building  ' 
zone  resolution  show  that  Farmers  boulevard  (avenue)  is 
in  a  business  district;  Murdock  avenue  and  113th  road,  west  1 
of  Farmers  boulevard,  are  in  a  business  district,  and  113th 
road,  east  of  Farmers  boulevard,  is  in  a  residence  district; 
and  ; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  5,  1929  (N.  B.  1934-29),  reads: 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  the  zoning  regulations. 
Plans  not  further  examined.” ; 

and  • 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  55  ft.  on  Murdock  avenue  and  202  ft.  on 
Farmers  boulevard,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  20  ft.  by  20  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station: 
and 
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Whereas,  upon  the  application  of  the  theory  of  section 
7g  of  the  building  zone  resolution,  the  applicant  has  filed 
more  than  80  per  cent  consents  of  property  owners  within 
an  area  deemed  affected  and  fixed  by  this  board ;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  February  1,  1930,  on  certain  conditions,  and  owner, 
through  his  attorney,  Max  Posner,  requested  a  modification 
of  these  conditions  as  to  size  of  office  owing  to  restrictions 
in  the  deed  to  the  property,  and  under  date  of  November  7, 
1930,  requested  a  further  modification  as  to  width  of  drive¬ 
ways  and  installation  of  building  enclosing  grease  pits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  of  Farmers 
boulevard  and  Murdock  avenue  a  concrete  curbing  not  less 
than  12  in.  high  and  12  in.  deep,  with  but  two  openings  on 
Farmers  boulevard,  each  opening  to  be  not  more  than  12 
ft.  wide,  having  curb  cuts  directly  in  front  not  more  than  14 
ft.  in  width;  side  of  any  opening  nearest  to  Murdock  ave¬ 


nue  to  be  not  less  than  15  ft.  distant  therefrom ;  that  all 
pumps  shall  be  located  at  least  10  ft.  from  the  building 
line,  that  there  shall  be  erected  on  the  concrete  curbing, 
except  at  the  two  openings,  concrete  posts,  not  less  than  4 
ft.  in  height  and  12  in.  in  least  dimension,  spaced  about  10 
ft.  apart,  which  shall  be  connected  with  heavy  iron  chains 
forming  a  fence  or  in  lieu  thereof  a  heavy  ornamental  iron 
P“*et  fence  not  less  than  4  ft.  high ;  that  any  advertising 
shall  be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps ,  that  there  shall  be  erected  on  the  premises  a  two- 
story  building,  not  over  30  ft.  by  30  ft.  in  area,  constructed 
of  approved  masonry  of  attractive  architectural  design,  with 
variegated  slate  or  Spanish  tile  roof ;  the  top  story  to  be 
devoted  to  conforming  use;  any  grease  pits  or  crankcase 
service  pits  for  two  cars  to  be  enclosed  in  a  building  25  ft.  by 
25  ft.  in  area  on  the  westerly  portion  of  property,  the  front 
elevation  to  be  open  with  arched  driveways,  and  the  con¬ 
struction  of  this  building  to  be  substantially  the  same  as 
that  of  the  adjoining  office  structure  on  premises;  no  port- 
able  gas  tanks  shall  be  operated  or  maintained  on  premises ; 
that  all  permits  required  shall  be  obtained  within  six  months 
and  all  work  involved  thereby  completed  within  one  year 
from  the  date  of  this  action. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 

[217-21-SR] 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  June  3,  1932,  at  3  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  old  matter 

to  be  omitted. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  [which  shall  be 
carried  below  the  discharge  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.]  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 
in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  pro¬ 
vided  with  a  receiver  terminal  or  fill  box  or  casing  provided 


with  means  for  locking  and  located  at  or  above  grade  [in  front 
of  the  building  or  at  the  side  of  the  building,  but  not  beyond 
the  front  wall  of  the  building  erected  on  the  premises.  The 
fill  box  °r  terminal  shall  be  located  as  remote  as  practicable 
.^ny  budding  ope™ng  or  subway  gratings  but  not  less 

filf  r  tH  fe  (.3)fee1-tberefroni-  The  distance  between  the 
fill  line  terminal  and  the.  curb  shall  not  exceed  thirty  (30) 

feet.]  outside  of  the  building  within  30  feet  from  curb  or  at  a 
private  right-of-way  and  as  remote  as  practicable  from  any 
building  opening  or  subzuay  grating,  but  not  less  than  three 
w)  feet  therefrom. 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  at 

u  ai1ld  a  check  valve  [shall  be  provided  in 

the  fill  line]  to  be  located  at  the  fill  box 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Ballard  Duplex  Electric  Driven  Pump  Set -  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary .  507-22-SA 

Could s  Hand  Rotary .  1133-25-SA 

Coulds  Rotary  Oil  Pump .  437-31-SA 

Coulds  Triplex  Plunger .  257-22-SA 

Uardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Kraissl  Fuel  Oil  Pump .  60-28-SA 


Name  of  Pump 

Lei  man  Rotary  . 

Marsh  Fuel  Oil  Pump . ...!!..!!!!!! 

McGowan  Horizontal  Duplex  Fuel  Oil  Pumo 

M.  D.  Rotary . 

Milwaukee  Piston  Rotating  Port  Punip!! . 

Monroe  Oil  Pump . 

Northern  Rotary . 

Pascoe  Pump  Set . !.!!!!!!!!!!!! 

Quimby  Screw  Pump . !!!!!!!!! 

Ray  Rotary  . 

Rotary  Pressure  Pump . !!!!!! 

Rotary  Vacuum  Pump . 

Tate-jones  . 

Teesdale  Automatic  Booster  Fuel  Oil'  Pumn.  . 

Tuthill  Model  B  Fuel  Oil  Pump . 

Tuthill  Fuel  Oil  Pump,  Model  L . ! 

Union  Steam  Pump  for  Fuel  Oil . 

Viking  . 

Warren  Oil  Pump . !  ’ 

Wayne  Oil  Pump  &  Fan  Set . ! ! . ! . 

Worthington  Duplex  Double-Acting  "Steam 

Pump  . 

Worthington  Show  Model  Duplex...... . 


Calendar  No. 
95-24-SA 
1050-23-SA 
936-23-SA 
52-27-SA 
763-25-SA 
658-26-SA 
1396-24-SA 
1029-26-SA 
1193-21-SA 
588-25-SA 
1060-25-SA 
513-25-SA 
492-21-SA 
1279-25-SA 
60-28-SA 
5 68-30- S  A 
705-30-SA 
438-21-SA 
1 169-23-SA 
1 155-25-SA 


184-22-SA 

194-22-SA 
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PROPOSED  RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF 
PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 


Recommended  by — Conference  of  Representatives  of  Fire  De¬ 
partment,  Board  of  Fire  Underwriters,  Merchants 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  F.  J.  Cole,  Highlow  l  arnish  Co.,  Joseph  E. 
Hernon;  Arthur  C.  Bangs,  Real  Estate  Board;  F. 
E.  Graham;  George  H.  Cameron,  William  B.  White, 
Board  of  Fire  Underivriters;  James  H.  Abraham. 
J.  W.  Richardson  and  Inspector  Maher,  Bureau  of 
Fire  Prevention. 

[353-30-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
May  6,  1932,  at  2  p.  m.,  Room  1013,  Municipal  Building,  on 
Proposed  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  Other  Flammable 
Surface  Coatings. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

1.  The  term  “spray  booth”  shall  include  the  following : 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 

sisting  of  two  sides  and  top,  equipped  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

2.  The  term  “spray  room”  shall  mean  a  room,  or  a 
spray  booth  within  a  room,  equipped  with  air  exhaust  facil¬ 
ities  and  in  which  spray  coating  is  carried  on. 

Rule  3. 

Ventilation 

(a)  No  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

(c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 

which  will  provide  not  less  than  sixty  (60) 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  visible 
mist  or  vapors  within  such  enclosures. 

(e)  Air  shall  be  admitted  to  the  spray  booth  or  spray 

room  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  from  said  booth  or  room;  windows  or  other 
openings  not  used  for  ventilation  shall  be  kept 


closed  during  the  process  of  spray  coating.  Ex¬ 
haust  fans  shall  be  kept  running  constantly  while 
spraying  or  mixing  and  for  a  sufficient  length  of 
time  thereafter  to  exhaust  all  vapors,  fumes  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room. 

(f)  Spray  booths  shall  be  used  for  no  other  work  but 
spraying. 

Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 

(a)  Spray  booths  shall  be  constructed  of  metal  or  other 
approved  incombustible  material. 

(b)  Air  distributing  or  baffle  plates,  if  used,  shall  be 
of  incombustible  material  and  removable  for 
cleaning. 

(c)  The  inner  side  of  walls,  ceilings  and  floor  shall  be 
as  smooth  as  practicable,  in  order  to  facilitate 
cleaning;  when  constructed  of  ferrous  metal  such 
surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

(d)  Exhaust  ducts  for  spray  booths  or  spray  rooms 
shall  be  constructed  of  material  not  less  than  the 

following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge. 
When  of  diameter  of  over  24  inches  and  not  over 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge. 

(e)  Ducts  shall  be  strongly  erected  and  rigidly  sup¬ 

ported. 

(f)  Motors  shall  be  located  outside  of  ducts,  booths  or 

spray  rooms  so  that  no  inflammable  vapors  or 
residues  can  reach  them. 

(g)  If  induced  draft  is  used  to  create  an  air  move¬ 
ment  within  cabinet  or  tunnel  types  of  spray 
booths  or  spray  rooms,  the  air  shall  be  supplied 
from  a  point  outside  of  the  spray  booth  or  spray 
room  with  fans  and  motors  entirely  outside  of  the 
spray  booth  or  spray  room. 

(h)  The  exhaust  system  for  the  removal  of  vapors  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room  shall  not  be  connected  to 
any  other  ventilating  system  or  discharged  into 
a  chimney  or  flue  used  for  the  purpose  of  convey¬ 
ing  gases  from  heating  elements. 

Ventilating  ducts  shall  run  as  directly  as  prac¬ 
tical  to  the  outer  air,  protected  with  a  fire  screen, 
and  not  less  than  15  feet  from  any  exterior  exit, 
chimney  termination  or  unprotected  air  intake. 
When  such  duct  passes  through  a  non-fireproof 
roof  it  shall  be  properly  heat-insulated  at  the  point 
of  such  passage,  as  required  by  the  Building  Code. 

(i)  Exhaust  fan  blades  shall  be  constructed  of  non- 

ferrous  metal.  All  exhaust  and  ventilating  fans 
to  be  permanently  connected  to  their  source  of 
current  supply,  using  metallic  conduit.  Rheostats 
in  fan  bases  not  permitted. 

(j)  All  electrical  wiring  shall  be  enclosed  in  metal 
conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  only. 
Fixtures  to  be  of  the  rigid  stem  type,  enclosing 
all  wiring  and  equipped  with  vaporproof  globes 
and  keyless  sockets. 

(l)  No  flame  or  spark-producing  devices,  switches  or 

rheostats  shall  be  located  in  spray  room  or  spray 
booth.  Partitions  separating  such  booths  or  rooms 
shall  be  constructed  fireproof  or  fire-resisting  in 
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accordance  with  Labor  Law  or  rules  of  the  Board 
of  Standards  and  Appeals  for  factory  buildings. 

(in)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin.  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  The  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advise 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

(b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

(d)  iSpray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  iBrooms,  brushes  or  other  cleaning  implements 
made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 

(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 
able  for  paint  and  lacquer  fires.  At  least  one 
standard  sand  pail  shall  be  provided  for  each  100 
square  feet  of  booth  area  or  area  of  spray  room 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  or 
other  approved  type  may  be  provided,  one  for 
each  300  square  feet  of  booth  or  spray  room  area. 
Where  the  spraying  hazard  is  extensive,  mounted 
type  of  extinguishers  shall  be  provided  as  may  be 
required  by  the  Fire  Department. 

(j)  The  interior  of  all  booths  installed  in  sprinklered 
buildings  shall  be  provided  with  sprinkler  heads 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  Main  supplies  of  spray  coating  materials  and 
thinners  shall  be  kept  in  an  outside  storage  build¬ 
ing,  storage  rooms  or  in  vented  metal  cabinets 
in  accordance  with  the  following  amounts : 

(b)  Spraying  materials  not  in  excess  of  20  gallons 
shall  be  stored  in  metal  cabinets  or  wood  cabinets, 


metal  covered  on  both  sides  including  the  door. 
All  cabinets  to  be  ventilated  at  top  and  bottom. 

(c)  Spraying  materials  in  excess  of  20  gallons  and  not 
exceeding  40  gallons  shall  be  stored  in  double- 
walled  metal  cabinets  vented  directly  to  the  outer 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  be 
stored  in  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated 
plain  glass  skylight  or  in  a  storage  room  con¬ 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storage 
rooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms  shall 
be  waterproof  up  to  a  height  of  at  least  6  inches 
from  the  floor  and  be  drained  to  the  center.  The 
sill  of  the  door  shall  be  at  least  6  inches  above 
the  finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  be 
provided  with  an  automatic  sprinkler  head  for 
each  50  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprink- 

lered  buildings  where  it  is  practical  to  provide  at 
least  10  pounds  pressure  at  the  sprinkler  head 
when  supplied  from  house  supply  tanks  or  house 
lines,  as  described  in  Rule  53  of  the  Sprinkler 
Rules. 

(For  the  purpose  of  this  section,  fireproof 
and  fire-resisting  materials,  used  in  the  en¬ 
closures  of  storage  rooms,  shall  comply  with 
the  requirements  for  factory  buildings). 

(g)  The  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build¬ 
ing  shall  be  determined  by  the  Fire  Department. 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 
conducted  in  a  storage  building  or  storage  room, 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  which 
booths  are  located  while  the  air  exhaust  system 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  day’s 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use. 

(j)  Gravity  feed  material  containers  for  supplying 
spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  capable  of  standing  at  least  double  their 
weight  when  filled  with  the  heaviest  spraying 
materials  used. 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  any  nationally  recognized  standard  testing 
laboratory  or  by  the  Board  of  Standards  and  Ap¬ 
peals.  Each  tank  shall  be  provided  with  a  safety 
valve  set  at  a  pressure  not  exceeding  eighty 
pounds.  All  gravity  feed  containers  and  other 
spraying  equipment  shall  be  approved  as  above. 

(l)  The  installation  of  all  electrical  wiring,  switches, 

lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 
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Rule  7. 

General  Requirements 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently ;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking’’  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3. 

Subdivision  D — Air  Exhaust  System. 

“  E — .Air  Supply  and  Mixing. 

“  F — Use  of  Spray  Booth. 

Rule  4. 

Subdivision  A — Construction  of  Spray  Booths. 

B — 'Construction  of  Baffle  Plates. 

“  C — 'Cleaning  of  Booths. 

E- — 'Maintenance  of  Duct  Supports. 

“  F — 'Location  of  Motors. 

G— (Method  of  Induced  Draft. 

H — Termination  of  Ventilating  System. 

K — Electric  Lighting. 

L — 'Separation  of  Booths,  etc.,  from  flame  and 
sparks. 

“  M — Electrical  Equipment. 

N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A — Certificate  of  Fitness. 

B — Motor  vehicles,  in  booths  or  rooms. 
iC — (Maintenance  of  Exhaust  fans. 

D — 'Maintenance  of  Equipment. 

E — Cleaning  Implements. 


F — Accumulation  and  Disposal  of  Waste  Mate 
rials. 

G — 'Smoking,  Matches,  etc. 

H — Fire  Appliances.  i 

Rule  6. 

Subdivision  A — 'Storage  of  Spraying  Materials. 

B — Storage  of  Spraying  Materials  less  than  2( 
gallons.  9 ; 

C — Storage  of  Spraying  materials  not  exceeding 
40  gallons. 

D — iStorage  of  Spraying  materials  exceeding  4( 
gallons. 

G — 'Maximum  Storage  in  non-fireproof  buildings' 

H — iSpray  room  or  booth  mixing.  i 

I — 'Supplies  allowed  in  booth.  , 

J— ^Gravity  Feed  containers. 

L — 'Smoking,  matches,  in  mixing  room. 

NOTE:— 'Subdivisions  A,  B,  C  and  D  may  not  be  applied ir 
fireproof  buildings  equipped  with  an  approved  exist¬ 
ing  automatic  sprinkler  system  where  the  genera 
conditions  of  cleanliness  are  properly  maintained  at 
all  times. 

Rule  7. 

Subdivision  A— Posting  “No  Smoking’’  signs. 

B — Clearance  of  combustible  material. 

C — Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 

Approval  Forms  and  Plans  I 

There  shall  be  filed  before  installation  with  the  Fire  De¬ 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  ap¬ 
plication  form  on  sheet  8  inches  by  10  inches,  which  forrr, 
shall  give  the  proper  name  and  address  of  booth  user  ano 
also  the  floor  on  which  the  booth  or  booths  are  to  be  in-' 
stalled.  An  ink  drawing  of  the  floor  upon  which  the  booth 
will  be  located  shall  be  submitted  on  the  form  sheet;  such 
drawing  shall  show  by  feet  and  inches  the  location  of  exits 
chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall, 
be  filed  with  the  Fire  Department  for  examination  and  ap¬ 
proval.  Such  plan  shall  show  on  the  floor  plan  the  location 
of  all  booths,  storage  and  mixing  rooms,  exits  and  all 
chimneys  and  exterior  openings  within  15  feet  of  the  storage, 
rooms  and  vent  ducts. 
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APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

V.  B.  C.  Oil  Burner .  1295-24-SA 

V.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

ketna  Automatic  Oil  Burner .  1547-23-SA 

iladdin  Oil  Burner .  298-26-SA 

Jexander  Oil  Burner .  65-28-SA 

>rcoil  Heat  Machine .  632-26-SA 

mtocrat  Oil  Burner,  Model  B-l .  297-31-SA 

aker  Automatic  House  Heating  Burner .  1323-22-SA 

aker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

allard  Super  Domestic  Oil  Burner .  939-24-SA 

ayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

erggren  Oil  Burner .  764-26-SA 

ettendorf  High  Pressure  Oil  Burner .  479-31-SA 

;ettendorf  Oil  Burner .  731-28-SA 

ock  Oil  Burner,  Models  A,  B,  C  and  D....  123-31-SA 

raden  Automatic  Fuel  Oil  Burner .  322-30-SA 

ranford  Oil  Burner .  36-31-SA 

doroil  Burner— Type  AA . ...  1361-24-SA 

arboradiant  Oil  Burner,  Models  V  &  VS....  16-31-SA 

arboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

irborundum  Burner .  571-29-SA 

irter-Korth  Oil  Burner .  54-30-SA 

mtury  Oil  Burner .  157-28-SA 

lallenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

imbustion  Fuel  Oil  Burner .  1105-22-SA 

>mbustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

ommonwealth  Automatic  Oil  Burner .  348-28-SA 

3ok’s  Automatic  Oil  Burner .  955-27-SA 

3pe- Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

iescent  Oil  Burner .  222-29-SA 

'  own  Oil  Burner,  Type  XA .  426-29-SA 

'ystal  Blue  Flame  Oil  Burner .  ....  423-29-SA 

ihl  Vaporizing  Oil  Burner .  915-26-SA 

?flia  T?il  Burner .  155-31-SA 

-lco  Heat  Oil  Burner .  420-31-SA 

Ist-o-matic  Oil  Burner .  663-28-SA 

hherty  Oil  Burner .  943-26-SA 

1  sternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

lonomy  Oil  Burner,  Type  A-l .  45-31-SA 

Her  Automatic  Oil  Burner .  481-27-SA 

Eictrol  Automatic  Oil  Burner .  259-25-SA 

Lctromatic  Oil  Burner .  603-29-SA 

Iterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Boo  Oil  Gas  Burner .  1431-23-SA 

drfield  Oil  Burner .  584-31-SA 

witless  Oil  Burner .  493-24-SA 

v'id  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

£ter  Oil  Burner .  715-26-SA 

‘‘mklin  Domestic  Oil  Burner .  560-26-SA 

y'°  011  Burner .  47-30-SA 

f  Wood  Oil  Burner .  373-30-SA 

J|ipco  Steam  Generator .  348-31-SA 

bert  &  Barker  Junior  Flexible  Flame  Do- 

mestic  Oil  Burner .  520-31-SA 

oert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

1  Oil  Burner .  1231-23-SA 

Jadrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G’a .  444-31-SA 

^dspeed  Automatic  Oil  Burner .  957-27-SA 

'f  0il  Burner .  382-26-SA 


Name  of  Burner 

Haidinge  Oil  Burner . 

Calendar  No. 

SI  9  OK  C  A 

Harris  Fuel  Oil  Burner... 

Kon  5n  <3  A 

Hart  Automatic  Oil  Burner 

1162-24-SA 
’  595-29-SA 

KQfi_9n  <2  A 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 
Hayward  Oil  Burner . 

Heatiator  Oil  Burner... 

uc?u  9u  o 

1  9Afi  99  C  A 

Hercules  Oil  Burner . 

10iO”*0"OA 

*10.90  Q  A 

Holby  Type  A  Fuel  Oil  Burner. 

Homer  Domestic  Oil  Burner. 

688-29-SA 

1211-25-SA 

591-29-SA 

372-30-SA 

1305-24-SA 

938-22-SA 

S"9  OR  C  A 

Improved  Kres-Kno  Oil  Burner 

International  Mechanical  Draft  Oil  Burner.... 
International  Oil  Burner. . . . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 
Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

o  u  6  -  &  O  ~  O  t\ 

Q/1A  <)K  C  A 

Kleen  Heet  Oil  Burner . 

oio-^o-oa 

A9  9 A  C  A 

Kreager  Oil  Burner . 

3A7  Q/l  CA 

Kres-Kno  Oil  Burner . 

oo  i  o a 

41^-9Q_Q  A 

Laco  Oil  Burner,  Model  NL-. 

670-30-SA 

1034-27-SA 

iOS  31.51 

Lawrence  May  Oil  Burner... 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner 

Liberty  Automatic  Heater... 

Majestic  Oil  Burner . 

■twO  oi*Oa 

314-30-SA 

129-28-SA 

Q  A 

Marr  Oil  Heat  Machine . 

voo  oU  Oa 

Mav  Oil  Burner . 

Mayfield  Oil  Burner . 

uo  wi’Oa 

66R-91-C;  A 

Mayflower  Oil  Burner . 

124-29-SA 

K1A  OQ  C  A 

Mcllvane  Oil  Burner _ 

Melco  Automatic  Oil  Burner,  Type  “A” 

Merco  Oil  Burner . 

1032-25-SA 

fi97  90  C  A 

Mid-West  Oil  Burner,  Models  106,  108,  208, 
211,  311  and  114 . 

327-31-SA 

673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
887-25-SA 

548-31-SA 

836-25-SA 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Jail  Type  Steam  Atomizing  Burner 
Morse  Fuel  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 
National  Rotary  Oil  Burner _ 

New  Perfection  Oil  Burner,  Type  “C” 

New  Process  Oil  Burner . 

518-29-SA 
1071-27-SA 
255-31-SA 
801-28-SA 
584-28-S A 
1078-24-SA 
773-26-SA 
317-31-SA 
1359-24-SA 
394-30-SA 
113-26-SA 

1193-25-SA 

Nichols-McCann-Harrison  Burners 

Noiseless  Nokol  Model  G  Oil  Burner 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 
Nokol  Automatic  Burner... 

Nii-Way  Oil  Burner . 

Oil-Elec-Tric  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30-A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

617-30-SA 

1029-26-SA 

161-26-SA 

451- 31-SA 

452- 31-SA 
78-28-SA 

73'5-30-SA 

Petro  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2 . 
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Name  of  Burner  Calendar  No. 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner . 315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  C .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 


Name  of  Burner 


Calendar  Ni 


Standard  Automatic  Oil  Burner,  Type  11-G - 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner, 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U . 

Sunflower  Model  S-l  Oil  Burner... . 

Sunflower  Oil  Burner,  Model  S-2 . 

Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spivo  Oil  Burner . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
York  Automatic  Oil  Burner . 


537-31-Si 

618-27-Sf 

5S1-26-S.' 

755-26-Si 

658-30-S, 
657-29-Si 
587-30-S.' 
624-30-S. 
715-29-Si 
951-25-S4 
778-28-S- 
287-28-Si 
297-29-Si 
470-31-Si 
63-28-Si 
129-27-Si 
498-29-Si 
620-28-Si 
6-24-Si 
451-26-Si 
612-30-S/ 
320-30-Si 
556-29-Si 
1 1 55-25-Si 
115-32-Si 

: 

918-22-Si, 

19-25-Si 

44-29-Si 


PUBLIC  HEARING 

PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Tuesday,  May  10,  1932,  at  4  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 

Matter  in  italics  is  new. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited ; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

( c )  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  zvick  and  zvhen  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  when .  heater  is 
not  used  for  cooking  purposes  will  not  be  prohibited  zvhen 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  the  following  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor ,  set  level, 
zvith  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 


the  area  of  any  damper  not  to  exceed  80%  of  the  area  0 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  storag' 
located  outside  room  in  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  zvay  sc 
aside  or  waive  provisions  in  these  rules  covering  storag, 
tanks,  except  that  storage  of  not  more  than  55  gallons  of  fu< 
oil  maintained  in  a  metal  shipping  container  equipped  zvith  a' 
approved  hand  pump  may  be  permitted  outside  of  the  buildin 
and  storage  of  not  more  than  275  gallons  if  installed  an 
maintained  in  compliance  with  Rule  17  of  these  Rules,  lh 
tank  to  be  equipped  zvith  an  approved  hand  pump  may  l 
permitted  inside  of  the  building. 

5.  This  subdivision  applies  only  to  dwellings  as  defined  r 
these  rules  and  prohibits  the  use  of  more  than  one  heater  i 
any  one  room. 

6.  Heater  installation  shall  comply  zvith  the  requirement 
of  the  building  code  and  heater  shall  not  be  connected  in  an 
manner  to  hot  zvatcr,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification.  j 

[(d)]  When  for  any  reason  it  may  be  impracticable  I 
comply  strictly  with  the  foregoing  rules  the  fire  commissions 
shall  have  power  to  modify  their  provisions  so  that  the  spir 
and  substance  thereof  shall  be  complied  with.  Such  mod 
fication  shall  be  endorsed  upon  the  permit  over  the  signatw 
of  the  fire  commissioner  or  designated  representative  of  tl 
fire  commissioner. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

2S1-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 
of. 

Administrative  Applications. 

1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

103 1- 27- A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

264- 25-SA — Koerting  Gear  Pump,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


210-29-SA— A  Diamond  “S”  250  lbs.  254-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA— Kennedy  254-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of, 

359-30-SA  -Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

125-3 1-S  A  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

13/-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31 -SA  Lunkenheimer  254-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  254-Inch,  Figure  No.  8613 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-3 1-S  A— The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

396-31-SA  Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 

491-31-SA  Superfex  Oil  Burning  Heater,  approval  of. 

513-31-SA— Autopulse  Electric  Oil  Pump,  Model  600  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

592-31-SA— Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

598-31-SA  N.  D.  T.  Fire  Alarm  Boxes,  Types  No.  1046 
1046  A  and  1046  AN,  approval  of. 

9-32-SA— Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

44-32- S A — Vaporoil  Burner,  approval  of. 

94-32-.SA— Todd  Spiro  Burner  (pump  type),  approval  of. 
125-32-iSA — ‘Beacon  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports ,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  ivill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-154-3  Mix,  t  oounds  of  hydrated  lime  per  bag  of 

ement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

ement. 

1-254  -5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

ement. 

For  hand  mixed  concrete,  the  hvdrated  lime  and  Port 
»nd  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
)  be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals  Anril 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
bv  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all'  weights 
e-iven  beimr  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  April  27,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . . 


DISPOSITION  OF  CASES. 

344  Withdrawn  . 

Dismissed  . 

Denied . 

226  Granted  . . . 

Granted  on  condition . 

Appliances  approved  . . 

41  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

118  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

4  Requests  to  amend  granted . 

Requests  to  amend  denied . 

33  Requests  for  modification  granted . 

Requests  for  modification  denied . 

3  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

23  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

2  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

6  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn.. 

4  Interpretations  . # . 

Requests  withdrawn  or  dismissed . 


81 

8 

54 

10 

157 

18 

6 

2 

2 


105 

7 

4 

0 

32 

1 

3 
0 

23 

0 

2 

0 

0 

0 

6 

0 

0 

0 

4 
6 


Total  . 
Disposed  of 


804  Total 

531 


Cases  pending  April  27,  1932 


273 


531 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . . . 


M\  Subscription  is  to  begin  with  the  issue  for. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p  m 

Special  meetings  as  published  in  this  Bulletin. 
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communications  should  be  addressed  to  the  chairman  of 
the  board 


CONTENTS 


’his  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  April  29,  1932,  10  A.  M. 
Minutes  of  Special  Meeting,  April  29,  1932,  2  P.  M. 
Minutes  of  Regular  Meeting,  May  3,  1932,  10  A.  M. 
Minutes  of  Regular  Meeting,  May  3,  1932,  2  P.  M. 
Correction. 

Notice  of  Public  Hearing  on  Proposed  Rules  Govern¬ 
ing  the  Spraying  of  Paints,  Varnishes,  etc. 

Approved  Fireline  Hose  Valves. 

Approved  Fuel  Oil  Burners. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Fuel  Oil  Rules. 

Reserve  Calendar. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gineers  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

BuTlffin^Zn™  vden?aJ  consijts.  of  applications  under  the 
uilding  Zone  Resolution,  and  its  object  is  to  give  inter- 

ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  May  10,  1932, 

definite  d°aCy'  each  Case  is  set  for  hearing  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
7  uesday.  May  17,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be.  confused  with  the 

on  'fixed  '  haVe  b'ei1  defini,el»  *>  f°r  hearing 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  n 
progress,  nor  accepted  that  are  not  filed  within  twenty  dais 
rom  the  date  of  the  action  of  the  Administrative  Official 

Z.S&  oft: 

by  the  rules'. o?  this  Toard'.’  “  fi''d  °°  ‘he  form  rB]uir'd 

i^^P°n  i-refeip- ,any  iu°h  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  mav  K 
dismissed  for  lack  of  prosecution.  Y  b 

At  the  time  of  filing  an  application,  the  appellant  or  neti- 
tioner  shall  forward  a  signed.  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build 

"ife  of.  said  “otic"".55’0"'0  “d  *ilh  *is  b“rd  a  d^ 

noffits  ^ tofietrb  arC  advised  that  their  P,ans  m«st  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified'  and 
SS™  of  *  conforming^  to  tlfese 
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HENRY  L.  CONNELL.  Temporary  Chairmen. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  May  4,  1932. 

Cal.  No.  Department.  Premises  Affected. 

235-32-A . B.B.M. .  ..3809-3815  Broadway,  Man., 

-  N.  B.  22-1932 

234-32-BZ . B.B.B....  35  Rockaway  ave.,  Bklyn., 

-  Applic.  591-31 

233-32-BZ . B.B.B .... 267-271  Eastern  pkwy.,  Bklyn., 

-  Applic.  4304-32 

232-32- S A . F.D . Grantoil  Burner,  Model  “C”, 

-  Appliance 

231-32-A . F.D . 1062-1070  St.  Johns  pi.,  Bklyn., 

-  F-94170 

230-32-BZ . B.B.Bx. .  .66-98  East  Burnside  ave.,  Bx., 

-  Alt.  145-1932 

229-32-SA . F.D . The  Camel  Automatic  Oil 

Burner,  Model  30,  Types  A, 

-  B  &  C,  Appliance 

228-32-S . F.D . 530-532  W.  27th  st.,  Man., 

-  L.  D.  86440 

227-32-A . F.D . 70-74  Laight  st.,  Man., 

-  F-94071 

Restored  to  Calendar. 

200-31- A . F.D . 12-16  W.  116th  st.,  Man., 

-  F-81977 

265-30-A . F.D . 225  Moore  st.,  L.  I.  C.,  Q., 

-  F-63483 


CODE 


F.D . Fire  Department 

H.D . Health  Department 


B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  10,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

607-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Ben  S. 
Michaelson,  owner. 

PREMISES — Northeast  corner  of  239th  street  and  Rocky 
Hill  road,  Bellerose,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

395-31-BZ. 

APPLICANT — James  A.  Delehanty,  for  Dubon  Realty 
Corp.,  owner. 

PREMISES — 226-18  Merrick  road,  Laurelton,  Borough  of 
Queens. 

APPLICATION,  under  sections  7b,  7c,  7g  and  21  of  the 
building  zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop 
and  garage  for  more  than  five  (5)  motor  vehicles. 


103-32-BZ. 

APPLICANT — Groh,  McCourt  &  Tripp,  for  Otto  Schmi, 
owner. 

PREMISES — Northwest  corner  of  36th  avenue  and  33[ 
street,  Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zc: 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai- 
tenance  of  a  gasoline  service  station. 

128-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Blackstone  Serv:: 
Garage,  owner. 

PREMISES — 664-690  Coney  Island  avenue,  southwest  cc 
ner  of  Avenue  C,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of 
garage  for  more  than  five  (5)  motor  vehicl 
(granted  by  the  board  under  Cal.  No.  1162-17-B/ 
to  permit  the  inclusion  of  a  gasoline  service  static 

140-32-BZ. 

APPLICANT — Charles  J.  Sturla,  owner. 

PREMISES — Southeast  corner  of  Lawrence  street  ai 
North  Hempstead  turnpike,  Flushing,  Borough 
Queens. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

71-27-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  substituted  for  Jam 
E.  Connaughton,  for  Richard  and  William  O’Too' 
owners. 

PREMISES— North  side  of  Little  Neck  road,  352.46 
east  of  West  End  drive,  Little  Neck,  Borough 
Queens. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  use  and  also  “E”  area  distri 
the  maintenance  of  a  gasoline  service  station  whi' 
is  located  within  the  ten  (10)  foot  setback  requin 
by  the  building  zone  resolution  (reopened  for 
modification  of  the  original  resolution  March 
1932). 


MAY  10,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan> 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  May  1 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Buildin 
on  the  following  matters : 

cal.  no.  101-32-BZ — Application,  February  29,  1932,  und> 
section  21  of  the  building  zone  resol 
tion,  of  Charles  S.  Clark,  applicant,  ( 
behalf  of  Thema  Rosen,  owner,  to  pern 
in  a  business  district  the  erection  at 
maintenance  of  garages  for  more  th; 
five  (5)  motor  vehicles  and,  also, 
gasoline  service  station;  premises  we 
side  of  Bailey  avenue,  182  ft.  south  1 
West  230th  street,  The  Bronx. 

cal.  no.  112-32-BZ — Application,  March  3,  1932,  under  se> 
tion  21  of  the  building  zone  resolutio 
of  Philip  J.  Sinnott,  applicant,  f<j 
Sancer  Realty  Corp.,  owner,  to  permi 
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in  a  residence  district  the  change  of 
occupancy  of  part  of  the  first  story  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop;  premises  2540  Belmont  ave¬ 
nue,  east  side,  135  ft.  8  in.  north  of 
Fordham  road,  The  Bronx. 

al.  no.  118-32-BZ — Application,  March  7,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  Frey,  applicant,  on  behalf  of 
Bessie  Rubin,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southwest  corner  of  29th  ave¬ 
nue  and  154th  street,  Bayside,  Borough 
of  Queens. 

al.  no.  122-32-BZ — Application,  March  9,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  J.  Kessler,  applicant,  on  be¬ 
half  of  William  Peat,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  416- 
426  West  204th  street,  Manhattan. 

\L.  no.  330-29-BZ — Application,  May  15,  1929;  withdrawn 
January  7,  1930 ;  reopened  and  restored 
to  Calendar  December  18,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alfred  A.  Lama  and  James 
Kearney,  applicants,  substituted  for 
Hugo  E.  Magnuson,  on  behalf  of  Fred¬ 
erick  Prisco,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southwest  corner  of  Kissena 
road  and  Vleigh  road,  Flushing,  Bor¬ 
ough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters: 

cal.  no.  545-31-BZ— Application,  November  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  52-32-BZ— Application,  February  4,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  C.  Brucker,  applicant,  on 
behalf  of  Long  Island  Railroad  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Woodside  avenue  and  Rowam 
avenue  (65th  street),  Woodside,  Bor¬ 
ough  of  Queens. 

cal.  no.  64-32-BZ — Application,  February  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of -Anna  Weiss,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  3917-3921  White  Plains 
road,  The  Bronx. 

cal.  no.  69-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Meyer  Kraushaar,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  northeast  corner 
of  Cross  Island  boulevard  and  Murdock 
avenue,  Hollis,  Borough  of  Queens. 


MAY  10,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

01-31-A — 151  East  128th  street,  Manhattan. 

80-32- A — 27-03  Newtown  avenue  and  1-3  North  Henry 
street,  northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

98-32-A — 145-147  Front  street  and  154-158  Maiden  lane, 
Manhattan. 

48-32-A — 840  Broadway,  Manhattan. 

Appliance  Submitted  for  Approval. 

29-32- S A — The  Camel  Automatic  Oil  Burner,  Model  30, 
Types  A,  B  and  C,  approval  of. 


MAY  10,  1932,  4  P.  M. 

SPECIAL  MEETING. 
Rules. 

17-21-SR — Fuel  Oil  Rules,  Amendment  to. 


MAY  13,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ls  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Friday  morning,  May  13, 


cal.  no.  61-32-BZ — 'Application,  February  8,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Raphael  Blank,  applicant,  on  be¬ 
half  of. Tolstoi  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  64-70  Neptune  avenue, 
southwest  corner  of  Hoff  street,  Brook¬ 
lyn. 

cal.  no.  603-31-BZ — Application,  December  18,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Stephen  Frontera,  appli¬ 
cant,  substituted  for  Albert  H.  Stines, 
on  behalf  of  Nancy  Marmelito,  owner, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
west  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 

T  emporary  C  hair  man. 


MAY  13,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 
402-31-A — 160-170  Jay  street,  Brooklyn. 
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157-32- A — Pier  No.  22,  foot  of  Pacific  street,  Brooklyn. 
159-32-A — Pier  No.  34,  foot  of  Hamilton  avenue,  Brooklyn. 

165- 32-A — Pier  No.  29,  foot  of  Irving  street,  Brooklyn. 

166- 32- A — Pier  No.  37,  foot  of  Ferris  street,  Brooklyn. 
170-32- A — Pier  No.  27,  foot  of  Baltic  street,  Brooklyn. 

173- 32-A — Pier  No.  24,  foot  of  Amity  street,  Brooklyn. 

174- 32-A— Pier  No.  35,  Atlantic  Basin,  Brooklyn. 

175- 32-A— Pier  No.  46,  foot  of  Van  Brunt  street,  Brooklyn. 
187-32-A— Pier  No.  32,  foot  of  Degraw  street,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  17,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

1S0-32-BZ. 

APPLICANT — Emil  Guterman,  for  Benjamin  Albert  and 
Abraham  Gerber,  owners. 

PREMISES— Southwest  corner  of  Gun  Hill  road  and  Paul¬ 
ding  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

182-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Ilenfrcd  Realty  Co., 
Inc.,  owner. 

PREMISES— 4117-4119  New  Utrecht  avenue,  northeast  cor¬ 
ner  of  42nd  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

199-32-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Rudies  Garage,  Inc., 
owner. 

PREMISES— 1223-1247  Coney  Island  avenue,  east  side,  20 
ft.  north  of  Avenue  I,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor  vehicles  so  as 
to  permit  the  inclusion  of  a  gasoline  service  station 
(the  garage  having  been  previously  granted  by  the 
board). 

205-32-BZ. 

APPLICANT — Brooklyn  &  Queens  Transit  Corp.,  owner, 
and  Brooklyn  Bus  Corp.,  lessee. 

PREMISES— 2270-2342  Utica  avenue,  west  side,  south  of 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  maintenance  of  an  open,  air 
parking  space  for  more  than  five  (5)  motor  vehicles 
(motor  omnibuses). 

1149-24-BZ. 

APPLICANT — Croker  Fire  Prevention  Corp.  (formerly 
known  as  the  Croker  National  Fire  Prevention 
Engineering  Co.),  for  Herman  W.  J.  Bruning, 
owner. 

PREMISES — 63-63^2  Schaeffer  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  an 
existing  garage  for  the  storage  of  six  (6)  motor 
vehicles  (previously  granted  by  board  for  temporary 
period). 


334-31-BZ. 

APPLICANT — Shirley  Kahn,  for  American  Seal  Kap  Corp., 
owner. 

PREMISES — 11-11  to  11-27  44th  drive  (Nott  avenue), 
Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  thei 
occupancy  of  a  portion  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied ;  reopened  under  new  facts  April 
26,  1932). 


MAY  17,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  .appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May 
17,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  78-32-BZ — Application,  February  16,  1932,  under 
sections  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Edward  P.  Doyle, 
applicant,  on  behalf  of  The  More  Gage' 
Corp.,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  a  building 
used  for  business  purposes;  premises  106 
West  81st  street,  Manhattan. 

cal.  no.  99-32-BZ — Application,  February  27,  1932,  under 
sections  7c  and  21  of  the  buidling  zone 
resolution,  of  Wingate  &  Cullen,  for 
Jacob  Morgenthaler  Sons,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
of  an  existing  garage  for  more  than  five 
(5)  motor  vehicles,  an  existing  gasoline 
service  station  and  an  existing  motor 
vehicle  repair  shop;  premises  164-178 
Fourth  avenue,  southwest  corner  of 
Douglass  street,  Brooklyn. 

cal.  no.  113-32-BZ — Application,  March  4,  1932,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  B.  Dondero,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
distirct  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station ;  premises  8708-8712  18th  avenue, 
Brooklyn. 

cal.  no.  119-32-BZ — Application,  March  7,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  L.  Michael,  applicant  and 
lessee,  on  behalf  of  Burton  H.  Michael, 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop ;  premises 
3461  Fort  Hamilton  parkway,  south  side, 
200  ft.  west  of  Chester  avenue,  Brook¬ 
lyn. 

cal.  no.  139-32-BZ — Application,  March  23,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Oftimios  Ofiesh,  applicant,  on  behalf 
of  Syrian  Holy  Orthodox  Greek  Cath¬ 
olic  Mission  in  North  America, _  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  349-351 
State  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


576 


'  —  — _  -  _ _ _ _ _ _ _ 

CALENDAR 


MAY  17,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

120-32-A — 554  Broome  street,  Manhattan. 

137-32- A — 1521  Third  avenue,  Manhattan. 

136-32-A — 1282-1300  Broadway,  53-63  West  33rd  street 
and  46-62  West  34th  street,  Manhattan. 
149-32-A — 155  Sixth  avenue,  Manhattan. 

201-32- A — 469  West  140th  street,  Manhattan. 

Petitions  for  Variations. 

G81-29-S — 133-157  West  50th  street  and  132-148  West  51st 
street,  Manhattan. 

95-32-S — 1543  Inwood  avenue,  The  Bronx. 

109-32-S — 436-446  East  10th  street,  Manhattan. 

162-32-S — 910  31st  street  (Second  avenue),  northeast  cor¬ 
ner  of  23rd  avenue  (Potter  avenue),  Long 
Island  City,  Borough  of  Queens. 

— 

MAY  20,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HElREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
>f  the  building  zone  resolution,  Friday  morning,  May  20, 
932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
lie  following  matters : 

al.  no.  77-32-BZ — Application,  February  15,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frederick  J.  Flynn,  applicant,  on 
behalf  of  Joseph  Lagana  and  Paul 
Lagana,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Nassau  boulevard 
and  Utopia  parkway,  Borough  of 
Queens. 

\L.  no.  34-32-BZ — Application,  January  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rutherford  S.  Moorhead,  appli¬ 
cant,  on  behalf  of  Wesley  A.  Roche, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  4901-4917 
Kings  highway,  Brooklyn. 

iL.  no.  108-32-BZ— Application,  March  2,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Metbyrne  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2950-2958 
Webster  avenue  and  401-411  Bedford 
Park  boulevard,  The  Bronx. 

L.  no.  116-32-BZ — Application,  March  4,  1932,  under  sec¬ 
tions  6a,  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  Ojay  Realty  Corp., 
owner,  to.  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  126-150  Kings  high¬ 
way,  southwest  corner  of  West  13th 
street,  Brooklyn. 

L.  no.  121-32-BZ — Application,  March  8,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
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behalf  of  Dorothy  Sanders,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
33rd  avenue  and  190th  street,  Bayside, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MAY  20,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

32-32-A  32nd  to  50th  streets,  from  Third  avenue  to  the 
Bay,  Brooklyn. 

47 -32- A  323-341  East  99th  street,  Manhattan. 

24-32-A  Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

131-32- A — 2689-2693  Third  avenue  and  315-323  East  143rd 
street,  The  Bronx. 

Petitions  for  Variations. 

ooo-31-S  93-99  Nassau  street,  28-30  Ann  street  and  135- 
139  Fulton  street,  Manhattan. 

89-32- S — 32-34  East  57th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY  MAY  24,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

177-32-BZ. 

APPLICANT — Herbert  J.  Ivrapp,  for  Trebhus  Realty  Co., 
owner. 

PREMISES  166  West  End  avenue,  northeast  corner  of 
West  67th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMI1  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

204-32-BZ. 

APPLICANT— ^Benjamin  Driesler,  Jr.,  for  Albermarle 
Heights  Building  Corp.,  owner. 

PREMISES — 705-729  Gravesend  avenue,  east  side,  240  ft. 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

208-32-BZ. 

APPLICANT— Richard  Shutkind,  for  George  Del  Gaizo, 

owner. 

PREMISES — 209-211  Chrystie  street  and  26  Stanton  street, 
northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  3nd  main¬ 
tenance  of  a  gasoline  service  station. 

210-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Louis  Schwartz,  owner. 

PREMISES — 669  Ashford  street,  east  side,  230  ft.  south 
of  New  Lots  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and,  also,  “D”  area  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  which  occupies 
more  than  60  per  cent  of  the  area  of  the  lot. 


MAY  24,  1932,  2  P.  M. 


143-32- A — 53  91st  street,  Brooklyn. 


| 


Appeals  front  Administrative  Orders. 

200-31-A — 12-16  West  116th  street  and  5-9  West  115th 
street,  Manhattan. 

59-32- A — 15-17  West  46th  street,  Manhattan. 

132-32- A — 1650  Adee  avenue,  southeast  corner  of  Tieman 
avenue,  The  Bronx. 


Petitions  for  Variations. 

74-32-S — 15-17  West  46th  street,  Manhattan. 

124-32-S — £6-68  West  38th  street,  Manhattan. 

129-32-S — 127-133  West  36th  street  and  1351-1365  Broad¬ 
way,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  APRIL  29,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 


SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec-’ 
tion  and  maintenance  of  a  gasoline  service  station.1 

PREMISES  AFFECTED— 148-16  to  148-26  111th  avenue, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 


61-32-BZ. 

APPLICANT— Raphael  Blank,  for  Tolstoi  Realty  Corp., 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 64-70  Neptune  avenue,  south¬ 
west  corner  of  Hoff  street,  Brooklyn. 
APPEARANCES— 


For  Applicant:  James  Kearney. 

For  Opposition:  Joseph  A.  Rubino. 

ACTION  OF  BOARD — Application  granted  on  condition' 


for  a  temporary  period. 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com-  « 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ( 

Absent  .  ( 


For  Applicant :  Raphael  Blank. 

For  Opposition:  Frank  A.  Velanti. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


68-32-BZ. 

APPLICANT— Celler  &  Kraushaar,  for  Jane  David  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1641-1649  Eastern  parkway, 
northeast  corner  of  Hopkinson  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jesse  Climento  and  Meyer  Krau¬ 
shaar. 

For  Opposition :  H.  N.  Manuel. 

ACTION  OF  BOARD — Laid  over  to  June  14,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


603-31-BZ. 

APPLICANT— Stephen  Frontera,  substituted  for  Albert  H. 
Stines,  for  Nancy  Marmelito,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  73rd  place,  180  ft. 
south  of  Donnell  place,  Maspeth,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Eugene  P.  Fitzpatrick. 

For  Superintendent  of  Buildings :  Rudolph  R. 

Schmidt. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


619-31-BZ. 

APPLICANT— James  Kearney,  for  Estate  of  Israel  Miller, 
owner. 


THE  RESOLUTION— 

(619-31-BZ) 

Whereas,  James  Kearney,  for  Estate  of  Israel  Miller, 
owner,  filed,  December  31,  1931,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the, 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  148-16  to  148-26  111th  avenue,  Jamaica,  Borough  oi 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application' 
by  the  board  of  standards  and  appeals,  at  its  special  meet" 
ing,  April  29,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  111th  avenue  is  in  a  business  dis¬ 
trict;  Sutphin  boulevard  is  in  a  business  district;  148th 
street  is  in  a  residence  district,  and  153rd  street  is  in  an, 
unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  11,  1931  (re  Plan  No.  N.  B.  6095-31) 
reads : 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  article  2,  section  4,  of  the 
zoning  law.” ; 

and 

Whereas,  the  site  consists  of  a  plot  of  ground  having  a 
frontage  of  100  ft.  on  Sutphin  boulevard  and  100  ft.  or: 
111th  avenue,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  20  ft.  by  20  ft.  in  area,  grease  pits  and,  also,  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion  ;  the  site  in  question  is  part  of  a  larger  plot ;  and 

Whereas,  this  application  was  first  heard  under  section/ 
21 — hardship — and  after  argument  by  both  sides  was  placed, 
on  the  record,  the  matter  being  laid  over  for  an  inspection 
by  a  committee  of  the  board ;  and 

Whereas,  a  committee  of  the  board  made  an  inspection) 
and  report  and  recommended  the  denial  of  the  application, 
under  section  21 — hardship — noting  in  their  report  that  the; 
properties  along  Sutphin  boulevard,  north  and  south  of  the 
premises  under  appeal  for  two  or  three  blocks,  were  sub¬ 
stantially  vacant  and  unimproved  and  that  the  adjoining, 
streets  were  developed,  especially  apply  to  111th  avenue, 
with  private  dwellings ;  and 
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Whereas,  the  applicant  then  requested  the  board  to  con-  “The  erection  nf  q 

ider  the  application  for  a  temporary  permit  under  section  business  rffSJiv!  1  f  ^sohne  service  station  within  a 

,  subdivision  f,  of  the  building  zone  resolution ;  the  matter  contrary  t  Seclion  TaTc  ,n*°,  8  rcsille,,ce  Strict  * 

•as  then  adjourned  to  this  date  pending  notification  in  the  Law”-  ^  1  4'A'40’  and  section  3  of  the  Zone 

bulletin  of  said  application;  and  "  and  ‘  ‘  ’ 

pteofTou^av^™8?  ««>*.<*  »  irregular  shaped 
id  south  of  the  premises  under  appeal,  are  mostly  vacant  05.80  ft“along  the  east “lM  iine^nd^M^ff  ’ 1“  dlslf,lce  of 

id  unimproved.  ^south')  lot  w  L™  u-  V  ■  •  139-42  ft  along  the  rear 

Resolved  that  the  board  of  standards  and  appeals  does  story  office  20  ’ft  bv  20 1  'S  proposed  to  erect  a  °»e- 

-reby  make  a  variation  in  the  application  of  the  use  dis-  necessarv  tank,  i  area’,.  grease  pits  and  the 

ict  regulations  of  the  building  zone ^  resolution,6 and  £  small" irTeguh?  sTcJo^T'th^req Tf-"  ftati<W} :  -a 

,e  application  be  and  it  hereby  is  granted,  under  section  7,  the  residence  district  tk!  J  rea!  of.  the  P  <*  ‘s  located  in 

ibdivision  f,  for  a  temporary  period  of  tzuo  years,  on  coruii-  trict  •  and  ’  1  remainder  is  in  the  business  dis- 

)it  that  ah  pumps  shffil  he  set  back  not  ^s  than  jo  ft.  from  Whereas  this  anoliratinn  +i  ,  •  4  , 

e  building  line;  that  any  buildings  erected  on  the  premises,  by  a  committee  of  the  board wh  ?f  a"  mspection 

ffier  as  an  office  or  accessory  use,  shall  be  not  more  than  report  of  same  rffl  q?J  i  *  ^  J  inspection  was  made, 

e  story  in  height,  located  on  the  rear  of  the  premises;  part  of ^  th  is fesolmtn tl adopted  at  th‘s  heari"g  a”d  made 

at  there  shall  be  no  exit  or  entrance  to  the  gasoliiie  station  “Cal. N0 Sfl^RZ  ^  "!ad,ng: 

tilth  a\  enue ,  there  shall  be  but  two  entrances  on  Sutphin  “Premises  17^  ia  nr  vt  i- 

•ulevard,  curb  cuts  to  be  not  more  than  14  ft.  wide  “each;  U7717t  ^ffievard,  south  side, 

at  any  advertising  signs  shall  be  confined  to  the  illuminated  of  Queen’s.  t  *  Ut  1  Parkway,  Flushing,  Borough 

abes  of  the  pumps  or  facade  of  any  building  erected  on  RRPfiRT  nr? 

P  premises,  and  that  all  permits  shall  be  obtained  within  1  0F  C0MMITTEE  OF  INSPECTION. 

:  months  and  any  work  involved  shall  be  completed  within  .  Pn  April  1932,  a  committee  of  the  board  rnn 

te  >'ear  from  the  date  of  this  action.  s!stmg  of  Temporary  Chairman  Connell  and  Commit 

-  sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 

3-31-BZ.  pr«!^!s.es  under  appeal  in  this  case. 

3FLIC  ANT— Edward  L.  Kelly,  for  Louis  De  Vito  to  f™-?  an  applicati°n  under  section  21-hardship- 

owner.  y’  6  Vlt°’  .  y  m  ,a  busm<rss  district  and  partly  in  a 

JBJECT— Application  (re  decision  of  the  superintendent  gasolinT  seJticf’stetfon61’6611011  ^  maintenance  of  a 
of  buildings),  under  section  21  of  the  building  zone  “The  nr  emit,  „  °A-  , 

resolution,  to  permit,  partly  in  a  business  district  imately  po  ft  on  Hnrarf  it™/  fro‘ltafe  of  approx- 

and  partly  in  a  residence  district,  the  erection  and  dTpth  varying  from  66  R  b-°UleTd  and  a 

T^^^iamtenance  of  a  gasoline  service  station.  irregular  in  sliane  A%  ft-  to .  approximately  101  ft., 

lEMISES  AFFECTED— 175-14  Horace  Harding  boule-  plot  in  the  rear  lies  „  h  tnangular  portion  of  this 

vard  south  side,  117.71  ft.  west  of  Utopia  parkway,  The  premises  in  ones!;™  residence  use  district. 

Flushing,  Borough  of  Queens.  "  nrnv„5  11  questl0n  aie  now  vacant  and  unim- 

’PEARANCES pruvea. 

For  Applicant:  Edward  L.  Kelly.  ert7ik  SIm'1 0pm^  °J  any  nature  to  this  prop- 

For  Opposition:  None.  ’  the  land,  nr  '  &t  about  600  ft-  In  all  other  directions 

■TION  OF  BOARD— -Report  of  committee  of  inspection  upwards  of  a  mile  ™lmproved  for  a  distance  of 

adopted;  application  granted  on  condition.  “There  i,  aJ  i  ,  r 

IE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE—  tion  0,1  either  th devel.opment  °{  ai?y  nature  or  descrip. 

Affirmative:  Temporary  Chairman  Connell,  Com-  in«r  boulevard  from°a  niSn*80^  ^  of,Horace  Hard' 

missioners  Holland  and  Guilfoyle  and  As-  of  the  Sses  under  i  fPProximately  400  ft.  west 

sistant  Chief  Kidney . .  4  with  thl T  aPPeal  to  over  a  mile  eastward, 

Negative  . . .  .  J  u,e  for  P  °f  °nC  s,lliaI1  0I^st°ry  frame  dwelling 

Absent  .  .  0  nn  th!  Pyrpo/es,’  about  700  ft-  eastward,  located 

E  VOTE  TO  GRANT—  .  on„the  s°uth  Slde  of.  the  Boulevard. 

Affirmative :  Temporary  Chairman  Connell,  Com-  surroundino-^m^nn^6’  dfe  t0  the.  undeveloped  land 

missioners  Holland  and  Guilfoyle  and  As-  able  o ^cfppose^ ^  't/5  n0t  reason- 

sistant  Chief  Kidney .  ...  4  1?  l"Pp0se  tkat  f.he  Property  could  now  be  de- 

Negative  . . .  .  J  retuni^  on  V-' conf+ormi”g  fe  and  give  a  reasonable 

E  RESOLUTION  '  f  .ee  s  that  a  permanent  installation  of  a  non- 

b  KLSOLUIION-  conforming  use  in  this  locality  might  tend  to  determine 

(410-31-BZ)  future  development  on  the  vacant  lands  adjoining  the 

•  hereas,  Edward  L.  Kelly,  for  Louise  De  Vito,  owner,  prf^!ses  unde.r  aPP.eal. 

1,  August  21,  1931,  an  application,  under  the  building  zone  r  1  ,ie  c°mi™ttee  is  of  the  opinion  that  a  reasonable 

■lution,  to  permit,  partly  in  a  business  district  and  partly  adjustment  of  this  application  would  be  the  granting 

,i  residence  district,  the  erection  and  maintenance  of  a  ?  a  temP°rory  permit  under  section  7,  subdivision  f 

■’line  service  station;  premises  175-14  Horace  Harding  a  Penod  two  years, 

evard,  south  side,  117.71  ft.  west  of  Utopia  parkway,  “(Signed)  HENRY  L  CONNFT  T 

dung,  Borough  of  Queens ;  and  '  Temporary  Chairman. 

hereas,  a  public  hearing  was  held  on  this  application  “TAMES  P  HOT  T  A\m 

:he  board  of  standards  and  appeals,  at  its  special  meet-  “TOHN  PmrSnvT  v 

April  29,  1932,  after  due  notice  by  publication  in  the  and  ^  ILFOl  LE. 

etin  of  the  Board  of  Standards  and  Appeals;  and  Witfrfas  this  rPnnri  _  j 

hereas,  the  use  district  maps  accompanying  the  building  permit  for  a  temporary  period  of tHC  frantmgf.  of  a 
!  !<«**•  ?how  that  Horace  Harding  boulevard  is  in  developed^ WdX  o7tte ^TurroundTnVSonertes 
Jsmess  district;  64th  avenue  is  in  a  residence  district;  Resolved,  that  the  board  of  standards  and  !m  i  i 

siS  Strict  rand'"''  ^  ^  £ ",  J^^..lica«„ntf 

hereas,  the  decision  of  the  superintendent  of  buildings,  the  application  he  and  it  hL!|LisLra„(T  miS  “d  ' 
ered  August  ,4,  108.  (re  N.  B.  4258-81),  reads;  subdivision  f,  foe  „  teui/w oeTUld  of  ti  ,  TZdl 
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tion  that  all  pumps  shall  be  set  back  not  less  than  10  ft.  from 
the  building  line ;  that  any  structures  erected  on  the  premises 
as  an  office  or  accessory  use  shall  be  but  one  story  in 
height;  that  any  advertising  signs  shall  be  confined  to  the 
illuminated  globes  of  the  pumps  or  the  facade  of  any  building 
erected  on  the  premises,  and  that  all  permits  shall  be  obtained 
within  six  months  and  any  work  involved  shall  be  completed 
within  one  year  from  the  date  of  this  action. 


563-31-BZ. 

APPLICANT— William  A.  Lacerenza,  for  Florindo  Bara- 
nello,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from  a  residence 
use  to  a  business  use. 

PREMISES  AFFECTED— 1632  Benson  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Maurice  C.  Bumgard. 

For  Opposition:  Edgar  R.  Mead. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(563-31-BZ) 

Whereas,  William  A.  Lacerenza,  for  Florindo  Baranello, 
owner,  filed,  November  25,  1931,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy  from  a  residence 
use  to  a  business  use;  premises  1632  Benson  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  29,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Benson  avenue,  Bay  13th  street, 
Bay  14th  street,  16th  avenue  and  17th  avenue  are  in  resi¬ 
dence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  24,  1931  (re  Applic.  No.  7257-1931), 
reads : 

“In  reference  to  application  submitted  for  occupancy 
change  Permit  391  of  1901  was  issued  by  this  Bureau 
to  change  the  occupancy  of  the  building  from  two 
families  and  store  to  two  families.  Present  application 
as  now  submitted  to  change  back  to  two  families  and 
store — contrary  to  Zone  Resolution,  Art.  2,  Section  3, 
for  a  prohibited  use  (business)  in  a  residence  district. 
“Therefore  application  denied.” ; 

and 

Whereas,  the  existing  building  is  of  frame  construction, 
two  stories  in  height,  with  a  frontage  of  24  ft.  4  in.  and 
a  depth  of  53  ft.  6  in. ;  occupied  as  a  dwelling ;  to  be  occu¬ 
pied  as  a  store  and  dwelling;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made, 
report  of  which  inspection  was  read  at  this  hearing  and 
said  report  made  part  of  this  resolution,  the  report  reading : 
“Cal.  No.  563-31-BZ. 

“Premises  1632  Benson  avenue,  Brooklyn. 


REPORT  OF  COMMITTEE  OF  INSPECTION. 


and 


“A  committee  of  the  board,  consisting  of  Temporary 
Chairman  Connell  and  Commissioners  Holland  and  Guil¬ 
foyle,  visited  and  inspected  the  premises  under  appeal 
in  this  case  on  April  21,  1932. 

“This  is  an  application  under  section  21 — hardship—1 
of  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  change  of  occupancy  from 
a  residence  use  to  a  business  use. 

“The  premises  in  question  have  a  frontage  of  26  ft. 
4  in.  on  Benson  avenue  and  a  depth  of  70  ft.  and  are 
now  occupied  by  a  two-story  frame  structure  with  a1 
store  on  the  first  floor  and  an  apartment  for  one  family 
in  the  rear  and  apartments  for  two  families  on  the1 
second  floor. 

“Applicant  claims,  in  support  of  section  21 — hardship— 
that  the  present  owner  purchased  the  property  in  1918, 
at  which  time  there  was  business  use  on  the  first  story, 
and  which  business  use,  according  to  the  owner’s  state¬ 
ments,  existed  since  1901.  The  owner  leased  the  first 
story  to  two  different  tenants  since  1918,  and  in  1926 
one  of  these  tenants  made  some  slight  alterations  to 
the  business  portion  of  the  first  floor,  plans  for  which, 
however,  were  not  filed  with  the  building  superintendent. 
This  he  claims  was  done  in  ignorance  of  the  law. 

“One  of  the  two  objectors  to  this  application  at  the 
hearing  held  April  1  under  oath  stated  that  there  was 
no  business  use  in  these  premises  up  to  1926.  There 
seems,  therefore,  to  be  some  doubt  as  to  the  use  of  the 
first  story  for  business  purposes  prior  to  1916  and  up  to 
and  including  the  present  time. 

“Immediately  adjacent  to  the  premises  on  the  west,  on. 
the  property  formed  by  the  intersection  of  Benson  ave¬ 
nue  and  13th  street,  there  is  a  similar  structure  used 
on  the  first  floor  for  business  use,  the  nature  of  the 
business  in  these  premises  being  the  same  as  that  con¬ 
ducted  on  the  premises  under  appeal.  This  adjoining 
owner  is  one  of  the  two  objectors  to  this  appeal.  The 
other  objector,  the  one  heretofore  noted  in  this  applica¬ 
tion,  owns  the  property  on  the  northwest  corner  of 
Benson  avenue  and  Bay  14th  street,  which  property  is 
occupied  by  a  two-story  frame  dwelling  with  frame 
stables  in  the  rear. 

“These  are  the  only  two  objectors  to  this  application. 
There  have  been  filed,  however,  fifty-one  consents.  Thesej 
consents  comprise  practically  all  of  the  properties  from 
Benson  avenue,  both  the  north  and  south  sides,  between 
17th  avenue  and  16th  avenue,  and  both  sides  of  the 
two  intersecting  streets,  namely,  Bay  13th  street  and. 
Bay  14th  street.  All  of  these  properties  are  occupied 
for  dwelling  use,  mostly  two-story  frame  structures. 

“The  committee  is  of  the  opinion  that  a  reasonable, 
adjustment  of  this  application  would  be  the  granting 
of  a  variation  for  business  use,  first  story,  of  the  area. 
now  occupied  as  such  and  to  be  discontinued  when  the 
present  building  is  demolished  and  replaced  by  a  more 
modern  structure,  and,  further,  as  there  are  three  fam¬ 
ilies  occupying  this  building  at  the  present  time,  in 
addition  to  the  store  use,  that  a  permit  be  obtained 
from  the  Tenement  House  Department  if  it  is  de¬ 
sired  to  continue  the  dwelling  occupancy  as  now  existingj 
in  this  building. 

“(Signed)  HENRY  L.  CONNELL, 

Temporary  Chairman.  ( 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


Whereas,  this  report  recommends  the  granting  of  this: 
application  under  certain  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does' 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  business  use  shall  be  confined  to  the  first  story  of  the 
present  building  and  to  the  area  and  location  as  shown  on 
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the  plan  submitted  with  this  application,  the  balance  of  the 
building  to  be  used  for  conforming  dwelling  uses;  that  if 
the  use  of  the  balance  of  the  building  for  three  families  is 
desired  to  be  continued  a  permit  shall  be  obtained  for  such 
use  from  the  tenement  house  commissioner ;  that  any  ad- 
\ertising  signs  shall  be  restricted  to  signs  similar  to  those 
iiiow  on  the  premises,  prohibiting  any  roof  signs  of  any 
nature  or  description ;  that  there  shall  be  no  merchandise 
stored  outside  the  building  line;  that  the  permit  herein 
granted  is  for  the  present  building  only  and  the  business  use 
IS  to  be  discontinued  on  this  property  when  and  after  the 
building  is  substantially  altered,  demolished  or  replaced  bv 
another  structure;  that  the  use  shall  be  restricted  pro- 
ubiting  a  fish  market,  and  that  all  permits  shall  be  obtained 
within  three  months  and  any  work  involved  shall  be  com¬ 
pleted  within  six  months  from  the  date  of  this  action. 

19- 32-BZ. 

\PPLICANT — Louis  Allmendinger,  for  William  Winckel- 
mann,  owner. 

pUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

3DI7,fT*™  a!?l^a”1^I?incer,of  a  gasoline  service  station. 
REMISES  AFFECTED — Southeast  corner  of  Columbia 
avenue  (67th  street)  and  Queens  boulevard,  Win- 
held,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant :  Louis  Allmendinger. 

For  Opposition:  Samuel  S.  Tripp. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
Attt-  aPPhcation  granted  on  condition. 

HE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  n 

HE  VOTE  TO  GRANT— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  . 0 

HE  RESOLUTION— 

(29-32-BZ) 

Wiiereas,  Louis  Allmendinger,  for  William  Winckelmann, 
vner,  filed,  January  22,  1932,  an  application,  under  the 
Hiding  zone  resolution,  to  permit  in  a  business  district  the 
ection  and  maintenance  of  a  gasoline  service  station; 
emises  southeast  corner  of  Columbia  avenue  (67th  street) 
d  Queens  boulevard  Winfield,  Borough  of  Queens ;  and 
7EfAS'  a  Public  hearing  was  held  on  this  application 
,  Aen0.ari°fand?rds  and  aPPeals-  at  its  special  meet- 

illptln r'  f  2fU  ]d32’  jftCrr  oUe  notlce  by  Publication  in  the 
ffietm  of  the  Board  of  Standards  and  Appeals;  and 

hereas  the  use  district  maps  accompanying  the  building 

ennlT  UL,0!l  S*hOWuthat  Queens  boulevard  and  Columbia 
enue  are  both  in  a  business  district  and  67th  street  (north 

Queens  boulevard)  and  68  street  are  in  a  residence  dis- 
Ct ,  ana 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
idered  January  15,  1932  (re  Plan  No.  N.  B.  6290-1931), 

The  erection  of  a  gasoline  service  station  within  a 

tklSinpf*i^1Stn?  15  S?ntr,ary  t0  article  2,  section  4,  of 

j  the  Building  Zone  Resolution.” ; 

Vhereas,  the  premises  consist  of  a  plot  of  ground  having 

lumbffe  °f  7138  ,ft  °P  Queens  boulevard,  77.12  ft.  on 

fine  .fnVnenUei a  d!Sta"Ce  of  507  along  the  south 
ne,  upon  which  it  is  proposed  to  erect  a  one-story 

ding,  approximately  79  ft.  by  21  ft.  in  area,  to  be  occu- 

as  a  garage  for  five  cars  and  service  station  and  to 


staStfon;thandeCeSSary  ta"ks  a"d  PUmpS  f°r  a  gasoline  service 

an7rHeportsS’aas  fXwsf  °£  'he  b0ard  visited  these  premiscs 

“Cal.  No.  29-32-iBZ. 

Premises  southeast  corner  of  Columbia  avenue  (67th 
Queens  and  ^Ueens  boulevard,  Winfield,  Borough  of 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

•  ..  A,prd  21>  1932>  a  committee  of  the  board,  con- 
u  Temporary^  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
prfups°s  under  appeal  in  this  case. 

This  is  an  application  under  section  21 — hardship— 
to  permit  in  a  business  district  the  erection  and  main- 
°*  a.  gasoline  service  station. 

The  premises  in  question  have  a  frontage  of  approx¬ 
imately  77  ft.  on  Columbia  avenue  and  a  return  to 
Queens  boulevard  for  a  distance  of  about  71  ft  and 
are  now  vacant  and  unimproved.  These  premises'  abut 
he  railroad  embankment  of  the  Long  Island  Railroad 
to  the  east.  The  southerly  lot  line  is  the  continuation 
of  the  northerly  building  line  of  Laurel  Hill  boulevard, 
but  Laurel  Hill  boulevard  is  not  cut  through  eastward 
from  Columbia  avenue.  There  is,  however,  a  dirt  road 
continuation  of  Laurel  Hill  boulevard  terminating  at  the 
railroad  embankment. 

The  east  roadway  of  Queens  boulevard  passes  by  and 
underneath  the  Long  Island  Railroad  tracks  at  this 
location  and  is  a  comparatively  narrow  underpass. 

Opposite  the  premises  under  appeal,  on  the  west  side 
oi  Columbia  avenue,  running  through  from  Queens 
boulevard  to  Laurel  Hill  boulevard,  is  a  large  parcel  of 
gr™  vacant  and  unimproved  at  the  present  time 
Adjoining  this  parcel  of  ground  to  the  west,  facing 
on  Queens  boulevard,  are  three  or  four  one  and  two-story 
buildings  occupied  for  auto'  repair  shop,  store  use  and 
dwellings  and  are  rather  old  type  of  construction. 

bouthward  from  the  property  under  appeal,  on  the 
east  side  of  Columbia  avenue  to  the  next  intersecting 
street  (47th  avenue),  the  properties  are  mostly  vacant, 
with  the  exception  of  three  or  four  one-story  frame  and 
metal  buildings  used  principally  for  garages.  On  the 
west  side  of  Columbia  avenue,  between  Laurel  Hill 
boulevard  and  47th  avenue,  and  running  west  to  66th 
street,  the  properties  are  rather  sparsely  developed  and, 
where  developed,  are  developed  with  one  and  two-story 
^ra<?»e  s^ruc^ures  used  for  dwelling  purposes 

Queens  boulevard  is  200  ft.  wide.  The  Long  Island 
Railroad  overhead  crossing  crosses  Queens  boulevard 
in  this  locality  .at  about  an  angle  of  45  degrees,  so  that 
the  westerly  side  of  this  overhead  crossing,  where  it 
intersects  the  northerly  building  line  of  Queens  boule¬ 
vard,.  is  a  distance  of  approximately  150  ft.  west  of  the 
premises  under  appeal. 

“Westward  from  the  westerly  line  of  the  Long  Island 
Railroad  on  the  north  side  of  Queens  boulevard  and 
running  west  to  66th  street  the  properties  are  vacant 
with  the.  exception  of  one  one-story  building  used  as  an 
automobile  repair  shop. 

“From  the  intersection  of  the  easterly  side  of  the 
Long  Island  Railroad  with  the  northerly  building  line 
of  Queens  boulevard  and  running  eastward  to  69th 
street  the  development  consists  of  two  or  three  two- 
story  brick  dwellings,  one-story  sheds  and  one-story 
brick  garage  and  gasoline  station. 

“Between  the  property  under  appeal  and  69th  street 
on  the  south  side  of  Queens  boulevard,  the  properties 
are  all  in  the  ownership  of  the  Long  Island  Railroad 
and  are  mostly  occupied  by  the  Long  Island  Railroad 
embankment,  with  the  exception  of  a  small  triangular 
portion  on  the  southwest  corner  of  69th  street  and 
Queens  boulevard,  on  which  is  now  erected  a  gasoline 
service  station. 

“There  have  been  filed  with  this  appeal  three  objections 
and  no  consents. 
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“Due  to  the  peculiar  location  and  size  of  the  property 
under  appeal  and  the  surrounding  development  on  Queens 
boulevard  and  the  intersecting  streets  in  this  locality, 
the  committee  is  of  the  opinion  that  this  property  will 
not  readily  lend  itself  to  a  development  for  a  conforming 
use. 

“The  committee,  therefore,  recommends  the  granting 
of  this  appeal  with  such  safeguards  as  will  protect  ad¬ 
joining  and  abutting  property  owners  and  restrictions 
as  to  exits  and  entrances  to  prevent  a  hazardous  con¬ 
dition  due  to  the  narrow  width  of  the  underpass  of 
Queens  boulevard  on  the  south  side. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing  and  which 
report  recommends  the  granting  of  this  application  under 
section  21 — hardship — of  the  building  zone  resolution  with 
such  safeguards  as  would  protect  the  adjoining  and  abutting 
property  owners  and  passing  automobilists,  and  which  report 
is  incorporated  herein. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  of  both  Colum¬ 
bia  avenue  and  Queens  boulevard  a  concrete  curbing  not  less 
than  12  in.  high  and  12  in.  wide,  with  return  of  the  concrete 
curbing  up  to  proposed  one-car  garages  on  north  building- 
line  of  Laurel  Hill  boulevard;  there  shall  be  but  two 
entrances  to  the  gasoline  station,  both  located  on  Columbia 
avenue,  the  northerly  side  of  the  northerly  entrance  shall 
not  be  less  than  50  ft.  westward  from  the  easterly  property 
line;  each  entrance  shall  be  not  more  than  12  ft.  wide  with 
curb  cuts  substantially  in  front  thereof  not  more  than  14  ft. 
wide  each ;  there  shall  be  one  structure  erected  on  the 
premises,  one  story  in  height,  built  of  masonry,  subdivided 
substantially  as  shown  on  the  plans  submitted  with  this 
application  and  located  on  the  easterly  property  line  on  the 
southerly  end  of  the  premises ;  said  building  shall  be  faced 
with  light-colored  enameled  tile  or  brick  of  panel  design 
or  gray  pressed  face  brick  with  terra  cotta  trimmings;  the 
roof  shall  be  constructed  of  variegated  slate  or  Spanish  tile ; 
all  pumps  shall  be  set  back  not  less  than  10  ft.  from  the 
building  line ;  any  advertising  signs  shall  be  confined  to 
the  illuminated  globes  of  the  pumps  or  the  facade  of  the 
buildings  erected  thereon ;  there  shall  be  no  portable  gasoline 
tanks  operated  or  maintained  on  or  from  the  premises ;  all 
permits  required  shall  be  obtained  within  six  months  and 
all  work  completed  within  one  year  from  the  date  of  this 
action. 


16-32-BZ. 

APPLICANT— Hyman  D.  Rapps,  for  Proc  Building  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1302-1312  65th  street,  southeast 
corner  of  13th  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  E.  Weissmann  and  Meyer 
Kraushaar. 

For  Opposition :  Andrew  S.  Derby  and  Gilbert 
Kastensmith. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE — 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  l 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Assistant  Chief  Kid¬ 
ney  .  3 

Absent  .  0 

THE  RESOLUTION— 

(16-32-BZ) 

Whereas,  Hyman  D.  Rapps,  for  Proc  Building  Corp., 
owner,  filed,  April  12,  1932,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
maintenance  of  a  gasoline  service  station ;  premises  1302- 
1312  65th  street,  southeast  corner  of  13th  avenue,  Bor¬ 

ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  April  29,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  13th  avenue  is  in  a  business  dis¬ 
trict  ;  65th  street,  east  of  13th  avenue,  is  in  a  residence  dis¬ 
trict  ;  65th  street,  west  of  13th  avenue,  is  in  a  business  dis¬ 
trict,  and  66th  street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent. of  buildings, 
rendered  December  23,  1931  (re  App.  No.  16091-1931), 
reads : 

“The  following  objections  have  been  filed  by  the 
examiners : 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  II, : 
Sec.  4. 

“The  installation  of  a  gasoline  service  station  in  a1 
business  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having' 
a  frontage  of  60  ft.  on  13th  avenue  and  100  ft.  on  65th  street,1 
upon  which  is  erected  a  gasoline  service  station  consisting  oi 
a  one-story  L-shaped  structure,  60  ft.  by  68  ft.,  irregular,  in 
area,  used  for  brake  testing,  auto  laundry,  two-car  garage! 
and  office,  grease  pits,  five  550-gallon  tanks  and  pumps; 
to  be  occupied  as  a  gasoline  service  station ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
report  of  same  read  and  adopted  at  this  hearing  and  made 
part  of  this  resolution,  the  report  reading: 

“Cal.  No.  16-32-BZ. 

“Premises  1302-1312  65th  street,  southeast  corner  of  13th 
avenue,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  April  1,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  th( 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship— 
to  permit  in  a  business  district  the  maintenance  of  i 
gasoline  service  station. 

“Applicant  basis  his  application  under  section  21- 
hardship — of  the  building  zone  resolution  on  tw(^ 
grounds : 

“First :  That  the  present  owner  of  the  property,  i.e. 
the  Proc  Building  Corp.,  entered  into  a  contract  op 
December  19,  1928,  for  the  purchase  of  this  property 
together  with  a  permit  for  a  gasoline  service  statioi 
thereon  and  contracted  fqr  same,  at  the  price~of  $37,000 
which  was  far  in  excess  of  the  then  value  of  the  land 
that  they  purchased  the  property  and  gasoline  permit  n 
good  faith,  and  that  to  deprive  them  of  the  use  of  th< 
premises  as  a  gasoline  station  would  be  a  great  hard 

ship.  .  ,  t, 

“Second :  That  the  premises  themselves  cannot  o< 

developed  for  a  conforming  use  and  give  a  reasonabl1 
return  on  the  investment, 
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In  order  for  this  board  to  reach  a  fair  conclusion  on 
the  first  grounds  of  hardship,  it  seems  necessary  to 
briefly  consider  all  facts  relating  to  this  application.  As 
stated,  the  premises  in  Question  are  located  in  a  business 
use  district.  1  he  building  zone  resolution  was  amended 
on  June  12,  192;'),  to  prohibit  gasoline  stations  in  business 
use  districts.  Prior  to  June  12,  1925,  plans  for  installa¬ 
tion  of  gasoline  service  stations  in  business  use  districts 
v\ ere  examined,  approved  and  permits  issued  by  the  fire 
department.  I  he  records  of  the  fire  department  show  the 
following : 

“On  July  28,  1924,  plans  for  gasoline  station  showing 
four  550-gallon  tanks  and  pumps  were  approved  by  the 
fire  department,  same  having  been  submitted  by  the  then 
owner  Israel  B.  Miller. 

On  May  14,  1928,  application  was  made  and  plans 
filed  with  the  fire  department  for  a  gasoline  station  on 
these  premises,  which  plans  showed  four  gas  tanks  and 
four  pumps  and  which  plans  indicated  the  premises  as 
vacant  at  that  time. 

On  May  17,  1928,  the  fire  department  notified  the 
applicant  that  plans  for  a  gas  station  were  disapproved 
as  .premises  were  located  in  a  business  use  district. 

“July  12,  1928,  permit  for  a  gas  station  was  issued  by 
the  fire  department. 

“On  September  10,  1928,  order  issued  by  the  fire  de¬ 
partment  to  discontinue  the  use  of  the  premises  as  a 
gas  station  and  surrender  the  permit. 

“On  October  5,  1928,  appeal  against  above  order  filed 
by  the  then  owners  of  the  premises  with  the  board  of 
standards  and  appeals. 

“December  11,  1928,  this  board,  under  an  appeal  ap¬ 
plication,  reversed  the  order  of  the  fire  department  and 
reinstated  the  permit.  This  action  was  later  reversed 
by  the  courts. 

“Up  to  the  present  time  there  are  no  records  in  the 
fire  department  which  show  that  any  inspection  or  ap¬ 
proval  of  installation  of  tanks  or  pumps  has  ever  been 

made. 

“December  19,  1928,  the  then  owners  of  the  property 
entered  into  a  contract  with  the  present  owner  and  ap¬ 
plicant  for  the  sale  of  the  property  for  the  sum  of 
$37,000,  which,  as  stated  at  the  hearing  held  April  12, 
1932,  included  a  gasoline  permit,  although  no  specific 
reference  to  a  gasoline  permit  is  made  either  in  the  con¬ 
tract  or  in  the  deed. 

“At  the  hearing  held  April  12,  1932,  a  real  estate 
expert  for  the  applicant  stated  that  the  premises  under 
appeal  in  December,  1928,  was  worth  $15,000,  so  that 
the  gasoline  permit  must  have  been  valued  at  $22,000. 

“The  contract  for  the  sale  of  this  property  called  for— 
a  cash  payment  of  $1,500  on  signing  of  contract 
13,500  on  delivery  of  deed 
5,000  first  mortgage 
8,100  second  mortgage 
8,900  purchase  money,  3rd  mort. 


making  a  total  of  $37,000 

The  second  and  third  mortgages  to  be  paid  in  in- 
((  stallments  semi-annually  and  quarterly. 

February  1,  1929,  contract  entered  into  by  Proc 
Budding  Corp.  with  J.  B.  Construction  Co  to  construct 
a  gasoline  service  station  on  the  premises,  which  work 
was  to  consist  of  office,  two  toilets,  private  garage,  repair 
mop,  concrete  entire  plot,  excavation  for  grease  pits 
dectric  wiring  for  buildings,  pits  and  gas  pumps.  The 
contract  did  not  call  for  supply  or  installation  of  any 
gasoline  tanks  or  pumps. 

This  contract  called  for  starting  of  work  immediately 
ipon  notification  to  the  J.  B.  Construction  Co.  by  the 
iv°C  ^udd'nf’  Corp.  and  that  time  is  the  essence  of 
his  contract.  The  contract  specified  that  the  work  shall 
>e  completed  on  or  before  a  certain  date  and  that  failure 
o  complete  will  entitle  the  Proc  Building  Corp.  to 
eceive  damages  of  a  certain  amount  of  monies.  How- 


!momII°nfC!UaI  datC-  f°r  coirTktion  of  the  work  or  the 
amount  of  damages  is  specified  in  this  contract. 

workMn!  heanng  he!d  APril  12,  1932,  applicant  stated 
i  non  s  commenced  on  above  contract  February  12, 
and  dlsc°ntmued  February  23,  1929,  at  which  time 

ramnleted  theT,propused.  buddin8'  were  more  than  half 
completed  The  records  of  the  Weather  Bureau  show 

vprv  Ss  t0  COid  weather’  snow,  Sundays  and  holidays, 
very  htPe  working  time  was  left  between  February  12 

and  February  23.  The  contract  called  for  union  labor 
to  be  used  throughout. 

1  he  records  of  the  bureau  of  buildings  show  that  the 
work  of  excavation  for  grease  pits  and  setting  up  of 
gas  tanks  was  started  August  29,  1928,  and  continued 

!l,-c£erer  Jier  0,1  September  14,  1928,  work 

1  scontinued.  (Order  of  the  fire  department  to  sur¬ 
render  permit  was  issued  September  10,  1928  )  Febrn- 

Jgo11,  1i929’  build6r’S  Shanty  erected'  February  13 
09  ioM°lkn-in  pr.og.re?®-  Work  continued  until  March 
19~9>  ^though  held  up  several  times  due  to  argu- 
ment.  .  Work  then  discontinued  until  May  20  1929 
Work  in  progress,  from  May  20,  1929,  to  July  21  1929 
when  final  inspection  was  made  by  the  bureau  of ’build¬ 
ings. 

Application  was  made  to  the  board  for  a  gasoline 
station  under  Cal.  No.  863-27-, BZ  affecting  the  prop¬ 
erty  on  the  northeast  corner  of  65th  street  and  13th 
avenue  Photographs  filed  with  this  application  show 
proiierty  under  appeal  in  the  present  application,  i.e., 
Cal.  No.  16-32-BZ,  vacant  and  unimproved. 

It  would  seem  from  the  above  facts  that  no  work 
either  on.  installation  of  gas  tanks  and  pumps  or  present 
construction  now  on  the  premises  was  started  prior  to 
July  or  August  of  1928. 

“February  23 5,  1929,  notice  served  on  this  board,  Israel 
B  Miller  and  Proc  Building  Corp.  by  adjoining  owners 
ot  an  appeal  to  the  board  to  rescind  its  action  of  De¬ 
cember  1 1,  1928.  April  23,  1929,  application  to  rescind 
( eined  by  the  board.  Certiorari  proceedings  were  then 
taken  to  the  courts,  reversed  the  board  and  upheld  the 
rue  departments  order  of  September  10,  1928,  holding 
the  permit  issued  by  the  fire  department  in  July  1928  to 
be  illegal. 


‘Tt  seems,  therefore,  considering  the  above  facts,  the 
Proc  Building  Corp  invested,  if  any,  very  little  monies 
ovei  actual  value  of  the  land  up  to  February  23,  1929 
and  that  any  monies  spent  beyond  that  date  was  done 
with  the  full  knowledge  of  the  questioned  legality  of  the 
gasoline  permit. 

“The  committee,  therefore,  is  of  the  opinion  that  the 
basis  of  hardship,  on  the  first  grounds,  is  not  substan¬ 
tiated. 

“The  second  grounds  for  hardship  are  based  on  the 
c  aim  of  the  applicant  that,  due  to  the  general  surround¬ 
ing,  development,  of  the  properties  affected  by  this  appli¬ 
cation,  the  premises  under  appeal  could  not  be  developed 
tor  a  conforming  use  and  give  a  reasonable  return  on 
the  investment,  and,  further,  that  the  establishment  of  a 
gasoline  station  would  in  no  way  have  a  detrimental 
effect  on  these  properties. 

“The  premises  under  appeal  are  located  on  the  south¬ 
east  corner  of  65th  street  and  13th  avenue,  ha  vino-  a 
frontage  of  100  ft.  on  65th  street  and  60  ft.  on  13th 
fivenue,  and  are  now  occupied  and  developed  as  follows  • 

Along  the  easterly  property  line  and  extending  68 
Tt.  on  the  southerly  property  line  is  an  U-shaped  building 
one  story  in  height,  -  faced  with  enamel  tile,  subdivided 
and  used  as  follows:  Auto  brake  testing,  auto  laundry 
two-car  garage  and  an  office.  Adjoining  the  office  to 
the  west  there  are  four  grease  pits.  Fronting  the  office 
and  two-car  garage  are  two  gasoline  pump  platforms 
with  connections  for  the  pumps,  there  being,  however  no 
pumps  erected.  Centrally  located  on  the  65th  street 
frontage  are  three  gas  pumps,  and  diagonally  to  building 
hne  at  the  intersection  of  65th  street  and  13th  avenue 
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are  two  gas  pumps.  The  plans  submitted  also  show  five 
gas  tanks.  Original  plans  of  1924  and  1928  show  four 
gas  tanks.  Apparently  none  of  the  gas  pumps  are  in 
use  at  the  present  time.  Business,  however,  seems  to 
be  conducted  in  a  very  substantial  manner  from  the  use 
now  established  in  the  building  and  the  grease  pits. 

“The  committee  noted  the  following  developments  of 
property  affected  by  this  application :  65th  street,  north 
and  south  sides,  13th  avenue  to  14th  avenue,  mostly  de¬ 
veloped  with  two  and  three-story  buildings  principally 
used  as  residences  with  some  stores  on  the  ground  floor, 
all  conforming  uses,  and  mostly  all  occupied,  except  one 
small  one-story  building  diagonally  opposite  the  premises 
under  appeal  used  as  a  live  chicken  market  and  a  one- 
story  structure,  south  side  of  65th  street,  about  centrally 
located  on  the  block,  used  as  a  welding  and  blacksmith 
shop.  Both  these  exceptions,  evidently,  were  in  use  prior 
to  the  enactment  of  the  zoning  resolution. 

“65th  street,  13th  avenue  to  12th  avenue,  both  sides, 
about  half  developed,  all  conforming  uses,  mostly  resi¬ 
dences.  13th  avenue,  both  sides,  64th  to  66th  streets, 
where  developed,  developed  with  conforming  uses. 
Northeast  and  southwest  intersections  of  65th  street  and 
13th  avenue  vacant  at  the  present  time. 

“65th  street  is  80  ft.  wide  and  is  used  as  one  of  the 
main  vehicular  highways  of  Brooklyn  and  is  not  en¬ 
cumbered  either  with  street  surface  tracks  or  overhead 
railroad  structure.  13th  avenue  likewise  is  not  encum¬ 
bered  with  surface  tracks  or  overhead  railroad  structure. 

“Establishment  of  gasoline  station  on  premises  under 
appeal  would  undoubtedly  act  as  a  basis  for  similar  use 


on  properties  located  on  the  two  corners  of  these  inter¬ 
secting  streets  which  properties  are  now  vacant.  Under 
Cal.  No.  863-27-BZ  on  July  31,  1928,  this  board  denied 
an  application  for  a  gasoline  station  under  section  21- 
hardship — on  the  northeast  corner  of  65th  street  and 
13th  avenue. 

“There  have  been  filed  with  this  appeal  nine  objections 
and  no  consents. 

“Due  to  the  general  development  with  conforming 
uses  of  the  properties  affected  by  this  application,  with 
the  exception  of  the  two  non-conforming  uses  as  noted, 
the  committee  is  of  the  opinion  that  the  second  grounds 
of  the  basis  of  appeal  are  not  substantiated  under  section 
21 — hardship — and  the  committee,  therefore,  recommends 
denial  ef  this  application. 

“('Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILEOYLE.” 

and 

Whereas,  the  report  recommends  the  denial  of  this  appli¬ 
cation  on  both  grounds  advanced  as  bases  of  hardship,  but 
said  report  is  signed  in  the  affirmative  by  Temporary  Chair¬ 
man  Connell  and  dissenting  by  Commissioners  Holland  and 
Guilfoyle. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


Adjourned  12.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  APRIL  29,  1932. 
Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
402-31-A. 

APPELLANT— MoCooey  &  Conroy,  for  Greater  Industrial 
Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 160-170  lay  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  S.  Hardy. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1932,  at 
2  p.  m.,  on  request  of  appellant.  Final  disposition. 


47-32-A. 

APPELLANT — Samuel  Fassler,  superintendent  of  build¬ 
ings;  Julius  Peznik,  owner. 

SUBJECT— Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  11038. 

PREMISES  AFFECTED — 323-341  East  99th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Assistant  Engineer  Samuel  Becker 
of  bureau  of  buildings. 

For  Owner  of  Premises:  Joseph  B.  Uniacke  and  I. 
M.  Rosenberg. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  May  20,  1932,  at 
2  p.  m.,  for  owner’s  representative  to  file  plans  in 
fire  department. 


24-32-A. 

APPELLANT — Christian  S.  Juell,  for  Oakbrook  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Southerly  side  of  Steinway 
Creek,  638  ft.  from  the  corner  of  Riker  avenue, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Hyman  Gamso. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1932,  at 
2  p.  m.,  on  request  of  appellant. 


91-31-A. 

APPELLANT — Nathan  Rotholz,  for  Constantin  Wagner, 
owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Appeal 
from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 695  East  132nd  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 
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3-32-A. 

\PPELLANT — Leavitt  Realty  Co.,  owner. 

iUBJECT— Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

‘REMISES  AFFECTED— 126-32  West  46th  street  Man¬ 
hattan. 

iPPEARANCES — 

For  Appellant:  Lillian  El  Founte  and  David  J. 
Lewis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  withdrawn. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  q 


6-31-A. 

PPELLANT — 'Samuel  G.  Ascher,  for  Jewish  Hospital  of 
Brooklyn,  owner. 

UBJECT  Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

REMISES  AFFECTED — 699-725  Classon  avenue,  Brook¬ 
lyn. 

PPEARAN  CES — 

For  Appellant :  Henry  J.  Nurick. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

_TION  OF  BOARD — Appeal  denied. 

IE  VOTE  TO  GRANT— 

;  Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

,  Absent  .  0 

IE  RESOLUTION— 

(616-31-A) 

Vhereas,  Samuel  G.  Ascher,  superintendent,  for  Jewish 
ispital  of  Brooklyn,  owner,  filed,  December  30,  1931,  an 
)eal  from  a  decision  of  the  superintendent  of  buildings, 
ecting  premises  699-725  Classon  avenue,  Borough  of 
3oklyn;  and 

Vhereas,  the  decision  of  the  superintendent  of  buildings, 
dered  January  25,  1931,  reads: 

1.  Proposed  tubular  fire  escape  used  as  a  means  of 
egress  from  all  floors  does  not  comply  with  Art.  8  of 
Building  Code.” ; 


Vhereas,  the  building  is  semi-fireproof,  five  stories  in 

rTTTj^^'  203  .ft-  and  600  ft-,  irregular,  in  area; 
CUPIED  as  a  hospital;  there  has  been  constructed  on 
southeasterly  side  of  the  hospital,  taking  in  the  maternity 
‘d,  a  tubular  fire  escape ;  this  fire  escape  being  in  addition 
he  required  means  of  egress;  and 

^hereas,  appellant  contends  that  the  fire  escape  was  in- 
led  at  a  cost  of  $2,500  for  an  addtional  means  of  safety, 


PREMISES  AFFECTED — 225  Moore  street,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  Albert  D.  Schanzer. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  on 
condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . .  0 

Absent  .  . 

THE  VOTE  TO  GRANT—  . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . . .  0 

Absent  . 0 

THE  RESOLUTION— 

(265-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
m  Ji  AC’’- 1  r  Bothers  Manufacturing  Co.,  owner, 

u  £  ' ri  l®3®’  an  appeal  from  an  order  and  a  decision 

ot  the  fire  commissioner,  affecting  premises  225  Moore  street, 
Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  18,  1929  (Order  No.  63483-F),  reads: 

“1.  Install  a  standpipe  system  not  less  than  4"  in 

diameter  as  per  plan  4530-28  filed  with  and  approved  by 

tr1S^Df-partment  Section  580  ar>d  581,  Chapter  5,  Code 
of  Ordinances  and  the  rules  of  the  Board  of  Standards 
and  Appeals.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  11,  1930,  reads: 

“In  reply  to  yours  of  March  6th,  relative  to  the  re¬ 
quirements  of  order  No.  63483-F,  issued  against  the 
above  premises  and  reading: 

“‘Install  a  standpipe  system  not  less  than  4"  in 
diameter  as  per  plan  4530-2  filed  with  and  approved  by 
this  department.  Secs.  580  and  581,  Chapter  5,  Code 
of  Ordinances,  and  the  rules  of  the  Board  of  Standards 
and  Appeals.’ 

I  beg  to  advise  you  that  the  premises  in  question 
exceed  45  m  height  also  that  the  sprinkler  system  in- 
stalled  therein  has  not  been  approved  by  this  department 
i  1^1  e  reas°n  that  no  plans  have  been  filed  and  no  test 
held  on  the  sprinkler  system  in  question.  In  either  case 
you  may  readily  see  that  the  order  as  issued  is  applicable 
and  must  be  complied  with.”; 


and 


Whereas,  the  building  is  fireproof,  four  stories  (50  ft 
6^4  in.)  in  height,  180  ft.  by  90  ft.,  irregular,  approximately 
13,000  sq.  ft.  in  area;  OCCUPIED:  cellar,  boiler  room,  2 
persons;  1st  story,  office,  shipping,  packing  and  lasting,  60 

,  _ _ _ _  w  persons;  2nd  story,  shoemaking  room,  105  persons;  3rd 

operation  of  this  tubular  fire  escape  being  that  the  St°,ry’  Clltting  feIt  and  leather,  80  persons ;  4th  story,  shoe- 

ents  are  placed  on  a  mattress  and  put  in  the  slide  and  niavinff-  150  persons;  and 

1  *  ‘  '  Whereas,  appellant  contends  that  the  building  is  equipped 

with  a  two-source  sprinkler  system,  fed  from  a  6-inch  con¬ 
nection  to  the  city  main,  and,  also,  a  15,000-gallon  gravity 
tank;  that  there  is  installed  in  the  building  a  44-inch  stand¬ 
pipe  system  which  is  fed  from  a  4-inch  connection  to  the 
city  main  in  which  there  is  a  pressure  of  forty  pounds,  and 
contends,  further,  that  the  standpipe  system  conforms  in  all 

3ELLANT— Croker  National  Fire  Prevention  Engineer  ^®?eCtS  jW’th  th.e  ™les  excePting  as  to  the  tank  on  the 

Co;:.  Inc  >  for  Rubin  Brothers  Manufacturing  system  "Ind^^  ^  acceptance  of  the  exlsting  standpipe 


1-J  J  “‘“J”*'-00  FUL  111  LUC  M1UC  dliu 

wed  to  slide  down  to  the  bottom  where  they  are  removed 
a  the  premises. 

esolved  that  the  decision  of  the  superintendent  of  build- 
be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
sreby  is  denied. 

30-A. 


Co.,  owner;  request  for  reopening  made  by  Albert 
D.  Schanzer,  attorney  for  owner. 

1JECT  Application  for  reopening — reconsideration — re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 


Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting,  October  3,  1930,  and  reopened  by  vote  of  the 
board ;  and 


Whereas,  the  building  is  50  ft.  in  height,  fireproof,  hut 
the  order  is  placed  due  to  the  height  of  the  building  being 
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5  ft.  in  excess  of  the  height  of  a  building  allowed  for  a 
standpipe  system  without  a  tank. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  equipped  with  an  approved  two-source  sprinkler  system; 
that  the  standpipe  system  shall  comply  with  the  rules  in  all 
respects,  other  than  the  required  gravity  tank  on  the  roof, 
complying  with  the  system  required  of  buildings  of  like 
character  45  ft.  or  less  in  height ;  that  the  building  shall  be 
not  increased  in  height  or  area  and  the  use  and  occupancy 
shall  remain  substantially  unchanged. 


PETITIONS  FOR  VARIATIONS. 

555-31-S. 

PETITIONER — James  Kearney,  for  Estate  of  George  W. 
Wilson,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 93-99  Nassau  street,  28-30  Ann 
street  and  135-139  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  James  Kearney. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1932,  at 
2  p.  m.,  on  request  of  petitioner. 


19-32-g 

PETITIONER — Central  Zone  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 15-19  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  John  Keating. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 


THE  RESOLUTION— 

( 19-32- S) 

Whereas,  Central  Zone  Corp.,  owner,  filed,  January  12, 
1932,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  16-22  East  34th  street  and 
15-19  East  33rd  street,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  15,  1931  (re  Order  No.  81687-LD),  reads: 


“1.  Arrange  all  doors  on  all  floors  leading  frotn 
rooms  to  corridor  to  open  outwardly  as  per  Section  27 
of  the  Labor  Law.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendere 
January  5,  1932,  reads: 

‘‘This  will  reply  to  your  letter  of  December  15th,  193] 
in  which  you  state  that  the  owner  complied  with  item 

*  2  and  3  of  Order  81687-LD,  but  did  not  comply  wit'1 

item  1,  intending  to  appeal  to  the  Board  of  Standard 
and  Appeals,  and  request  that  we  reissue  the  abov  j 
entitled  order  so  that  you  may  serve  us  with  a  notic 
of  appeal  therefrom  and  file  your  papers  with  the  Boari 
of  Standards  and  Appeals.  <1 

“Your  request  that  we  reissue  Order  81687-LD  i] 
denied.” ; 

and 

Whereas,  the  building  is  fireproof,  twenty-one  stories  iij 
height,  75  ft.  by  197  ft.  51/  in.  in  area;  OCCUPIED  fo 
offices,  tenant  factories  above  the  twelfth  story,  seventy- fivi 
persons  per  story ;  EQUIPPED  with  a  sprinkler  system 
EXITS:  a  fire  tower;  an  interior  iron  and  cement  stairway j 
extending  from  the  first  story  to  roof,  enclosed  in  fireproo  i 
partitions,  with  fireproof  doors  at  openings ;  and 

Whereas,  the  petitioner  claims  that  only  the  fourteentl 
and  twentieth  stories  of  the  building  are  affected  by  th( 
order,  the  doors  leading  to  corridors  open  inwardly ;  th< 
order  of  the  fire  commissioner  has  been  complied  with  at  al 
other  stories ;  the  tenants  threaten  to  vacate  the  premises  i:j 
the  doors  on  said  stories  are  in  any  way  interfered  with; 
the  petitioner  proposes  to  comply  with  the  order  as  the  leases 
expire  on  January  31,  1933,  for  the  twentieth  story  and 
January  31,  1935,  for  the  fourteenth  story;  furthermore, 
the  petitioner  contends  there  is  no  existing  fire  hazard  on 
the  premises. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  petition  be 
and  it  hereby  is  denied. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
195-32-SA. 

PETITIONER — M.  J.  Sage,  agent,  for  Standard  Engineer¬ 
ing  Works,  owner. 

SUBJECT — Moto-Heat  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


Adjourned  4.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING  BUILDING  ZONE  CASES. 


TUESDAY  MORNING,  MAY  3,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  afternoon,  April  22,  1932;  the  minutes  of  the  regular 
meeting  of  the  board  held  on  Tuesday  morning,  April  26, 
1932,  and  the  minutes  of  the  regular  meeting  of  the  board 
held  on  Tuesday  afternoon,  April  26,  1932,  were  approved 
as  printed  in  Bulletin  No,  i8,  Vol.  XVII. 


77-32-BZ. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Nassau 
boulevard  and  Utopia  parkway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  J.  Flynn. 
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o?tl'  ^  report  by  ^committee  ini  business^istri^tf  ^solution’  10  Permit 

of  the  board.  a  °“S1"“S  ,Jlslnit  ‘he  erect.on  and  maintenance 

4-32-BZ.  -  PREMISES  AEFECTED^s-I^Tings  highway,  north- 

vPPEICANT— Rutherford  S.  Moorhead,  for  Wesley  A  APPEARANCES—0*  Stlllwe11  avenue-  Brooklyn. 

Roche,  owner.  ■n'  *  ~ 

*UB  JECT— Application  (re  decision  of  the  superintendent  ACTION  O F  P  B  O  AR  D— A  np  H cat i on^accent  1 
of  buildings),  under  section  21  of  the  building,  zone  THE  VOTE  TO  ACCEPT—  CCepted< 

i  S  Uan0dnmai„?ee™n«  V  a^Se^SvIcfs'ta'.i™  ''“'SEEL?' TTI  Cl™  Connell,  Com- 

’REMISES  AFFECTED — 4901-4917  Kings  ItighwaJ;  SKt  .  I3" “  f°y‘e  ^  Chief 

PPE  A  RAN  CES —  AbSmVe  . 2 

1933  *  ,.,,1-bz.  . .  0 

“  a"d  —  *  3  “ "  AiPPUC„tNHl^Xe?^rfM  Pr“id“l  & 

■8-32-BZ.  S  UBJ  EC„taiPnPl'M10"'  ‘°r  r^of,en'nb' — modification — re  Ap- 

jb jectN a7 r e Fyniet Cohp’- owner-  “■*).  of  ffiSlfS' 

□EJECT— Application  (re  decision  of  the  superintendent  tlol3>  to  permit  in  a  residence  district  the  erection 

of  buddings),  under  section  21  of  the  building  zone  and  maintenance  of  a  business  buildin-  for  Sii 

resolution,  to  permit  in  a  business  district  the  erec-  store  Purposes.  PuUding  for  retail 

o F M tspq  \np^arT^nCe  °f  a  gasoline  service  station.  PREMISES  AFFECTED-2332-2340  Grand  concourse  and 
^E.MfSES  AFFECTED— 295°-2958  Webster  avenue  and  boulevard,  2331-2345  Ryer  avenue  and  244  Fbdd 

PPEARA^CeI- °rd  P3rk  b0U,eV3rd'  Thp  APPEARANCES-^™1^ 

For  Applicant:  Ira  J.  Schuster  and  Robert  F.  .  r-mrrAx?0l^^pplicant :  J-  Nelson  Cooper. 

ITION  OF  BOARD-Laid  over  to  May  20,  M32,  at  '  for  fuU  ™te  Aboard.  ^  °v'r 

10  a.  m  for  inspection  and  report  by  a  committee  THE  V0TE  TO  REOPEN— 

o  the  board.  Affirmative:  Temporary  Chairman  Connell,  Com- 

1-32-BZ  -  \t  ™.lsslo"er  Holland  and  Chief  McElligott. .  . .  3 

5PT  TPA'MT  44  j  ,T  .  Negative.  Commissioner  Guilfoyle .  1 

PEICANT— Henry  J.  Nunck,  for  Ojay  Realty  Corp  Absent  .  * 

OBJECT— Application  (re  decision  of  the  superintendent  “I1-29-BZ. 

bM;ibd!ndingS)’  UUdT  ?ections  6a<  7a  and  21  of  the  AppEICANT—  Samuel  Rosenblum,  substituted  for  Samuel 
distnVfg ih0"6  r^olutlon>  to  permit  in  a  business  for  Rose  Tevelovitz,  owner, 

d  Arict  the  erection  and  maintenance  of  a  garage  OBJECT— Application  (re  decision  of  the  superintendent 

EMISFS  AFPFPTPn  ill  ™ot°E  vehicles.  of  buildings),  under  section  21  of  the  bidding  zone 

v-  S  AFFECTED  126-150  Kings  highway,  south-  resolution,  to  permit  in  a  business  district  the 

PEArInSS"  °f  WeSt  13th  Slreet’  Br00kljn  S3ng?  from  an  iron  works  ST  epai 

ruAKAJVCES—  shop  (which  was  granted  bv  the  board  1  m  atC.vC 

For  Applicant:  Henry  J.  Nurick.  works  and  dairy  storage  and  distributing  station 

For D°pin:owanAs:rs„,i3nPe\s.  sn  ^.^oM^’reSs,:0  permit  the  ■“*<>" 

TlON  30  1932  al  AEFECTED-433-429  Snediker  avenue,  Brook- 

1°  ^  ^  inspection  and  report  by  a  committee  APFEARANCES- 

of  the  board.  ArTimf°nMe??,t:  SamueI  R°senblum. 

32-BZ.  -  TH If1  VOTE—  B0 ARD  'Application  granted  on  condition. 

PEICANT— Lama  &  Proskauer,  for  Dorothy  Sanders,  Affirmative:  Temporary  Chairman  Connell  Com- 

4Ti7nmneA  ,■  •  mi ssi oners  Holland  and  Guilfoyle  and’  Chief 

3 JECT— Application  (re  decision  of  the  superintendent  v  M.cEHigott  . 

of  buddings),  under  section  21  of  the  building  zone  Negative  .  .  J. 

resolution,  to  permit  in  a  business  district  the  erec-  Absent  .  .  n 

aAi^rm^nCe.T0f  f  gasoline  service  Nation.  THE  RESOLUTION- 
■'  AFFECTED— Northeast  corner  of  33rd  ave-  (41  00 

’EaZncUT  -*■  B-id3-  “  Pf  0—  lor  Samuel 

For  Odilon:  John  F.  Finn,  Jr.,  and  John  F.  S  % 

"ION  OF  BOARD— Laid  over  to  May  20  1932  at  STonSnVTnT5  cl,s.lric‘  ‘he  change  of  oocupancy  from 

!  ol  (hemboIrd.inSPeC,,'°"  3"d  rePPr*  bg  3  r,-d>  "  “ 

;12.BZ  -  SrookiErrj5'5  423‘427  S,Kdiker  Borough'^ 

'LICr‘ncNT„wJn:rS  1  Mi"man'  f°r  R°S,fcl  R«^  Ca. 

JECT  Request  for  acceptance— Application  (re  deci-  The'  Bn  rd  Tf'smndard"2'  o'  5ubllcf ion  in  ‘he  Bulletin 

sion  of  the  superintendent  of  buildings),  under  sec-  Wherfvs  thJ *  '  H-da^d.s  and  APPea,s;  and 

8  whereas,  the  use  district  maps  accompanying  the  building 
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zone  resolution  show  that  Snediker  avenue  is  in  a  business 
district;  Hinsdale  street  is  in  a  residence  district;  Livonia 
avenue  is  in  a  business  and  unrestricted  district,  and  Dumont 
avenue  is  in  a  business  and  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  13,  1932  (re  Applic.  No.  2699-1932),  reads: 

“While  it  is  permissible,  in  accordance  with  Art.  II, 
Sec.  6  of  the  Zone  Resolution,  to  change  from  one 
prohibited  use  to  another  prohibited  use,  provided  no 
structural  changes  are  made,  and  even  though  said  use 
is  similar  and  in  the  same  category  as  the  present  ap¬ 
proved  use,  this  application  cannot  be  approved  owing 
to  the  fact  that  the  original  resolution  41-29  B.Z.  ap¬ 
proved  May  28,  1929,  provided  for  a  specific  use  for  the 
premises  and  any  change  in  this  specific  use,  even 
though  in  the  same  classification  must  be  submitted  to 
the  Board  of  Standards  and  Appeals.”; 

and  _  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  60  ft.  and  a  depth  of  100  ft.;  on  the  front  of 
the  plot  there  is  located  a  two-story  frame  clubhouse  and 
on  the  rear  portion  there  is  located  a  one-story  brick 
structure,  irregular  in  area,  having  a  frontage  of  60  ft.  and 
a  depth  of  63  ft.  10  in.;  according  to  plans  filed  April  27, 
1932,  the  north  portion  is  used  as  an  iron  works  and  the 
south  portion  is  usesd  as  a  motor  vehicle  repair  shop;  and 


Whereas,  the  premises  in  question  are  now  occupied  as  an 
iron  works  and  an  automobile  repair  shop,  both  in  separate 
rooms,  and  it  is  desired  to  convert  the  automobile  repair 
shop  to  the  use  for  which  it  was  formerly  occupied,  namely, 
storage  and  handling  of  dairy  products  in  their  original  con¬ 
tainers  ;  and  ( 

Whereas,  the  occupancy  of  these  premises  as  an  auto¬ 
mobile  repair  shop  was  granted  by  this  board  under  Cal.  No. 
41-29-BZ. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  one-story  building  on  the  premises  now  used 
as  an  automobile  repair  shop,  having  an  area  of  approx¬ 
imately  37  ft.  by  37  ft.,  located  on  the  rear  southerly  portion 
of  the  premises,  on  condition  that  the  use  of  this  building 
shall  be  confined  to  th'e  storage  and  exchange  of  dairy 
products,  all  in  their  original  containers,  and  on  the  further 
condition  that  the  business  conducted  on  the  premises  shall 
be  confined  to  week  days  between  the  hours  of  6  a.  m.  and 
7  p.  m.,  prohibiting  any  work  on  Sundays  or  legal  holidays. 


Adjourned  12.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  3,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

131-32-A. 

APPELLANT — Samuel  Rosenblum,  for  J.  C.  Hoffman,  Inc., 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 2689-2693  Third  avenue  and 
315-323  East  143rd  street,  The  Bronx. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1932,  at 
2  p.  m.,  to  obtain  further  information. 


200-31-A. 

APPELLANT— Croker  Fire  Prevention  Corp.,  formerly 
known  as  Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Walter  H.  Stewart,  owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  previously  withdrawn — reconsideration  under 
new  decision — re  Appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED— 12-16  West  116th  street  and  5-9 
West  115th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Sidney  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  Cal¬ 
endar  and  set  for  hearing  May  24,  1932,  at  2  p.  m. 


THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


13-32-A. 

APPELLANT — Philip  Freshman,  for  Eugene  B.  Reynolds,  | 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 458  Rodney  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Philip  Freshman. 

For  Administration :  Inspector  Maher  of  fire  de-  1 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW—  , 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


138-32- A 

APPELLANT — 'George  E.  Barnes,  for  Sunnyside  Beach 
Pool,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings.  i 

PREMISES  AFFECTED — North  side  of  Queens  boulevard, 
70  ft.  east  of  51st  street,  Sunnyside,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant:  George  E.  Barnes. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 
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Negative  .  q 

Absent  .  q 

rHE  RESOLUTION— 

(138-32-A) 

Whereas,  George  E.  Barnes,  for  Sunnyside  Beach  Pool 
essee,  filed,  March  22,  1932,  an  appeal  from  a  decision  of  the 
uperintendent  of  buildings,  affecting  premises  north  side  of 
Queens  boulevard,  70  ft.  east  of  51st  street,  Sunnyside,  Bor- 
nigh  of  Queens;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
endered  March  9,  1932  (re  Plan  No.  Alt.  3049-31),  reads: 

Building  located  in  the  fire  limits  has  construction 
above  roof  not  of  incombustible  material  (section  420 
Building  Code).”; 
nd 

Whereas,  the  building  is  non-fireproof,  one  story  (11  ft  ) 
l  height,  60  ft.  by  125  ft.  in  area ;  OCCUPIED :  1st  story 
ickers  and  swimming  pool;  roof,  hand  ball  court;  and 
Whereas,  the  hand  ball  court  on  roof  is  entirely  of  ex- 
osed  wood  construction,  the  platform  being  35  ft.  by  73  ft 
nd  the  vertical  back  stop  73  ft.  by  16  ft.  in  height,  braced 
y  2  In-  by  6  in.  stays,  4  ft.  on  centers;  and 
Whereas,  the  appellant  claims  that  to  cover  the  wood 
ith  metal  would  cause  a  noise  nuisance  and  defeat  the 
iirpose  of  the  structure,  as  it  is  not  practical  to  play  hand 
ill  on  a  metal  surface;  the  fire  line  is  extended  above  the 
)of  with  a  l)4-inch  hose  outlet  for  use  in  case  of  fire; 
ie  premises  are  provided  with  watchman’s  service ;  further- 
ore,  the  appellant  contends  to  comply  with  the  order  would 
uses  a  heavy  expense  and  impose  an  unnecessary  hardship 
>on  the  owner. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
gs  be  and  it  hereby  is  modified,  and  that  the  appeal  be  and 
hereby  is  granted  on  condition  that  the  hand  ball  court 
all  be  located  on  the  roof  of  the  present  bath  house, 
ntrally  located,  abutting  the  east  parapet  wall,  as  shown 
the  plans  submitted  with  this  appeal,  the  size  of  the 
nd  ball  court  to  be  not  more  than  73  ft.  by  35  ft.;  from 
s  top  of  the  floor  of  the  hand  ball  court  to  the  roof,  on 
sides,  is  to  be  enclosed  solid,  said  enclosure  if  of  wood 
be  protected  on  the  outside  with  metal  sheeting  of  not 
s  than  26  gauge ;  that  both  open  ends  of  the  supports  for 
"  back  stop  shall  be  enclosed  solid  with  a  fire-retarded 
dl  from  the  back  stop  facing  the  easterly  parapet  wall 
.  j*01"  the  full  height  of  the  2  in.  by  6  in.  studding  a 
>ght  of  about  17  ft.;  that  there  shall  be  a  hose  at  the 
inection  from  the  1^-inch  fire  line,  located  centrally  on 
■  westerly  portion  of  the  roof,  equipped  with  100  ft.  of 
2-inch  hose,  and  that  the  hand  ball  court  shall  be  under 
'  supervision  of  a  watchman  at  all  times  while  in  opera- 


-31-A. 

FELLA  NT  Samuel  Rosenblum,  for  Champion  Realty 
Co.,  owner. 

^JECT  Application  for  reopening — modification — re  Ap- 
from  an  order  of  the  fire  commissioner. 

EMISES  AFFECTED — 501  East  132nd  street  and  500 
East  133rd  street,  The  Bronx. 

PEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Appeal  reopened  and  resolution 

modified. 

E  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ] .  o 

Absent  .  ,, 

E  VOTE  TO  MODIFY—’ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 


Negative 
Absent  . 


THE  RESOLUTION— 


c 

0 


(593-31-A) 

Whereas,  Samuel  Rosenblum,  for  Champion  Realty  Co 
owner,  filed,  December  12,  1931,  an  appeal  from  an  order 
t  the  fire  commissioner,  affecting  premises  501  East  132nd 
street  and  500  East  133rd  street,  Borough  of  The  Bronx; 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  25,  1931  (re  Order  No.  85659-F),  reads: 

vufuaI1  a,n  aPjPr°ved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals, 
^ec.  580-581,  Ch.  5,  Code  of  Ordinances.”; 

and 

■stori«E^*nSft  \He-  bu‘1-ding  is  rof .  firel)roof  construction,  six 
stories  (80  ft.)  in  height,  95  ft.  by  200  ft.  in  area;  OCCU¬ 
PIED.  cellar,  storage,  25  persons;  1st  story,  shipping,  35 
persons;  2nd  story,  offices,  20  persons;  3rd  story,  manu¬ 
facture  of  paper  bags,  80  persons;  4th  and  5th  stories,  manu- 
acture  of  paper  bags,  40  persons  each  story;  6th  story 
manufficture  of  typewriters,  150  persons;  and 
Wherea5  the  appdlant  claims  the  building  was  erected 
in  1913  at  which  time  there  was  no  rule  requiring  a  stand- 
pipe  system  in  such  a  building;  the  building  faces  on  three 
streets  and  is  provided  with  four  means  of  exit  instead  of  only 
two  exits  as  required  under  the  labor  law;  the  occupancy 

'Sn r7iCh  CSS.  tha,n  th.e  allowable  capacity;  an  automatic 
spr  nkler  system  has  been  installed  throughout  the  entire 
building  with  fire  alarm  connection  to  headquarters ;  further- 

nim4Hth<f  aPHP<I  lant  conte.nds  the  existing  sprinkler  system 
provides  far  better  protection  than  a  standpipe  system  would ; 

Whereas,  the  building  was  erected  in  1913  and  is  but  85 
it.  in  height,  built  fireproof  throughout;  and 
Whereas,  the  order  is  predicated  on  the  area  of  the 

building  being  in  excess  of  10,000  sq.  ft.;  and 

hereas,  the  building  is  equipped  with  an  approved  two- 
source  automatic  sprinkler  system  with  fire  alarm  connection 
to  headquarters;  and 

Whereas  this  appeal  was  granted  by  the  board  at  its 
meeting,  February  2,  1932,  on  certain  conditions,  and  ap- 
pellant  requested  a  modification  of  these  conditions  as  to 
outlet  pressures. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 

granted,  only  so  far  as  it  affects  the  elimination  of  the 

tank  on  the  roof  and  the  filling  pump  tank  in  the  cellar  on 
condition  that  a  connection  shall  be  made  to  city  main  and 
that  a  pressure  of  not  less  than  eight  pounds  shall  be  main¬ 
tained  at  the  top  story  hose  outlet  at  all  times;  hose  in  top 
story  to  be  equipped  with  J^-inch  nozzles;  that  the  standpipe 
system  shall  comply  with  the  rules  in  all  other  respects- 
that  the  top  story  shall  be  equipped  with  such  fire-fighting 

sha  l  ne  ,  requircd  hy  the  fire  department^ 
that  the  building  shall  be  not  increased  in  height  or  area 

changed*  ^  ^  ^  °CCUpancy  sha11  remain  substantially  un- 


142-32-A. 

APPELLANT  Ansonia  Fire  Prevention  Engineering  Co. 

QTmTT7/^mC'’  A*°r  ^-an&er  Hotels,  owner. 

o  u  B J  EC  I  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 6-10  West  31st  street  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE*  VOTE— BOARD— Appeal  granted  on  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  * 
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Negative  .  l) 

Absent  .  0 

THE  RESOLUTION— 

(142-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Manger  Hotels,  owner,  filed,  March  23,  11)32,  an  appeal 
from  an  order  arid  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  6-10  West  31st  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  16,  1931  (re  Order  No.  90319-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sections  580-581,  Ch.  5, 
Code  of  Ordinances  and  rules  of  the  Board  of  Standards 
and  Appeals.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  4,  1932,  reads: 

“This  will  reply  to  your  letter  of  February  12th, 
1932,  in  which  you  state  you  have  been  retained  by  the 
owner  of  the  above  premises  to  file  an  appeal  with  the 
Board  of  Standards  and  Appeals  in  connection  with  our 
Order  No.  90319-F,  but  the  Board  has  declined  to 
accept  this  case  due  to  the  fact  that  the  order  is  more 
than  twenty  days  old,  and  recpiest  rescindment  and  re-* 
issuance  of  the  order  of  a  later  date  so  that  you  may 
be  able  to  bring  this  case  properly  before  the  Board. 

“Your  request  to  rescind  and  reissue  Order  90319-F 
is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  thirteen  stories  in 
height,  97  ft.  by  98  ft.  9  in.  in  area;  OCCUPIED  as  a 
hotel ;  and 

Whereas,  the  appellant  claims  the  building  is  equipped 
with  a  standpipe  system  installed  at  the  time  of  erection  in 
1902,  fed  from  two  gravity  tanks  having  a  combined  capacity 
of  7,500  gallons,  connected  also  with  the  house  supply,  the 
bottoms  of  said  tanks  are  about  7  ft.  6)4  in.  above  the  hose 
outlet  at  the  thirteenth  story  and  17  ft.  8  in.  above  the 
hose  outlet  of  the  highest  full  story;  the  building  is  equipped 
with  a  central  office  fire  alarm  on  first  story,  two  local 
alarm  stations  on  each  story  and,  also,  provided  with 
watchman’s  stations  throughout;  furthermore,  the  appellant 
proposes  to  reconnect  the  house  supply  line  so  as  to  main¬ 
tain  a  reserve  of  3,500  gallons  for  standpipe  purposes;  and 

Whereas,  the  building  was  erected  in  1902,  at  which 
time  the  present  standpipe  system  was  installed  and  ap¬ 
parently  accepted  by  the  departments  having  jurisdiction 
thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  g ranted ,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  highest  top 
story  hose  outlet,  which  in  this  case  is  the  thirteenth  story, 
on  condition  that  the  elevation  of  the  bottom  of  the  tank 
shall  be  not  less  than  7  ft.  6  in.  above  the  hose  outlet  in  the 
thirteenth  story ;  that  the  hose  in  the  thirteenth  story  shall 
be  equipped  with  )4-inch  nozzles ;  that  such  additional  fire¬ 
fighting  appliances  as  shall  be  required  by  the  fire  depart¬ 
ment  shall  be  installed  in  the  thirteenth  story;  that  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects  and  that  the  building  shall  he  not  increased  in 
height  or  area. 


m-32-A. 

APPELLANT — Edward  P.  Doyle,  for  Marbridge  Building 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1302-1328  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  O' 

THE  RESOLUTION— 


(111-32-A) 

Whereas,  Edward  P.  Doyle,  for  Marbridge  Building  Co., 
Inc.,  owner,  filed,  March  3,  1932,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
1302-1308  Broadway,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  6,  1932  (re  Order  No.  91485-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  581,  Chap.  5,  Code  of 
Ordinances  and  rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  24,  1932,  reads: 

“This  will  reply  to  your  letter  of  February  3rd,  1932, 
in  which  you  state  that  you  have  been  retained  by  the 
owners  of  the  above  premises  to  appeal  from  the  re¬ 
quirements  of  Order  91483-F,  91484-F  and  91485-F,  but 
that  you  are  unable  to  do  so  because  of  the  fact  that 
the  Board  of  Standards  and  Appeals  will  not  accept  an 
appeal  after  twenty  days  have  elapsed  and  request  a 
dismissal  and  reissuance  of  the  above  order. 

“Your  request  to  rescind  and  reissue  Orders  91483-F, 
91484-F  and  91485-F  must  be  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
height,  178  ft.  8/2  in.  by  150  ft.  in  area;  OCCUPIED  for. 
stores,  showrooms  and  offices ;  and 

Whereas,  the  appellant  claims  the  building  was  erected  in 
1906;  equipped  with  a  sprinkler  system  and  a  standpipe 
system,  installed  at  the  time  of  erection,  fed  from  a  7,500- 
gallon  gravity  tank,  the  bottom  of  which  is  about  5  ft. 
above  the  highest  hose  outlet ;  to  comply  with  the  order 
would  cause  a  heavy  expense  and  unnecessary  hardship  upon 
the  owner ;  the  building  is  provided  with  watchman’s  service 
day  and  night ;  furthermore,  the  appellant  contends  the 
existing  standpipe  system  is  provided  with  adequate  means 
of  water  supply;  and 

Whereas,  the  building  was  erected  in  1906,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis-f 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet,  also  the  elevation  above  the  hose  outlet  in  the  pent 
house  story,  on  condition  that  the  elevation  of  the  bottom  of 
the  tank  shall  be  not  less  than  2  ft.  above  the  roof  of  the, 
main  building  and  approximately  7  ft.  above  the  hose 
outlet  in  the  eleventh  story ;  that  the  area  of  the  pent 
house,  used  for  office  purposes,  shall  not  be  increased  beyond 
that  shown  on  the  plans  submitted  with  this  appeal ;  that 
the  building  shall  be  equipped  with  an  approved  sprinkler 
system  throughout;  that  the  hose  in  the  pent  house  and  top 
(eleventh)  story  shall  be  equipped  with  J4- inch  nozzles;  that 
such  additional  fire-fighting  appliances  as  shall  be  required 
by  the  fire  department  shall  be  installed  in  the  pent  house 
story  and  eleventh  story ;  that  the  standpipe  system  shall 
comply  with  the  rules  in  all  other  respects  and  that  the 
building  shall  be  not  increased  in  height  or  area. 


620-31 -A.  . 

APPELLANT — Uockwood  Greene  Engineers,  Inc.,  for 
Hecker-Jones-Jewell  Milling  Co.,  owner. 
SUBJECT — Application  for  reopening — extension  of  time- 
re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 
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PREMISES  AFFECTED — 40  Corlears  street  and  730-738 
Water  street,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  George  L.  Hawkins. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  reopened  and  certificate  of 
occupancy  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . 77 . . .  0 

rHE  VOTE  TO  EXTEND  CERTIFICATE  OF  OCCU¬ 

PANCY— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . .  4 

Negative  . 0 

Absent  .  0 

rHE  RESOLUTION— 

(620-31-A) 

Whereas,  Lockwood  Greene  Engineers,  Inc.,  for  Hecker- 
ones-Jewell  Milling  Co.,  owner,  filed,  December  31,  1931, 
n  appeal  from  an  order  of  the  fire  commissioner,  affecting 
remises  40  Corlears  street  and  730-738  Water  street,  north- 
ast  corner,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  De- 
ember^  18,  1931  (Order  No.  91128-F),  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 

system  in  accordance  with  the  attached  approved  layout. 

Sec.  21,  Ch.  12,  Code  of  Ordinances.” ; 
nd 

Whereas,  the  building,  erected  in  1916,  is  fireproof,  six 
tories  and  basement  in  height,  100  ft.  by  145  ft.  in  area; 
EQUIPPED  with  a  sprinkler  system  and  a  standpipe  sys- 
:m;  OCCUPIED  with  a  temporary  occupancy  for  the  dura- 
on  of  the  Winter  of  1931  and  1932  by  the  Salvation  Army 
i  cooperation  with  the  New  York  City  Department  of  Public 
v  elfare  as  a  free  lodging  house  with  the  following  occu- 
ancy:  cellar,  storage;  1st  story,  dining  and  checking  room, 
)0  persons ;  2nd  story,  receiving  room,  100  persons ;  3rd 
ory,  sleeping  quarters,  500  persons;  4th  story,  sleeping 
barters,  500  persons ;  5th  story,  sleeping  quarters,  500  per¬ 
ms  ;  6th  story,  offices  and  sleeping  quarters,  150  persons ; 
temporary  certificate  of  occupancy,  No.  18072,  having  been 
sued  by  the  bureau  of  buildings ;  and 
Whereas,  the  appellant  contends  that  the  building  is 
wholly  reinforced  concrete  structure  .with  floor  slabs  de- 
gned  for  400  pounds  per  square  foot ;  that  the  stairs  are 
'•  in.  wide  and  built  of  concrete  and  enclosed  in  6-inch  re¬ 
forced  concrete  walls  with  automatic  fire  doors;  that  the 
evator  shafts  are  also  enclosed  in  terra  cotta  with  tin-clad 
•e  doors  at  the  openings;  that  there  are  approved  stand¬ 
ees  in  each  stair  tower  and  hose  racks  on  each  floor  and 
at  the  sprinkler  system  is  in  service  on  floors  from  the 
sement  to  the  fourth  floor  inclusive  but  not  in  service  on 
e  fifth  and  sixth  floors;  that  each  floor  including  the  base¬ 
st  is  divided  approximately  in  half  by  a  fire  partition 
th  doorways  on  each  floor  protected  by  self-closing  fire 
'Ors ;  that  telephones  are  installed  on  the  first,  second  and 
cth  floors ;  that  a  separate  watchman  is  on  duty  on  each 
■or  at  all  times  during  the  day  and  night  and  that  there 
a  watchman  clock  stationed  on  each  floor  and  that  two 
licemen  are  on  duty  at  all  times ;  that  there  are  no  niat- 
:sses  on  the  beds  and  that  the  occupants  are  required  to 
eck  their  belongings  before  going  to  bed,  and  requests  a 
iver  of  the  order ;  and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
d  is  being  used  at  the  present  time  for  a  free  lodging  house 
connection  with  the  Unemployed  Relief  Committee  under 
temporary  certificate  of  occupancy  issued  by  the  building 

lerintendent ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 


meeting,  February  23,  1932,  on  certain  conditions,  and  ap¬ 
pellant  requested  an  extension  of  the  time  limit. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use  shall  be  confined  to  the 
limitations,  of  the  present  certificate  of  occupancy  and  shall 
be  discontinued  on  or  before  November  1,  1932;  that  each 
floor  shall  be  under  the  supervision  of  a  separate  reliable 
watchman  at  all  times  of  the  day  and  night  and  each  floor 
shall  be  supplied  with  a  watchman’s  clock  station,  and  that 
such  additional  fire-ifighting  appliances  as  shall  be  required 
by  the  fire  department  shall  be  installed. 


PETITIONS  FOR  VARIATIONS. 

89-32-S. 

PETITIONER — Cornelius  Callaghan,  for  Jose  Holding 
Corp.,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 32-34  East  57th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1932,  at 
2  p.  m.,  on  written  request  of  petitioner. 

1974-17-S. 

PETITIONER — R.  Irving  Dodge,  for  E.  W.  Skoldberg, 
owner;  request  for  reopening  made  by  John  A. 

^  Eckert  &  Co.  for  owner. 

SUBJECT  Application  for  reopening  —  reconsideration 
under  new  order— re  Variation  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 124-130  Atlantic  avenue  and 
121-125  Pacific  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  D.  H.  Lester. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  ,  q 

THE  VOTE  TO  MODIFY  RBSOLUfioN— ’ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(1974-17-S) 

Whereas,  R.  Irving  Dodge,  architect,  on  behalf  of  E. 
W.  Skoldberg,  owner,  filed,  October  27,  1917,  with  the  board 
of  standards  and  appeals,  a  petition  for  a  variation  from  the 
requirements  of  section  79f,  labor  law,  to  accept  as  a  second 
means  of  egress  an  unenclosed  exterior  stairs  with  existing 
window  openings  as  exit  thereto  and  steps  from  floor  level 
to  window  sill  level,  at  premises  124-128  Atlantic  avenue, 
Borough  of  Brooklyn;  and 

Whereas,  it  appears  that  an  application  to  alter,  Alt.  4622- 
17,  was  filed  in  the  bureau  of  buildings  to  alter  an  existing 
factory  building,  fronting  on  both  Atlantic  avenue  and 
Pacific  street,  four  stories  and  attic  in  height  on  the  Atlantic 
avenue  front  and  three  stories  and  attic  in  height  on  the 
Pacific  street  front;  having  a  frontage  of  49  ft.  on  Atlantic 
avenue  and  61  ft.  on  Pacific  street  and  a  depth  of  164  ft., 
with  a  two-story  extension,  52  ft.  deep,  connecting  the 
Atlantic  avenue  and  Pacific  street  portions;  that  the  peti¬ 
tioner  proposed  to  erect  a  fire  wall  of  brick  12  in.  thick, 
located  approximately  at  the  center  of  the  extension,  extend¬ 
ing  from  the  foundation  to  the  roof,  with  horizontal  open- 
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ings  in  each  story,  protected  by  fire  doors  on  both  sides,  of 
installing  an  interior  stairway  constructed  in  accordance  with 
the  requirements  of  the  labor  law  and  the  industrial  code  in 
each  of  the  Atlantic  avenue  and  Pacific  street  sections,  of 
installing  a  new  elevator  shaft  and  an  exterior  straight-run 
iron  stairs,  44  in.  wide,  on  the  rear  of  the  Atlantic  avenue 
section,  extending  from  the  fourth  story  to  the  roof  of  the 
extension  in  the  third  story,  to  provide  doors  to  the  window 
openings  leading  to  this  stairway  and  to  the  roof  of  the 
extension,  with  wooden  steps  leading  from  the  floor  level 
to  the  sills  of  these  windows,  a  distance  of  2  ft.  8  in. ; 
that  the  building  as  altered  will  be  occupied  as  a  tenant 
factory,  with  not  more  than  fifty  persons  per  floor  in  each 
section;  and 

Whereas,  it  further  appears  that  the  superintendent  of 
buildings  has  ruled  that  the  construction  of  exterior  stairs 
does  not  conform  with  the  requirements  of  section  79f  of 
the  labor  law  and  that  the  substitution  of  doors  for  the 
windows  in  the  present  window  openings  does  not  conform 
to  the  requirements  of  section  79-f-9  of  the  labor  law  in  that 
the  exterior  fire  escapes  should  be  enclosed  and  the  exit 
doors  should  be  level  with  the  floor  of  the  building ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  January  10,  1918,  on  certain  conditions,  and  a  new 
order  has  been  issued  by  the  fire  department  (Order  No. 
89072-LD),  reading: 

“1.  Provide  a  legal  secondary  means  of  egress  from 
the  5th  story  or  attic  *  *  *  on  the  basis  of  the  fact  that 
the  attic  was  not  mentioned  in  original  resolution  al¬ 
though  plans  filed  in  the  Bureau  of  Buildings  showed  its 
existence.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law.  and  does  hereby  ratify  the  action  of  the  board  adopted 
on  January  10,  1918,  changing  the  wording  of  the  height 
given  of  the  building  at  that  time,  to  four  stories  and  attic 
on  the  Atlantic  avenue  front  and  three  stories  and  attic  on 
the  Pacific  street  front,  permitting,  however,  no  occupancy 
in  the  attic  portion  of  either  building;  that  the  wdiole  build¬ 
ing,  including  the  attic,  is  to  be  equipped  with  an  approved 
sprinkler  system,  and  the  resolution  adopted  by  the  board 
as  of  January  10,  1918,  otherwise  shall  be  complied  with. 


147-32-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Miriam  Berlin,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 95  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(147-32-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Miriam  Berlin,  owner,  filed,  March  28,  1932,  a  petition 
for  a  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  95  Fifth  avenue,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  24,  1931  (Order  No.  90547-LD),  reads: 

“1.  Provide  an  additional  means  of  exit  from  each 
floor  of  the  building  remote  from  the  interior  stairway  as 
per  rules  of  the  Board  of  Standards  and  Appeals,  as  per 
Section  ?71  of  the  Labor  Law. 


“2.  Extend  the  interior  stairway  at  the  south  side  o 
building  to  the  roof,  as  per  Section  271  of  the  Labo: 
Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  renderei 
March  22,  1932,  reads : 

“This  will  reply  to  your  letter  of  Feb.  24,  1932,  ii 
which  you  request,  with  relation  to  item  1  of  Orde 
90547-LID,  that  the  fire  escape  on  the  17th  St.  side  o 
the  building,  if  brought  up  to  the  requirements  of  thi 
labor  law  for  fire  escapes,  that  same  be  accepted  as  th 
secondary  means  of  exit. 

“You  are  advised  that  the  building  is  120'  in  height 
therefore,  this  fire  escape  cannot  be  accepted  as  th 
secondary  means  of  exit.”; 
and 

Whereas,  the  building,  erected  in  1899,  is  fireproof,  nin 
stories  in  height,  22  ft.  8  in.  by  116  ft.  10  in.  in  area 
OCCUPIED :  salesrooms,  clothing  and  cutters,  not  more  tha! 
nine  persons  per  story;  EXITS:  an  interior  steel  and  slat 
stairway,  extending  from  the  first  story  to  top  story,  en 
closed  in  fireproof  block  partitions,  with  fireproof  doors  a 
openings;  a  sub-standard  fire  escape  on  the  front  of  th 
building,  having  non-fireproof  openings  along  the  cours' 
thereof,  extending  from  the  second  story  to  the  top  storj 
with  sliding  drop  ladder  in  guides  to  sidewalk;  ROOF: 
of  adjoining  buildings:  same  level  at  south;  five  storie 
lower  at  east;  and 

Whereas,  the  petitioner  proposes,  as  to  Item  1,  to  exten 
the  front  fire  escape  to  roof,  provide  a  counterbalanced  stair 
to  sidewalk,  to  make  all  openings  on  course  of  fire  escap 
fireproof  and  otherwise  to  reconstruct  the  same  in  accordant 
with  standard  requirements ;  as  to  Item  2,  the  petitions 
claims  there  is  an  existing  double-rung  iron  ladder  in  to 
story  hall  leading  to  roof  scuttle;  that  the  occupancy  wi 
be  limited  to  the  capacity  of  the  stairs ;  furthermore,  th 
petitioner  contends  the  area  and  occupancy  of  the  buildin 
are  very  small,  also,  the  work  done  on  the  premises  terme 
“manufacturing”  is  of  a  minor  nature. 

Resolved,  that  the  board  of  standards  and  appeals  do( 
hereby  make  a  variation  in  the  requirements  of  the  labc 
law.  and  that  the  petition  be  and  jt  hereby  is  granted,  as  t 
Order  No.  90547-LD,  Item  1,  on  condition  that  the  fit 
escape  on  the  17th  street  front  of  the  building  shall  be  r< 
constructed  to  meet  the  requirements  of  the  labor  law  an 
the  rules  of  the  board  for  a  90  ft.  high  building  the  staii 
way  to  be  continued  from  the  top  balcony  to  the  rooi 
that  the  occupancy  of  the  top  story  shall  be  limited  to  n< 
more  than  six  persons  and  the  occupancy  of  the  balance  of  tl 
building  shall  be  limited  to  the  legal  capacity  of  the  interk 
stairs;  that  the  building  shall  be  not  increased  in  heigl 
or  area;  that  the  use  and  occupancy  remain  substantial] 
unchanged  and  that  the  labor  law  shall  be  complied  with  jj 
all  other  respects;  as  to  Item  2,  order  of  the  fire  commi: 
sioner,  be  and  it  hereby  is  affirmed  and  the  appeal  as  to  th 
item  be  and  it  hereby  is  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
197-32-SA. 

PETITIONER — S.  T.  Johnson  Co.,  owner. 

SUBJECT— S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  0 
Burner,  approval  of. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calei 
dar  pending  test  and  report  of  fire  department. 


198-32-SA. 

PETITIONER — S.  T.  Johnson  Co.,  owner. 
SUBJECT— S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  0 
Burner,  approval  of. 

i 
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MINUTES 


APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


,98-31-SA. 

PETITIONER — National  District  Telegraph  Co.,  owner. 
SUBJECT — N.  D.  T.  Fire  Alarm  Boxes,  Types  Nos.  104G, 
1046A  and  1046AN,  approval  of. 

APPEARANCES— 

For  Petitioner:  James  Don. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — ‘Appliance  approved  in  accordance 
with  fire  department  report. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


MINUTES 


area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  160  persons;  and 

Whereas,  the  appellant  claims  that  the  pier  is  of  mill 
construction,  erected  prior  to  1880;  equipped  with  a  2JS-inch 
ship  supply  line  with  cross  branches  and  outlets  at  sides  of 
pier;  fire  alarm  boxes  connected  with  headquarters;  pro¬ 
vided  with  watchmen’s  service  day  and  night;  two  forty- 
gallon  chemical  extinguishers  and  water  tanks  distributed 
throughout; .  there  are  seven  (7)  city  hydrants  within  500 
ft.  of  the  pier ;  to  comply  with  the  orders  would  cause  a 
heavy  expense  and  in  effect  be  confiscatory;  while  the 
jurisdiction  of  the  fire  commissioner  is  questionable,  the  ap¬ 
pellant,  however,  proposes  to  extend  the  existing  ship-water 
supply  lines,  with  100  ft.  of  hose  and  rack  at  each  outlet, 
the  entire  line  to  be  protected  against  freezing  and  ar¬ 
ranged  as  shown  on  plans  filed  in  Cal.  No.  419-30-A. 

Resolved,  that  the  order  of  the  fife  commissioner  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  granted 
as  to  Order  No.  93986hF,  on  condition  that  the  pier  shall  not 
be  increased  in  area,  nor  shall  the  one-story  building  erected 
thereon  be  increased  in  height  or  area ;  that  the  building  and 
pier  shall  be  used  for  the  storage  or  transfer  of  products 
and  merchandise  in  transit,  expressly  prohibiting  inflam¬ 
mable,  explosive  or  highly  combustible  material;  that  any 
additional  fire-fighting  appliances  as  shall  be  directed  by  the 
fire  commissioner  shall  be  installed;  that  a  supervisory 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection;  granted,  fur¬ 
ther,  on  condition  that  access  to  the  piers  and  the  general 
layout  of  the  piers  and  warehouses  as  shown  on  the  plans 
submitted  with  this  appeal  be  maintained  and,  also,  the 
source  of  water  supply  for  a  standpipe  system  shall  be  main¬ 
tained;  that  the  standpipe  system  required  to  be  installed 
shall  be  a  wet  system,  covered  to  protect  the  entire  system 
from  the  frost,  and  shall  be  acceptable  to  the  fire  department 
withdrawn  as  to  Order  No.  93168-F,  as  to  providing  signs, 
and  that  the  order  of  the  fire  commissioner,  No.  93167-f’ 
as  to  providing  a  standpipe  system,  be  affirmed  and  the  appeal 
as  to  this  order  be  denied. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
ppeals  held  Friday  afternoon,  April  22,  1932,  as  they  ap- 
leared  in  Bulletin  No.  18,  Vol.  XVII,  are  hereby  corrected 
lo  read  as  follows : 

Il'HE  RESOLUTION— 

_  (153-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
lock  Co.,  owner,  filed,  March  29,  1932,  an  appeal  from 
irders  of  the  fire  commissioner,  affecting  premises  Pier  No. 
;,  East  River,  between  Fulton  and  Montague  streets  (3rd 
treet),  Borough  of  Brooklyn;  and 

i  Whereas,  the  orders  of  the  fire  commissioner,  dated 
/larch  9,  1932,  read: 
j  “Order  No.  93167-F: 

“1.  Install  an  approved  standpipe  system  in  accord- 
|  ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals.” ; 

pd  .  “j 

‘Order  No.  93168-F: 

“1.  Provide  designating  signs  suspended  from  roof 
t  trusses  showing  location  of  fire  appliances  and  alarm 
boxes.  Sec.  20,  Ch.  12,  Code  of  Ordinances.”  ; 

nd 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
,  1932  (Order  No.  93986-F),  reads: 

“1.  Install  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  the  pier  having  at  least  one 
source  of  water  supply  arranged  and  equipped  as  pro¬ 
vided  in  rules  for  fire  extinguishing  appliances:  adopted 
by  the  Board  of  Standards  and  Appeals  November  9th, 
1927.”; 
ad 

Whereas,  the  premises  consist  of  Pier  No.  8,  of  frame 
instruction,  one  story  in  height,  99  ft.  7  in.  by  600  ft.  in 

*  Correction — Violation  numbers  93169  and  93170  changed 
1  93167  and  93168  in  lines  8  and  13  and  lines  64  and  65, 

’spectively. 


THE  RESOLUTION— 

(598-31-SA) 

Whereas,  National  District  Telegraph  Co.,  owner,  filed, 
December  15,  1931,  a  petition  with  the  board  of  standards 
and  appeals  for  approval  of  their  device  known  as  the  N.  D. 
T.  Fire  Alarm  Boxes,  Types  Nos.  1046,  104GA  and  1046AN ; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  April  21,  1932,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  N.  D.  T.  Fire  Alarm 
Boxes,  Types  Nos.  1046,  1046A  and  1046AN  when  installed 
and  operated  in  accordance  with  the  report  of  the  chief  of 
the  bureau  of  fire  prevention  and  the  rules  of  the  board  of 
standards  and  appeals. 


Adjourned  3.50  p.  m. 

William  J.  O’Gorman,  Secrctarv. 


If  applicants,  under  the  building  zone  resolution,  desire 
^pies  of  Form  7NO,  for  notices  to  property  owners,  such 
3rms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
roperly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF 
PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 


Recommended  by— Conference  of  Representatives  of  Fire  De¬ 
partment,  Board  of  Fire  Underwriters,  Merchants 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion,'  Patrick  J.  Walsh,  Assistant  Chief  of  Depait- 
ment;  E.  J.  Cole,  Highlow  Famish  Co.,  Joseph  L. 
Her  non;  Arthur  C.  Bangs,  Real  Estate  Boaid,  F. 
E.  Graham;  George  H.  Cameron,  William  B.  White, 
Board  of  Fire  Underwriters;  James  H.  Abraham. 

J.  W.  Richardson  and  Inspector  Maher,  Bureau  of 

Fire  Prevention. 

[353-30-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
June  10,  1932,  at  2  p.  m.,  Room  1013,  Municipal  Building,  on 
Proposed  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  Other  Flammable 
Surface  Coatings. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

1.  The  term  “spray  booth”  shall  include  the  following : 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 

sisting  of  two  sides  and  top,  equipped  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

2.  The  term  “spray  room”  shall  mean  a  room,  or  a 
spray  booth  within  a  room,  equipped  with  air  exhaust  facil¬ 
ities  and  in  which  spray  coating  is  carried  on. 

Rule  3. 

Ventilation 

(a)  No  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

(c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 

which  will  provide  not  less  than  sixty  (60) 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  mist  or 
vapors  within  such  enclosures. 

(e)  Air  shall  be  admitted  to  the  spray  booth  or  spray 

room  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  from  said  booth  or  room ;  windows  or  other 
openings  not  used  for  ventilation  shall  be  kept 


closed  during  the  process  of  spray  coating.  Ex¬ 
haust  fans  shall  be  kept  running  constantly  while 
spraying  or  mixing  and  for  a  sufficient  length  of 
time  thereafter  to  exhaust  all  vapors,  fumes  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room. 

(f)  Spray  booths  shall  be  used  for  no  other  work  but 
spraying. 

Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 

(a)  Spray  booths  shall  be  constructed  of  metal  or  other 
incombustible  material  satisfactory  to  the  Fire  De¬ 
partment. 

(b)  Air  distributing  or  baffle  plates,  if  used,  shall  be 
of  incombustible  material  and  removable  for 
cleaning. 

(c)  The  inner  side  of  walls,  ceilings  and  floor  shall  be 
as  smooth  as  practicable,  in  order  to  facilitate 
cleaning;  when  constructed  of  ferrous  metal  such 
surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

(d)  Exhaust  ducts  for  spray  booths  or  spray  rooms 
shall  be  constructed  of  material  not  less  than  the 

following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge. 
When  of  diameter  of  over  24  inches  and  not  ovei 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge. 

(e)  Ducts  shall  be  strongly  erected  and  rigidly  sup¬ 

ported. 

(f)  Motors  shall  be  located  outside  of  ducts,  booths  oi 

spray  rooms  so  that  no  inflammable  vapors  oi 
residues  can  reach  them. 

(g)  If  induced  draft  is  used  to  create  an  air  move¬ 
ment  within  cabinet  or  tunnel  types  of  spraj 
booths  or  spray  rooms,  the  air  shall  be  suppliec 
from  a  point  outside  of  the  spray  booth  or  spra) 
room  with  fans  and  motors  entirely  outside  of  th< 
spray  booth  or  spray  room. 

(h)  The  exhaust  system  for  the  removal  of  vapors  oi 
residues  of  spraying  materials  from  the  spra; 
booth  or  spray  room  shall  not  be  connected  ti 
any  other  ventilating  system  or  discharged  inti 
a  chimney  or  flue  used  for  the  purpose  of  convey 
ing  gases  from  heating  elements. 

Ventilating  ducts  shall  run  as  directly  as  prac 
tical  to  the  outer  air,  protected  with  a  fire  screen' 
or  hood,  and  not  less  than  15  feet  from  an; 
exterior  exit,  chimney  termination  or  unprotectei 
air  intake.  When  such  duct  passes  through 
non-'fireproof  roof  it  shall  be  properly  heat-in 
sulated  at  the  point  of  such  passage,  as  required 
by  the  Building  Code. 

(i)  Exhaust  fan  blades  shall  be  constructed  of  non 

ferrous  metal.  All  exhaust  and  ventilating  fan 
to  be  permanently  connected  to  their  source  c 
current  supply,  using  metallic  conduit.  Rheostat 
in  fan  bases  not  permitted. 

(j)  All  electrical  wiring  shall  be  enclosed  in  mete 
conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  onb 
Fixtures  to  be  of  the  rigid  stem  type,  enclosin 
all  wiring  and  equipped  with  vaporproof  globe 
and  keyless  sockets. 

(l)  No  flame  or  spark-producing  devices,  switches  c 

rheostats  shall  be  located  in  spray  room  or  spra 
booth.  Partitions  separating  such  booths  or  rootr 
shall  be  constructed  fireproof  or  fire-resisting  i 
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accordance  with  Labor  Law  or  rules  of  the  Board 
of  Standards  and  Appeals  for  factory  buildings. 

(m)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system  or  hot  ait- 
systems  satisfactory  to  the  Fire  Department. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  lhe  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advis« 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

■  (b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

\  (d)  Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  Brooms,  brushes  or  other  cleaning  implements 
made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 

(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 
able  for  paint  and  lacquer  fires.  At  least  one 
standard  sand  pail  shall  be  provided  for  each  100 
square  feet  of  booth  area  or  area  of  spray  room 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  or 
other  approved  type  may  be  provided,  one  for 
each  300  square  feet  of  booth  or  spray  room  area. 
Where  the  spraying  hazard  is  extensive,  mounted 
type  of  extinguishers  shall  be  provided  as  may  be 
required  by  the  Fire  Department. 

(j)  The  interior  of  all  booths  installed  in  sprinklered 
buildings  shall  be  provided  with  sprinkler  heads 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  'Main  supplies  of  spray  coating  materials  and 
thinners  shall  be  kept  in  an  outside  storage  build¬ 
ing,  storage  rooms  or  in  vented  metal  cabinets 
in  accordance  with  the  following  amounts : 

(b)  Spraying  materials  not  in  excess  of  20  gallons 
shall  be  stored  in  metal  cabinets  or  wood  cabinets, 


Tf/3  c.overe(l  011  both  sides  including  the  door. 
/  x  .D  cabinets  to  be  ventilated  at  top  and  bottom, 
fc)  Spraying  materials  in  excess  of  20  gallons  and  not 
exceeding  40  gallons  shall  be  stored  in  double- 
vvalled  metal  cabinets  vented  directly  to  the  outer 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  be 
stored  in  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated 
plain  glass  skylight  or  in  a  storage  room  con¬ 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storage 
l  ooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms  shall 
be  waterproof  up  to  a  height  of  at  least  6  inches 
from  the  floor  and  be  drained  to  the  center.  The 
siH  of  the  door  shall  be  at  least  6  inches’ above 
the  finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  be 
provided  with  an  automatic  sprinkler  head  for 
each  50  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprink¬ 
le1^  buildings  where  it  is  practicable  to  provide  at 
least  10  pounds  pressure  at  the  sprinkler  head 
when  supplied  from  house  supply  tanks  or  house 
lines,  as  described  in  Rule  53  of  the  Sprinkler 
Rules. 

(For  the  purpose  of  this  section,  fireproof 
and  fire-resisting  materials,  used  in  the  en¬ 
closures  of  storage  rooms,  shall  comply  with 
the  requirements  for  factory  buildings). 

(g)  the  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build- 
mg  shall  be  determined  by  the  Fire  Department. 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 
conducted  in  a  storage  building  or  storage  room, 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  which 
booths  are  located  while  the  air  exhaust  system 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  day’s 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use. 

(j)  Gravity  feed  material  containers  for  supplying 
spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  capable  of  standing  at  least  double  their 
weight  when  filled  with  the  heaviest  spraying 
materials  used. 

IK)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  any  nationally  recognized  standard  testing 
laboratory  or  by  the  Board  of  Standards  and  Ap¬ 
peals.  Each  tank  shall  be  provided  with  a  safety 
valve  set  at  a  pressure  not  exceeding  eighty 
pounds.  All  gravity  feed  containers  and  other 
spraying  equipment  shall  be  approved  as  above. 

(1)  The  installation  of  all  electrical  wiring,  switches 
lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark- producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 
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Rule  7. 

General  Requirements 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently ;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3, 

Subdivision  D— Air  Exhaust  System. 

“  E — Air  Supply  and  Mixing. 

“  F — Use  of  Spray  Booth. 

Rule  4. 

Subdivision  A — Construction  of  Spray  Booths. 

“  B — Construction  of  Baffle  Plates. 

“  C — Cleaning  of  Booths. 

“  E — Maintenance  of  Duct  Supports. 

“  F — 'Location  of  Motors. 

“  G — (Method  of  Induced  Draft. 

“  H — (Termination  of  Ventilating  System. 

“  K — Electric  Lighting. 

“  L — Separation  of  Booths,  etc.,  from  flame  and 

sparks. 

“  M — Electrical  Equipment. 

“  N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A — Certificate  of  Fitness. 

“  B — Motor  vehicles,  in  booths  or  rooms. 

“  C — (Maintenance  of  Exhaust  fans. 

“  D — 'Maintenance  of  Equipment. 

“  E — Cleaning  Implements. 


- .  . 

F — Accumulation  and  Disposal  of  Waste  Mat 
rials. 

G — 'Smoking,  Matches,  etc. 

H — Fire  Appliances. 

Rule  6. 

Subdivision  A — Storage  of  Spraying  Materials. 

B — Storage  of  Spraying  Materials  less  than 
gallons. 

C — Storage  of  Spraying  materials  not  exceedii 
40  gallons. 

D — Storage  of  Spraying  materials  exceeding 
gallons. 

G — (Maximum  Storage  in  non-fireproof  building 

H — Spray  room  or  booth  mixing. 

I — Supplies  allowed  in  booth. 

J — Gravity  Feed  containers. 

L — Smoking,  matches,  in  mixing  room. 

NOTE: — Subdivisions  A,  B,  C  and  D  may  not  be  applied 
fireproof  buildings  equipped  with  an  approved  exis1 
ing  automatic  sprinkler  system  where  the  genei 
conditions  of  cleanliness  are  properly  maintained 
all  times.  ] 

Rule  7. 

Subdivision  A- — Posting  “No  Smoking”  signs. 

B — Clearance  of  combustible  material.  \ 

C — Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 

Approval  Forms  and  Plans 

There  shall  be  filed  before  installation  with  the  Fire  D 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  a 
plication  form  on  sheet  8  inches  by  10  inches,  which  foi 
shall  give  the  proper  name  and  address  of  booth  user  a 
also  the  floor  on  which  the  booth  or  booths  are  to  be  i 
stalled.  An  ink  drawing  of  the  floor  upon  which  the  bod 
will  be  located  shall  be  submitted  on  the  form  sheet;  su, 
drawing  shall  show  by  feet  and  inches  the  location  of  exi, 
chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plat 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  sh 
be  filed  with  the  Fire  Department  for  examination  and  a? 
proval.  Such  plan  shall  show  on  the  floor  plan  the  locati: 
of  all  booths,  storage  and  mixing  rooms,  exits  and 
chimneys  and  exterior  openings  within  15  feet  of  the  stora: 
rooms  and  vent  ducts. 


APPLIANCES 

APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  . 14-31-SA 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25 ;  by  mail  $1.35. 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSUJ 

May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-fj 

Walworth  Company .  900-27-1 

W.  D.  Allen  Mfg.  Company .  1151-27-1 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1 307-27-S 

Jenkins  Brothers .  780-28-1 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-1 

Fairbanks  Company .  268-29-b 

Pratt  &  Cady .  231-30-1 

Elkhart  . 15-31-S 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  t 
Distribution  Division  of  the  City  Record  Office,  378  W' 
Broadway.  Price  30c;  by  mail  35c. 
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Burners  for  Domestic 


Name  of  Burner  Calendar  No. 

B.  C.  Oil  Burner .  1295-24-SA 

B.  C.  Oil  Burner,  Type  H .  6S4-29-SA 

.•tna  Automatic  Oil  Burner .  1547-23-SA 

.addin  Oil  Burner .  298-26-SA 

.exander  Oil  Burner .  65-28-SA 

.coil  Heat  Machine .  632-26-SA 

.itocrat  Oil  Burner,  Model  B-l .  297-31-SA 

!  ker  Automatic  House  Heating  Burner .  1323-22-SA 

tker  Oil  Burner,  Model  L,  Gun  Type... .  404-29-SA 

[Hard  Super  Domestic  Oil  Burner .  939-24-SA 

[yard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Irggren  Oil  Burner .  764-26-SA 

Ittendorf  High  Pressure  Oil  Burner .  479-31-SA 

ittendor f  Oil  Burner .  731-28-SA 

pc  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

laden  Automatic  Fuel  Oil  Burner .  322-30-SA 

lanford  Oil  Burner .  36-31-SA 

lloroil  Burner — Type  AA .  1361-24-SA 

Irboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Irboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Irborundum  Burner . '. . .  571-29-SA 

Irter-Korth  Oil  Burner .  54-30-SA 

Jitury  Oil  Burner .  157-28-SA 

lallenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Imbustion  Fuel  Oil  Burner .  1105-22-SA 

jmbustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Immonwealth  Automatic  Oil  Burner .  348-28-SA 

ok’s  Automatic  Oil  Burner .  955-27-SA 

Ipe-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

hscent  Oil  Burner .  222-29-SA 

lown  Oil  Burner,  Type  XA .  426-29-SA 

.vstal  Blue  Flame  Oil  Burner .  423-29-SA 

hi  Vaporizing  Oil  Burner .  915-26-SA 

Ilia  Oil  Burner .  155-31-SA 

lco  Heat  Oil  Burner .  420-31-SA 

;t-o-matic  Oil  Burner .  663-28-SA 

herty  Oil  Burner .  943-26-SA 

sternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

anomy  Oil  Burner,  Type  A-l .  45-31-SA 

■ler  Automatic  Oil  Burner .  481-27-SA 

•ctrol  Automatic  Oil  Burner .  259-25-SA 

’ctromatic  Oil  Burner .  603-29-SA 

terprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Oil  Gas  Burner .  1431-23-SA 

rfield  Oil  Burner .  584-31-SA 

'iltless  Oil  Burner .  493-24-SA 

‘id  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

jder  Oil  Burner .  715-26-SA 

“mklin  Domestic  Oil  Burner .  560-26-SA 

| do  Oil  Burner .  47-30-SA 

'  Wood  Oil  Burner .  373-30-SA 

apco  Steam  Generator .  348-31-SA 

bert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

aert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Oil  Burner .  1231-23-SA 

adrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

■>dspeed  Automatic  Oil  Burner .  957-27-SA 

f  Oil  Burner .  382-26-SA 


and  Commercial  Use 

Name  of  Burner 

Haidinge  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hart  Automatic  Oil  Burner . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 

Hayward  Oil  Burner . 

Heatiator  Oil  Burner . 

Hercules  Oil  Burner . 

Holby  Type  A  Fuel  Oil  Burner . 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner.... 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kleen  Heet  Oil  Burner . 

Kreager  Oil  Burner . 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NL . 

Lawrence  May  Oil  Burner . 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Majestic  Oil  Burner . 

Marr  Oil  Heat  Machine . 

May  Oil  Burner . 

Mayfield  Oil  Burner . 

Mayflower  Oil  Burner . 

Mcllvane  Oil  Burner . 

Melco  Automatic  Oil  Burner,  Type  “A” . 

Merco  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Mopsette  Oil  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner.. 
National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nn-Way  Oil  Burner . 

Oil-Elec-Tric  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30-A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Petro  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2 . 


Calendar  No. 
813-25-SA 
690-30-SA 
1162-24-SA 
595-29-SA 
696-30-SA 
1346-23-SA 
510-29-SA 
688-29-SA 
1211-25-SA 
591-29-SA 
372-30-SA 
1305-24-SA 
938-22-SA 
852-26-SA 
846-25-SA 
62-24-SA 
367-30-SA 
443-28-SA 
670-30-SA 
1034-27-SA 
425-31-SA 
314-30-SA 
129-28-SA 
693-30-SA 
765-26-S A 
68-24-SA 
568-31-SA 
124-29-SA 
544-29-SA 
1032-25-SA 
637-29-SA 

327-31-SA 

673-27-SA 

938- 25-SA 

939- 25- S A 
820-23-SA 
887-25-SA 
548-31-SA 
836-25-SA 
518-29-SA 

1071-27-SA 
255-31-SA 
801-28-SA 
584-28-S A 
1078-24-SA 
773-26-SA 
317-31-SA 
1359-24-SA 
394-30-SA 
113-26-SA 
1193-25-SA 

617-30-SA 

1029-26-SA 

161-26-SA 

451- 31-SA 

452- 31-SA 
78-28-SA 

735-30- S A 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Ray  field  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  and  C .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner .  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 


Name  of  Burner  Calendar  N 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-S 

Stuhler  Oil  Burner .  618-27-S 

Summerheat  Oil  Burner .  581-26-S 

Sundstrand  Automatic  Oil  Burner .  755-26-S 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-S 

Sunflower  Model  S-l  Oil  Burner .  657-29-S 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-S 

Sunway  Oil  Burner .  624-30-S 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-S 

Sword  Automatic  Oil  Burner .  951-25-S 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-S 

Timken  Oil  Burner,  Model  20 .  287-28-S 

Timken  Rotary  Oil  Burner .  297-29-S 

Todd  Spi' o  Oil  Burner .  470-31-S 

Toridheet  Oil  Burner .  63-28-S 

Twin  City-on-the-Door  Oil  Burner .  129-27-S 

Uni-Lec-Tric  Oil  Burner .  498-29-S 

United  States  Oil  Burner .  620-28-S 

Universal  Fuel  Oil  Burner .  6-24-S 

Vesta  Oil  Burner .  451-26-S 

Victor  Oil  Burner .  612-30- S 

Victory  Oil  Burner .  320-30-S 

Volcano  Automatic  Oil  Burner .  556-29-S 

Wayne  Oil  Burner .  1155-25-S 

Wayne  S-2  Domestic  Oil  Burner .  115-32-S 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  .  918-22-S 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-S 

York  Automatic  Oil  Burner .  44-29-S 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Tuesday,  May  10,  1932,  at  4  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 

Matter  in  italics  is  new. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

( c )  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  zvick  and  zvhen  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  zvhen  heater  is 
not  used  for  cooking  purposes  zvill  not  be  prohibited  zvhen 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  the  follozving  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
zvith  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 


the  area  of  any  damper  not  to  exceed  80%  of  the  area 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  stora: 
located  outside  room  in  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  way  : 
aside  or  zvaive  provisions  in  these  rules  covering  stora 
tanks,  except  that  storage  of  not  more  than  55  gallons  of  ft 
oil  maintained  in  a  metal  shipping  container  equipped  with 
approved  hand  pump  may  be  permitted  outside  of  the  buildi 
and  storage  of  not  more  than  275  gallons  if  installed  a 
maintained  in  compliance  zvith  Rule  17  of  these  Rules,  i 
tank  to  be  equipped  zvith  an  approved  hand  pump  may 
permitted  inside  of  the  building. 

5.  This  subdivision  applies  only  to  dzvellings  as  defined 
these  rules  and  prohibits  the  use  of  more  than  one  heater 
any  one  room. 

6.  Heater  installation  shall  comply  with  the  requiremei 
of  the  building  code  and  heater  shall  not  be  connected  in  a 
manner  to  hot  zvater,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification. 

[(d)]  When  for  any  reason  it  may  be  impracticable 
comply  strictly  with  the  foregoing  rules  the  fire  commissior 
shall  have  power  to  modify  their  provisions  so  that  the  spi 
and  substance  thereof  shall  be  complied  with.  Such  mo< 
fication  shall  be  endorsed  upon  the  permit  over  the  signatuj 
of  the  fire  commissioner  or  designated  representative  of  t 
fire  commissioner. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR— Uniform  Certificates  of  Occupancy,  Adoption 

of. 

Administrative  Applications. 

1029-27- A — 39  Fifth  avenue,  Manhattan. 

030-27-A — 13-16  Central  Park  West,  Manhattan. 
031-27-A— 20-28  West  72nd  street,  Manhattan. 

032-27-A— 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
:125-23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

(43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

)52-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

146-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
.’50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

55-24- S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

63-25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-64-25-SA — Koerting  Gear  Pump,  approval  of. 

87-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
[37-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
14-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

(13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

12-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


USE  OF  HYDRATED 

1-1J4-3  Mix,  t  oounds  of  hydrated  lime  per  bag  of 
'ment. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

‘ment. 

l-2^2-5  Mix,  6  pounds  of  hvdrated  lime  per  bag  of 

•ment. 

I' or  hand  mixed  concrete,  the  hvdrated  lime  and  Port 
‘id  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
1  be  deposited  under  water. 


210-29-SA— A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

3o9-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

125-ol-SA  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA  Cant  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA — Lunkenheimer  2J4-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds  • 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  2k2-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-31-SA— The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

396-3 1-S A  Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37- A  and  No.  37-D,  approval  of. 

49 1-3 1-S  A  Super  f  ex  Oil  Burning  Heater,  approval  of. 

o  13-3 1-S  A — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 

534-3'1-SA — Page  Fuel  Burner,  approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

o92-3 1-S  A  Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

9-32- S A— Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

44-32-SA — Vaporoil  Burner,  approval  of. 

94-32-SA— Todd  Spiro  Burner  (pump  type),  approval  of. 
125-32-SA — ‘Beacon  Oil  Burner,  approval  of. 

195-32-SA — Moto-Heat  Oil  Burner,  approval  of. 

197- 32-SA— S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner,  approval  of. 

198- 32-SA— S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,'  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


LIME  IN  CONCRETE. 

Adopted  by  the  Board  of  Standards  and  Appeals  Anril 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
'Vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
:'ven  beintr  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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DOCKET. 

jt  01  1QT1  . 

344 

vases  penamg  oacuiuti  . 

235 

Cases  file 

a  up  to  May  ±,  . . 

43 

Restored 

Requests 

Miscellaneous  Applications. 

, . .  124 

Requests 

4 

Requests 

35 

Requests 

.  , 

3 

for  extension  of  time . 

24 

Reauests 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations. 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  -for  interpretation . 


Total  .. 
Disposed  of 


824 

556 


DISPOSITION  OF  CASES.  j 

Withdrawn  .  81  j 

Dismissed  . 

Denied .  5' 

Granted  . 

Granted  on  condition .  161: 

Appliances  approved  .,. . : .  K 

Appliances  dismissed,  disapproved  or  withdrawn .  ( 

Rules  approved . . . ; . 

Rules  disapproved,  rescinded  or  withdrawn .  i 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  IK 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied .  < 

Requests  for  modification  granted .  3^ 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied ., .  ( 

Requests  for  extension  of  time  granted .  2\ 

Requests  for  extension  of  time  denied .  < 

Requests  for  extension  of  permit  granted .  ‘ 

Requests  for  extension  of  permit  denied .  < 

Requests  to  install  granted .  < 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . ; .  I 

Administrative  requests  denied  or  withdrawn .  ( 

Interpretations  . .  .  •  . . 

Requests  withdrawn  or  dismissed . 

Total  .  551 


Cases  pending  May  4,  1932. 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lac 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third  That  no  plea  of  ignorance  of ,  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th. 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of,  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al 
cases  promptly,  for  the  reason  that  the  pendancy,  of  ai 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitioi 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th 
appellant  or  petitioner  to  file  necessary  data,  or  by  an; 
other  method  of  delay.  , 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan 
and  data  required  by  law  are  supplied,  as  specified  on  th 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND 
Room  1001,  Municipal  Building, 
New  York  City. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  May  6,  1932.  10  A.  M. 
Minutes  of  Special  Meeting,  May  6,  1932,  2  P.  M. 

Minutes  of  Regular  Meeting,  May  10,  1932,  10  A.  M. 

Minutes  of  Regular  Meeting,  May  10,  1932,  2  P.  M. 

Minutes  of  Special  Meeting,  May  10,  1932,  4  P.  M. 

Fuel  Oil  Rules. 

Approved  Fireline  Hose  Valves. 

Reserve  Calendar. 

Progress  Report. 

Amendments  to  Fuel  Oil  Rules. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan,  6 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — 'Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  May  17,  1932! 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
T uesday,  May  24,  1932,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b* 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chatrtnan. 
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DOCKET. 


New 

Cases  Filed  up  to  May  11,  1932. 

Cal.  No. 

Department. 

Premises  Affected. 

257-32-S . 

...F.D . 

.42-25  21st  st.,  L.  I.  C.,  Q., 

L.  D.  94245 

256-32-BZ _ 

.  ..B.B.Bx. . 

.819-829  E.  241st  st.,  Bx., 

N.  B.  207-32 

255-32-BZ. . . . 

...B.B.B... 

.6-16  Lott  ave.,  Bklyn., 

Applic.  1218-32 

254-32-S . 

. .  .B.B.B . . . 

.1321-1323  61st  st.,  Bklyn., 

Applic.  4072-32 

253-32-BZ . . . . 

... B.B.M. . . 

,.307  W.  44th  st.,  Man., 

Alt.  631-32 

252-32- A . 

. B.B.M. 

...546-576  W.  207th  st.,  Man., 
Alt.  11-1932 

251-32-BZ. . . . 

...B.B.Bx.. 

.1171-1179  Boston  rcL  Bx., 

Alt.  160-1932 

250-32-BZ _ 

...B.B.Q... 

.45-62  211th  st.,  Bayside,  Q., 

Alt.  1944-32 

249-32-BZ. . . . 

...B.B.B... 

.2-8  Meeker  ave.,  Bklyn., 

Applic.  3684-32 

248-32-BZ. . . . 

...B.B.Q... 

.  Southeast  corner  of  Nassau  blvd. 
(Horace  Harding  blvd.)  & 
Utopia  pkwy.,  Flushing,  Q., 
N.  B.  952-32 

247-32-A . 

...F.D . 

.260-266  Fourth  ave.,  Man., 

F-90886 

246-32-BZ. . . . 

...B.B.M... 

.Southwest  corner  of  179th  st.  & 
Wadsworth  ave.,  Man., 

Decision 

245-32-BZ.... 

...B.B.Q... 

.123-05  101st  ave.  (Jerome  ave.), 
Richmond  Hill,  Q., 

Viol.  281-32 

244-32-A . 

...F.D . 

.37-00  to  37-08  Main  st.,  Flush¬ 
ing,  Q.,  F-94248 

243-32-A . 

...F.D . 

.832-834  Broadway,  Man., 

F-88053,  F-88054  &  F-88055 

242-32- A . 

...B.B.M... 

.383-399  Seventh  ave.,  Man., 

Alt.  604-32 

241-32-S . 

...F.D . 

.130  Greene  st.,  Man., 

L.  D.  80889 

240-32-S . 

...F.D . 

.355  Walton  ave.,  Bx., 

L.  D.  94340 

239-32- A . 

. .  .F.D . 

.653-659  11th  ave.,  Man., 

F-86078 

238-32-A . 

...F.D . 

.645-651  11th  ave.,  Man., 

. . uui  av^.,  xvxaii., 

-  F-86077 

237-32-SA . F.D . D.  B.  Smith  &  Co.  Fire  Ex¬ 


tinguisher,  Models  Arrow  & 

-  Oneida,  Appliance 

236-32-BZ . jB.B.M....  147-151  E.  24th  st.,  Man., 

-  Alt.  495-32 

Restored  to  Calendar. 

648-30-A . F.D . 56  New  st.,  Man., 

-  F-78229 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 


B.B.M . Bureau  of  Buildings,  Manhat  i 

B.B.Q . Bureau  of  Buildings,  Que  s 

B.B.R . Bureau  of  Buildings,  Richmol 

B.B.Bx . Bureau  of  Buildings,  Brcc 

T.H.D . Tenement  House  Departm  t 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  17,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

180-32-BZ. 

APPLICANT — Emil  Guterman,  for  Benjamin  Albert  el 
Abraham  Gerber,  owners.  '  , 

PREMISES — Southwest  corner  of  Gun  Hill  road  and  Pa- 
ding  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution,  j 

TO  PERMIT  in  a  business  district  the  erection  and  ma- 
tenance  of  a  gasoline  service  station. 

182-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Henfred  Realty  C, 
Inc.,  owner. 

PREMISES — 4117-4119  New  Utrecht  avenue,  northeast  o- 
ner  of  42nd  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc: 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupar 
of  an  existing  building  to  a  motor  vehicle  rep' 
shop. 

199-32-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Rudies  Garage,  It, 
owner. 

PREMISES — 1223-1247  Coney  Island  avenue,  east  side,  > 
ft.  north  of  Avenue  I,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc: 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of; 
garage  for  more  than  five  (5)  motor  vehicles  so  ; 
to  permit  the  inclusion  of  a  gasoline  service  stati’i 
(the  garage  having  been  previously  granted  by  1; 
board). 

205-32-BZ. 

APPLICANT — Brooklyn  &  Queens  Transit  Corp.,  own, 
and  Brooklyn  Bus  Corp.,  lessee. 

PREMISES — 2270-2342  Utica  avenue,  west  side,  south  t 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc; 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  ir 
business  district,  the  maintenance  of  an  open  ' 
parking  space  for  more  than  five  (5)  motor  vehic- 
(motor  omnibuses). 

1149-24-BZ. 

APPLICANT — Croker  Fire  Prevention  Corp.  (forme' 
known  as  the  Croker  National  Fire  Prevents 
Engineering  Co.),  for  Herman  W.  J.  Brunii. 
owner. 

PREMISES — 63-63^2  Schaeffer  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  i 
existing  garage  for  the  storage  of  six  (6)  mol' 
vehicles  (previously  granted  by  board  for  tempore’ 
period). 

334-31-BZ. 

APPLICANT — Shirley  Kahn,  for  American  Seal  Kap  Cot. 
owner. 
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REMISES — 11-11  to  11-27  44th  drive  (Nott  avenue), 
Long  Island  City,  Borough  of  Queens. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  business  district  the  change  of  the 
occupancy  of  a  portion  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied ;  reopened  under  new  facts  April 
26,  1932). 


MAY  17,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ds  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  May 
,  1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
fi  the  following  matters : 

L.  no.  78-32-BZ — Application,  February  16,  1932,  under 
sections  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Edward  P.  Doyle, 
applicant,  on  behalf  of  The  More  Gage 
Corp.,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  a  building 
used  for  business  purposes ;  premises  106 
West  81st  street,  Manhattan. 

'L.  no.  99-32-BZ — Application,  February  27,  1932,  under 
sections  7c  and  21  of  the  buidling  zone 
resolution,  of  Wingate  &  Cullen,  for 
Jacob  Morgenthaler  Sons,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
of  an  existing  garage  for  more  than  five 
(5)  motor  vehicles,  an  existing  gasoline 
service  station  and  an  existing  motor 
vehicle  repair  shop;  premises  164-178 
Fourth  avenue,  southwest  corner  of 
Douglass  street,  Brooklyn. 

a.  no.  113-32-BZ — Application,  March  4,  1932,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  B.  Dondero,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
distirct  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  8708-8712  18th  avenue, 
Brooklyn. 

cl.  no.  119-32-BZ — Application,  March  7,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  L.  Michael,  applicant  and 
lessee,  on  behalf  of  Burton  H.  Michael, 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop ;  premises 
3461  Fort  Hamilton  parkway,  south  side, 
200  ft.  west  of  Chester  avenue,  Brook¬ 
lyn. 

no.  139-32-BZ — Application,  March  23,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Oftimios  Ofiesh,  applicant,  on  behalf 
of  Syrian  Holy  Orthodox  Greek  Cath¬ 
olic  Mission  in  North  America,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  349-351 
State  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MAY  17,  1932,  2  P.  M. 

Appeals  front  Administrative  Orders. 

120-32- A — 554  Broome  street,  Manhattan. 

137-32- A — 1521  Third  avenue,  Manhattan. 

136-32-A — 1282-1300  Broadway,  53-63  West  33rd  street 
arid  46-62  West  34th  street,  Manhattan. 

149-32- A — 155  Sixth  avenue,  Manhattan. 

201-32- A — 469  West  140th  street,  Manhattan. 

Petitions  for  Variations. 

681-29-S — 133-157  West  50th  street  and  132-148  West  51st 
street,  Manhattan. 

95-32-S— 1543  Inwood  avenue,  The  Bronx. 

109-32-S — 436-446  East  10th  street,  Manhattan. 

162-32-S — 910  31st  street  (Second  avenue),  northeast  cor¬ 
ner  of  23rd  avenue  (Potter  avenue),  Long 
Island  City,  Borough  of  Queens. 

Appliances  Submitted  for  Approval. 

200-32-SA — E.  C.  &  M.  Sprinkler  High  and  Low  Water 
Altitude  Regulator,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

232-32-SA — Grant  Oil  Burner,  Model  C,  approval  of. 


MAY  20,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  May  20, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  77-32-BZ — Application,  February  15,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frederick  J.  Flynn,  applicant,  on 
behalf  of  Joseph  Lagana  and  Paul 
Lagana,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Nassau  boulevard 
and  Utopia  parkway,  Borough  of 
Queens. 

cal.  no.  34-32-BZ — Application,  January  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rutherford  S.  Moorhead,  appli¬ 
cant,  on  behalf  of  Wesley  A.  Roche, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  4901-4917 
Kings  highway,  Brooklyn. 

cal.  no.  108-32-BZ — Application,  March  2,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Metbyrne  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2950-2958 
Webster  avenue  and  401-411  Bedford 
Park  boulevard,  The  Bronx. 

cal.  no.  116-32-BZ — Application,  March  4,  1932,  under  sec¬ 
tions  6a,  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  Ojay  Realty  Corp., 
owner,  to.  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  126-150  Kings  high¬ 
way,  southwest  corner  of  West  13th 
street,  Brooklyn. 
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CAL.  NO.  121-32-BZ— Application,  March  8,  1032,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Dorothy  Sanders,  owner, .  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
33rd  avenue  and  190th  street,  Bayside, 
Borough  of  Queens. 

cal.  no.  67-32-BZ— Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Mary  Skodnick,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
southeast  corner  of  Foch  boulevard  and 
219th  street,  St.  Albans,  Borough  of 
Queens. 

cal  no  249-29-BZ— Application,  April  12,  1929;  withdrawn 
October  8,  1929;  reopened  and  restored 
to  Calendar  February  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants, 
substituted  for  McCooey  &  Conroy,  on 
behalf  of  Franksonia  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2228-2234 
Gerritsen  avenue,  southwest  corner  of 
Avenue  U  (Old),  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MAY  20,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

32-32- A— 32nd  to  50th  streets,  from  Third  avenue  to  the 
Bay,  Brooklyn. 

47-32-A— 323-341  East  99th  street,  Manhattan. 

24-32- A — Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

131-32- A — 2689-2693  Third  avenue  and  315-323  East  143rd 
street,  The  Bronx. 

Petitions  for  Variations. 

555-31-S — 93-99  Nassau  street,  28-30  Ann  street  and  135- 
139  Fulton  street,  Manhattan. 

89_32_S— 32-34  East  57th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY  MAY  24,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

177-32-BZ. 

APPLICANT— Herbert  J.  Krapp,  for  Trebhus  Realty  Co., 
owner. 

PREMISES — 166  West  End  avenue,  northeast  corner  ot 
West  67th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

204-32-BZ. 

APPLICANT— Benjamin  Driesler,  Jr.,  for  Albermarle 
Heights  Building  Corp.,  owner. 


PREMISES — 705-729  Gravesend  avenue,  east  side,  240  f 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  more  than  five  (5)  mot< 
vehicles  and,  also,  a  gasoline  service  station. 

208-32-BZ. 

APPLICANT — Richard  Shutkind,  for  George  Del  Gaiz 
owner. 

PREMISES — 209-211  Chrystie  street  and  26  Stanton  stree 
northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  And  mail 
tenance  of  a  gasoline  service  station. 

210-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Louis  Schwartz,  owne 

PREMISES — 669  Ashford  street,  east  side,  230  ft.  soul 
of  New  Lots  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  residence  use  and,  also,  “D”  area  di 
trict  the  erection  and  maintenance  of  a  garage  ft 
more  than  five  (5)  motor  vehicles  which  occupi 
more  than  60  per  cent  of  the  area  of  the  lot. 


MAY  24,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisiol 
of  the  building  zone  resolution,  Tuesday  morning,  May  2 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Buildin 
on  the  following  matters : 

CAL.  no.  103-32-BZ— Application,  March  1,  1932,  under  se. 

tion  21  of  the  building  zone  resolutic 
of  Groh,  McCourt  &  Tripp,  applican 
on  behalf  of  Otto  Schmidt,  owner, 
permit  in  a  business  district  the  erect! 
and  maintenance  of  a  gasoline  servi 
station;  premises  northwest  corner 
36th  avenue  and  33rd  street,  Long  Isla: 
City,  Borough  of  Queens. 

CAL.  no.  128-32-BZ— Application,  March  11,  1932,  under  se 
tion  21  of  the  building  zone  resolutic 
of  Henry  J.  Nurick,  applicant,  on  t 
half  of  Blackstone  Service  Gara^ 
owner,  to  permit  in  a  business  distr:, 
the  alteration  of  a  garage  for  more  th 
five  (5)  motor  vehicles  (granted  by  t 
board  under  Cal.  No.  1162-17-BZ) 
permit  the  inclusion  of  a  gasoline  servi: 
station;  premises  664-690  Coney  Isla 
avenue,  southwest  corner  of  Avenue 
Brooklyn. 

cal.  no.  140-32-BZ — Application,  March  23,  1932,  under  se 
tion  21  of  the  building  zone  resolutic 
of  Charles  J.  Sturla,  applicant  a 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  gas 
line  service  station ;  premises  southe; 
corner  of  Lawrence  street  and  Nor 
Hempstead  turnpike,  Flushing,  Boron 
of  Queens. 

cal.  no.  71-27-BZ — Application,  January  21,  1927;  grant 
on  certain  conditions  for  a  garage  M 
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31,  1927 ;  reopened  for  a  modification  of 
the  resolution  March  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  sub¬ 
stituted  for  James  E.  Connaughton,  on 
behalf  of  Richard  and  William  O’Toole, 
owners,  to  permit  in  a  business  use  and, 
also,  “E”  area  district  the  maintenance 
of  a  gasoline  service  station  which  is 
located  within  the  ten  (10)  foot  setback 
required  by  the  building  zone  resolu¬ 
tion;  premises  north  side  of  Little  Neck 
road,  352.46  ft.  east  of  West  End  drive, 
Little  Neck,  Borough  of  Queens. 

iL.  NO.  395-31-BZ — Application,  August  12,  1931,  under 
sections  7b,  7c,  7g  and  21  of  the  building 
zone  resolution,  of  James  A.  Delehanty, 
applicant,  on  behalf  of  Dubon  Realty 
Corp.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop  and  garage  for  more  than  five 
(5)  motor  vehicles;  premises  226-18 
Merrick  road,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MAY  24,  1932,  2  P.  M. 

,  Appeals  from  Administrative  Orders. 

j00-31-A — 12-16  West  116th  street  and  5-9  West  115th 
street,  Manhattan. 

59-32- A — 15-17  West  46th  street,  Manhattan. 

32-32-A — 1650  Adee  avenue,  southeast  corner  of  Tieman 
avenue,  The  Bronx. 

13-32-A — 53  91st  street,  Brooklyn. 

Petitions  for  Variations. 

T4-32-S — 15-17  West  46th  street,  Manhattan. 

M-32-S — 66-68  West  38th  street,  Manhattan. 

.’9-32-S — 127-133  West  36th  street  and  1351-1365  Broad¬ 
way,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  31,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

fi-32-BZ. 

'’PLICANT — Morris  Whinston,  for  The  Rhinelander 
Estate,  owner ;  Milans  Realty  Corp.,  lessee. 

DEMISES— 66-68  West  38th  street,  Manhattan. 

'PLICATION,  under  section  21  of  the  building  zone 
resolution, 

I*  PERMIT  in  a  retail  use  and  “B”  area  district  the 
erection  of  a  stair  enclosure  which  encroaches  into 
the  rear  yard  required  by  the  building  zone  resolu- 

*  tion. 


504-25-BZ. 

APPLICANT  Nat  C.  Helman,  for  Rachel  Yuttal,  present 
owner. 

PREMISES — 128-144  East  98th  street,  west  side,  100  ft. 
north  of  Winthrop  street,  Brookyln. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(garage  granted  by  the  board)  so  as  to  include  a 
motor  vehicle  repair  shop  (reopened  January  26, 
1932). 


340-31-BZ. 

APPLICANT — Conroy  &  Hardy  (formerly  known  as  Mc- 
Cooey  &  Conroy),  for  Edward  W.  Cropsey,  Tames 
L.  Cropsey  and  C.  &  M.  Holding  Co.,  owners. 

PREMISES  2402-2418  Cropsey  avenue,  southwest  corner 
of  24th  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
dismissed  for  lack  of  prosecution ;  reopened  and  re¬ 
stored  to  Calendar  February  2,  1932). 


103-31-BZ. 

APPLICANT— Kew  Garage  &  Repair  Co.,  Inc.,  owner. 

PREMISES — North  side  of  Metropolitan  avenue,  20  ft.  8  in. 
east  of  Cuthbert  place,  Richmond  Hill,  Borough 
of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  from  an  auto  laundry  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecution;  reopened 
and  restored  to  Calendar  March  4,  1932). 


36-20-BZ. 

APPLICANT — William  C.  Winters,  for  Schmeller  Bros., 
present  owners. 

PREMISES — 3086-3096  Fulton  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancv 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(garage  granted  by  the  board)  so  as  to  include  a 
gasoline  service  station  (reopened  March  22,  1932). 

130-32-BZ. 

APPLICANT— James  J.  Millman,  for  Rostfel  Realty  Co., 
Inc.,  owner. 

PREMISES  .125-135  Kings  highway,  northeast  corner  of 
Stillwell  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  1,  1932,  10  A.  M. 


•-32-BZ. 

*  PLICANT — Oscar  Goldschlag,  for  Evelyn  L.  Wood, 

owner. 

'  EM ISES— Southeast  corner  of  East  Burnside  avenue 
and  Walton  avenue,  The  Bronx. 

‘PLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

PERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  use  (stores). 


Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  June  1, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  744-30-BZ — Application,  December  17,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli- 
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cant,  on  behalf  of  James  P.  Walsh, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  extension  of  a  business  use  pre¬ 
viously  granted  by  the  board;  premises 
141  West  69th  street,  Manhattan  (laid 
over  April  28,  1931,  for  full  vote  of 
board;  on  May  10,  1932,  previous  vote 
reconsidered) . 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


JUNE  1,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

235-32- A — 3809-3815  Broadway,  Manhattan. 

150-32- A — 439-441  Crescent  street,  Brooklyn. 

160-32- A — 113-117  Pearl  street  and  66-70  Beaver  street, 
Manhattan. 

176-32- A — 10  East  33rd  street,  Manhattan. 

179-32- A — North  side  of  Northern  boulevard,  151  ft.  east 
of  250th  street,  Little  Neck,  Borough  of 
Queens. 

190-32- A — 132-184  39th  street  (Building  No.  19)  and  147- 
167  41st  street  (Building  No.  20),  Brook¬ 
lyn. 

Petitions  for  Variations. 

126-32-S — 34-36  Waverly  avenue,  Brooklyn. 

171-32-S — 23  East  67th  street,  Manhattan. 


JUNE  3,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning.  June  3,  1932, 
at  10  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  101-32-iBZ — Application,  February  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  S.  Clark,  applicant,  on 
behalf  of  Thema  Rosen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  garages  for  more  than 


five  (5)  motor  vehicles  and,  also, 
gasoline  service  station ;  premises  we 
side  of  Bailey  avenue,  182  ft.  south 
West  230th  street,  The  Bronx. 

cal.  no.  112-32-BZ — Application,  March  3,  1932,  under  se 
tion  21  of  the  building  zone  resolutie 
of  Philip  J.  Sinnott,  applicant,  f 
Sancer  Realty  Corp.,  owner,  to  pern 
in  a  residence  district  the  change 
occupancy  of  part  of  the  first  story  of ; 
existing  building  to  a  motor  vehicle  r 
pair  shop ;  premises  2540  Belmont  av 
nue,  east  side,  135  ft.  8  in.  north 
Fordham  road,  The  Bronx. 


cal.  no.  118-32-BZ — Application,  March  7,  1932,  under  se* 
tion  21  of  the  building  zone  resolutic: 
of  George  Frey,  applicant,  on  behalf 
'Bessie  Rubin,  owner,  to  permit  in 
business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station 
premises  southwest  corner  of  29th  av 
nue  and  154th  street,  Bayside,  Borouj 
of  Queens. 


cal.  no.  122-32-BZ- — Application,  March  9,  1932,  under  se 
tion  21  of  the  building  zone  resolutic 
of  Samuel  J.  Kessler,  applicant,  on  b 
half  of  William  Peat,  owner,  to  pern 
in  a  residence  district  the  erection  a 
maintenance  of  a  garage  for  more  th 
five  (5)  motor  vehicles;  premises  41 
426  West  204th  street,  Manhattan. 

HENRY  L.  CONNELL, 


Temporary  Chairman 


JUNE  10,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order.  $'  i 

80-32-A — 27-03  Newtown  avenue  and  1-3  North  Hen 
street,  northwest  corner,  Long  Island  Cil 
Borough  of  Queens. 

Rules. 

353-30-SR — Proposed  Paint,  Varnish  and  Lacquer  Sprayi , 
Rules. 


MINUTES 

■■  -  -  -=' 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  MAY  6,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

67-32-BZ. 

APPLICANT — Mary  Skodnick,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 'Southeast  corner  of  Foch  boule¬ 
vard  and  219th  street,  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  William  E.  Kennedy. 

For  Opposition:  N.  A.  Weidberg,  Florence  Rosen¬ 
berg  and  Benjamin  H.  Gruber. 


ACTION  OF  BOARD — Laid  over  to  May  20,  1932,  , 
10  a.  m.,  for  inspection  and  report  by  a  commit! 
of  the  board. 


249-29-BZ. 

APPLICANT — Conroy  &  Hardy,  substituted  for  McCooi 
&  Conroy,  for  Franksonia  Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend( 
of  buildings),  under  section  21  of  the  building  zo 
resolution,  to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  service  stati 
(previously  withdrawn;  reopened  and  restored 
Calendar). 

PREMISES  AFFECTED— 2228-2234  Gerritsen  aven| 
southwest  corner  of  Avenue  U  (Old),  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Bernard  Poliak,  Catherine  Collii 
/  Samuel  Akelmacher  and  Ruth  H.  Butler. 
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—  •  — 

XTION  OF  BOARD — Laid  over  to  May  20,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


14-31-BZ. 

PPLICANT— Emil  Guterman,  for  James  Carter,  owner. 

UBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

REMISES  AFFECTED — 139-15  South  Conduit  boule¬ 
vard  (Sunrise  highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  Rosedale,  Borough  of 
Queens. 

PPEARANCES — 

For  Applicant:  A.  N.  Horwitz. 

CTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  withdrawn. 

dE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

•  Negative  .  0 

Absent  .  0 


HE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


REPORT  OF  COMMITTEE  OF  INSPECTION 
“Cal.  No.  364-31-BZ. 

“Premises  139-15  South  Conduit  boulevard  (Sunrise  high- 
way),  south  side,  74  ft.  east  of  Prospect  place,  Rosedale, 
Borough  of  Queens. 

;  “On  April  21,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises .  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

“The  property  in  question  has  a  frontage  of  approx¬ 
imately  115  ft.  on  South  Conduit  boulevard  and  a  depth 
on  the  west  lot  line  of  about  61  ft.  and  is  triangular  in 
shape,  with  the  apex  formed  by  the  intersection  of  the 
rear  lot  line  and  the  building  line  of  South  Conduit 
boulevard. 

“At  the  present  time  the  premises  are  developed  with 
a  two-story  frame  dwelling  and  a  small  one-story  frame 
building. 

“Adjoining  the  premises  to  the  west  and  running  along 
Prospect  place  to  Cross  Island  boulevard,  on  the  south 
side,  the  properties  are  all  developed  with  two-story 
attractive  frame  dwellings,  all  occupied. 

On  the  north  side,  other  than  the  existing  gasoline 
station  at  the  intersection  of  South  Conduit  boulevard 
and  Prospect  place,  the  properties  are  developed  with 
conforming  dwelling  uses. 

“In  the  rear  of  the  premises  under  appeal  on  Clinton 
avenue  the  properties,  where  developed,  are  developed 
with  conforming  uses. 

“Under  Cal.  No.  68-29-BZ  the  board  denied  an  ap¬ 
plication  for  a  gasoline  station  on  the  southeast  corner 
of  Conduit  boulevard  and  246th  street. 

“Diagonally  opposite  the  premises  under  appeal,  across 
South  Conduit  boulevard,  which  is  150  ft.  wide  at  this 
place,  is  a  passenger  station  of  the  Long  Island  Railroad. 

“Under  date  of  November  10,  1931,  this  board  denied 
an  application  for  a  gasoline  station  on  these  premises. 
At  that  time,  however,  there  were  no  consents  filed  with 
the  appeal  and  one  objection  and  an  objecting  letter 
from  a  local  civic  organization.  In  the  reopened  case 
there  seem  to  be  no  objections  and  sixteen  consents,  ap¬ 
proximately  85  per  cent  of  consents  having  been  filed 
in  the  new  case. 


After  inspecting  the  premises  the  committee  feels 
that  there  are  no  new  substantial  changes  or  conditions 
which  would  warrant  the  board  in  changing  their  deci- 
rendered  in  November  of  1931.  The  committee, 
therefore,  recommends  denial  of  this  application  under 
section  21  hardship — of  the  building  zone  resolution. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Ihis  application  was  the  subject  of  an  inspection  made  by 
a  committee  of  the  board,  report  of  which  inspection  was 
read  and  adopted  at  this  hearing  and  which  report  recotn- 
mended  the  denial  of  this  application  under  section  21 — 
hardship — of  the  building  zone  resolution,  and  which  report 
is  incorporated  herein,  and  subsequent  to  the  reading  of 
which  report  at  this  hearing  the  applicant  requested  the 
withdrawal  of  the  application. 


599-31-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ideal  Cleaners  & 
Dyers,  Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  dyeing  establish¬ 
ment. 

PREMISES  AFFECTED— 237-239  Nostrand  avenue,  east 

APPEARANCES'  n°rth  °f  K°Sciusko  street>  Brooklyn. 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  Saul  Hammer. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ’  0 

Absent  .  '  '  n 

THE  VOTE  TO  WITHDRAW— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . 0 

REPORT  OF  COMMITTEE  OF  INSPECTION 
“Cal.  No.  599-31-BZ. 

“Premises  237-239  Nostrand  avenue,  east  side,  25  ft. 
north  of  Kosciusko  street,  Brooklyn. 

.  “Pn  April  21,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7a,  7b  and  21 
of  the  building  zone  resolution  to  permit  in  a  business 
district  the  extension  of  an  existing  dyeing  and  cleaning 
establishment. 

The  applicant  proposes  to  remove  the  upper  two 
floors  of  No.  239  and  erect  a  second  story,  entirely  of 
brick,  making  a  two-story  brick  building  covering  the 
entire  lot,  with  a  horizontal  opening  from  second  story 
of  237  to  proposed  second  story  of  239,  the  first  story 
to  be  used  for  office  and  cleaning  and  washing  and  second 
story  as  a  shipping  department. 

“The  premises  in  question,  located  on  Nostrand  ave¬ 
nue,  consists  of  two  lots,  known  as  Nos.  2  and  3,  each 
with  a  25  ft.  frontage  on  Nostrand  avenue. 

“No.  237  is  occupied  by  a  three-story  brick  building  in 
front.  The  rear  of  the  lot  is  occupied  by  a  one-story 
building  used  as  a  boiler  room  and  a  one  and  two-story 
building  used  as  a  tumbler  room  with  storage  on  the 
second  floor.  The  three-story  building,  as  noted,  evi¬ 
dently  has  been  used  as  a  dry  cleaning  establishment 
prior  to  the  enactment  of  the  building  zone  resolution. 
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“No.  239,  the  adjoining  premises,  and  which  is  part 
of  the  premises  under  appeal,  is  developed  with  a  three- 
story  building  of  brick  construction  on  the  first  floor 
and 'frame  construction  on  the  two  upper  floors,  the  first 
story  having  been  extended  in  the  rear  for  the  full  depth 
of  the  lot  and  the  rear  portion  of  this  first  story  being 
used  as  a  tumbler  room  and  a  cleaning  and  dyeing  room, 
there  being  four  large  vats  for  dyeing  in  the  rear  ot 
these  premises  and,  also,  four  large  tumblers.  The  second 
story  is  used  as  a  workshop  and  the  third  floor  foi 
dwelling  purposes.  There  is  a  horizontal  entrance  to 
this  building  from  the  yard  or  unoccupied  portion^  of 
No.  237,  so  that  access  is  had  from  237  direct  to  239 
in  the  rear. 

“There  has  never  been  any  certificate  of  occupancy 
issued  for  No.  239  for  a  cleaning  and  dyeing  establish¬ 
ment,  other  than  that  issued  under  date  of  January  29, 
1932,  or  Nos.  237  and  239,  the  certificate  calling  for  a 
tumbler  room  for  cleaning  and  dyeing  establishment. 

“Permit  for  the  extension  of  the  first  story  rear  of 
No.  239  was  issued  by  the  superintendent  of  buildings 
September  20,  1920,  and  for  the  conversion  from  a  store 
and  two  families  to  a  public  garage  and  two  families. 
The  certificate  of  occupancy,  1916-a,  was  issued  April 
14,  1921,  and  the  zone  changed  on  April  15,  1921. 

“On  September  13,  1921,  a  certificate  of  occupancy 
was  issued  for  change  in  use  of  the  first  story  to  a 
radiator  repair  and  body  painting  and  metal  works,  prem¬ 
ises  239  Nostrand  avenue.  . 

“Application  was  filed  with  this  board,  under  Lai.  JNo. 
189-28-BZ,  from  a  determination  of  the  building  super¬ 
intendent,  denying  request  tor  construction  of  a  tumbler 
house  approximately  12  ft.  by  21  ft.  in  area  in  the  rear 
of  No.  237.  That  application,  however,  was  later  with¬ 
drawn  after  argument.  The  plans  were  approved  and  the 
permit  later  granted  by  the  building  superintendent,  under 
date  of  December  14,  1928,  for  a  tumbler  house  winch 
had  been  previously  denied  by  the  superintendent.  The 
certificate  of  occupancy,  No.  66652,  issued  January  29, 
1932,  being  for  a  tumbler  room  for  237  and  239  Nostrand 
avenue. 

“There,  therefore,  seem  to  be  no  records  whatsoever 
that  239  was  ever  used  for  a  dyeing  and  cleaning  estab¬ 
lishment. 

“Section  7a  does  not  therefore  apply  to  this  application. 
Section  7b,  of  course,  does  not  apply  as  both  premises 
are  wholly  within  a  business  use  district.  The  applica¬ 
tion  must,  therefore,  be  substantiated  under  section  21 

hardship.  _  .  , , 

“From  evidence  submitted  with  this  appeal,  it  would 
seem  that  the  present  owner  purchased  the  premises 
about  ten  years  ago,  at  which  time  237  was  used  as  a 
dyeing  and  cleaning  establishment  and  239  used  as  pre¬ 
viously  noted  in  this  report.  The  basis  of  hardship  set 
forth  being  that  the  expansion  of  the  business  necessitated 
acquiring  more  room  and,  therefore,  the  first  story  and 
second  story  of  239  has  been  gradually  made  use  of, 
with  a  horizontal  entrance  to  the  first  floor  of  239  as 
heretofore  noted  in  this  report. 

“It  appears,  however,  that  all  work  necessary  in  the 
conduct  of  a  dyeing  and  cleaning  establishment  has  been 
carried  on  for  some  time  in  the  rear  of  No.  239,  this 
building,  as  noted,  being  a  frame  building  and,  in  addi¬ 
tion,  without  permits  for  such  use  from  the  proper  ad¬ 
ministrative  officials. 

“It  might  also  be  well  to  note  in  this  report  that  the 
third  floor  of  No.  237,  used  for  pressing  of  clothes  and 
other  garments  or  materials,  has  twenty-two  hand  press¬ 
ing  boards  and  three  power  pressing  boards ;  the  second 
floor  of  No.  237  being  used  for  repairs  and  storage  of 
goods  also  has  several  boards. 

“On  both  the  east  and  west  sides  of  Nostrand  avenue, 
between  DeKalb  and  Lafayette  avenues,  the  premises 
are  all  fully  developed  mostly  with  rather  old-time,  two 
and  three-story  frame  and  brick  dwellings  with  business 


use  on  the  first  floor,  but,  so  far  as  could  be  determinec 
at  the  time  of  the  inspection,  all  occupied. 

“Immediately  abutting  the  premises  under  appeal,  botl 
on  the  north  and  south  sides  and  to  the  rear  are  three- 
story  brick  dwellings,  used  as  apartment  houses,  all  ol 
which  are  occupied.  These  latter  buildings,  as  noted 
would  undoubtedly  be  greatly  affected  by  any  furthei 
invasion  of  this  rather  obnoxious  use  now  located  at  No 
237  Nostrand  avenue.  The  smokestack  of  the  boiler 
room  at  the  rear  of  No.  237  is  immediately  adjacent  or 
the  south  to  the  southerly  tier  of  windows  of  the  prem¬ 
ises  at  No.  235. 

“There  have  been  filed  with  this  application  six  ob¬ 
jections  and  no  consents. 

“The  committee  is  of  the  opinion  that  the  application 
is  not  substantiated  under  section  21 — hardship— and, 
recommends  the  denial  of  this  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND,  ; 
“JOHN  GUILFOYLE.” 

This  application  was  the  subject  of  an  inspection  by  a 
committee  of  the  board,  which  inspection  was  made,  report 
of  same  read  and  adopted  at  this  hearing,  and  this  report 
recommends  the  denial  of  this  application,  and  is  made  part 
of  this  record,  and  after  the  reading  of  this  report  the 
applicant  requested  the  withdrawal  of  the  application. 


58-32-BZ.  j 

APPLICANT — Conroy  &  Hardy,  for  Fred  W.  Plate 
owner. 

SUBJECT — .Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone;; 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  thai| 
five  (5)  motor  vehicles  and,  also,  a  gasoline  servict, 
station.  , 

PREMISES  AFFECTED— 5701-5711  20th  avenue,  south-. 

east  corner  of  57th  street,  Brooklvn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Alderman  James  F.  Kiernan  anc 
H.  Fuller. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE- 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  * 

Absent  . ■ . 

THE  VOTE  TO  GRANT— 

Affirmative  .  h 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As-  , 

sistant  Chief  Kidney .  4 

Absent  .  ( 

THE  RESOLUTION— 

(58-32-BZ) 

Whereas,  Conroy  &  Hardy,  for  Fred  W.  Plate,  owner, 
filed,  February  8,  1932,  an  application,  under  the  building 

zone  resolution,  to  permit  in  a  business  district  the  erection 

and  maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station ;  premises  5701- 
5711  20th  avenue,  southeast  corner  of  57th  street,  Borough 
of  Brooklyn;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special. meet¬ 
ing,  May  6,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  20th  avenue  is  in  a  business  dis¬ 
trict;  57th  street  is  in  a  residence  district,  and  58th  street 
is  in  a  residence  district;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings 
mdered  January  7,  1932  (re  Applic.  No.  142-32),  reads: 
Proposed  gasoline  service  station  and  a  public  garage 
for  more  than  five  motor  vehicles  are  contrary  to  Art 
II,  Sect.  4a  of  Zone  Resolution.”: 
id 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  100  ft.  2  in.  on  20th  avenue  and  100  ft.  on 
'th  street;  along  the  20th  avenue  front  of  the  plot  it  is 
oposed  to  erect  a  gasoline  service  station  having  a  depth 
25  ft.;  on  the  remainder  of  the  plot  it  is  proposed  to 
ect  a  non^fireproof,  one-story  garage  for  more  than  five 
otor  vehicles,  75  ft.  by  100  ft.  2  in.  in  area;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
a  committee  of  the  board,  which  inspection  was  made, 
port  of  same  read  and  adopted  at  this  hearing,  the  report 

ading : 

“Cal.  No.  58-32-BZ. 

“Premises  5701-5711  20th  avenue,  southeast  corner  of  57th 

street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  On  April  21,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship— 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor  vehicles 
and,  also,  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  100  ft. 
on  57th  street  and  100  ft.  2 Y2  in.  on  20th  avenue  and 
are,  at  the  present  time,  vacant  and  unimproved.  The 
balance  of  the  block  frontage,  running  to  58th  street,  is 
also  vacant  and  unimproved,  as  is  the  entire  block  front¬ 
age  on  the  west  side  of  20th  avenue  between  57th  and 
58th  streets. 

.  “0n 57th  .street>  eastward  from  20th  avenue,  north 
side,  the  business  use  section  is  developed  with  a  ware¬ 
house.  Eastward  from  the  warehouse  the  properties  are 
all  developed  with  private  dwellings.  All  of  these  prop¬ 
erties  on  the  north  side  of  57th  street,  eastward  from 
20th  avenue,  back  up  on  the  Washington  Cemetery. 

“On  the  south  side  of  57th  street,  eastward  from  the 
site  under  appeal,  with  one  exception,  the  properties  are 
all  fully  developed  with  detached  private  dwellings. 
This  same  condition  prevails  on  the  properties  eastward 
from  20th  avenue  on  the  next  intersecting  streets  south¬ 
ward  from  the  premises  under  appeal. 

“On  the  east  side  of  20th  avenue,  58th  to  59th  streets, 
starting  at  58th  street,  are  four  two-story  buildings 
used  for  dwelling  purposes,  all  occupied,  adjoining 
winch  is  a  large  one-story  laundry  extending  to  59th 

street. 

“On  the  west  side  of  20th  avenue,  58th  to  59th  streets, 
the  properties  are  developed  with  two-story  frame 
dwellings,  all  fully  occupied. 

9th 


and 


recommends  denial  of  this  application  under  section  21 — 
hardship. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21— hardship ;  and 

Whereas,  the  report  is  made  part  of  this  resolution. 
Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


Westward  from  20th  avenue,  from  58th  to  os,JI 
streets  and  the  intersecting  streets  southward  therefrom, 
and,  also,  on  20th  avenue,  south  of  59th  street,  the 
properties  are  all  very  extensively  developed  and  de¬ 
veloped  with  conforming  uses. 

“20th  avenue  is  80  ft.  wide  and  is  a  very  extensively 
used  vehicular  highway. 

“57th  street,  between  20th  avenue  and  19th  avenue  is 
not  as  yet  physically  cut  through. 

“There  have  been  filed  with  this  application  seventeen 
objections  and  an  objecting  letter  from  a  local  civic 
organization. 

In  the  opinion  of  the  committee,  due  to  the  surround¬ 
ing  general  extensive  conforming  development,  the  prem¬ 
ises  under  appeal  would  readily  lend  themselves  to  the 
use  for  which  this  property  was  zoned  and,  therefore, 


42-32-BZ. 

APPLICANT  Philip  J.  Sinnott,  for  Samuel  L.  Schwartz 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec- 

ailA^^^mI^nce  of  a  8'as°l'ne  service  station. 
PREMISE'S  AFFECTED— 2263-2273  Linden  boulevard, 

APPEAiRANCES— ->rn6r  °f  E1'°n  Brook,yn' 

For  Applicant :  Samuel  L.  Schwartz. 

For  Opposition:  Dennis  W.  Hyland  and  Irwin  S 

Zucker. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition 
THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com- 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . .  0 

Absent  .  .  n 

THE  VOTE  TO  GRANT—  . . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  . ’  .  0 

THE  RESOLUTION— 

(42-32-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Samuel  L.  Schwartz 

owner,  filed,  January  26,  1932,  an  application,  under  the 

building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  2263  Linden  boulevard,  northwest  corner  of  Elton 
street,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
up’  May  6,  1932,  after  due  notice  by  publication  in  the 
Lulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  Linden  boulevard  is  in  a  residence 
district;  Elton  street  is  in  a  residence  district;  Cleveland 
street  is  in  a  residence  district,  and  Hegeman  avenue  is  in  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  20,  1932  (re  Applic.  No.  15800-1931)’ 
reads : 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  II. 
Sec.  3  of  the  Zone  Resolution.  The  establishment  of 
a  gasoline  service  station  in  a  residence  district.”- 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  100  ft.  on  Linden  boulevard  and  85  ft.  on 
Elton  street,  upon  which  it  is  proposed  to  erect  a  one-story 
structure,  62  ft.  by  20  ft.  in  area ;  to  be  occupied  as  office, 
grease  pits  and  auto  laundry,  and  proposes  also  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made. 


609 


MINUTES 


report  of  same  read  and  adopted  at  this  hearing,  the  report 
reading : 

“Cal.  No.  42-32-BZ. 

“Premises  2263-2273  Linden  boulevard,  northwest  corner 
of  Elton  street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  April  21,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  the  premises  in 
question  having  a  frontage  of  100  ft.  on  Linden  boule¬ 
vard  and  85  ft.  on  Elton  street  and  are  now  vacant 
and  unimproved  and  lie  wholly  within  the  residence  use 
district. 

“At  the  present  time  there  is  very  little  development 
of  the  property  adjacent  to  the  property  under  appeal 
for  half  a  mile  or  more  in  any  direction,  with  the  ex¬ 
ception  of  four  two-story  and  two  one-story  dwellings, 
located  on  the  west  side  of  Elton  street  and  running 
eastward  from  Linden  boulevard  and  three  two-story 
frame  dwellings  on  the  west  side  of  Elton  street  be¬ 
tween  Linden  boulevard  and  Hegeman  avenue.  Between 
Elton  street  and  Linwood  street,  which  is  the  first  street 
east  of  Elton  street,  the  whole  distance,  namely,  200  ft., 
is  occupied  by  the  Interborough  iRapid  Transit  yards  and 
repair  shops,  which  are  located  in  a  high  embankment 
running  north  and  south  and  across  Linden  boulevard. 
At  the  present  time,  however,  Linden  boulevard  is  being 
extended  as  an  underpass  and  the  work  on  this  underpass 
is  now  very  nearly  completed. 

“There  are,  however,  no  available  transit  facilities 
to  this  locality  at  the  present  time  other  than  what  can 
be  had  from  vehicles. 

“It  is  very  improbable  that  this  land  will  develop  as 
intended  for  some  time  to  come.  However,  there  being 
no  non-conforming  uses  east  or  west  of  the  property 
under  appeal  on  Linden  boulevard  for  some  distance  or 
north  and  south  on  the  intersecting  streets,  the  committee 
feels  that  a  permanent  invasion  of  a  non-conforming  use 
would  tend  to  determine  the  character  of  the  future  de¬ 
velopment  of  this  section. 

“Directly  opposite  the  property  under  appeal,  on  the 
southwest  corner  of  Linden  boulevard  and  Elton  street, 
is  a  two-story  building  used  on  the  first  floor  as  a 
garage  and  the  second  floor  as  a  dwelling.  The  garage 


at  the  time  of  the  inspection  housed  three  cars,  one 
being  a  truck.  These  premises  lie  wholly  within  a  resi¬ 
dence  use  district. 

“There  have  been  filed  with  this  application  five  ob¬ 
jections  and  four  consents. 

“The  committee  is  of  the  opinion  that,  due  to  the 
sparsely  developed  condition  of  the  surrounding  lands 
in  this  locality,  a  reasonable  adjustment  of  this  applica¬ 
tion  would  be  the  granting  of  permission  for  the  use  of; 
the  premises  as  a  gasoline  station  for  a  temporary  period 
of  two  years  under  section  7f  of  the  building  zone  reso-  i 
lution. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  recommends  the  consideration  of  this, 
appeal  for  a  temporary  period  for  two  years  under  section  7, 
subdivision  f,  of  the  building  zone  resolution;  and 

Whereas,  this  report  is  made  part  of  this  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
any  pumps  will  be  set  back  at  least  10  ft.  from  the  building 
line  of  Linden  boulevard  and  Elton  street ;  that  any  entrance 
to  gasoline  station  shall  be  confined  to  Linden  boulevard 
frontage ;  that  there  shall  be  not  more  than  two  entrances, 
each  not  more  than  12  ft.  wide,  with  curb  cuts  not  more 
than  14  ft.  each;  that  any  building  erected  on  the  premises 
shall  be  confined  to  one  story  in  height,  used  as  an  office 
or  accessory  use  to  gasoline  service  station  conducted  on  the 
premises ;  that  no  portable  gasoline  tanks  shall  be  operated 
or  maintained  on  or  from  the  premises ;  further,  that  this 
permit  shall  terminate  at  the  end  of  two  years  and  shall 
not  be  used  as  a  basis  for  a  future  extension  or  as  a  basis' 
for  a  permanent  permit  for  a  gasoline  station  or  for  a  non- 
conforming  use  on  these  premises ;  that  any  advertising  signs 
advertising  non-conforming  use  (gasoline  station)  shall  be 
confined  to  the  electric  globes  of  the  pumps  or  facade  of  the 
buildings  erected  on  the  premises,  and  that  all  permits  shall 
be  obtained  within  three  months  and  any  work  involved  shall 
be  completed  within  six  months  from  the  date  of  this  action. 


Adjourned  1.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  MAY  6,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


RULES. 

353-30-SR. 

PETITIONER — John  J.  Dorman,  Fire  Commissioner. 
SUBJECT — Proposed  Paint,  Varnish  and  Lacquer  Spraying 
Rules. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25 ;  by  mail  $1,35. 


APPEARANCES— 

For  Petitioner :  Inspector  Maher  of  fire  department 
and  Chief  Peter  C.  Spence. 

For  Other  Interests:  William  J.  Pitt,  William  Gehn- 
rich,  M.  J.  McDonald,  F.  L.  Graham,  William 
B.  White,  J.  W.  Richardson,  W.  J.  Gorman, 
L.  Straub,  R.  M.  Lockwood,  L.  Gremmels  and 
William  J.  O’Rourke. 

ACTION  OF  BOARD — Laid  over  to  Friday,  June  10,  1932, 
at  2  p.  m. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  10,  1932. 

Present:  1  emporary  Chairman  Connell,  Commissioners 
biland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
liday  morning,  April  29,  1932;  the  minutes  of  the  special 
eting  of  the  board  held  on  Friday  afternoon,  April  29, 
Ii2;  the  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  May  3,  1932,  and  the  minutes  of  the 
;ular  meeting  of  the  board  held  on  Tuesday  afternoon, 
>y  3>  1932,  were  approved  as  printed  in  Bulletin  No.  19 
,1.  XVII. 


SUBJECT— -Application  (re  decision  of  the  superintendent 
oi  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 416-426  West  204th  street, 
Manhattan. 

APPEARANCE'S— 

For  Applicant:  Samuel  J.  Kessler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


BUILDING  ZONE  CASES. 

-32-BZ. 

'i’PLICANT — Charles  S.  Clark,  for  Thema  Rosen, 
owner. 

1BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  garages  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

DEMISES  AFFECTED— West  side  of  Bailey  avenue,  182 
ft.  south  of  West  230th  street,  The  Bronx. 

PEARANCES— 

For  Applicant:  None. 

For  Opposition:  Patrick  J.  Kilcarr,  William  F. 
Walsh  and  Alderman  Alford  J.  Williams. 

JTION  OF  BOARD — Laid  over  to  June  3,  1932,  at  10 
a.  m.  No  appearances  for  applicant. 

I  32-BZ. 

PEI  CANT — Philip  J.  Sinnott,  for  Sancer  Realty  Corp., 
owner. 

;BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  part  of  the  first  story  of  an 
existing  building  to  a  motor  vehicle  repair  shop. 

EMISES  AFFECTED — 2540  Belmont  avenue,  east  side, 
135  ft.  8  in.  north  of  Fordham  road,  The  Bronx. 

PEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition :  P.  Cesa,  A.  Anthoney  and  Donato 
Scuerchio. 

TION  OF  BOARD — Laid  over  to  June  3,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 

B2-BZ. 

PLICANT — George  Frey,  for  Bessie  Rubin,  owner. 

,»JECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

•-MISES  AFFECTED — Southwest  corner  of  29th  ave¬ 
nue  and  154th  street,  Bayside,  Borough  of  Queens. 

PEARANCES— 

For  Applicant :  Jacob  Robbins. 

For  Opposition :  Henry  H.  Scheitlin  and  Harry  M. 

Hymes. 

ION  OF  BOARD — Laid  over  to  June  3,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 

!  2-BZ. 

IJCANT — Samuel  J.  Kessler,  for  William  Peat, 
owner. 


921-2G-BZ. 

APPLICANT— .Cohen  &  Siegel,  for  Johanna  C.  Funke, 
owner ;  request  for  reopening  made  by  Kessler, 
Rothman  &  Kessler,  architects. 

SUBJECT  Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7b  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — 1032  East  180th  street  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Lawrence  M.  Rothman. 

For  Opposition:  None. 

AC  TION  OF  BOARD — Request  to  reopen  denied 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 


744-30-BZ. 

APPLICANT— Edward  P.  Doyle,  for  James  P.  Walsh 
owner. 

SUBJECT  Application  for  rehearing — reconsideration  of 
vote,  having  been  previously  laid  over  for  a  full 
v°te  -re  Application  (decision  of  the  tenement  house 
commissioner),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  extension  of  a  business  use  previously  granted 
by  the  board. 

PREMISES  AFFECTED— 141  West  69th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD— Previous  vote  reconsidered  and  ap¬ 
plication  set  for  hearing  Wednesday,  June  1  1932 
at  10  a.  m. 

THE  VOTE  TO  RECONSIDER  PREVIOUS  VOTE— 
Affirmative:  Temporary  Chairman  Connell,  Com-" 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . !.....  0 

Absent  .  .  n 


330-29-BZ. 

APPLICANT — Alfred  A.  Lama  and  James  Kearney,  sub¬ 
stituted  for  Hugo  E.  Magnuson,  for  Frederick 
Prisco,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (pre¬ 
viously  withdrawn;  reopened  and  restored  to  the 
Calendar). 
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PREMISES  AFFECTED — 'Southwest  corner  of  Kissena 
boulevard  and  Vleigh  road,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  <* 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Absent  . . . 

THE  RESOLUTION— 


(330-29-BZ) 

Whereas,  Alfred  A.  Lama  and  James  Kearney,  substituted 
for  Hugo  E.  Magnuson,  for  Frederick  Prisco,  owner,  filed, 
May  15,  1929;  withdrawn  January  7,  1930;  reopened  and 
restored  to  Calendar  December  18,  1931,  an  application,  under 
the  building  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  southwest 
corner  of  Kissena  boulevard  and  Vleigh  road,  Flushing, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  May  10,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kissena  boulevard  is  in  a  business 
district;  Vleigh  road  (70th  road)  and  71st  avenue  are  in  a 
residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  2,  1932  (re  Plan  No.  N.  B.  2449-32), 
reads : 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  and  residence  district  is  contrary  to  Art.  2,  Sections 
3  and  4  of  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  104.85  ft.  on  Kissena  boulevard  and  133.27  ft. 
on  Vleigh  road;  an  irregular  section  of  the  westerly  portion 
of  the  plot  extends  into  the  residence  district,  the  remainder 
is  in  the  business  district ;  proposes  to  erect  on  the  plot  a 
one-story  office,  20  ft.  by  20  ft.  in  area,  grease  pits  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


389-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Rocky  Crest  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Application  for  reopening — extension  of  time  to 
obtain  permits  and  to  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first  story  of  an 
apartment  house  from  residence  to  business  use. 

PREMISES  AFFECTED— 2356-2366  Grand  concourse, 
southeast  corner  of  East  184th  street,  The  Bronx. 
APPEARANCE'S— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 


Negative  .  C 

Absent  .  o 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  C 

Absent  .  0 

THE  RESOLUTION— 

(389-29-BZ) 


Whereas,  Philip  J.  Sinnott,  for  Rocky  Crest  Realty  Co., 
Inc.,  owner,  filed,  June  5,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  the  first  story 
of  an  apartment  house  from  residence  to  business  use; 
premises  2356-2366  Grand  concourse,  southeast  corner  of 
East  184th  street,  Borough  of  The  Bronx ;  and 
W hereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  26,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ryer  avenue,  east  side,  south  of 
a  point  102  ft.  south  of  East  184th  street,  is  in  a.  residence 
district;  Grand  concourse  is  in  a  residence  district;  Field 
place  is  in  a  residence  district ;  Ryer  avenue,  east  side,  from 
184th  street  to  a  point  100  ft.  south,  is  in  a  business  district; 
Ryer  avenue,  west  side,  south  of  184th  street,  is  in  a  residence 
district;  East  184th  street,  east  of  Ryer  avenue,  is  in  a 
business  district,  and  East  184th  street,  west  of  a  point  100 
ft.  west  of  Grand  concourse,  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  25,  1929  (re  Alt.  261-1929).,  reads: 

“1.  Proposed  alteration  and  conversion  of  occupancy 
of  building  in  residence  district  to  be  used  partly  for 
business  purposes  is  contrary  to  provisions  of  Building, 
Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non -fireproof  con¬ 
struction,  five  stories  in  height,  with  a  frontage  of  196  ft. 
on  Grand  concourse,  197.36  ft.  on  Ryer  avenue  and  61.02 
ft.  on  East  184th  street;  occupied  as  residence  and  business; 
there  is  an  existing  store  on  the  northwest  portion  of  the 
first  story  of  the  apartment  house  in  question ;  it  is  proposed 
to  alter  part  of  the  first  story  of  the  building  and  to  occupy 
the  altered  portion  for  stores ;  and  , 

Whereas,  the  application  is  supported  by  a  preponderance,, 
of  consents  of  owners  of  adjoining  and  affected  property; 
and  .  , 

Whereas,  in  substance  the  application  is  for  an  extension 
of  an  existing  use,  part  of  the  plot  now  being  occupied  by 
stores ;  and 

Whereas,  because  of  existing  conditions  in  the  surround¬ 
ing  neighborhood  in  addition  to  the  foregoing,  the  board 
deems  that  applicant  is  entitled  to  relief  and  that  a  denial 
of  the  application  would  constitute  unnecessary  hardship  and, 
practical  difficulty  within  the  purview  of  section  21  of  the 
building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  26,  1929,  on  certain  conditions,  and 
applicant  requested  a  modification  of  the  time  limit  imposed, 
which  request  was  granted,  and  now  requests  a  further 
modification.  j 

Resolved,  that  the  board  of  standards  and  appeals  does! 
hereby  make  a  variation  in  the  application  of  the  use  dis-, 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story  for  use  in  retail  mercantile  occupancy, 
on  condition  that  there  shall  be  no  stores  created  or  estab¬ 
lished  on  the  Ryer  avenue  front,  and  that  any  entrance  to 
the  business  uses  shall  be  restricted  to  the  Grand  concourse, 
Field  place  and  184th  street  fronts ;  that  there  shall  be  no 
commercial  display  or  development  of  this  plot  on  the  Ryer 
avenue  front ;  that  any  advertising  displayed  shall  be  re¬ 
stricted  to  the  plate  glass  show  windows  of  the  store  fronts; 
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that  no  wares  or  merchandise  of  any  business  conducted  on 
the  premises  shall  be  exposed  or  displayed  outside  the  building 
line;  that  all  permits  required  shall  be  obtained  within  one 
year  from  November  12,  1931,  and  all  work  involved  thereby 
completed  within  eighteen  months  from  May  12,  1932. 


404-31-BZ. 

APPLICANT — John  Cipriano,  for  Lucy  Cipriano  and  Lena 
Cipriano,  owners. 

SUBJECT — Application  for  reopening — correction  of  resolu¬ 
tion — re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 6413-6423  Fort  Hamilton  park¬ 
way  and  949-957  65th  street,  northeast  corner, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
corrected. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  CORRECT  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

DHE  RESOLUTION— 

(404-31-BZ) 


Whereas,  John  Cipriano,  for  Lucy  Cipriano  and  Lena 
lipriano,  owners,  filed,  August  18,  1931,  an  application,  under 
he  building  zone  resolution,  to  permit  in  a  business  district 
he  erection  and  maintenance  of  a  gasoline  service  station ; 
»remises  6413-6423  Fort  Hamilton  parkway  and  949-957 
'5th  street,  northeast  corner,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  board  of  standards  and  appeals,  at  its  special  meet- 
ng,  January  29,  1932,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Fort  Hamilton  parkway  is  in  a 
usiness  district ;  10th  avenue  is  in  a  business  district ;  65th 
treet  is  in  a  business  district,  and  64th  street  is  in  a  business 
istrict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  August  6,  1931  (re  Applic.  No.  7648-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec.  4a  of 
the  Zone  Resolution.” ; 
tid 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  101.75  ft.  on  Fort  Hamilton  parkway  and 
)8.33  ft.  on  65th  street,  upon  a  part  of  which  is  located  a 
roup  of  one-story  buildings  occupied  as  auto  laundry,  a 
ve-car  garage  and  stores;  it  is  proposed  to  remove  the 
ores  on  the  Fort  Hamilton  parkway  front  and  some  of 
ie  stores  on  the  65th  street  front  and  to  occupy  an  irregular 
irtion  of  the  plot  having  a  frontage  of  101  ft.  on  Fort 
amilton  parkway  and  approximately  45  ft.  on  65th  street 
T  two  grease  pits  and  gasoline  service  station ;  and 
Whereas,  this  application  was  made  the  subject  of  an  in¬ 
action  by  a  committee  of  the  board,  report'  of  which  in¬ 
lection  was  read  at  this  hearing  and  adopted,  and  which 
port  recommends  the  granting  of  the  appeal  with  such  safe- 
lards  as  will  protect  the  adjoining  and  affected  property 
vners,  and  which  reads  as  follows: 

“Cal.  No.  404-31-BZ. 

“Premises  6413-6423  Fort  Hamilton  parkway  and  949- 
957  65th  street,  northeast  corner,  Brooklyn. 


REPORT  OF  COMMITTEE  OF  INSPECTION. 

On  January  13,  1932,  a  committee  of  the  board,  con- 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected 
the  premises  under  appeal  in  this  case. 

This  is  an  application  under  section  21  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

The  premises  under  appeal  have  a  frontage  of  ap¬ 
proximately  100  ft.  on  Fort  Hamilton  parkway  and  108 
ft.  on  65th  street,  lying  wholly  within  a  business  use 
district. 

.  On  a.  portion  of  the  site  at  the  present  time,  at  the 
intersection  of  the  two  streets,  there  is  now  located  a 
one-story  building  with  a  business  use  on  the  corner  and 
garage  for  five  cars  and  business  use  on  65th  street. 

The  applicant  seeks  to  maintain  a  gasoline  service 
station  for  the  full  frontage  of  the  property  on  Fort 
Hamilton  parkway  with  two  store  uses  on  65th  street, 
also  five-car  garage  on  65th  street  and  a  five-car  garage 
on  the  rear  of  the  present  vacant  portion  of  the  prop¬ 
erty  facing  on  Fort  Hamilton  parkway. 

“It  might  be  well  to  note  at  this  time  that,  under  the 
building  zone  resolution  and  opinion  of  the  corporation 
counsel,  two  five-car  garages  are  not  permitted  on  one 
plot  in  a  business  use  district. 

“Opposite  the  property  under  appeal  on  the  northwest 
corner  of  Fort  Hamilton  parkway  and  65th  street  is  a 
gasoline  service  station  granted  bv  this  board  under  Cal 
No.  468-27-BZ. 

“Adjacent  to  the  property  under  appeal,  on  the  south¬ 
east  corner  of  Fort  Hamilton  parkway  and  64th  street, 
is  a  garage  and  gasoline  service  station  granted  by  this 
board  under  Cal.  No.  653-29-BZ. 

“On  the  northeast  corner  of  Fort  Hamilton  parkway 
and  64th  street  there  is  now  established  a  gasoline  ser¬ 
vice  station  and  on  the  west  side  of  Fort  Hamilton 
parkway,  between  63rd  and  64th  streets,  there  are  two 
gasoline  service  stations.  On  the  west  side  of  Fort 
Hamilton  parkway,  between  64th  and  66th  streets,  there 
are  now  located  a  public  garage  and  gasoline  service 
station. 

“The  committee  is  of  the  opinion,  therefore,  that,  due 
to  the  surrounding  non-conforming  uses  on  Fort  Hamil¬ 
ton  parkway  and  the  filing  of  twenty-four  consents  witli 
but  one  objection  of  the  properties  immediately  affected 
by  this  appeal,  the  application  is  substantiated  under  sec¬ 
tion  21  hardship — and  recommends  the  granting  of  the 
appeal  in  so  far  as  it  affects  the  granting  of  the  gasoline 
service  station  only,  with  such  safeguards  as  will  protect 
the  adjoining  and  abutting  property  owners. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  April  15,  1932,  and,  applicant  requests  a  modi¬ 
fication  and  correction  as  to  facade. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  for  a  gasoline  service  station  be  and  it 
hereby  is  granted  on  condition  that  the  outside  walls  of  the 
present  buildings  located  on  the  easterly  side  of  property  and 
which  buildings  extend  from  65th  street  to  the  northerly  lot 
line  shall  be  faced  with  light-colored  tile  or  enamel  brick 
in  panel  design  to  the  top  of  parapet;  that  the  southerly  half 
of  premises  on  Fort  Hamilton  parkway  for  a  distance  of 
about  50  ft.  shall  be  developed  as  an  open  arcade,  one  story 
in  height,  the  office  to  be  located  at  center  rear  of  this 
arcade;  office  building  to  be  faced  with  light-colored  tile  or 
enameled  brick  in  the  same  manner  as  for  buildings  pre- 
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viously  mentioned ;  parapet  walls  of  proposed  arcade  under 
this  modification  to  be  faced  with  attractive  tile  or  masonry 
finish,  all  columns  of  arcade  to  be  faced  same  as  office  and 
other  buildings ;  any  pumps  erected  on  the  premises  shall 
be  set  back  not  less  than  10  ft.  from  the  building  line;  there 
shall  be  erected  along  the  building  line  of  Fort  Hamilton 
parkway  and  65th  street,  where  not  occupied  by  structures, 
a  concrete  curbing  not  less  than  12  in.  in  height  and  12  in. 
in  thickness  with  three  openings  on  Fort  Hamilton  parkway 
and  two  openings  on  65th  street,  each  opening  not  more 


than  12  ft.  wide,  with  curb  cuts  directly  in  front  of  said 
openings  not  more  than  14  ft.  wide  each ;  any  advertising 
signs  as  to  the  non-conforming  use  shall  be  confined  to  the 
illuminated  globes  of  the  gasoline  pumps;  that  three  grease  1 
racks  or  pits  may  be  installed ;  all  permits  required  shall 
be  obtained  within  six  months  and  all  work  completed  within  j 
eighteen  months  from  the  date  of  this  action. 


Adjourned  12.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MAY  10,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
80-32- A. 

APPELLANT — .Louis  Farkas,  et  al.,  adjoining  owners; 

Faith  Reges,  owner;  W.  T.  Dooley,  lessee. 
SUBJECT— Appeal  from  decisions  of  the  fire  commissioner 
and  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 1-3  North  Henry  street  and 
27-03  Newtown  avenue,  northwest  corner,  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant :  David  S.  Romanov. 

For  Lessee  of  Premises :  Alexander  Delgiorno. 

For  Administration;  Inspector  Maher  of  fire  de¬ 
partment  and  Chief  Examiner  Reidy  of  bureau 
of  buildings,  Queens. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1932,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


235-32-A. 

APPELLANT— Gurney  Elevator  Co.,  for  Broadwashington 
Corp.,  owner. 

SUBJECT — .Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 3809-3815  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant;  C.  R.  Callaway. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  Wednesday,  June  1, 
1932,  at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR- 

raG— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


98-32-A. 

APPELLANT — The  Swedish  Lutheran  Immigrant  Home, 
Inc.,  lessee. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 145-147  Front  street  and  154- 
158  Maiden  lane,  Manhattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


648-30-A. 

APPELLANT — The  Blue  Kitchens,  Inc.,  owner. 

SUBJECT — -Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn- — re  Ap¬ 
peal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 56  New  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Eugene  Bristol  Rodney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  Cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 


ENDAR— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(648-30-A) 


Whereas,  Lucille  C.  Bunzl,  for  Blue  Kitchens,  Inc.,  > 
owner,  filed,  October  28,  1930,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  56  New  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
August  21,  1930  (Order  No.  78229-F),  reads: 

“You  are  hereby  ordered  and  requested  within  twenty  ' 
days  from  the  date  of  service  of  this  order,  to: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30'  i 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  North  and  West 
sides  of  building  or  other  approved  protection,  Section  ■ 
375,  Article  18,  Chapter  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  23  ft.  6  in.  by  85  ft.  6  in.  in  area  on  the  first  story 
and  23  ft.  6  in.  by  85  ft.  in  area  above;  OCCUPIED: 
cellar,  storage ;  1st  story,  lunch  room,  75  persons ;  2nd 
story,  dress  shop  and  beauty  parlor,  5  persons ;  3rd  story, 
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commissary,  3  persons;  4th  story,  executive  offices,  10  per¬ 
sons;  5th  story,  storeroom,  1  person;  and 

Whereas,  this  appeal  was  withdrawn  by  the  appellant  on 
November  18,  1930,  and  reopened  by  vote  of  the  board  on 
request  of  Eugene  Bristol  Rodney,  president  of  the  Blue 
Kitchens,  Inc.,  on  May  10,  1932. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
liranti  d  on  condition  that  all  windows  on  the  first  story  facing 
in  the  court  shall  be  equipped  with  fireproof,  self-closing 
.vindows ;  that  the  building  above  the  first  story  shall  be 
ised  for  executive  office  purposes  up  to  August  31,  1932, 
md  the  use  of  the  building  above  the  first  story  after  August 
;i,  1932,  to  be  discontinued  and  remain  vacant  and  that  the 
'hole  building  is.  to  be  vacated  at  the  expiration  of  the 
iresent  lease,  which  lease  expires  in  about  two  years,  the 
late  of  which  is  to  be  incorporated  in  this  resolution  upon 
lotice  from  the  appellant  sent  to  this  board  not  later  than 
Wednesday,  May  11,  1932;  that  the  building  be  not  in- 
reased  in  height  or  area,  and  granted  only  so  long  as  the 
xposures  causing  the  basis  of  this  order,  which  exposures 
re  the  three  windows  on  each  floor  of  the  five-story  build- 
ig  adjoining  to  the  north,  are  equipped  with  fireproof  will¬ 
ows. 


48-32-A. 

vPPELLANT— Croker  Fire  Prevention  Corp.,  for  Paul 
Viane,  owner. 

UBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

REMISES  AFFECTED— 840  Broadway,  Manhattan. 
.PPEARANCES — 

For  Appellant:  Sidney  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

iCTlON  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

HE  RESOLUTION— 

(148-32-A) 


Whereas,  Croker  Fire  Prevention  Corp.,  for  Paul  Viane, 
vner,  filed,  March  28,  1932,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner,  affecting  premises  840 
-oadway,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu- 
y  4, <(1931  (re  Order  No.  88248-F),  reads: 

“!•  Raise  he  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
j  outlet  in  the  highest  story.” ; 

;d 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
arch  8,  1932,  reads: 

f  .  "This  will  reply  to  your  letter  of  February  29th,  1932, 
in  which  you  refer  to  Order  88248-F,  and  that  you  have 
been  retained  by  the  owners  of  the  above  premises  to 
I  fiU  an  appeal  affecting  the  violation,  and  that  inasmuch 
1  as  the.  20  days  period  allowed  has  elapsed,  you  cannot 
file  this  case  with  the  Board  of  Standards  and  Appeals, 

^  requesting  rescindment  and  reissuance  of  this  order.” ; 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
ght,  102  ft.  by  50  ft.  6  in.  and  21  ft.  10  in.,  irregular  in 
>th;  OCCUPIED  for  showroom  and  factory  purposes,  not 
re  than  eight  persons  per  story ;  and 
V  here  as,  the  appellant  claims  the  building  was  erected 
out  1890;  equipped  with  a  standpipe  system,  fed  from  a 
hvity  tank  of  4,000  gallons  capacity,  about  3,500  gallons 
erved  for  standpipe  line,  the  bottom  of  which  is  11  ft.  6 
1  above  the  hose  outlet  in  the  highest  story ;  there  is,  also, 
ouse  supply  gravity  tank ;  to  comply  with  the  order  would 
se  a  heavy  expense  to  the  owner ;  furthermore,  the  ap¬ 


pellant  contends  that  under  the  existing  conditions  the 
and  SyStem  *s  Prov'ded  with  adequate  water  pressure ; 

Whereas,  the  building  was  erected  in  1890,  at  which  time 
t  le  standpipe  system  was  installed  and  apparently  accepted 
by  the  departments  having  jurisdiction. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  as  to  Order  No.  88248-F,  Item  1, 
only  so  far  as  it  affects  the  elevation  of  the  bottom  of  the 
tank  above  the  top  story  hose  outlet,  on  condition  that  the 
elevation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet  shall  be  not  less  than  11  ft.  6  in.;  that  the  hose  of  the 
top  story  shall  be  equipped  with  ^-inch  nozzles,  and  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects  and  the  building  shall  be  not  increased  in  height  or 
area. 

601-31-A. 

APPELLANT — Rebec  Holding  Corp.,  owner. 

SUBJEC f  Appeal  from  an  order  of  the  fire  commis¬ 

sioner. 

PREMISES  AFFECTED— 151  East  128th  street,  Man¬ 

hattan. 

APPEARANCES— 

For  Appellant:  Harry  Yurman. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

THE^OTeT  BOARD— Appeal  granted  on  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(601-31-A) 

Whereas,  Rebec  Holding  Corp.,  owner,  filed,  December 
1 1 ,  1931,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  151  East  128th  street,  Borough  of  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  Ip  1932  (Order  No.  71295-LC),  reads: 

“With  reference  to  your  application  of  recent  date  for 
a  permit  to  maintain  a  non-storage  garage  at  above  loca¬ 
tion,  I  regret  to  inform  you  that  I  am  without  power 
to  grant  such  a  permit  for  the  reason : 

"A..  Boiler  is  not  separated  from  the  remainder  of  the 
building  as  is  required  by  Section  159-1,  Chapter  10, 
Code  of  Ordinances. 

Ceiling  is  not  protected  as  is  required  by  Section 
75-3,  Chapter  5,  Code  of  Ordinances. 

“You  are,  therefore,  hereby  ordered  to: 

“1.  Discontinue  the  maintenance  of  a  garage  on  these 
premises  in  violation  of  the  Code  of  Ordinances,  Sec. 
150,  Ch.  10,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fi reproof,  three  stories  (33 
ft.)  in  height,  45  ft.  frontage  on  East  128th  street  by  100  ft. 
to  rear  lot  line  and  75  ft.  across  the  rear  at  first  story  and 
45  ft.  by  60  ft.  in  area  above;  OCCUPIED:  1st  story,  non¬ 
storage  garage  for  five  cars,  1  person;  2nd  and  3rd  stories, 
offices,  5  persons  each  story;  located  within  an  unrestricted 
district ;  and 

Whereas,  the  appellant  has  filed  plans  showing  a  door¬ 
way  leading  from  the  garage  on  first  story  to  a  boiler  room 
located  in  the  cellar  of  adjoining  building  at  east,  known  as 
No.  155  East  128th  street ;  and 
Whereas,  the  appellant  claims  the  building  was  erected 
in  1881  ;  occupied  as  a  garage  for  five  cars  since  1925  under 
permits  from  the  fire  commissioner;  the  tenant  refuses  to 
pay  rent  on  account  of  the  fire  commissioner  revoking  the 
garage  permit,  which  causes  an  undue  hardship  upon  the 
owner;  furthermore,  the  appellant  contends  that  the  present 
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conditions  of  the  premises  are  the  same  as  when  the  original 
permit  was  issued ;  and 

Whereas,  only  one  opening  permitted  in  vestibule  en¬ 
closure,  opening  in  vestibule  and  rear  wall  of  No.  155  to  be 
not  more  than  3  ft.  8  in.  wide,  each  opening  to  be  equipped 
with  a  self-closing,  fireproof  door;  and 

Whereas,  it  would  seem  that  a  permit  was  issued  for  the 
storage  of  cars  in  1929-1930,  and  on  a  report  made  to  the 
fire  department,  incorporated  in  their  records,  that  the  ceiling 
at  that  time  when  the  permit  was  issued  was  protected  with 
26  gauge  metal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
(/ranted,  as  to  Order  No.  71295-LD,  Item  A,  on  condition 
that  there  shall  be  only  one  entrance  from  the  buildings 
151-153  to  building  155  East  128th  street,  the  entrance  to  be 
located  in  the  rear  wall  of  the  easterly  side  of  155  East 
128th  street  and  to  consist  of  an  opening  to  the  stairway 
leading  to  the  boiler  room,  which  is  located  in  the  cellar  of 
the  rear  of  155,  this  opening  to  be  protected  by  a  vestibule 
enclosure  located  on  northerly  side  of  rear  wall  of  No.  155 
East  128th  street,  walls  of  this  enclosure  to  be  fire-retarded 
in  accordance  with  the  rules  of  the  board  of  standards  and 
appeals  and  constructed  upon  a  masonry  sill  not  less  than 
6  in.  high  and  6  in.  wide,  these  doors  to  be  kept  closed  at 
all  times  while  cars  are  stored  in  building,  and  as  to  Item 
B,  granted  on  condition  that  the  ceiling  of  the  garage  portion 
shall  be  protected  as  specified  in  the  report  of  the  fire  de¬ 
partment  before  the  issuance  of  the  first  permit ;  the  storage 
of  cars  shall  be  confined  to  not  more  than  five  cars,  located 
and  stored  at  all  times  in  the  front  of  151-153  and  the 
storage  of  cars  to  be  maintained  only  at  nights. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


229-32- S A. 

PETITIONER— Charles  W.  Russell,  for  Campbell  Machine 
Co.,  owner. 

SUBJECT — The  Camel  Automatic  Oil  Burner,  Model  30, 
Types  A,  B  and  C,  approval  of. 
APPEARANCES— 

For  Petitioner :  Charles  W.  Russell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


446-30-SA. 

PETITIONER — Simplex  Oil  Heating  Corp.,  for  Bunting 
Iron  Works,  owner. 

SUBJECT — Application  for  reopening — modification — -re  Ap¬ 
proval  of  the  Simplex  Domestic  Oil  Burner,  Type 
P.A. 

APPEARANCE'S— 

For  Petitioner :  A.  V.  Bayer. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  01 

THE  VOTE  TO  MODIFY— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  C 

Absent  .  0 

THE  RESOLUTION— 

(446-30-SA) 

Whereas,  Simplex  Oil  Heating  'Corp.,  for  Bunting  Iron 
Works,  owner,  filed,  June  23,  1930,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device, 
known  as  the  Simplex  Domestic  Oil  Burner,  Type  P.A. ; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department, 
for  test  and  report,  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  November  21,  1930,  recom¬ 
mends  the  approval  of  the  device ;  and 

Whereas,  this  device  was  approved  by  the  board  for  usel 
in  domestic  installations,  and  petitioner  requested  approval 
for  commerical  installations  also. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Simplex  Domestic 
Oil  Burner,  Type  P.A.,  for  use  in  domestic  and  commercial 
installations,  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  in  conformity 
with  the  report  of  the  bureau  of  fire  prevention. 


Adjourned  4.25  p.  m.  ' 

William  J.  O’Gorman,  Secretary.  ‘ 


BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING  For  Administration:  Inspector  Maher  of  fire  de- 

TUESDAY  AFTERNOON,  MAY  10,  1932,  4  P.  M.  a™™  t  d  i 

ACTION  OF  BOARD — Amendment  to  Fuel  Oil  Rules 
Present:  Temporary  Chairman  Connell  Commissioners  adopted  as  pr;nted  Qn  page  624 

Holland  and  Guilfoyle  and  Assistant  Chief  Kidney.  THE  VOTE  TO  ADOPT  AMENDMENT _ 

Affirmative :  Temporary  Chairman  Connell,  Com- 

PTTT  F9  missioners  Holland  and  Guilfoyle  and  As- 

2 17-21- SR  sistant  Chief  Kidney . . .  4' 

PETITIONER — Edward  S.  Silver,  for  Perfection  Stove  Negative  .  0 

£0  Absent  .  0 

SUBJECT — Fuel  Oil  Rules,  Amendment  to.  -  I 

APPEARANCES—  Adjourned  4.45  p.  m. 

For  Petitioner:  Arnold  M.  Goldsteen.  William  J.  O’Gorman,  Secretary. 


Tf  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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FUEL  OIL  RULES 

IONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE 
AND  USE  OF  FUEL  OILS 

(217-21-SR) 

dopted  by  the  Board  of  Standards  and  Appeals  No¬ 
vember  6,  1919;  Admended  January  6,  1922;  January  18, 
1924;  October  19,  1926;  September  11,  1928;  January 
11,  1929;  March  20,  1931;  May  12,  1931,  and  November 
24,  1931. 

!ule  1.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
:  interpreted  in  accordance  with  these  definitions : 
DEVICES: 

No  person,  firm,  company  or  corporation  shall  within 
e  limits  of  the  City  of  New  York  use  any  device  or 
>paratus  for  burning  fuel  oil  within  the  meaning  of  these 
lies  unless  such  device  or  apparatus  shall  have  been  ap- 
•oved  by  the  Board  of  Standards  and  Appeals. 
DISCHARGE  LINE  shall  be  the  line  between  the  dis- 
large  outlet  of  the  pump  and  the  burner  oil  inlet  cori- 
:ction. 

DWELLINGS  are  buildings  used  exclusively  for  dwelling 
irposes  and  occupied  by  one  or  two  families,  including  con- 
:nts,  rectories  and  monasteries. 

FILL  LINE  is  the  line  between  the  fill  box  and  the  fill 
pe  connection  in  the  storage  tank. 

FIRE  RETARDING  MATERIALS; 

(a)  One-half  (J4)  inch  plaster  boards,  or  asbestos  boards, 
three-eighths  (3/s)  inch  gypsum  wall  boards  weighing 

t  less  than  16  pounds  per  square  yard  with  pointed  joints 
vered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
;h  lapped  seams  nailed  to  the  wood  beams  when  spaced 
4  more  than  sixteen  (16)  inches  on  centers,  or  nailed  to 
rring  strips  when  the  floor  beams  are  spaced  more  than 
tteen  (16)  inches  on  centers,  or 

(b)  Two  thicknesses  of  one-quarter  (J4)  inch  asbestos 
ards  laid  with  tight  staggered  joints  and  nailed  to  the 
ams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
nters,  or  nailed  to  furring  strips  when  the  floor  beams  are 
>re  than  sixteen  (16)  inches  on  centers,  or 

(c)  Metal  lath  weighing  not  less  than  three  pounds  per 
uare  yard,  attached  to  furring  strips  and  plastered  with 
irtland  cement  mortar  at  least  three-quarters  (j£)  inch 
ick. 

Note — All  fire  retarding  material  to  be  applied  as  required 
rules  for  fire  retarding  material  of  the  Board  of  Stand- 
ds  and  Appeals. 

FIRM  FOUNDATION :  A  firm  foundation  is  one  which 
11  carry  the  maximum  load  to  which  it  shall  be  subjected 
thout  exceeding  the  safe  bearing  capacity  of  the  soil. 
FUEL  OIL :  Any  liquid  mixture,  substance  or  compound, 
rived  from  petroleum,  which  does  not  exit  an  inflammable 
por  below  a  temperature  of  125°  F.  when  tested  in  a 
igliabue  open  cup  tester  (Chapter  X  Article  I  Code  of 
durances). 

The  use  of  crankcase  refuse  oil  as  fuel  oil  is  strictly 
ohibited. 

GAUGING  DEVICE:  A  means  by  which  the  level  of 
:  oil  in  a  storage  tank  may  be  indicated. 

HEATERS  :  A  device  for  heating  fuel  oil  for  the  purpose 
decreasing  the  viscosity. 

DIL  BURNER:  A  device  designed  for  the  purpose  of 
*ning  fuel  oil. 

OVERFLOW  PIPE:  A  pipe  which  conveys  by  gravity 
:  oil  from  the  maximum  level  of  an  auxiliary  tank  to  the 
rage  tank  or  from  the  pump  to  the  storage  tank. 


RELIEF  VALVE :  A  valve  held  shut  by  a  spring  or  other 
means  to  automatically  relieve  pressure  in  excess  of  its 
setting. 

REMOl  E  CONTROL:  A  hand,  electric,  or  mechanically 
operated  device  to  shut  off  the  oil  supply. 

RE  1  URN  LINE:  A  line  for  the  purpose  of  conveying  by¬ 
passed  oil  to  a  storage  tank. 

SCAVENGING  LINE:  A  line  installed  to  permit  the  re¬ 
moval  of  water  or  foreign  matter  from  a  storage  tank. 

SHUT-OFF  VAL\  E :  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  oil  pump  inlet  connection.  Where  a 
pump  is  not  used  it  shall  be  that  portion  of  the  line  between 
Storage  Tank  and  the  burner  oil  inlet  connection. 

SWING  JOINT:  A  connection  made  in  a  pipe  line  by 
means  of  a  combination  of  fittings  so  that  the  tank  can  settle 
naturally  without  breaking  the  line  or  impairing  the  efficiency 
of  the  connection. 

Rule  2  (a).  Manner  of  Storage  for  Fuel  Oil. 

Fuel  oil,  to  be  used  for  heating  and  power  purposes, 
shall  be  at  all  times  stored  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks. 

(b).  Oils  Not  Permitted. 

Oils  derived'  from  or  including  petroleum  that  have  a 
flashpoint  below  a  temperature  of  125  degrees  Fahrenheit, 
when  tested  in  a  Tagiabue  open  cup  tester,  shall  not  be 
used  as  a  fuel  to  produce  heat  or  power. 

(c)  Fuel  Oil,  within  the  meaning  of  these  rules,  having  a 
flashpoint  between  125  degrees  and  150  degrees  F  may  be 
used  for  heating  when  the  quantity  stored  is  limited  as  pre¬ 
scribed  in  rule  4,  section  1,  subdivision  i.  If  used  in  tenement 
houses,  commercial  or  industrial  plants,  a  certificate  of  fitness 
for  the  operator  of  the  plant  shall  be  required  as  per  Rule  15. 

Rule  3.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  over  273 
gallons  shall  be  buried  below  the  floor  of  the  lowest  story  or, 
if  in  the  judgment  of  the  Superintendent  of  Buildings  the 
burial  of  tanks  is  not  practicable  by  reason  of  soil,  founda¬ 
tion  or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter  set 
forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  any  wall  separating  a  building 
from  the  subway,  and,  if  practicable,  tanks  shall  be  placed 
in  a  lower  position  than  the  roadbed  of  the  subway. 

Rule  4.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Tanks  having  a  capacity  of  275  gallons  or  less  may 
be  installed  in  lowest  story  of  dwellings  as  outlined  in  these 
Rules  when  located  at  least  ten  (10)  feet,  measured  horizon¬ 
tally  from  any  fire  or  flame,  provided  such  tank  shall  be 
mounted  on  substantial  incombustible  supports  and  firmly 
anchored  to  floor  and  ceiling  or  floor  and  wall,  or  to  a 
weight  greater  than  the  buoyancy  of  tank  when  empty  to  pre¬ 
vent  floating;  such  support  to  meet  the  approval  of  the  Fire 
Department.  When  this  type  of  installation  is  used,  the 
provisions  of  subdivisions  b  to  j  shall  not  apply.  This  sub¬ 
division  shall  apply  only  to  one  and  two-family  dwellings. 

(b)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  twelve  (12)  inches  of  masonry 
and  of  dimensions,  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 
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(c)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  Jess  than  one  (l)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hundred 
(300)  pounds  per  square  foot. 

(d)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not  fastened, 
placed  immediately  above  the  manhole  in  the  top  of  the 
tank. 

(e)  A  space  of  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(f)  The  space  between  the  tank  and  the  walls  and 
roof  of  the  enclosure  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(g)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(h)  In  frame  buildings  the  total  storage  capacity  of 
tanks  shall  not  exceed  five  thousand  (5,000)  gallons. 

(i)  In  non-fireproof  and  fireproof  buildings,  if  tanks 
properly  enclosed  or  covered  as  above  required  are  located 
in  a  fireproof  or  detached  room  which  is  cut  off  from  the 
rest  of  the  building  vertically  and  horizontally  in  an  ap¬ 
proved  manner  and  if  such  room  is  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  capacity 
of  not  exceeding  twenty  thousand  (20,000)  gallons. 

(j)  In  dwellings  as  defined  in  these  rules  the  total  storage 
capacity  of  fuel  oil  with  flashpoint  between  125  degrees 
and  150  degrees  F.  shall  not  exceed  1,100  gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  beneath  a  building  its  capacity 
may  be  increased  one  hundred  (100)  per  cent  above  that 
allowed  for  an  inside  tank  as  established  in  connection  with 
buildings  of  such  construction  as  specified  in  Rule  4,  Section 
1  (h)  and  (i). 

(b)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  covered  by  at  least  six  (6)  inches  of 
concrete  which  shall  extend  at  least  one  (l)  foot  beyond  the 
horizontal  outline  of  tanks  in  all  directions.  Where  neces¬ 
sary  to  prevent  floating,  tanks  shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with  soft 
earth  or  sand.  Tanks  shall  be  completely  encased  with  six 
(6)  inches  of  concrete  when  buried  in  soil  the  nature  of 
which  would  make  additional  protection  necessary. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  one-quarter  (1^4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  of  one  hundred  and  fifty  thou¬ 
sand  (150,000)  gallons  or  less  capacity  aie  located  outside  of 
buildings  and  placed  above  ground,  the  tanks  shall  be 
not  less  than  one  and  one^  quarter  (1*4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adja¬ 
cent  tank. 

(c)  Where  existing  outside  above  ground  storage  tanks 
of  one  hundred  and  fifty  thousand  (150,000)  gallons 
capacity  or  less  have  been  placed  closer  together  than  one 
and  one-quarter  ( 1 %)  tank  diameters,  a  fire  wall  shall  be 


built  to  a  height  of  at  least  two  (2)  feet  above  the  height 
of  the  highest  tank  completely  separating  the  tanks  for 
their  full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec- 
•rically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected,  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with 
soft  earth  or  sand  well  tamped.  Tanks  shall  be  completely  , 
encased  with  six  (6)  inches  of  concrete  when  buried  in 
soil  the  nature  of  which  would  make  additional  protec¬ 
tion  necessary. 

Section  5.  Common  Fill  and  Header  Line. 

Where  a  battery  of  tanks  is  installed  containing  the  same  • 
degree  of  oil  a  common  fill  and  header  line  may  be  installed  1 
provided  the  area  of  the  fill  or  header  line  is  equal  in  sum  i 
total  to  the  area  of  the  branch  fill  lines,  and  each  branch  line  ' 
is  provided  with  a  shut-off  valve,  not  more  than  four  (4)  1 
tanks  will  be  permitted  in  any  one  battery. 

Section  6.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected  by 
an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1)4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
quarter  (*4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or  dikes 
shall  be  made  of  earth-work  with  clay  core;  of  masonry, 
or  of  impervious  reinforced  concrete.  Earth-work  embank-  . 
ments  shall  be  firmly  and  compactly  built  of  good  earth 
from  which  stones,  vegetable  matter,  etc.,  have  been  re¬ 
moved,  and  shall  have  a  flat  section  at  top  of  not  less  than 
three  (3)  feet  and  a  slope  of  at  least  one  and  one-half  , 
( I/ )  to  one  (1)  on  both  sides.  Concrete  or  masonry  dikes 
shall  be  so  designed  as  to  safely  carry  the  entire  volume  of 
the  oil  in  the  tank  so  surrounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and  un¬ 
pierced.  Piping  shall  be  carried  either  over  or  under  em¬ 
bankments  or  dikes  in  such  a  manner  as  not  to  interfere  with 
the  efficiency  of  the  enclosure. 

Rule  5.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou* 
sand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of  fire, 
so  arranged  and  installed  as  to  adequately  protect  the 
buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  -to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  or  furnace  of  fuel  oil  burning  unit 
there  shall  be  kept  ready  for  use  two  portable  fire  extin¬ 
guishers  of  not  less  than  one  (1)  quart  capacity  each  or  other 
equivalent  fire  extinguishers  for  extinguishing  oil  fires. 


618 


RULES 


Rule  6.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  buildings  above  ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  open  hearth  process  and 
known  to  the  trade  as  “tank  steel.”  Such  plates  shall 
oe  free  from  physical  imperfections,  such  as  laminations 
:racks,  etc.  All  steel  must  be  new,  in  good  condition  and 
free  from  rust.  The  thickness  of  steel  required  and  the 
;ize  and  spacing  of  rivets  shall  be  as  stated  in  the  table 
pven  below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked,  or 
‘iveted  and  welded.  Flanges  or  other  pipe  connections  may 
>e  welded.  All  caulking  shall  be  done  with  round  nose 
ools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks: 

Tanks  36  in.  in  diameter  and  less — )4  in.  shell,  )4  in. 
leads. 

Tanks  37  to  72  in.  in  diameter — )4  in.  shell,  5/16  in. 
leads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  34  in. 
leads. 

Tanks  over  120  inches  in  diameter  to  be  of  34  in.  steel 
nd  to  be  stiffened  by  angle  rings  or  equivalent  members 
o  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built  with 
ished  heads.  Should  flat  heads  be  used  they  must  be  braced 
i  the  same  manner  as  described  for  the  bracing  of  flat 
ides  of  rectangular  tanks. 

(e)  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch  as 
ollows : 

In  shell  14  in.  thick,  34  in.  diameter  rivets  2)4  in.  pitch. 
In  shell  5/16  in.  thick,  §4  in.  diameter  rivets  2)4  in. 
itch. 

In  shell  34  in.  thick,  34  in.  diameter  rivets  2)4  in. 
itch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 

I.  the  quality  required  for  cylindrical  tanks,  and  of  a 

lickness  of  not  less  than  5/16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 

r  by  the  use  of  angles. 

(c)  Rivets  in  seams  shall  be  §4  of  an  inch  in  diameter 
id  spaced  not  more  than  2 14  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 

"aced.  Bracing  shall  be  done  either  by  using  structural 
embers,  which  will  act  as  girders  and  which  will  safely 
irry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
sing  bars  from  side  to  side,  end  to  end  and  top  to  bot- 
m  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as  angles, 
lannels.or  beams,  etc.,  the  distance  from  center  to  center 

the  rivet  lines  on  these  members  must  not  be  in  excess 
twenty-four  inches,  and  the  rivet  spacing  must  be  such 
at  it  will  develop  the  full  strength  of  the  member.  In  no 
se  shall  the  rivets  be  in  excess  of  six  (6)  inches  center 
center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied  to- 
ther  with  braces,  in  order  to  reduce  the  effective  length, 
e  braces  shall  not  be  stressed  higher  than  nine  thousand 
1,000)  pounds  per  square  inch  taken  on  the  minimum 
t  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
the  tank  are  braced  by  means  of  rods  or  bars,  these 

ambers  should  not  be  spaced  farther  apart  than  twenty- 
ur  (24)  inches  cenler  to  center  in  all  directions.  The 
it  stress  permitted  in  these  members  shall  not  be  in 
cess  of  nine  thousand  (9,000)  pounds  per  square  inch 
the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
les  of  the  tank  must  in  all  cases  be  such  that  it  will 


develop  the  full  net  sections  of  the  bars  so  that  the  bar 
will  break  before  the  connection  will  let  go. 

Section  3.  Oval  or  Obround  Tanks. 

Oval  or  obround  tanks  not  exceeding  a  capacity  of  275 
gallons  may  be  used  in  dwellings  as  defined  in  these  rules 
when  constructed  of  No.  10  gauge  open  hearth  steel  free 
rom  laminations  or  cracks.  The  tanks  to  be  equipped  with 
Hanged  and  dished  heads.  The  radius  of  dishing  of  heads 
to  be  equivalent  to  the  small  diameter  of  tank,  a  Vo- inch 
flange  is  to  be  used. 

Section  4.  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above  Ground. 

Yei'tical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  required 
for  cylindrical  tanks. 

(b)  *1  he  minimum  thickness  of  shell  or  bottom  plates 
shall  be  )4  inch  and  the  minimum  thickness  of  roof 
plates  )4  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  accord¬ 
ance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - - - - 

T  x  E 

.  p  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

•  f  tensile  strength  of  plate  in  pounds  per  square 

inch  (55,000  pounds  per  square  inch). 

.  E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration.  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission) . 

(c)  Roof  plates  shall  have  single  riveted  watertight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

(e)  Tanks  for  storage  of  oil  shall  be  constructed  in 
accordance  with  the  requirements  of  this  rule,  except  that 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  .may  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

(f)  Auxiliary  supply  tanks  of  60  gallons  or  less  capacity 
may  be  constructed  of  brass,  copper,  steel  or  wrought  iron 
of  not  less  than  No.  14  U.  S.  Gauge. 

Section  5.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  6,  Section  1. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is.  a  lapped  joint,  the  sheet  shall  be  lapped 
not  less  than  two  inches  and  welded  both  inside  and  out¬ 
side.  The  plates  shall  be  pulled  up  tight,  metal  to  metal 
before  welding  and  kept  tight  together  during  welding! 
Both  inside  and  outside  welds  shall  be  of  full  45  degree 
fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of 
the  flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  134  inch  flange. 

For  %  inch  heads,  2  inch  flange. 

For  5/l6  inch  heads,  2  inch  flange. 

For  34  inch  heads,  2)4  inch  flange. 
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For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet.  .  . 

Where  heads  are  set  into  the  shell,  they  shall  be  a  driving 
fit  and  the  shell  shall  fit  the  head  closely  all  around.  If 
of  over  1,100  gallon  capacity  they  shall  be  welded  inside 
and  outside  with  full  fillet  welds.  If  of  1,100  gallon 
capacity  or  less  and  not  over  48  inches  in  diameter,  welding 
on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 

over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 

90  deg.  double  V  type  welded  inside  and  out  and  rein¬ 
forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 

the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 

thickness,  except  that  for  tanks  of  1,100  gallon  capacity 

or  less  and  not  over  48  inches  diameter,  they  may  be  of 
the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  welding 
shall  be  done  in  such  a  manner  as  to  develop  tne  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  6.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  ouside 
with  tar,  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the  tank 
enclosure.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and  made 
gas  tight.  All  tanks  over  1,100  gallons  capacity  shall  be 
provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  7.  Tests  of  Tanks  and  Piping  for  the 
Storage  of  Fuel  Oil. 

Tanks  and  piping  to  burner  shall  be  tested  hydrostatically 
or  with  oil  at  a  pressure  of  not  less  than  10  pounds  per 
square  inch.  Those  parts  subjected  to  a  pressure  exceeding 
10  pounds  per  square  inch  shall  be  tested  at  pressure  of.  not 
less  than  V/2  times  the  maximum  pressure  to  which  it  is 
subjected.  The  hydrostatic  pressure  on  a  tank  shall  be  deter¬ 
mined  by  measuring  in  feet  the  height  from  the  lowst  point 
in  the  tank  to  the  highest  oil  reservoir  from  which  the 
tank  may  be  filled..  This  distance  divided  by  2.3  for  water 
or  its  equivalent  for  oil  will  give  the  equivalent  pressure  in 
pounds  per  square  inch  at  the  bottom  of  the  tank.  Tanks 
and  piping  may  be  tested  with  oil  provided  the  installation 
is  complete  and  the  pressure  applied  at  the  burner  end  of 
the  supply  line.  There  shall  be  no  fire  or  flame  in  the  room 
or  rooms  in  which  the  test  is  being  conducted  or  when 
repairs  are  being  made  to  defective  tanks.  All  tests  shall 
be  conducted  in  the  presence  of  a  representative  of  the  Fire 
Commissioner  and  shall  be  continued  for  thirty  minutes. 
No  repairs  shall  be  made  to  defective  tanks  within  twenty- 
four  hours  of  removal  of  oil  from,  tank  and  purging  of  same 
of  all  explosive  gases  by  steam,  air  or  water. 

The  contractor  shall  furnish  all  the  necessary  equipment 
for  conducting  the  tests. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 


manner  and  provision  made  for  expansion,  contraction  and 
settlement.  Exposed  piping  shall  be  protected  against  me¬ 
chanical  injury  and  shall  be  securely  supported  with  rigid 
metal  fasteners  or  hangers.  Where  the  top  of  the  tank  is 
below  the  level  of  the  burner  oil  inlet  connection,  the  supply 
line  from  the  tank  shall  be  run  above  the  level  of  the  bottom 
of  the  tank  so  as  to  prevent  syphoning.  Cross  connections 
permitting  gravity  flow  from  one  tank  to  another  are  pro- 1 
hibited.  All  pipes  connected  to  tank  except  measuring  well 
or  gauge  pipe  shall  be  provided  with  double  swing  joints  at 
tank.  All  threaded  joints  shall  be  made  tight  with  litharge 
and  glycerine  or  equivalent  suitable  pipe  compound. 

(b)  All  piping  shall  be  of  standard  full  weight  brass, 
copper,  wrought  iron  or  steel  for  working  pressures  less 
than  one  hundred  (100)  pounds  per  sq.  in.  for  working  pres¬ 
sures  in  excess  of  one  hundred  (100)  pounds  per  sq.  in., 
extra  heavy  seamless  drawn  tubing  and  drop  forged  fittings 
shall  be  used.  No  pipe  less  than  one-half  (J /£)  inch  inside 
diameter  shall  be  permitted. 

(c)  All  connections  shall  be  tight  and  shall  have  well- 

fitted  joints.  v 

(d)  Tubing  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  materials. 
No  soldered  connection  shall  be  used.  The  length  of  tubing, 
shall  not  exceed  that  required  for  direct  connections  to 
coupling. 

(e)  Overflow  pipes,  when  required,  shall  be  not  less  than 
one  size  larger  than  supply  pipe. 

Section  2.  Relief  Valves. 

(a)  Where  a  shut-off  valve  is  installed  in  the  discharge i 
line  from  an  oil  pump  a  relief  valve  shall  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve. 
The  relief  line  shall  be  returned  to  storage  tank  or  to  supply, 
line  near  pump.  There  shall  be  no  shut-off  valves  in  the  re-1 
lief  line. 

(b)  All  heaters  shall  be  provided  with  a  relief  valve  to 
prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 

than  1  y2  times  the  maximum  working  pressure  of  the 
system.  -L 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 

except  as  otherwise  stated  in  these  rules,  wTiich  shall  be 
carried  below  the  discharge  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held, 
in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  pro¬ 
vided  with  a  receiver  terminal  or  fill  box  or  casing  provided 
with  means  for  locking  and  located  at  or  above  grade  in  front" 
of  the  building  or  at  the  side  of  the  building,  but  not  beyond 
the  front  wall  of  the  building  erected  on  the  premises.  The 
fill  box  or  terminal  shall  be  located  as  remote  as  practicable 
from  any  building  opening  or  subway  gratings  but  not  less 
than  three  (3)  feet  therefrom.  The  distance  between  the 
fill  line  terminal  and  the  curb  shall  not  exceed  thirty  (30) 
feet.  i 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  at 
the  tank,  and  a  swinging  check  valve  shall  be  provided  in 
the  fill  line  at  the  fill  box. 

Section  4.  Vent  Pipes. 

(a)  An  open  vent  pipe  of  standard  wrought  iron  ori 
steel  without  trap  and  draining  to  the  tank  shall  be  pro¬ 
vided  for  each  tank.  The  lower  end  of  the  vent  pipe  shall 
not  extend  through  the  top  of  the  tank  more  than  1  inch. 

Cross  connection  between  vent  pipe  and  fill  pipe  is  pro¬ 
hibited. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  degree  of  oil  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall  not 
be  less  than  one  foot  above  the  level  of  the  top  of  the 
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lighest  reservoir  from  which  the  tanks  may  be  filled.  The 
main  vent  pipe  and  header  shall  be  of  an  area  equal  to  the 
iggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  in  tanks  shall  be  screened  by  40 
nesh  non-corrodible  wire  screen,  and  shall  be  of  sufficient 
irea  to  adequately  vent  the  tank  during  the  filling  opera- 
ion.  Vents  shall  be  not  less  than  two  (2)  inches  in 
liameter  for  tanks  over  1,100  gallons  capacity,  and  in  no 
:ase  less  than  one  and  one-quarter  (llA)  inches  in 
liameter. 

(d)  Vent  pipes  shall  be  provided  with  weather- 
iroof  hoods  and  terminate  outside  the  building  above  the 
treet  surface,  not  less  than  six  (6)  feet  nor  more  than 
welve  ( 1 2 )  feet  above  the  fill  pipe.  Such  vent  outlet 
ball  not  be  located  within  two  (2)  feet  in  any  direction  of 

window  or  other  opening,  or  an  exterior  stairway,  or  fire 
scape,  nor  shall  vent  pipes  be  placed  in  elevator  or  dumb¬ 
waiter  shafts,  or  in  a  closed  court. 

(e)  If  compelled,  because  of  structural  conditions  to 
arry  the  vent  outlet  higher  than  twelve  (12)  feet  above 
be  fili  box,  and  if  the  fill  lines  are  connected  to  tank 
ucks  by  tight  connections  and  filled  by  pressure,  a  one 
1)  inch,  line  shall  be  connected  to  tank  and  shall  ’parallel 
le  fill  line  and  terminate  in  the  fill  box  with  unthreaded 
ad.  .  A  check  valve  shall  be  installed  in  the  line  so  as  to 
ermit  excess  oil  in  the  tank  to  flow  to  the  fill  box  and 
lall  be  so  set  as  to  prevent  the  passage  of  vapor  to  the 
:reet. 

Section  5.  Return  Line  from  Burners. 

Return  lines  from  burners,  where  used,  shall  not  be 
nailer  in  diameter  than  the  discharge  outlet  from  the 
imp.  They,  shall  be  connected  into  the  supply  line  near 
ie  pump  or.  into  the  storage  tank  without  shut-off  valve  in 
te  return  line.  No  oil  shall  be  returned  to  the  storage 
nk  at  a  temperature  higher  than  one  hundred  and  forty 
140)  degretes  Fahrenheit. 

Section  6.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  fuel  oils  in  storage  tanks 
any  building  shall  be  only  by  means  of  hot  water  coils 
ermostatically  controlled  and  the  oil  shall  not  be  heated 
>ove  one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  7. 

Scavenging  Line.  When  a  scavenging  line  is  installed  it 
all  terminate  outside  of  the  building  and  shall  be  capped 
tight  when  not  in  use. 

ule  9.  Valves  and  Control  of  Flow  for  Fuel 
Oil. 

(a)  In  all  installations  a  shut-off  valve  shall  be  provided 
or  on  each  burner.  Where  the  top  of  the  storage  tank 
located  above  the  oil  inlet  connection  to  the  burner,  a 
ut-off  valve  shall  be  provided  in  the  supply  line  inside  the 
uding  as  near  the  tank  as  practicable. 

(b)  .  In  systems  where,  either  steam  or  air  is  used  for 
imizing  the  oil,  the  oil  and  atomizing  supply  shall  be 
erlocked  so  that  in  case  of  interruption  of  the  atomizing 
pply,  the  supply  of  oil  will  immediately  be  cut  off. 

(c)  Automatic  by-pass  valves  shall  be  set  at  not  more 
in  fifty  .  (50)  per  cent  above  the  maximum  working  pres- 
re-  This  ru^e  ®'hall  not  apply  to  burners  and  pumps  ap- 
aved  as  a  unit  when  provided  with  a  pressure  relief 
rice. 

ule  10.  Oil  Level  Indicating  Device  for  Fuel 
Oil. 

3il  level  indicating  devices  shall  be  constructed  of 
istantial  materials  so  designed  that  there  can  be  no  leak- 
-  of  fuel  oil  or  vapor.  Test  wells  shall  not  be  permitted 
tanks  located  inside  the  building.  Test  wells  when  located 
side  the.  building  shall  be  capped  oil  tight  and  kept  closed 
en  not  in  use. 


Rule  11.  Pumps  for  Fuel  Oil. 

.  *;a)  Pumps  shall  be  of  a  recognized  standard  mechan- 
ical  construction  approved  by  the  Board  of  Standards  and 
Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire  pro¬ 
tection  equipment  is  dependent  on  the  use  of  fuel  oil  for 
heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above  ground 
storage  tanks  shall  be  located  outside  embankment  walls, 
and  at  such  a  point  that  they  will  be  accessible  at  all  times, 
even  if  the  oil  in  the  tank  or  reservoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil 
storage  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Baume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

(f)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secured  against  leaks. 

(g)  Where  a  pump  is  part  of  a  burner  unit  and  is  used 
for  atomizing  purposes  only,  an  additional  approved  pump 
maj'  be  used  without  the  disconnection  of  the  unit. 

Rule  12.  Burners  for  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals.  In 
dwellings  the  burner  shall  be  equipped  with  an  overflow  at¬ 
tachment  or  an  automatic  control  to  prevent  flooding. 

Where  an  approved  burner  unit  includes  a  pump  as  part 
of  the.  unit,  said  pump  or  burner  may  be  disconnected  and 
used  in  conjunction  with  any  other  approved  burner  or 
pump. 

A  remote  control  shall  be  provided  whereby  the  flow  of 
oil  to  any  burner  can  be  stopped  and  such  control  shall  be 
located  either  inside  or  outside  the  entrance  to  the  room 
in  which  the  burner  is  located  and  as  close  to  such  entrance 
as  practicable. 

The  damper  shall  be  so  constructed  that  it  cannot  com¬ 
pletely  cut  off  the  passage  of  the  flue  gases  at  any  time. 

Adequate  ventilation  at  least  equivalent  to  area  of  the 
smoke  pipe  at  the  point  where  it  enters  the  flue  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  General  Devices  for  Fuel  Oil- 

fa.)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  When  preheaters  are  used  thermometers  with  large 
clear  reading  scales,  placed  in  thermometer  wells  with 
screwed  top  connections,  shall  be  installed  at  convenient  and 
prominent  positions  in  the  oil  supply  lines  between  the  ser¬ 
vice  tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable  con¬ 
dition. 

Rule  15.  Operation  of  Plant,  Other  Than  in 
Dwellings,  Using  Fuel  Oil. 

No  fuel  oil  burning  plant,  other  than  in  dwellings  as 
defined  in  these  rules,  shall  be  operated  unless  in  charge  of 
a  person  holding  a  certificate  of  fitness  as  issued  by  the 
fire  department.  A  certificate  of  fitness  will  be  required 
for  each  person  who  is  directly  in  charge  of  the  operation 
of  the  plant  at  any  and  all  times. 

Rule  16.  Installation. 

No  fuel  oil  installation  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 
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Fire  Commissioner.  Plans  for  each  fuel  oil  installation, 
except  in  dwellings  as  defined  in  these  rules,  shall  be  sub¬ 
mitted  to  the  Fire  Commissioner  for  approval,.  together 
with  a  Certificate  of  the  Superintendent  of  Buildings  indi¬ 
cating  that  the  proposed  construction  of  the  enclosure  and 
the  location  of  the  tanks  is  in  accordance  with  the  require¬ 
ments  of  the  Building  Code  and  these  Rules. 

Rule  17.  Auxiliary  Tanks  for  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  type 
if  suitable  automatic  safeguards  to  prevent  abnormal  dis¬ 
charge  of  oil  at  the  burner  are  provided.  The  total  capacity 
of  such  tank  or  tanks  in  any  building  shall  not  exceed  60 
gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks,  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frames  or  cradles  and  secured 
by  2xk6-inch  straps  riveted  or  bolted  to  frame  and  se¬ 
curely  fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Where  only  an  auxiliary  tank  as  prescribed  .in 
these  rules  is  used  it  shall  in  addition  to  complying  with 
the  requirements  for  auxiliary  tanks  comply  with  all  re¬ 
quirements  for  the  protection  of  a  storage  tank  other  than 
the  enclosure. 

(e)  Auxiliary  supply  tanks  or  storage  tanks  not  exceed¬ 
ing  275  gallons  may  be  of  .the  gravity  type  if  suitable  auto¬ 
matic  safeguards  to  prevent  abormal  discharge,  of  oil  at  the 
burner  are  provided.  When  this  method  of  installation  is 
used  the  connection  for  discharge  of  tank  may  be  made  at 
bottom  of  tank.  The  total  capacity  of  such  auxiliary  supply 
tank  or  tanks  in  any  building  shall  not  exceed  275  gallons. 
This  rule  applies  only  to  one  and  two-family  dwellings. 

Rule  18.  Pilot  Light. 

Automatic  systems,  unless  electrically  ignited,  shall  be.  so 
designed  that  the  flame  cannot  be  extinguished  by  operation 
of  the  'automatic  control  valve  and  a  pilot  light  of  ade¬ 
quate  intensity  shall  be  provided  in  each  combustion  cham¬ 
ber,  so  arranged  as  not  to  be  easily  extinguished. 

Rule  19.  Furnaces  and  Ranges. 

Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented,  and 
if  used  shall  be  of  such  construction  as  to  withstand  the 
maximum  temperature  which  the  oil  burning  device  to  be 
installed  may  generate. 


Rule  20.  Fire  Protection. 

(a)  In  dwellings,  as  defined  in  these  rules,  any  wood 
work,  wooden  lath  and  plaster  partition  or  other  combustibli 
material  within  four  (4)  feet  of  the  sides  or  back  oi 
eight  (8)  feet  from  the  front  of  the  heating  apparatu: 
shall  be  covcr?d  with  fire  retarding  material.  Above  thi' 
heating  apparatus  there  shall  be  constructed  a  ceiling  o 
fire  retarding  material  (unless  it  be  of  fireproof  construe 
tion)  said  ceiling  shall  extend  at  least  four  (4)  feet  bevoru 
the  sides  and  back  and  eight  (8)  feet  frorq  the  front. 

(b)  In  all  buildings,  other  than  in  dwellings  ax  Jehner 
in  these  rules,  and  garages  the  fire  protection  shah  consis’ 
of  either  a  heating  apparatus  room  constructed  of  fire 
proof  partitions  of  not  less  than  four  (4)  inches  in  thick 
ness  with  all  openings  protected  by  fireproof  self -closing- 
doors  and  ceilings  protected  by  fire  retarding  material;  o: 
the  entire  ceiling,  if  not  of  fireproof  construction,  shall  bi 
protected  by  fire  retarding  material,  and  all  vertical  open 
ings  leading  from  the  elevation  on  which  the  heating  ap 
paratus  is  located  shall  be  enclosed  by  fire  retarding  mate 
rials  with  openings  protected  by  fireproof  self-closing  doors 

(c)  No  combustible  material  shall  be  maintained  withii 
ten  (10)  feet  of  a  heating  apparatus,  unless,  protected  oi, 
separated  by  fire  retarding  or  fireproof  material. 

(d)  The  ceiling,  unless  of  fireproof  construction,  directl; 
over  and  for  a  space  of  two  (2)  feet  beyond  each  side  o 
any  smoke  pipe,  shall  be  protected  with  fire  retardinj 
material,  and  in  addition  any  smoke  pipe,  if  within  9  inche 
of  any  combustible  ceiling,  shall  be  protected  with  a  coverinj- 
of  1-inch  air  cell  asbestos,  or  its  equivalent. 

(e)  The  floor  of  all  boiler  rooms  must  be  of  fireproo 
construction. 

Rule  21.  Systems  Prohibited. 

The  use  of  auxiliary  tanks  of  the  pressure  type  betweei 
pump  and  burner  unit  is  prohibited.  Pressure  in  storag- 
tanks  for  the  purpose  of  discharging  oil  is  prohibited. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  ga 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com 
monly  used  for  household  purposes  which  employ  a  wiclj 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro 
hibited ;  or  shall  the  use  of  such  oil  be  prohibited  whe; 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(c)  Modification:  When  for  any  reason  it.  may  b 
impracticable  to  comply  strictly  with  the  foregoing  rule 
the  fire  commissioner  shall  have  power  to  modify  thei 
provisions  so  that  the  spirit  and  substance  thereof  shal 
be  complied  with.  Such  modification  shall  be  endorse- 
upon  the  permit  over  the  signature  of  the  fire  commisj 
sioner  or  designated  representative  of  the  fire  commissioner 


APPLIANCES 


5j 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A — 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-bA 

Walworth  Company.* . .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURI 
May  be  installed  on  all  standpipe  systems 

New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-S^ 

Walworth  Company .  900-27-S/ 

W.  D.  Allen  Mfg.  Company .  1151-27-S/ 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27- S/ 

Jenkins  Brothers .  780-28-S- 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-b- 

Fairbanks  Company .  268-29-b/ 

Pratt  &  Cady .  231-30-S- 

Elkhart  . 15-31-S^ 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEARS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR— Uniform  Certificates  of  Occupancy,  Adoption 

of. 

Administrative  Applications. 

029-27-A — 39  Fifth  avenue,  Manhattan. 

030-27-A — 13-16  Central  Park  West,  Manhattan. 

031-27-A — 20-28  West  72nd  street,  Manhattan. 

032-27-A— 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

510-22-SA — Crocker  Gas  Valve,  approval  of. 

99-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
'32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

'i5-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

25-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

52- 23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 

lyn  Co.) 

46-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
50-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

53- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

34-25-SA — Koerting  Gear  Pump,  approval  of. 

37-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
17-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
14-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

'3-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

2-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 

12-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 

,  approval  of. 


USE  OF  HYDRATEiJ 

1-154-3  Mix,  4  pounds  of  hvdrated  lime  per  bag  of 

nent. 

-2-4  Mix,  5  pounds  of  hvdrated  lime  per  bag  of 

nent. 

-254-5  Mix,  6  pounds  of  hvdrated  lime  per  bag  of 

nent. 

'nr  hand  mixed  concrete,  the  hvdrated  lime  and  Port- 
d  cement  shall  be  well  mixed  while  dry. 

lydrated  lime  shall  not  be  used  in  concrete  which  is 
be  deposited  under  water. 


210-29-SA  A  Diamond  “S”  250  lbs.  254-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA— Kennedy  254-inch  Hose  Outlet  Valve,  Type 
A,  ’  approval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’ 

359-30-SA— Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA— Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

1~5  31-SA  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

13 /-31-SA— Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA— Lunkenheimer  254-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA  Lunkenheimer  254-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-3 1-S A  The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

396-3 1-S  A  Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  3<-A  and  No.  37-D,  approval  of. 
49 1-3 1-S  A  Super  f  ex  Oil  Burning  Heater,  approval  of. 

5 13-3 1-S  A— Autopulse  Electric  Oil  Pump,  Model  600  ap¬ 
proval  of.  ’ 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
534-31-SA — Page  Fuel  Burner,  approval  of. 

541-31-SA — DeWalt  Oil  Burner,  approval  of. 

592-31-SA  Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

9-32-SA— Autopulse  Electric  Oil  Pump  Outfit,  Model  No. 
1000,  approval  of. 

44-32- S A—' Vaporoil  Burner,  approval  of. 

94-32-SA  Todd  Spiro  Burner  (pump  type),  approval  of. 
125-32-SA — 'Beacon  Oil  Burner,  approval  of. 

195-32-SA — Moto-Heat  Oil  Burner,  approval  of. 

197- 32-SA — S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner,  approval  of. 

198- 32-SA  S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner,  approval  of. 

229-32-SA  The  Camel  Automatic  Oil  Burner,  Model  30, 
Types  A,  B  and  C,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,'  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set'  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


LTME  IN  CONCRETE. 

Adopted  by  the  Board  of  Standards  and  Appeals  April 
19.  1920.  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
vvith  the  conditions  hereinafter  set  forth. 

The  hvdrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
"oven  being  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1931. 


344 


Cases  filed  up  to  May  11,  193S 


J57 


Restored  to  calendar . 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


129 


36 

3 

25 

2 


0 

6 

0 

4 


Total  .. 
Disposed  of 


Cases  pending  May  11,  193S 


DISPOSITION  OF  CASES. 


Withdrawn  . . 

Dismissed  . 

Denied . 

Granted  . 

Granted  on  condition . . . 

Appliances  approved  . _ . 

Appliances  dismissed,  disapproved  or  withdrawn. 

Rules  approved . . . : . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 


8(1 


5! 

li 


1! 


Requests  to  reopen  granted .  11- 

Requests  to  reopen  denied . 

Requests  to  amend  granted .  (( 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  3; 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . •  •  •• . 

Requests  withdrawn  or  dismissed . ‘ . 


855 

574 


Total 


57 
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RULES 


AMENDMENTS  TO  FUEL  OIL  RULES 


(217-21-SR) 

Amendments  adopted  by  the  Board  of  Standards  and 
Appeals  May  10,  1932. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited ; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

(c)  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  wick  and  when  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  when  heater  is 
not  used  for  cooking  purposes  will  not  be  prohibited  when 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  with  the  following  requirements: 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
with  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 
the  area  of  any  damper  not  to  exceed  80%  of  the  area  of 
smoke  flue. 


3.  The  oil  tank  of  the  heater  shall  be  filled  from  storag 
located  outside  room  in  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  way  s( 
aside  or  waive  provisions  in  these  rules  governing  storag 
tanks,  except  as  follows : 

First — Outside  Buildings. 

Permit  storage  of  not  more  than  fifty-five  gallons  mail'1 
tained  in  metal  shipping  container  equipped  with  af 
proved  hand  pump. 

Second — Inside  Buildings.  i 

Permit  storage  of  not  more  than  275  gallons  if  installe 
and  maintained  in  compliance  with  Rule  17  of  the." 
rules  and  equipped  with  an  approved  hand  pump. 

5.  This  subdivision  applies  only  to  dwellings  as  defined  i; 
these  rules  and  prohibits  the  use  of  more  than  one  heater  l 
any  one  room. 

6.  Heater  installation  shall  comply  with  the  requirement 
of  the  building  code  and  heater  shall  not  be  connected  in  anf 
manner  to  hot  water,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification. 

When  for  any  reason  it  may  be  impracticable  to  compl 
strictly  with  the  foregoing  rules  the  fire  commissioner  sha 
have  power  to  modify  their  provisions  so  that  the  spirit  an 
substance  thereof  shall  be  complied  with.  Such  modificatio 
shall  be  endorsed  upon  the  permit  over  the  signature  of  tf 
fire  commissioner  or  designated  representative  of  the  fir 
commissioner. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

rlu  ial  aS  published  in  'this  Bulletin. 

Call  of  Clerks  Calendar,  Tuesdays,  at  2  p  m 

Manta, aT^  aW  heM  “  R°°m  Building, 


Jfficr— Municipal  Building,  Rooms  1001  to  1015. 

Pelephone — WORTH  2-0184. 

)ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

Ill  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gineers,  pertanung  to  the  work  of  the  board,  will  be  seen 

"  y  ween  fhe  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Bmldmg  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections  if  anv 
and  will  be  called  in  Room  1013,  Tuesday  May  24  1932’ 

definite  d°ay  ^  CaSe  ’'S  Set'for  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  31,  1932,  at  2  o’clock. 

,THa  Cler.k’s  Calendar  is  not  to  be  confused  with  the 
on  fixed  dlysaSCS  '  '  b”n  defini,eIy  sel  for  1,tarine 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connect, on  with  which  court  proceedings  are  pending  or  " 

fr^gre,lS’  5"  ac,“?.ted  *at  are  "01  filed  within  twenty  day" 
rom  the  date  of  the  action  of  the  Administrative  Official 
Any  communication  purporting  to  be  an  appeal,  appli- 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

beyntth,e0r£of'",hirdr/  ”  *W  “  ,ha  suited 

be^uppi^lth^offiS,  rrlS’t stinT'^  t" 

peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b» 
dismissed  for  lack  of  prosecution.  y  D 

^  the  fime  of  filing  an  application,  the  appellant  or  peti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build- 

cafe  o0?  Sd  C^r,0Mr)  a"d  fi,e  *»«>  a  *£«• 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 
Appeals,  applications  and  petitions  will  be  simplified  and 

directions"  °  Sa""  CXr"  d  by  conforming  to  these 
HENRY  L,  CONNELL,  Temporary  Chairma,, 
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DOCKET. 

New  Cases  Filed  up  to  May  18,  1932. 

Cal.  No.  Department.  Premises  Affected. 

271-32- A . F.D . 104-108  W.  27th  st.,  Man., 

-  F-92614 

270-32-A . B.B.B _ 447-449  Fulton  st.,  Bklyn., 

-  Applic.  11385-1932 

269-32-S . F.D . 221  W.  27th  st.,  Man., 

-  L.  D.  91789 

268-32-A . F.D . 194-196  Broadway,  Man., 

-  L.  C.  69036 

267-32-SA . F.D . Quiet  May  Gerotor  Pump, 

-  Appliance 

266-32-A . B.B.M. .  ..262-264  Seventh  ave.,  Man., 

-  N.  B.  52-1932 

265-32-BZ . B.B.B....873  Union  st.,  Bklyn., 

-  Applic.  4070-32 

264-32-BZ . B.B.B ...  .355-365  Kings  highway,  Bklyn., 

-  Applic.  3176-32 

263-32-SA. .  ..Bldg.  Code. .  .Mueller  Streamline  Fittings, 

-  Material 

262-32-BZ . B.B.R. . .  .  Southwest  corner  of  Wyona  ave. 

&  Willowbrook  rd.,  Port 

-  Richmond,  Rich.,  N.  B.  254-32 

261-32-BZ . B.'B.Bx...  155-161  W.  230th  st.,  Bx., 

-  N.  B.  193-32 

260-32-BZ . B.B.Bx. .  .1441  E.  233rd  st.,  Bx., 

- -  N.  B.  206-32 

259-32-BZ . B.B.M. .  ..263-265  W.  69th  st.,  Man., 

-  Alt.  643-32 

258-32-A . F.D . 1482-1490  Broadway,  Man., 

-  F-94391 

Restored  to  Calendar. 

648-30- A . F.D . 56  New  st.,  Man., 

-  F-78229 


CODE 

F.D..- . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY  MAY  24,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

177-32-BZ. 

APPLICANT — Herbert  J.  Krapp,  for  Trebhus  Realty  Co., 
owner. 

PREMISES — 166  West  End  avenue,  northeast  corner  of 
West  67th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

204-32-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Albermarle 
Heights  Building  Corp.,  owner. 


PREMISES — 705-729  Gravesend  avenue,  east  side,  240 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  more  than  five  (5)  mot 
vehicles  and,  also,  a  gasoline  service  station. 

208-32-BZ. 

APPLICANT — Richard  Shutkind,  for  George  Del  Gai; 
owner. 

PREMISES — 209-211  Chrystie  street  and  26  Stanton  stre 
northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  Ind  mai 
tenance  of  a  gasoline  service  station. 

210-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Louis  Schwartz,  owm 

PREMISES — 669  Ashford  street,  east  side,  230  ft.  sou 
of  New  Lots  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  residence  use  and,  also,  “D”  area  d 
trict  the  erection  and  maintenance  of  a  garage  f 
more  than  five  (5)  motor  vehicles  which  occupi 
more  than  60  per  cent  of  the  area  of  the  lot. 


MAY  24,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provision 
»of  the  building  zone  resolution,  Tuesday  morning,  May  ‘ 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Buildir 
on  the  following  matters : 

cal.  no.  103-32-BZ— Application,  March  1,  1932,  under  sc. 

tion  21  of  the  building  zone  resolutic 
of  Groh,  McCourt  &  Tripp,  applican 
on  behalf  of  Otto  Schmidt,  owner, 
permit  in  a  business  district  the  erecti 
and  maintenance  of  a  gasoline  servr 
station;  premises  northwest  corner 
36th  avenue  and  33rd  street,  Long  Isla 
City,  Borough  of  Queens. 

cal.  no.  128-32-BZ — Application,  March  11,  1932,  under  s< 
tion  21  of  the  building  zone  resolutic 
of  Henry  J.  Nurick,  applicant,  on  1 
half  of  Blackstone  Service  Garaj 
owner,  to  permit  in  a  business  distr 
the  alteration  of  a  garage  for  more  th. 
five  (5)  motor  vehicles  (granted  by  t 
board  under  Cal.  No.  1162-17-BZ) 
permit  the  inclusion  of  a  gasoline  serv, 
station ;  premises  664-690  Coney  Isla 
avenue,  southwest  corner  of  Avenue 
Brooklyn. 

cal.  no.  140-32-BZ — Application,  March  23,  1932,  under  s< 
tion  21  of  the  building  zone  resoluti< 
of  Charles  J.  Sturla,  applicant  a 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  southe; 
corner  of  Lawrence  street  and  Not 
Hempstead  turnpike,  Flushing,  Boron 
of  Queens. 

cal.  no.  71-27-BZ — ^Application,  January  21,  1927;  grant 
on  certain  conditions  for  a  garage  M 
31,  1927 ;  reopened  for  a  modification 
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the  resolution  March  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  sub¬ 
stituted  for  James  E.  Connaught  on,  on 
behalf  of  Richard  and  William  O’Toole, 
owners,  to  permit  in  a  business  use  and, 
also,  “E”  area  district  the  maintenance 
of  a  gasoline  service  station  which  is 
located  within  the  ten  (10)  foot  setback- 
required  by  the  building  zone  resolu¬ 
tion;  premises  north  side  of  Little  Neck 
road,  352.46  ft.  east  of  West  End  drive, 
Little  Neck,  Borough  of  Queens. 


504-25-BZ. 

APPLICANT— Nat  C.  Helman,  for  Rachel  Yuttal,  present 

owner. 

PREMISES — 128-144  East  98th  street,  west  side,  100  ft. 
north  of  Winthrop  street,  Brookyln. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(garage  granted  by  the  board)  so  as  to  include  a 
motor  vehicle  repair  shop  (reopened  January  26, 


L.  no.  395-31-BZ— Application,  August  12,  1931,  under 
sections  7b,  7c,  7g  and  21  of  the  building 
zone  resolution,  of  James  A.  Delehanty, 
applicant,  on  behalf  of  Dubon  Realty 
Coi-p.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  .shop  and  garage  for  more  than  five 
(5)  motor  vehicles;  premises  226-18 
Merrick  road,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


MAY  24,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

3-31- A — 12-16  West  116th  street  and  5-9  West  115th 
street,  Manhattan. 

1-32-A — 15-17  West  46th  street,  Manhattan. 

J-32-A— 1650  Adee  avenue,  southeast  corner  of  Tieman 
avenue,  The  Bronx. 

!-32-A — 53  91st  street,  Brooklyn. 

Petitions  for  Variations. 

-32-S  15-17  West  46th  street,  Manhattan. 

-32- S — 66-68  West  38th  street,  Manhattan. 

'-32-S — 127-133  West  36th  street  and  1351-1365  Broad¬ 
way,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  31,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

52-BZ. 

UCANT  Morris  Whinston,  for  The  Rhinelander 
Estate,  owner ;  Milans  Realty  Corp.,  lessee. 

'MISES — 66-68  West  38th  street,  Manhattan. 

LICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  retail  use  and  “B”  area  district  the 
erection  of  a  stair  enclosure  which  encroaches  into 
the  rear  yard  required  by  the  building  zone  resolu¬ 
tion. 

2-BZ. 

LIC ANT — Oscar  Goldschlag,  for  Evelyn  L.  Wood, 

owner. 

MISES  Southeast  corner  of  East  Burnside  avenue 
and  Walton  avenue,  The  Bronx. 

LICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

ERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  use  (stores). 


340-31-BZ. 

APPLICANT  Conroy  &  Hardy  (formerly  known  as  Mc- 
Cooey  &  Conroy),  for  Edward  W.  Cropsey,  James 

TD-DiTA/rroLo  r°pSey  and  9;  &  M-  Holding  Co.,  owners. 

PREMISES  2402-2418  Cropsey  avenue,  southwest  corner 
of  24th  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business,  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
dismissed  for  lack  of  prosecution ;  reopened  and  re¬ 
stored  to  Calendar  February  2,  1932). 


103-31-BZ. 


nrrMCmN  i 


dduhtoEc  "  ,  AcUd«e  repair  L.O.,  Inc.,  owner, 

l  KtiMlbEb — North  side  of  Metropolitan  avenue,  20  ft.  8  in. 

east  of  Cuthbert  place,  Richmond  Hill,  Borough 
of  Queens. 


APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  from  an  auto  laundry  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecution;  reopened 
and  restored  to  Calendar  March  4,  1932). 


36-20-BZ. 

APPLICANT  William  C.  Winters,  for  Schmeller  Bros, 
present  owners. 

PREMISES — 3086-3096  Fulton  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(garage  granted  by  the  board)  so  as  to  include  a 
gasoline  service  station  (reopened  March  22,  1932). 

130-32-BZ. 

APPLICANT— James  J.  Millman,  for  Rostfel  Realty  Co., 
Inc.,  owner. 

PREMISES — 125-135  Kings  highway,  northeast  corner  of 
Stillwell  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  1,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  June  1, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  744-30-BZ — Application.  December  17,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli- 
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cant,  on  behalf  of  James  P.  Walsh, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  extension  of  a  business  use  pre¬ 
viously  granted  by  the  board ;  premises 
141  West  69th  street,  Manhattan  (laid 
over  April  28,  1931,  for  full  vote  of 
board;  on  May  10,  1932,  previous  vote 
reconsidered). 

cal.  no.  180-32-BZ— Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Benjamin  Albert  and  Abraham  Ger¬ 
ber,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Gun  Hill  road  and  Paul¬ 
ding  avenue,  The  Bronx. 

cal.  no.  182-32-BZ— Application.  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Henfred  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop; 
premises  4117-4119  New  Utrecht  ave¬ 
nue,  northeast  corner  of  42nd  street 
Brooklyn. 

cal.  no.  199-32-BZ — Application,  April  9,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Rudies  Garage,  Inc.,  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  of  a  garage  for  more  than  five  (5) 
motor  vehicles  so  as  to  permit,  the  in¬ 
clusion  of  a  gasoline  service  station  (the 
garage  having  been  previously  granted 
by  the  board);  premises  .1223-1247 
Coney  Island  avenue,  east  side,  20  ft. 
north  of  Avenue  I,  Brooklyn. 

cal.  no.  205-32-BZ — 'Application.  April  12,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Brooklyn  &  Queens  Transit  Corp., 
owner,  and  Brooklyn  Bus  Corp.,  lessee, 
to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the 
maintenance  of  an  open  air  parking 
space  for  more  than  five  (5)  motor 
vehicles  (motor  omnibuses)  •.  premises 
2270-2342  Utica  avenue,  west  side,  south 
of  Avenue  O,  Brooklyn. 

cal.  no.  334-31-BZ — Application,  July  1..  1931  ;  dismissed 
for  lack  of  prosecution  December  4. 
1931;  reopened  and  restored  to  Calendar 
January  5,  1932;  denied  March  18,  1932; 
reopened  under  new  facts  April  26, 
1932,  of  Shirley  Kahn,  applicant,  on  be¬ 
half  of  American  Seal  Kap  Corp.,. owner 
to  permit  in  a  business  district  the 
change  of  the  occupancy  of  a  portion  of 
an  existing  building  to  a  garage  fof 
more  than  five  (5)  motor  vehicles: 
premises  11-11  to  11-27  44th  drive  (Nott 
avenue),  Long  Island  City,  Borough  of 
'  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  1,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

235-32- A — 3809-3815  Broadway,  Manhattan. 

150-32- A — 439-441  Crescent  street,  Brooklyn. 

160-32- A — 113-117  Pearl  street  and  66-70  Beaver  st ; 
Manhattan. 

176-32- A — 10  East  33rd  street,  Manhattan. 

179-32- A — 'North  side  of  Northern  boulevard,  151  ft. 

of  250th  street,  Little  Neck,  Borough 
Queens. 

190-32- A — 132-184  39th  street  (Building  No.  19)  and  ; 

167  41st  street  (Building  No.  20),  Brl 
lyn. 

Petitions  for  Variations. 

126-32-S — 34-36  Waverly  avenue,  Brooklyn. 

171-32-S — 23  East  67th  street,  Manhattan. 


JUNE  3,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  st< 
ards  and  appeals  of  a  public  hearing  under  the  provisi 
of  the  building  zone  resolution,  Friday  morning,  June  3,  ]i 
at  10  o’clock,  in  Room  1013,  Municipal  Building,  ont 
following  matters : 

cal.  no.  101-32-BZ — Application,  February  29,  1932,  u.< 
section  21  of  the  building  zone  ren 
tion,  of  Charles  S.  Clark,  applicant: 
behalf  of  Thema  Rosen,  owner,  to  pe' 
in  a  business  district  the  erection 
maintenance  of  garages  for  more  ; 
five  (5)  motor  vehicles  and,  alsi 
gasoline  service  station ;  premises  : 
side  of  Bailey  avenue,  182  ft.  sout 
West  230th  street,  The  Bronx. 

cal.  no.  112-32-BZ — Application,  March  3,  1932,  under 
tion  21  of  the  building  zone  resolut 
of  Philip  J.  Sinnott,  applicant,  'j 
Sancer  Realty  Corp.,  owner,  to  pe 
in  a  residence  district  the  chang 
occupancy  of  part  of  the  first  story  cl 
existing  building  to  a  motor  vehicle 
pair  shop ;  premises  2540  Belmont  / 
nue,  east  side,  135  ft.  8  in.  nort 
Fordham  road,  The  Bronx. 

cal.  no.  118-32-BZ — Application,  March  7,  1932,  under, 
tion  21  of  the  building  zone  resolu1 
of  George  Frey,  applicant,  on  beha 
Bessie  Rubin,  owner,  to  permit 
business  district  the  erection  and  n 
tenance  of  a  gasoline  service  stall 
premises  southwest  corner  of  29th 
nue  and  154th  street,  Bayside,  Bom 
of  Queens. 

cal.  no.  122-32-BZ — Application,  March  9,  1932,  under 
tion  21  of  the  building  zone  resolu) 
of  Samuel  J.  Kessler,  applicant,  oil 
half  of  William  Peat,  owner,  to  pe 
in  a  residence  district  the  erection: 
maintenance  of  a  garage  for  more  < 
five  (5)  motor  vehicles;  premises 
t26  West  204th  street,  Manhattan 

j 

cal.  no.  603-31-BZ — 'Application,  December  18,  1931,  u 
sections  7a  and  21  of  the  building  j 
resolution,  of  Stephen  Frontera,  a 
cant,  substituted  for  Albert  H.  St- 
on  behalf  of  Nancy  Marmelito,  ov 
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to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
west  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of 
Queens. 


O  PERMIT  in  a  residence  use  “D”  area  district  the  erec¬ 
tion  and  maintenance  of  an  extension  at  the  rear 
of  the  basement  and  first  story  of  an  existing  build¬ 
ing. 

233-32-BZ.  ' 


HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  3,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

32- A — 469  West  140th  street,  Manhattan. 

32-A — 383-399  Seventh  avenue,  Manhattan. 

Petitions  for  Variations. 

29- S — 133-157  West  50th  street  and  132-148  West  51st 
street,  Manhattan. 

32-S — 910  31st  street  (Second  avenue),  northeast  cor¬ 
ner  of  23rd  avenue  (Potter  avenue),  Long- 
Island  City,  Borough  of  Queens. 


JUNE  3,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

>2-SR — Uniform  Certificates  of  Occupancy,  Adoption 

of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  7,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

-BZ. 

, ICANT — C.  T.  MoCurdy,  for  Peter  L.  Hackett, 
owner. 

IISES — 2923  Snyder  avenue,  northwest  corner  of 
Nostrand  avenue,  Brooklyn. 

TCATION,  under  section  21  of  the  building  zone 
resolution, 

ERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn ;  reopened  and  restored  to  Calendar 
March  1,  1932). 

•BZ. 

ICANT — Sebastiano  Ladiso,  owner. 

-ISES — Northeast  corner  of  114th  avenue  and  Dillion 
street,  Jamaica,  Borough  of  Queens. 

I  CATION,  under  section  21  of  the  building  zone 

,  resolution, 

iRMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

BZ. 

ICANT — Martin  J.  Ort,  for  Pollwhit  Realty  Corp., 

owner. 

ISES — 1016-1032  Liberty  avenue,  south  side,  80  ft. 
west  of  Crescent  street,  Brooklyn. 

ICATION,  under  section  21  of  the  building  zone 

resolution, 

vRMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

BZ. 

CANT — Frank  M.  McCurdy,  for  Herbert  C.  Fett, 

owner. 

ISES — 54  Eighth  avenue,  west  side,  20  ft.  south  of 
Berkeley  place,  Brooklyn. 

CATION,  under  section  21  of  the  building  zone 

resolution, 


— Alfred  A.  Lama,  for  Treselmina  Co.,  owner. 
PREMISES  267-271  Eastern  Parkway  Extension,  north- 

4DmTmlCOrner  Rockaway  avenue,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  7,  1932,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  7, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  1149-24-iBZ— Application,  September  19,  1924; 

maintenance  of  garage  for  six  (6)  motor 
vehicles  granted  on  April  28,  1925,  for 
a  temporary  period;  reopened  and  permit 
extended  October  23,  1928;  reopened 
April  5,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Croker  Fire 
Prevention  Corp.,  applicant  (formerly 
known  as  Croker  National  Fire  Preven¬ 
tion  Engineering  Co.),  on  behalf  of 
Herman  W.  J.  Bruning,  owner,  to  per¬ 
mit  in  a  residence  district  the  mainte¬ 
nance  of  an  existing  garage  for  six 
(6)  motor  vehicles;  premises  63-63^ 
Schaeffer  street,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


JUNE  7,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 
46-32-A — 141-145  Wooster  street,  Manhattan. 
151-32-A — 174-184  West  135th  street,  Manhattan. 
191-32-A — 6  Maiden  lane,  Manhattan. 

202-32-A — 97-101  Guernsey  street,  Brooklyn. 

Petitions  for  Variations. 

141-32-S — 10-12  East  50th  street,  Manhattan. 
178-32-S — 330-338  Morgan  avenue,  Brooklyn. 


JUNE  10,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  10, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no  545-31-BZ — Application,  November  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street), 
Long  Island  City,  Borough  of  Queens. 
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cal.  no.  99-32H1Z — Application,  February  27,  1932,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Wingate  &  Cullen,  for 
Jacob  Morgenthaler  Sons,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
of  an  existing  garage  for  more  than  five 
(5)  motor  vehicles,  an  existing  gasoline 
service  station  and  an  existing  motor 
vehicle  repair  shop ;  premises  164-178 
Fourth  avenue,  southwest  corner  of 
Douglass  street,  Brooklyn. 

cal.  no.  113-32-BZ — Application,  March  4,  1932,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  B.  Dondero,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 


station;  premises  8708-8712  18th  avenue 
Brooklyn. 

HENRY  L.  OONNELB, 

T  emporary  Chairman. 


JUNE  10,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

80-32-A — 27-03  Newtown  avenue  and  1-3  North  Henry 
street,  northwest  corner,  Long  Island  City, 
Borough  of  Queens. 


JUNE  10,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

353-30-SR — Proposed  Paint,  Varnish  and  Lacquer  Spraying 
Rules,  Approval  of. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  MAY  13,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

545-31-BZ. 

APPLICANT — Harry  Urquhart,  for  William  E.  Martens, 
Jr.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Webster 
avenue  (37th  avenue)  and  Lockwood  street  (30th 
street),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  Needham. 

For  Opposition:  Jack  Faber  and  A.  Del  Giorno. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1932,  at 
10  a.  m.,  on  request  of  representatives  of  attorneys 
for  both  sides.  Final  disposition. 


PREMISES  AFFECTED — Northeast  corner  of  Cross 
Island  boulevard  and  Murdock  avenue,  Hollis,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Meyer  Kraushaar. 

For  Opposition :  C.  J.  Cohalan  and  Paul  R.  Srlver- 
stein. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4; 

Negative  . .  o 

Absent  .  o 

THE  VOTE  TO  GRANT— 

Affirmative  .  o : 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . . .  4 

Absent  .  o 

THE  RESOLUTION— 


603-31-BZ. 

APPLICANT — 'Stephen  Frontera,  substituted  for  Albert  H. 

Stines,  for  Nancy  Marmelito,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  extension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  73rd  place,  180 
ft.  south  of  Donnell  place,  Maspeth,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Granat. 

For  Opposition:  None. 

For  Administration :  Inspector  Rudolph  R.  Schmidt 
of  bureau  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  June  3,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


G9-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Meyer  Kraushaar, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


(69-32-BZ) 

Whereas,  Celler  &  Kraushaar,  for  Meyer  Kraushaar, 
owner,  filed,  February  11,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station; 
premises  northeast  corner  of  Cross  Island  boulevard  and 
Murdock  avenue,  Hollis,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  May  13,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cross  Island  boulevard  is  in  a 
business  district ;  _  Murdock  avenue  is  in  a  business  district, 
and  207th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  3,  1932  (re  Plan  No.  N.  B.  203-32), 
reads : 

“The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  Art.  2,  Sec.  4,  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  220  ft.  on  Cross  Island  boulevard  and  100  ft. 
on  Murdock  avenue,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  20  ft.  by  20  ft.  in  area,  grease  pits  and  to 
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tall  the  necessary  tanks  and  pumps  for  a  gasoline  service 

tion;  and 

V hereas,  a  committee  of  the  board  visited  these  premises 
1  reports  as  follows: 

“Cal.  No.  69-32-BZ. 

“Premises  northeast  corner  of  Cross  Island  boulevard 
and  Murdock  avenue,  Hollis,  Borough  of  Queens. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 
“A  committee  of  the  board,  consisting  of  Temporary 
Chairman  Connell  and  Commissioners  Holland  and  Guil- 
foyle,  on  May  11,  1932,  visited  and  inspected  the  prem¬ 
ises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building- 
zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  220  ft. 
on  Cross  Island  boulevard  and  100  ft.  on  Murdock  ave¬ 
nue,  located  on  the  northeast  corner  of  Cross  Island 
boulevard  and  Murdock  avenue  and  at  the  present  time 
are  vacant  and  unimproved. 

.  “Cross  Island  boulevard  on  both  the  east  and  west 
sides  for  about  two  blocks  north  and  south  is  all  vacant. 
East  and  west  of  Cross  Island  boulevard,  however,  the 
intersecting  streets,  are  seemingly  fully  developed  with 
private  dwellings,  most  of  which  are  of  a  recent  con¬ 
struction,  also  on  Murdock  avenue,  west  of  Cross  Island 
boulevard,  on  the  south  side,  development  has  evidently 
been  very  recently  completed  and  on  the  north  side  just 
being  completed  with  very  attractive  two-story  brick 
private  dwellings. 

There  are  at  the  present  time  no  non-conforming 
uses  on  Cross  Island  boulevard  or  the  intersecting  streets 
within  an  area  affected  by  this  application. 

“A  portion  of  the  premises  under  appeal,  namely,  100 
ft.  at  the  northerly  end  facing  on  Cross  Island  boule- 
vara,  was  the  subject  of  an  application  before  this  board 
tor  a  gasoline  service  station  under  Cal.  No.  712-27-BZ, 
jnder  section  21  'hardship — which  application  was 
ienied. 

“A  great  portion  of  the  development  in  this  vicinity, 
is  noted,  has  evidently  taken  place  since  the  action  of 
he  board  under  Cal.  No.  712-27-BZ. 

There  have  been  filed  with  this  application  seven 
objections  and  no  consents,  four  of  the  objections  being 
r°m  property  owners  immediately  in  the  rear  of  the 
oremises  under  appeal. 

“The  committee  is  of  the  opinion  that,  due  to  the 
'ery  substantial  and  extensive  residential  development  of 
iroperty  in  this  vicinity,  the  properties  along  Cross 
sland  boulevard  will  readily  lend  themselves  to  con- 
orming  business  development.  The  committee,  there- 
ore,  recommends  the  denial  of  this  application  under 
ection  21  of  the  building  zone  resolution. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

i  ere  as,  this  application  was  made  the  subject  of  an  in- 
on  by  a  committee  of  the  board,  which  inspection  was 
and  report  of  same  read  and  adopted  ■  at  this  hearing, 
aid  report  is  herewith  made  part  of  this  resolution; 

i  ere  as,  this  report  recommends  the  denial  of  this  ap- 
ion  under  section  21 — hardship. 

olved,  that  the  decision  of  the  superintendent  of  build- 
3e  and  it  hereby  is  affirmed,  and  that  the  application 
d  it  hereby  is  denied. 

BZ. 

■vIC  A  NT — 'Henry  C.  Brucker,  for  Long  Island  Rail¬ 
road  Co.,  owner. 

^CT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 


PREMISES  AFFECTED  Southwest  corner  of  Woodside 

Bomugh  of  Q"ensaVenUe  <Mth  Street>' 
APPEARANCES- 

For  Applicant:  Fred  Gaum. 
Am'mM°L0l)position:  Thomas  J.  Towers 

the  °f  iUSPeCti0n 

SmncShie?Sevand  GUilf°yle  a,id  AS‘ 

Negative  .  4 

Absent  .  ^ 

THE  VOTE  TO  GRANT— .  0 

Affirmative  . 

Negative  :  Temporary  Chairman"  Connell'  'com-  ° 

Guil%le  As- 

Absent  .  4 

THE  RESOLUTION— .  0 

(52-32-BZ) 

Co  ZL)!’ f?ed"Vebrai74er'lsLr  Long  hlai’d  Rad™d 

premises  southwest  corner  of  ti  j  ne  Service  stationi 

MS  ofSirdaS  WaZS 

Sr™?  “ » 

i^|,a64r2id^&Srt^.b^S,M  diStHCt’  Hick^avenue 

render^^Januaryd29,1Sl9320(re1N^UBer6266-l931)0^readsd•^n^S, 

yS-S- == 

p.oT  of  Zold  ehaPSSaeSf“nS?e  °o,  XJ"  W 

an^ssssrsiaS;tr“asary  *a* 

andZS  asC°fXZ  °f  b“rt  Poises 

“Cal.  No.  52-32-BZ. 

“Premises  southwest  corner  of  Woodside  avenue  and 
Queens.  aVe‘,Ue  (65,h  *m,)'  W°° dsid'.  Borough""'! 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

A  committee  of  the  board,  consisting  of  Temnorarv 
foyEriSnnMa0yll^  1932  Conimissi'«'Wrs  Holland  and  Guil- 

u np  appSn  Jhis  else'  mSPeCted  "le  premises 

i  *s  an  application  under  section  21  of  the 

building  zone  resolution  to  permit  in  a  business  district 
the^  erection  and  maintenance  of  a  gasoline  service  sta- 

“The  premises  in  question,  triangular  in  shane  have  o 
frontage  of  approximately  140  ft.  on  Woodside  avenue 
and  approximately  81  ft.  on  65th  street  and  are  now 

IoXlZdUR“Kd  a"d  h  ““  — pa^fTe 

Woodside  avenue  and  65th^ 

deep  cut,  the  elevation  of  the  base  of  rail  hV;,L  a 
proxlmately  15  ft.  below  the  grade  of  Woodside  avemte" 
ue  to  this  deep  cut  a  portion  on  the  southerly  side  of 
the  premises  under  appeal  slopes  from  the  grade  of 
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Woodside  avenue  to  the  grade  of  the  base  of  rail,  which 
slope  is  necessary  to  maintain  this  cut.  Consequently, 
only  a  small  triangular  portion  of  the  premises  under 
appeal,  namely,  about  40  ft.  on  Woodside  avenue  and  40 
ft.  on  65th  street,  is  on  the  same  grade  as  Woodside 
avenue  or  65th  street.  It  would  be  impossible  to  use  the 
remainder  of  these  premises  without  building  a  retaining 
wall  from  the  northerly  abutment  of  the  bridge  on  65th 
street  to  the  northerly  abutment  of  the  bridge  on  Wood- 
side  avenue,  along  the  southerly  leg  of  this  triangular 
plot,  to  permit  necessary  fill  being  placed  to  bring  this 
portion  to  grade  of  Woodside  avenue. 

“Parallel  with  the  railroad  there  is  now  erected  a 
very  substantial  wooden  picket  fence  at  the  top  of  the 
slope  hereinbefore  mentioned. 

“Woodside  avenue,  between  64th  street  and  65th  place, 
is  zoned  as  business,  and  other  than  the  site  under 
appeal,  where  developed,  is  developed  with  attractive 
private  dwellings  and  an  apartment  house. 

“The  intersecting  streets  ( 64th  street,  65th  street  and 
65th  place)  are  all  seemingly  deveolped  with  attractive 
private  dwellings  and  all  occupied. 

“There  are  no  non-conforming  uses  of  any  nature 
or  description  on  Woodside  avenue  or  the  intersecting 
streets  between  63rd  street  and  65th  place. 

“The  establishment  of  a  gasoline  service  station  on  the 
premises  under  appeal,  as  desired,  would  undoubtedly 
greatly  affect  the  properties  on  the  other  three  corners 
and  the  property  directly  opposite  the  premises  in  ques¬ 
tion  and  on  the  north  side  of  Woodside  avenue,  which 
properties  at  the  present  time  are  developed  with  four 
two-family  dwellings. 

“There  have  been  filed  in  this  appeal  thirty-five 
objections  and  no  consents. 

“The  committee  is  of  the  opinion  that,  due  to  the 
substantial  and  extensive  conforming  development,  with 
no  non-conforming  uses  of  the  properties  immediately 
affected  by  this  application,  thirty-five  of  which  were 
in  objection  and  none  in  consent,  the  application  is  not 
substantiated  under  section  21  of  the  building  zone  reso¬ 
lution.  and  recommends  the  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection 
was  made  and  report  of  same  read  and  adopted  at  this 
hearing,  and  made  part  of  this  resolution ;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21— hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


64-32-BZ. 

APPLICANT — Emil  Guterman,  for  Anna  Weiss,  owner. 

SUBJECT — •Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 3917-3921  White  Plains  road, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(64-32-BZ) 


Whereas,  Emil  Guterman,  for  Anna  Weiss,  owner,  filed, 
February  9,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  3917- 
3921  White  Plains  road.  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  May  13,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  White  Plains  road  is  in  a  business 
district  and  East  223rd  street  and  East  222nd  street  are  in 
a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  2,  1932  (App.  S.  A.  92-32),  reads: 

“1.  Proposed  occupancy  of  premises  in  a  business 
district  as  gasoline  service  station  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  “L” 
shaped,  having  a  frontage  of  57.15  ft.  on  White  Plains  road, 
105  ft.  on  East  223rd  street  and  a  distance  of  114.3  ft.  along 
the  west  lot  line ;  on  the  south  part  of  the  plot  there  is 
located  a  two-story  frame  store  and  dwelling ;  on  the  north¬ 
west  part  of  the  plot  there  is  a  one-story  brick  garage  for 
four  cars ;  on  the  northeast  part  of  the  plot  there  is  located 
a  one-story  frame  garage  which  is  to  be  demolished ;  on 
the  site  of  this  garage  it  is  proposed  to  erect  a  gasoline 
service  station  having  a  frontage  of  30  ft.  on  White  Plains 
road  and  45  ft.  6  in.  on  East  223rd  street ;  and 
Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  64-32-BZ. 

“Premises  3917-3921  White  Plains  road,  The  Bronx. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  the  board,  consisting  of  Temporary 
Chairman  Connell  and  Commissioners  Holland  and  Guil- 
foyle,  on  May  11,  1932,  visited  and  inspected  the  prem¬ 
ises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station.  The 
premises  in  question  have  a  frontage  of  approximately 
57  ft.  on  White  Plains  road  and  105  ft.  on  East  223rd 
street,  ‘L’-shaped,  with  a  depth  of  approximately  114  ft. 
on  the  westerly  lot  line.  This  depth  of  approximately 
114  ft.  applies  to  a  lot  of  25  ft.  frontage  on  East  223rd 
street,  which  25  ft.  is  a  portion  of  the  105  ft.  heretofore 
mentioned. 

“At  the  present  time  the  premises  are  developed  in 
the  following  manner :  On  the  East  223rd  street  frontage 
there  is  an  ‘L’-shaped  garage,  54  ft.  on  the  building  line 
of  East  223rd  street  about  19  ft.  frontage  of  which 
lies  on  the  25  ft.  lot  and  the  balance  on  the  remainder 
of  the  premises.  This  garage  was  erected  about  two 
years  ago  as  a  four-car  garage,  plans  having  been  filed 
as  such  with  the  superintendent  of  buildings  and  permit 
issued. 

“Adjoining  the  garage  to  the  east,  facing  on  East 
223rd  street,  are  two  grease  pits.  The  condition  of 
these  grease  pits  indicate,  however,  that  they  have 
never  as  yet  been  used. 

“Adjoining  the  grease  pits  and  at  the  intersection  of 
White  Plains  road  and  East  223rd  street  is  a  one-story 
frame  structure  used  as  a  garage  for  three  cars,  action 
of  this  board  having  been  taken  on  this  building  under 
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Cal.  No.  165-22-A  to  permit  the  use  of  a  frame  building 
for  the  storage  of  three  cars. 

“Adjoining  the  frame  garage  to  the  south,  facing  on 
White  Plains  road,  is  a  two-story  frame  building  used 
for  business  purposes  on  the  ground  floor  and  as  a 
dwelling  above.  The  applicant  seeks  to  demolish  the 
frame  building  now  used  as  a  garage  and  establish  in  its 
stead  a  gasoline  service  station. 

“It  might  be  well  to  note  at  this  time  that  when 
the  plans  were  filed  for  the  four-car  garage  notation 
was  made  on  those  plans  that  the  one-story  frame 
structure  then  used  as  a  three-car  garage  would  be  dis¬ 
continued  as  a  garage.  At  the  time  of  the  inspection 
there  were  five  cars  in  the  four-car  garage  building, 
one  of  which  was  a  truck,  and  according  to  the  owner 
was  there  in  dead  storage,  not  having  any  gasoline  in 
its  tank. 

“The  frame  garage  building  held  two  cars,  one  of 
which  was  probably  in  dead  storage,  but  the  committee 
was  informed  by  tbe  owner  that  two  cars  are  generally 
stored  in  this  building. 

“The  four-car  garage  building  has  three  large  vehicu¬ 
lar  driveway  entrances  on  East  223rd  street,  and  from 
the  size  of  this  building  it  evidently  could  accommodate 
seven  or  eight  cars. 

“Opposite  the  premises  under  appeal  on  White  Plains 
road,  between  East  223rd  street  and  East  222nd  street, 
the  entire  block  frontage  is  developed  with  two-story 
buildings,  the  first  story  being  developed  as  stores,  fif¬ 
teen  in  number,  all  of  which  are  occupied. 

“Adjacent  to  the  premises  in  question  on  White  Plains 
road,  extending  to  222nd  street,  the  property  is  vacant, 
the  corner  lot  having  formerly  been  used  as  a  miniature 
golf  course. 

“Both  sides  of  White  Plains  road,  between  East  223rd 
street  and  East  224th  street  and  between  East  221st 
street  and  East  222nd  street,  are  fully  developed  with 
one,  two  and  three-story  buildings  with  business  use 
on  the  ground  floor  and  dwellings  above,  apparently  all 
occupied. 

“In  the  intersecting  street,  East  223rd  street,  east  and 
west  of  White  Plains  road,  in  the  residence  use  dis¬ 
trict,  the  properties  are  all  developed  with  attractive 
private  dwellings. 

“Along  White  Plains  road,  running  north  and  south, 
there  is  an  elevated  railroad  structure. 

“The  portion  of  this  property  which  it  is  proposed  to 
develop  as  a  gasoline  station  is  very  small  in  area  and 
is  located  at  the  intersection  of  East  223rd  street  and 
White  Plains  road  and  would,  therefore,  create  rather 
a  hazardous  condition  caused  by  cars  entering  and 
leaving  the  gasoline  station  in  the  intersection  of  these 
two  streets. 

“There  have  been  filed  with  this  appeal  six  objections 
and  no  consents. 

“There  are  no  non-conforming  uses  either  on  White 
Plains  road  or  the  intersecting  streets  between  East 
221st  street  and  East  225th  street. 

‘Due  to  the  extensive  conforming  development  of  the 
properties  affected  by  this  appeal  and  no  non-conform¬ 
ing  uses,  the  committee  is  of  the  opinion  the  application 
is  not  substantiated  under  section  21 — hardship — of  the 
building  zone  resolution  and  recommends  the  denial  of 
the  application. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 

,  “JOHN  GUILFOYLE.” 

md 

Whereas,  this  application  was  the  subject  of  an  inspection 
>y  a  committee  of  the  board,  which  inspection  was  made 
md  report  of  same  read  and  adopted  at  this  hearing,  also 
nade  part  of  this  resolution ;  and 


\\  hereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21 — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


61-32-BZ. 

APPLICANT — Raphael  Blank,  for  Tolstoi  Realty  Corp., 
owner. 

SUB  J  EiC-T — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 64-70  Neptune  avenue,  south¬ 
west  corner  of  Hoff  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Raphael  Blank. 

For  Opposition:  Frank  A.  Vellanti. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(61-32-BZ) 


Whereas,  Raphael  Blank,  for  Tolstoi  Realty  Corp.,  owner, 
filed,  February  8,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises  64- 
70  Neptune  avenue,  southwest  corner  of  Hoff  street;  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  May  13,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Neptune  avenue  is  in  a  business 
district;  Hoff  street,  Arnold  court  and  Homecrest  avenue 
are  in  a  residence  district,  and  East  14th  street  is  in  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  20,  1932  (App.  No.  585-1932),  reads: 

“Application  denied  contrary  to  Art.  2,  Sect.  4  of 
the.  Zone  resolutions,  proposed  gasoline  station  in  a 
business  district.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  64  ft.  on  Neptune  avenue,  94  ft.  10  in.  on 
Hoff  street  and  a  distance  of  100  ft.  along  the  south  lot 
line,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
20  ft.  by  20  ft.  in  area,  grease  pits  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  which  was  read  at  this  hearing  and  adopted, 
and  which  report  recommends  the  granting  of  this  application 
under  section  21  of  the  building  zone  resolution,  and  which 
report  is  incorporated  herein,  reading : 

“Cal.  No.  61-32-BZ. 

“Premises  64-70  Neptune  avenue,  southwest  corner  of 
Hoff  street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  the  board,  consisting  of  Temporarv 
Chairman  Connell  and  Commissioners  Holland  and  Guif- 
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foyle,  on  May  11,  1932,  visited  and  inspected  the  prem¬ 
ises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  build¬ 
ing  zone  resolution  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  64  ft. 
on  Neptune  avenue  and  a  depth  of  about  95  ft.  on  Hoff 
street  and  a  depth  of  approximately  39  ft.  on  the  west¬ 
erly  lot  line,  being  very  irregular  in  shape,  and  at  the 
present  time  are  vacant  and  unimproved. 

“Immediately  adjoining  the  premises  to  the  south  and 
facing  on  Hoff  street  is  a  large  one-story  garage,  which 
garage  backs  up  to  the  right-of-way  of  the  Brighton 
Beach  line  of  the  B.  M.  T.  Railroad.  Adjoining  the 
railroad  right-of-way  to  the  west  and  facing  Neptune 
avenue  and  extending  to  the  next  intersecting  street, 
Arnold  court,  is  another  large  public  garage. 

“The  Brighton  Beach  line,  abutting  the  premises  under 
appeal  on  the  west,  crosses  Neptune  avenue  at  this  point 
at  an  angle  of  45  degrees  and  is  an  elevated  structure,  the 
grade  of  which  is  approximately  15  ft.  above  the  grade 
of  Neptune  avenue.  Due  to  the  grade  and  direction  of 
the  railroad,  the  premises  under  appeal  abut  the  railroad 
to  the  west  and  face  the  railroad  to  the  north,  looking 
across  Neptune  avenue.  This  railroad,  therefore,  prac¬ 
tically  cuts  off  the  premises  under  appeal  from  any  of 
the  properties  lying  westward  either  on  Neptune  avenue 
or  Guider  avenue. 

“Eastward  from  the  premises  under  appeal,  facing 
Neptune  avenue  and  to  the  next  intersecting  street, 
•Shore  boulevard,  on  the  south  side  of  Neptune  avenue, 
the  premises  are  mostly  vacant,  partly  used  as  a  lumber 
yard.  The  balance  of  the  block  frontage  on  the  north 
side  of  Neptune  avenue  and  extending  from  the  railroad 
to  East  13th  street,  the  premises  are  vacant.  Between 
East  13th  and  East  14th  streets,  which  latter  street  is 
a  continuation  of  Shore  boulevard,  on  the  north  side  of 
Neptune  avenue  the  properties  are  vacant  with  the  ex¬ 
ception  of  a  large  gasoline  service  station  and  garage 
at  the  intersection  of  the  northwest  corner  of  East 
14th  street  and  Neptune  avenue. 

“There  have  been  filed  with  this  application  three  ob¬ 
jections  and  no  consents.  The  three  objections  are 
made  up  as  follows :  First,  the  garage  immediately  to 
the  south  of  the  premises  under  appeal ;  second,  the 
gasoline  station  and  garage  at  the  intersection  of  East 
14th  street  and  Neptune  avenue,  and  third,  two  lots  lo¬ 
cated  on  Neptune  avenue,  west  of  Guider  avenue,  this 
latter  property  being  west  of  the  railroad. 

“The  committee  is  of  the  opinion  the  establishment  of 
a  gasoline  station  on  the  premises  under  appeal  would 
in  no  way  affect  properties  west  of  the  railroad  right- 


of-way.  Due,  therefore,  to  the  surrounding  conditions 
which  would  undoubtedly  prevent  the  development  of  the 
property  under  appeal  for  a  conforming  business  use 
and  give  a  reasonable  return  on  the  investment,  the 
committee  feels  that  the  application  is  fully  substantiated 
under  section  21 — hardship — of  the  building  zone  resolu¬ 
tion  and  recommends  the  granting  of  this  appeal  with 
such  safeguards  as  would  protect  adjoining  and  abutting 
property  owners. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HODLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  board  of  standards  and  appeals  doe^ 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
all  pumps  shall  be  set  back  not  less  than  10  ft.  from  the 
building  line  on  both  Neptune  avenue  and  Hoff  street;  that 
there  shall  be  erected  along  the  building  line  of  Neptune 
avenue  and  Hoff  street  a  concrete  curbing  not  less  than  12 
in.  high  and  12  in.  wide,  with  but  one  opening  on  Neptune 
avenue  and  one  opening  on  Hoff  street,  each  not  more  than 
12  ft.  wide,  with  curb  cuts  in  front  thereof  not  more  than 
14  ft.  wide;  there  shall  be  erected  on  the  rear  property  line, 
running  through  from  Hoff  street  to  the  railroad  right-of- 
way  and  on  the  property  line  along  the  railroad  right-of- 
way  to  Neptune  avenue,  a  masonry  wall  not  less  than  10 
ft.  high,  faced  on  the  inside  with  light  enameled  brick  or 
tile  of  panel  design;  the  wall  on  the  property  line  along  the 
right-of-way  may  be  sloped  back  or  racked  back  from  the 
building  line  on  Neptune  avenue  at  an  angle  of  not  more 
than  45  degrees ;  all  advertising  signs  shall  be  confined  to 
the  illuminated  globes  of  the  pumps  or  the  facade  of  the 
buildings  erected  on  the  premises ;  any  buildings  for  ac¬ 
cessory  uses  erected  on  the  premises,  such  as  for  offices, 
grease  racks,  etc.,  shall  be  of  masonry  construction,  not 
more  than  one  story  in  height,  located  on  the  rear  portion 
of  the  premises,  faced  on  the  outside  with  light-colored 
enameled  brick  or  tile  of  panel  design,  the  same  design  as 
the  walls  erected  on  the  lot  line ;  the  roofs  of  these 
buildings  shall  be  of  variegated  slate  or  Spanish  tile,  the 
front  wall  of  the  enclosure  of  the  grease  racks  shall  have 
open  arch  driveways ;  there  shall  be  no  portable  gasoline 
tanks  operated  or  maintained  on  the  premises  or  from  the 
premises ;  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  thereby  completed  within  one 
year  from  the  date  of  this  action. 


Adjourned  12  o’clock  noon. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  MAY  13,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
402-31-A. 

APPELLANT — McCooey  &  Conroy,  for  Greater  Industrial 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 160-170  Jay  street,  Brooklyn. 


APPEARANCES- 

For  Appellant :  R.  S.  Hardy. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


175-32- A. 

APPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 
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SUBJECT  Appeal  from  orders  of  the  fire  commissioner. 
PREMISE’S  AFFECTED — Pier  No.  46,  foot  of  Van  Brunt 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  .Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ....!!  0 

Absent  .  g 

['HE  RESOLUTION— 

(175-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
)ock  Co.,  owner,  filed,  April  2,  1932,  an  appeal  from  orders 
f  the  fire  commissioner,  affecting  premises  Pier  No.  46, 
Dot  of  Van  Brunt  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
larch  30,  1932  (Order  No.  93830-F),  reads: 

T  Provide  a  separate  and  distinct  dry  system  of 
automatic  sprinklers  throughout  pier  having  at  least  one 
source  of  water  supply,  or  other  approved  fire  extinguish¬ 
ing  system  arranged  and  equipped  as  provided  in  rules 
for  fire  extinguishing  appliances  adopted  by  the  Board 
of  Standards  and  Appeals  November  9,  1927.”; 
id 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
larch  14,  1932,  read : 

“Order  No.  93381-LF: 

“1\  Provide  designating  signs  through  centre  aisle 
showing  location  of  fire  alarm  boxes  and  fire  appliances. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 

id 

“Order  No.  93382-F: 

1.  Provide  an  approved  standpipe  system  as  per 
the  rules  of  Board  of  Standards  and  Appeals.  Secs. 
580-581,  Ch.  5,  Code  of  Ordinances.” ; 

id 

Whereas,  the  premises  consist  of  Pier  No.  46,  of  frame 
nstruction,  one  story  in  height,  70  ft.  1  in.  by  490  ft.  3  in. 
area;  OCCUPIED  for  the  temporary  storage  of  general 
n-chandise  in  transit,  175  persons;  and 
Whereas,  the  appellant  claims  the  pier  is  of  mill  con- 
•uction,  erected  in  1905;  equipped  with  fire  alarm  boxes 
nnected  with  headquarters ;  provided  with  watchmen’s  ser- 
.e  night  and  day ;  water  tanks  distributed  throughout . 
?re  are  seven  city  hydrants  with  500  ft.  of  the  pier;  to 
nply  with  the  orders  would  cause  a  heavy  expense  and 
effect  be  confiscatory;  while  the  jurisdiction  of  the  fire 
nmissioner  is  questionable,  the  appellant,  however,  pro¬ 
ves  to  install  a  2T2-inch  standpipe  system  in  accordance 
th  section  581  of  the  building  code,  each  outlet  to  be 
upped  with  two  valves,  one  for  water  supply,  the  other 
fire-fighting  purposes,  the  entire  line  to  be  protected 
unst  freezing  and  arranged  as  shown  on  plans  filed  with 
5  appeal. 

?esolved:  that  the  order  of  the  fire  commissioner  be  and 
nereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
as  to  Order  No.  93830-F,  which  order  requires  a 
inkier  system,  on  condition  that  the  pier  shall  not  be 
-eased  in  area  nor  shall  the  one-story  building  erected 
■eon  be  increased  in  height  or  area;  that  the  building 
pier  shall.be  used  for  the  storage  or  transfer  of  products 
merchandise  in  transit,  expressly  prohibiting  inflammable, 
Iosive  or  highly  combustible  material ;  that  any  additional 
-nghting  appliances  as  shall  be  directed  by  the  fire  com¬ 
moner  shall  be  installed;  that  a  supervisory  twenty-four- 
r-a-day  watchman’s  service  shall  be  maintained  with 
ct  central  office  fire  alarm  connection;  granted ,  further, 
condition  that  access  to  the  piers  and  the  general  layout 
he  piers  and  warehouses  as  shown  on  the  plans  sub- 
ed  with  this  appeal  be  maintained,  and,  also,  the  source 
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of  water  supply  for  standpipe  system  shall  be  maintained; 
that  the  standpipe  system  required  to  be  installed  shall  be  a 
wet  system,  covered  to  protect  the  entire  system  from  frost 
and  shall  be  acceptable  to  the  fire  department;  withdrawn 
as  to  Order  No.  93381-LF,  as  to  providing  signs ;  and  the 
order  of  the  fire  commissioner,  Order  No.  93382-F,  affirmed 

and  the  appeal  denied,  as  to  providing  an  approved  stand¬ 
pipe  system. 

187-32-A. 

APPELLANT— L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

nn  r  orders  °*  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  No.  32,  foot  of  Degraw 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOTE-  B0ARD—Appeal  wanted  on  condition. 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 

(187-32-A) 

Whereas,  L.  E  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  filed,  April  5,  1932.  an  appeal  from  orders 
ol  the  fire  commissioner,  affecting  premises  Pier  No  32 
foot  of  Degraw  street,  Borough  of  Brooklyn;  and 

hereas,  the  orders  of  the  fire  commissioner,  dated 

March  16,  1932,  read: 

“Order  No.  93415-F: 

1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals.  Ch.  5,  Code  of  Ordinances.” ; 
and 

“Order  No.  93414-LF: 

“1.  Provide  designating  signs  through  center  of  Pier 
showing  location  of  fire  alarm  boxes  and  appliances. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 
and 

o,WioqoE^  t!,e  °Mer  of  the  fire  commissioner,  dated  March 
26,  1932  (Order  No.  93701-F),  reads: 

1.  Install  an  approved  sprinkler  system  in  accordance 
vvith  the  rules  of  the  Board  of  Standards  and  Appeals, 
^ec.  ~0,  Ch.  12,  Code  of  Ordinances.”; 
and 

Whereas,  the  premises  consist  of  Pier  No.  32,  of  frame 
construction,  one  story  in  height,  70  ft.  4  in  bv  482  ft  in 
area;  OCCUPIED  for  the  temporary  storage" of  genera" 
merchandise  in  transit,  150  persons;  and 
Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1900;  equipped  with  a  2^-inch  ship 
supply  fine  with  cross  branches  and  outlets  at  sides  of  pier  • 
hre  alarm  boxes  connected  with  headquarters ;  provided 
with  watchmens  service  day  and  night;  two  fortv-gallon 
chemical  extinguishers  and  water  tanks  distributed  through¬ 
out .  there  are  seven  city  hydrants  within  500  ft.  of  "the 
piei  ;  to  comply  with  the  orders  would  cause  a  heavv  ex- 
pense  and  in  effect  be  confiscatory;  while  the  jurisdiction 
ot  the  fire  commissioner  is  questionable,  the  appellant,  how- 

eV-nr’  extend,the  existing  ship-water  supply  lines, 

with  100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line 
to  be  protected  against  freezing,  and  arranged  as  shown  on 
plans  filed  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  herebv  is 
granted,  as  to  Order  No.  93701-F.  which  order  requires  a 
sprinkler  system,  on  condition  that  the  pier  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  building  and  pier  shall 
be  used  for  the  storage  or  transfer  of  products  and  mer¬ 
chandise  in  transit,  expressly  prohibiting  inflammable,  explo- 
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sive  or  highly  combustible  material ;  that  any  additional  fire¬ 
fighting  appliances  as  shall  be  directed  by  the  fire  commis¬ 
sioner  shall  be  installed;  that  a  supervisory  twenty-four- 
hour-a-day  watchman’s  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection;  granted ,  further, 
on  condition  that  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  sub¬ 
mitted  with  this  appeal  be  maintained,  and,  also,  the  source 
of  water  supply  for  standpipe  system  shall  be  maintained ; 
that  the  standpipe  system  required  to  be  installed  shall  be 
a  wet  system,  covered  to  protect  the  entire  system  from 
frost,  and  shall  be  acceptable  to  the  fire  department;  with¬ 
drawn  as  to  Order  No.  93414-LF,  as  to  providing  signs; 
and  the  order  of  the  fire  commissioner,  Order  No.  93413-F, 
affirmed  and  the  appeal  denied,  as  to  providing  an  approved 
standpipe  system. 


APPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  No.  27,  foot  of  Baltic 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(170-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,'  filed,  March  31,  1932,  an  appeal  from 
orders  of  the  fire  commissioner,  affecting  premises  Pier  No. 
27,  foot  of  Baltic  street,  Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  11,  1932,  read: 

“Order  No.  93285-F: 

“1.  Provide  an  approved  standpipe  system  as  per 

the  rules  of  the  Board  of  Standards  and  Appeals.  Secs. 
580-581,  Ch.  3,  Code  of  Ordinances.” ; 

and 

“Order  No.  93286-LF: 

“1.  Provide  designating  signs  through  center  aisle 

showing  location  of  fire  alarm  boxes  and  fire  appliances. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
30,  1932  (Order  No.  93828-F),  reads: 

“1.  Provide  a  separate  and  distinct  dry  system  of 
automatic  sprinklers  throughout  pier  having  at  least 

one  source  of  water  supply,  or  other  approved  fire  ex¬ 
tinguishing  system  arranged  and  equipped  as  provided 
in  rules  for  fire  extinguishing  appliances  adopted  by  the 
Board  of  Standards  and  Appeals  November  9,  1927. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  27,  of  frame 
construction,  one  story  in  height,  75  ft.  2  in.  by  723  ft.  in 
area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  250  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1895;  equipped  with  a  2^-inch  ship 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier ; 
fire  alarm  boxes  connected  with  headquarters ;  provided  with 
watchmen’s  service  day  and  night ;  three  forty-gallon  chem¬ 
ical  extinguishers  and  water  tanks  distributed  throughout ; 
there  are  seven  city  hydrants  within  500  ft.  of  the  pier ; 
to  comply  with  the  order  would  cause  a  heavy  expense  and 
in  effect  be  confiscatory;  while  the  jurisdiction  of  the  fire 


commissioner  is  questionable,  the  appellant,  however,  pro¬ 
poses  to  extend  the  existing  ship-water  supply  lines,  with 
100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line  to  be 
protected  against  freezing,  and  arranged  as  shown  on  plans 
filed  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and' 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93828-F,  which  order  requires  a. 
sprinkler  system,  on  condition  that  the  pier  shall  not  be, 
increased  in  area  nor  shall  the  one-story  building  erected 
thereon  be  increased  in  height  or  area ;  that  the  building  and 
pier  shall  be  used  for  the  storage  or  transfer  of  products 
and  merchandise  in  transit,  expressly  prohibiting  inflammable,; 
explosive  or  highly  combustible  material ;  that  any  addi-i 
tional  fire-fighting  appliances  as  shall  be  directed  by  the 
fire  commissioner  shall  be  installed ;  that  a  supervisory 
twenty-four-hour-a-day  watchman’s  service  shall  be  main¬ 
tained  with  direct  central  office  fire  alarm  connection;. 
granted,  further,  on  condition  that  access  to  the  piers  and 
the  general  layout  of  the  piers  and  warehouses  as  shown 
on  the  pains  submitted  with  this  appeal  be  maintained,  and., 
also,  the  source  of  water  supply  for  standpipe  system  shall 
be  maintained  that  the  standpipe  system  required  to  be  in¬ 
stalled  shall  be  a  wet  system,  covered  to  protect  the  entire 
system  from  frost,  and  shall  be  acceptable  to  the  fire  de¬ 
partment;  withdrawn  as  to  Order  No.  93286-LF,  as  to  pro¬ 
viding  signs ;  and  the  order  of  the  fire  commissioner,  Ordei 
No.  93285-F,  affirmed  and  the  appeal  denied,  as  to  pro-, 
viding  an  approved  standpipe  system. 


157-32-A. 

APPELLANT- — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner 
PREMISES  AFFECTED — Pier  No.  22,  foot  of  Pacifn 

street,  Brooklvn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition.  : 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  i 

Negative  .  1 

Absent  .  1 

THE  RESOLUTION— 

(157-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  Yorl 
Dock  Co.,  owner,  filed,  March  29,  1932,  an  appeal  fron 
orders  of  the  fire  commissioner,  affecting  premises  Pier  Nc 
22,  foot  of  Pacific  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Marcl 
26,  1932  (Order  No.  93702-F),  reads: 

“Provide  a  separate  and  distinct  dry  system  of  auto 
matic  sprinklers  throughout  pier  having  at  least  on 
source  of  water  supply,  or  other  approved  fire  extin 
guishing  system  arranged  and  equipped  as  provided  ii 
rules  for  fire  extinguishing  appliances  adopted  by  th 
Board  of  Standards  and  Appeals  November  9,  1927.”; 

and 

Whereas,  the  orders  of  the  fire  commissioner,  datei 
March  9,  1932,  read : 

‘TJrder  No.  93159-F: 

“1.  Provide  an  approved  standpipe  system  as  per  rule 
of  the  Board  of  Standards  and  Appeals.  Sec.  580-1 
Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 

and 

“1.  Provide  designating  signs  through  center  aisl 
showing  location  of  fire  alarm  boxes  and  fire  appliances 
Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  22,  of  fram 
construction,  one  story  in  height,  120  ft.  9  in.  by  75  ft. 
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n.  by  968  ft.  8  in.  in  area;  OCCUPIED  for  the  temporary 
torage  of  general  merchandise  in  transit,  130  persons;  and 
Whereas,  the  appellant  claims  the  pier  is  of  mill  con- 
truction,  erected  in  1913;  equipped  with  a  2^-inch  ship 
apply  line  with  cross  branches  and  outlets  at  sides  of  pier; 
re  alarm  boxes  connected  with  headquarters ;  provided  with 
watchmen’s  service  day  and  night;  two  forty-gallon  chem- 
•al  extinguishers  and  water  tanks  distributed  throughout; 
lere  are  seventeen  city  hydrants  within  500  ft.  of  the  pier ; 
o  comply  with  the  orders  would  cause  a  heavy  expense  and 
i  effect  be  confiscatory;  while  the  jurisdiction  of  the  fire 
Commissioner  is  questionable,  the  appellant,  however,  pro- 
oses  to  extend  the  existing  ship-water  supply  line,  with 
00  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line  to  be 
rotected  against  freezing  and  arranged  as  shown  on  plans 
led  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
ranted,  as  to  Order  No.  93702-F,  which  order  requires  a 
minkler  system,  on  condition  that  the  pier  shall  not  be  in- 
-eased  in  area  nor  shall  the  one-story  building  erected 
lereon  be  increased  in  height  or  area;  that  the  building- 
id  pier  shall  be  used  for  the  storage  or  transfer  of  products 
id  merchandise  in  transit,  expressly  prohibiting  inflammable, 
cplosive  or  highly  combustible  material;  that  any  addi- 
3nal  fire-fighting  appliances  as  shall  be  directed  by  the  fire 
mimissioner  shall  be  installed;  that  a  supervisory  twenty- 
ur-hour-a-day  watchman’s  service  shall  be  maintained  with 
rect  central  office  fire  alarm  connection ;  granted,  further, 
i  condition  that  access  to  the  piers  and  the  general  layout 
the  piers  and  warehouses  as  shown  on  the  plans  sub- 
itted  with  this  appeal  be  maintained,  and,  also,  the  source 
water  supply  for  standpipe  system  shall  be  maintained; 
at  the  standpipe  system  required  to  be  installed  shall  be  a 
et  system,  covered  to  protect  the  entire  system  from 
ost,  and  shall  be  acceptable  to  the  fire  department;  with- 
awn  as  to  Order  No.  93160-F,  as  to  providing  signs;  and 
e  order  of  the  fire  commissioner,  Order  No.  93159-F, 
firmed  and  the  appeal  denied,  as  to  providing  an  approved 
indpipe  system. 


9-32-A. 

PPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

>  EJECT— Appeal  from  orders  of  the  fire  commissioner. 
DEMISES  AFFECTED — Pier  No.  34,  foot  of  Hamilton 
avenue,  Brooklyn. 

PPEARANCES — 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

^TION  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

IE  RESOLUTION— 


!  (159-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
-  ck  Co.,  owner,  filed,  March  29,  1932,  an  appeal  from 
lers  of  the  fire  commissioner,  affecting  premises  Pier  No. 
foot  of  Hamilton  avenue,  Borough  of  Brooklyn ;  and 
Vhereas,  the  orders  of  the  fire  commissioner,  dated 
'  rch  9,  1932,  read : 

“Order  No.  93171-F : 

“1.  Provide  an  approved  standpipe  system  as  per  the 
rules  of  the  Board  of  Standards  and  Appeals.  Sections 
580-581,  Code  of  Ordinances.” ; 

“Order  No.  93172-F : 

“1.  Provide  designating  signs  through  center  aisle 
Howing  location  of  fire  alarm  boxes  and  fire  appliances. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 

fl 


Whereas,  the  order  of  the  fire  commissioner,  dated  March 
~8,  1932  (Order  No.  93713-F),  reads: 

1.  Provide  a  separate  and  distinct  dry  system  of 
automatic  sprinklers  through  pier  having  at  least  one 
source  of  water  supply,  or  other  approved  fire  extin¬ 
guishing  system  arranged  and  equipped  as  provided  in 
rules  for  fire  extinguishing  appliances  adopted  by  the 

Board  of  Standards  and  Appeals  November  9  1927  ”  • 

and 

Whereas,  the  premises  consist  of  Pier  No.  34,  of  frame 
construction,  one  story  in  height,  67  ft.  9  in.  by  885  ft.  in 
area,  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  300  persons;  and 
Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1880;  equipped  with  a  2^-inch  ship 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier ; 
fire  alarin  boxes  connected  with  headquarters;  provided  with 
watchmen  s  service  day  and  night ;  three  forty-gallon  chem- 
ical  extinguishers  and  water  tanks  distributed  throughout , 
there  are  nine  city  hydrants  within  500  ft.  of  the  pier ;  to 
comply  with  the  orders  would  cause  a  heavy  expense  and 
in  effect  be  confiscatory;  while  the  jurisdiction  of  the  fire 
commissioner  is  questionable,  the  appellant,  however,  pro¬ 
poses  to  extend  the  existing  ship-water  supply  lines,  with 
100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line  to  be 
protected  against  freezing  and  arranged  as  shown  on  plans 
filed  with  this  appeal. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93713-F,  which  order  requires  a 
sprinkler  system,  on  condition  that  the  pier  shall  not  be 
increased  in  area  nor  shall  the  one-story  building  erected 
thereon  be  increased  in  height  or  area;  that  the  building 
and  pier  shall  be  used  for  the  storage  or  transfer  of  products 
and  merchandise  in  transit,  expressly  prohibiting  inflammable, 
explosive  or  highly  combustible  material ;  that  any  additional 
fire'fi§hting  appliances  as  shall  be  directed  by  the  fire  com¬ 
missioner  shall  be  installed ;  that  a  supervisory  twenty-four- 
hour-a-day  watchman  s  service  shall  be  maintained  with 
central  office  fire  alarm  connection ;  granted,  further,  on 
condition  that  access  to  the  piers  and  the  general  layout  of 
the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  be  maintained,  and,  also,  the  source  of 
water  supply  for  standpipe  system  shall  be  maintained;  that 
the  standpipe  system  required  to  be  installed  shall  be  a  wet 
system,  covered  to  protect  the  entire  system  from  frost,  and 
shall  be  acceptable  to  the  fire  department ;  withdrawn  as  to 
Order  No.  93172-F,  as  to  providing  signs;  and  the  order  of 
the  fire  commissioner.  Order  No.  93171-F,  affirmed  and  the 
appeal  denied,  as  to  providing  an  approved  standpipe  system. 


165-32-A. 

APPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  No.  29,  foot  of  Irving 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(165-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  filed,  March  30,  1932,  an  appeal  from 
orders  of  the  fire  commissioner,  affecting  premises  Pier  No. 
29,  foot  of  Irving  street,  Borough  of  Brooklyn;  and 
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Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  10,  1932,  read: 

“Order  No.  93191-F:  . 

“1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  btandards  ^and 
Appeals.  Secs.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 

and 

“Order  No.  93192-LF:  . 

“1.  Provide  designating  signs  through  center  aisle, 
showing  location  of  fire  alarm  boxes  and  fire  appliances. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 

"whereas,  the  order  of  the  fire  commissioner,  dated  March 
28,  1932  (Order  No.  93776-F),  reads: 

“1.  Provide  a  separate  and  distinct  dry  system  ot 
automatic  sprinklers  throughout  pier  having  at  least  one 
source  of  water  supply,  or  other  approved  fire  extin¬ 
guishing  system  arranged  and  equipped  as  provided  in 
rules  for  fire  extinguishing  appliances  adopted  by  the 
Board  of  Standards  and  Appeals  November  9,  1927.”; 

and  .  ,  „  .  , 

Whereas,  the  premises  consist  of  Pier  No.  29,  of  frame 
construction,  one  story  in  height,  80  ft.  by  678  ft.  2  in.  in 
area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  100  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  null  con¬ 
struction,  erected  in  1890 ;  equipped  with  a  2/4-inch  ship 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier . 
fire  alarm  boxes  connected  with  headquarters ;  provided  with 
watchmen’s  service  day  and  night ;  three  forty-gallon  chem¬ 
ical  extinguishers  and  water  tanks  distributed  throughout , 
there  are  ten  city  hydrants  within  500  ft.  of  the  pier ;  to 
comply  with  the  orders  would  cause  a  heavy  expense  and 
in  effect  be  confiscatory;  while  the  jurisdiction  of  the  fire 
commissioner  is  questionable,  the  appellant,  however,  pro¬ 
poses  to  extend  the  existing  ship-water  supply  lines,  with 
100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line  to  be 
protected  against  freezing  and  arranged  as  shown  on  plans 
filed  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No..  93776-F,  which  order  requires  a 
sprinkler  system,  on  condition  that  the  pier  shall  not  be  in¬ 
creased  in  area  nor  shall  the  one-story  building  erected 
thereon  be  increased  in  height  or  area ;  that  the  building 
and  pier  shall  be  used  for  the  storage  or  transfer  of  products 
and  merchandise  in  transit,  expressly  prohibiting  inflammable, 
explosive  or  highly  combustible  material ;  that  any  addi¬ 
tional  fire-fighting  appliances  as  shall  be  directed  by  the 
fire  commissioner  shall  be  installed ;  that  a  supervisory 
twenty-four-hour-a-day  watchman’s  service  shall  be  main¬ 
tained  with  direct  central  office  fire  alarm  connection; 
granted,  further,  on  condition  that  access  to  the  piers  and  the 
general  layout  of  the  piers  and  warehouses  as  shown  on  the 
plans  submitted  with  this  appeal  be  maintained,  and,  also, 
the  source  of  water  supply  for  standpipe  system  shall  be 
maintained;  that  the  standpipe  system  required  to  be  in¬ 
stalled  shall  be  a  wet  system,  covered  to  protect  the  entire 
system  from  frost,  and  shall  be  acceptable  to  the  fire  de¬ 
partment;  zvithdrazvn  as  to  Order  No.  93192-LF,  as  to  pro¬ 
viding  signs;  and  the  order  of  the  fire  commissioner,  Order 
No.  93191-F,  affirmed  and  the  appeal  denied,  as  to  providing 
an  approved  standpipe  system. 


166-32-A. 

APPELLANT— L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — Pier  No.  37,  foot  of  Ferris 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(166-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  Yor 
Dock  Co.,  owner,  filed,  March  30,  1932,  an  appeal  froi 
orders  of  the  fire  commissioner,  affecting  premises  Pier  N* 
37,  foot  of  Ferris  street,  Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  date 
March  10,  1932,  read : 

“Order  No.  93193-LF: 

“1.  Provide  designating  signs  through  center  aisl 
showing  location  of  fire  alarm  boxes  and  fire  appliance: 
Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

“'Order  No.  93194-F: 

“1.  Provide  an  approved  standpipe  system  in  accord 
ance  with  the  Rules  of  the  Board  of  Standards  an 
Appeals.  Secs.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Marc 
26,  1932  (Order  No.  93704-F),  reads: 

“1.  Provide  a  separate  and  distinct  dry  system  c 
automatic  sprinklers  throughout  pier  having  at  least  or 
source  of  water  supply,  or  other  approved  fire  extii 
guishing  system  arranged  and  equipped  as  provided  i 
rules  for  fire  extinguishing  appliances  adopted  by  tl 
Board  of  Standards  and  Appeals  November  9,  1927.” 

and 

Whereas,  the  premises  consist  of  Pier  No.  37,  of  fran 
construction,  one  story  in  height,  80  ft.  by  744  ft.  in  area 
OCCUPIED  for  the  temporary  storage  of  general  merchai 
dise  in  transit,  120  persons;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  cor 
struction,  erected  in  1903 ;  equipped  with  a  254-inch  shi 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier 
fire  alarm  boxes  connected  with  headquarters ;  provided  wit 
watchmen’s  service  day  and  night ;  three  forty-gallon  chen 
ical  extinguishers  and  water  tanks  distributed  throughout 
there  are  eleven  city  hydrants  within  500  ft.  of  the  pier 
to  comply  with  the  orders  would  cause  a  heavy  expen: 
and  in  effect  be  confiscatory;  while  the  jurisdiction  of  tl 
fire  commissioner  is  questionable,  the  appellant,  howeve 
proposes  to  extend  the  existing  ship-water  supply  line 
with  100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  lir 
to  be  protected  against  freezing  and  arranged  as  show 
on  plans  filed  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ar 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted,  as  to  Order  No.  93704-F,  which  order  requires 
sprinkler  system,  on  condition  that  the  pier  shall  not  1 
increased  in  area  nor  shall  the  one-story  building  erecte 
thereon  be  increased  in  height  or  area ;  that  the  buildin 
and  pier  shall  be  used  for  the  storage  or  transfer  of  produc 
and  merchandise  in  transit,  expressly  prohibiting  inflammabl 
explosive  or  highly  combustible  material ;  that  any  add 
tional  fire-fighting  appliances  as  shall  be  directed  by  tl 
fire  commissioner  shall  be  installed ;  that  a  supervisor 
twenty-four-hour-a-day  watchman’s  service  shall  be  mail 
tained  with  direct  central  office  fire  alarm  connection 
granted,  further,  on  condition  that  access  to  the  piers  an 
the  general  layout  of  the  piers  and  warehouses  as  shown  c 
the  plans  submitted  with  this  appeal  be  maintained,  and,  als 
the  source  of  water  supply  for  standpipe  system  shall  1 
maintained :  that  the  standpipe  system  required  to  be  ir 
stalled  shall  be  a  wet  system,  covered  to  protect  the  entii 
system  from  frost,  and  shall  be  acceptable  to  the  fire  dt 
partment :  withdrazvn  as  to  Order  No.  93193-LF,  as  t 
providing  signs,  and  the  order  of  the  fire  eommissione 
Order  No.  93194-F,  affirmed  and  the  appeal  denied,  as  t 
providing  an  approved  standpipe  system. 
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173-32-A. 

APPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — Pier  No.  24,  foot  of  Amity 
street,  Brooklyn. 

APPEARANCES — 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(173-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  filed,  April  2,  1932,  an  appeal  from  orders 
of  the  fire  commissioner,  affecting  premises  Pier  No.  24, 
foot  of  Amity  street,  Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  14,  1932,  read : 

“Order  No.  93401-F : 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.  Sections  580-581,  Art.  28,  Ch.  5,  Code  of 
Ordinances.” ; 

and 

“Order  No.  93402-F : 

“1.  Provide  designating  signs  through  center  aisle 
showing  location  of  fire  alarm  boxes  and  fire  appliances. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
4,  1932  (Order  No.  94708-F),  reads: 

“1.  Provide  a  separate  and  distinct  dry  system  of 
automatic  sprinklers  throughout  pier  having  at  least  one 
source  of  water  supply,  or  other  approved  fire  extin¬ 
guishing  system  arranged  and  equipped  as  provided  in 
rules  for  fire  extinguishing  appliances  adopted  by  the 
Board  of  Standards  and  Appeals  November  9,  1927. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 
and 

Whereas,  the  premises  consist  of  Pier  No.  24,  of  frame 
construction,  one  story  in  height,  55  ft.  by  74  ft.  1 1  in.  by 
612  ft.  in  area;  OCCUPIED  for  the  temporary  storage  of 
general  merchandise  in  transit,  125  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1896;  equipped  with  a  2 -inch  ship 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier; 
fire  alarm  boxes  connected  with  headquarters ;  provided  with 
watchmen’s  service  day  and  night ;  two  forty-gallon  chem¬ 
ical  extinguishers  and  water  tanks  distributed  throughout ; 
:here  are  thirteen  city  hydrants  within  500  ft.  of  the  pier ; 
:o  comply  with  the  orders  would  cause  a  heavy  expense 
ind  in  effect  be  confiscatory;  while  the  jurisdiction  of  the 
Ire  commissioner  is  questionable,  the  appellant,  however,  pro¬ 
poses  to  extend  the  existing  ship-water  supply  lines,  with 
100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line  to 
)e  protected  against  freezing,  and  arranged  as  shown  on 
dans  filed  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
7 ranted,  as  to  Order  No.  94708-F,  which  order  requires  a 
sprinkler  system,  on  condition  that  the  pier  shall  not  be 
ncreased  in  area  nor  shall  the  one-story  building  erected 
hereon  be  increased  in  height  or  area ;  that  the  building 
ind  pier  shall  be  used  for  the  storage  or  transfer  of  products 
ind  merchandise  in  transit,  expressly  prohibiting  inflammable, 
■xplosive  or  highly  combustible  material ;  that  any  addi- 
ional  fire-fighting  appliances  as'shall  be  directed  by  the  fire 
-'ommissioner  shall  be  installed ;  that  a  supervisory  twenty- 


four-hour-a-day  watchman’s  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection;  granted,  further, 
on  condition  that  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  be  maintained,  and,  also,  the  source  of  water 
supply  for  standpipe  system  shall  be  maintained ;  that  the 
standpipe  system  required  to  be  installed  shall  be  a  wet 
system,  covered  to  protect  the  entire  system  from  frost,  and 
shall  be  acceptable  to  the  fire  department ;  withdrawn  as  to 
Order  No.  93402-F,  as  to  providing  signs ;  and  the  order  of 
the  fire  commissioner,  Order  No.  93401-F,  affirmed  and  the 
appeal  denied,  as  to  providing  an  approved  standpipe  system. 


174-32- A. 

APPELLANT — L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  No.  35,  Atlantic  Basin, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(174-32-A) 

Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  filed,  April  2,  1932,  an  appeal  from  orders 
of  the  fire  commissioner,  affecting  premises  Pier  No.  35, 
Atlantic  Basin,  Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  14,  1932,  read: 

“Order  No.  93403-F: 

“l.  Provide  an  approved  standpipe  system  as  per  the 
rules  of  the  Board  of  Standards  and  Appeals.  Sec. 
580-581,  Ch.  5,  Code  of  Ordinances.”; 
and 

“Order  No.  93404-LF: 

“1.  Provide  designating  signs  through  center  aisle 
of  pier,  showing  location  of  fire  alarm  boxes  and  fire 
appliances.  Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
28,  1932  (Order  No.  93712-F),  reads: 

“l.  Provide  a  separate  and  distinct  dry  system  of 
automatic  sprinklers  throughout  pier  having  at  least  one 
source  of  water  supply,  or  other  approved  fire  extin¬ 
guishing  system  arranged  and  equipped  as  provided  in 
rules  for  fire  extinguishing  appliances  adopted  by  the 
Board  of  Standards  and  Appeals.” ; 
and 

Whereas,  the  premises  consist  of  Pier  No.  35,  of  frame 
construction,  one  story  in  height,  78  ft.  by  798  ft.  in  area; 
OCCUPIED  for  the  temporary  storage  of  general  merchan¬ 
dise  in  transit,  500  persons;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1880;  equipped  with  a  2j4-inch  ship 
supply  line  with  cross  branches  and  outlets  at  sides  of  pier; 
fire  alarm  boxes  connected  with  headquarters ;  provided  with 
watchmen’s  service  day  and  night;  two  forty-gallon  chem¬ 
ical  extinguishers,  and  water  tanks  distributed  throughout ; 
there  are  nine  city  hydrants  within  500  ft.  of  the  pier  '; 
to  comply  with  the  orders  would  cause  a  heavy  expense  and 
in  effect  be  confiscatory;  while  the  jurisdiction  of  the  fire 
commissioner  is  questionable,  the  appellant,  however,  pro¬ 
poses  to  extend  the  existing  ship-water  supply  lines,  with 
100  ft.  of  hose  and  rack  at  each  outlet,  the  entire  line  to  be 


639 


MINUTES 


protected  against  freezing  and  arranged  as  shown  on  plans 
filed  with  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93712-F,  which  order  requires  a 
sprinkler  system,  on  condition  that  the  pier  shall  not  be  in¬ 
creased  in  area  nor  shall  the  one-story  building  erected 
thereon  be  increased  in  height  or  area;  that  the  building 
and  pier  shall  be  used  for  the  storage  or  transfer  of  products 
and  merchandise  in  transit,  expressly  prohibiting  inflammable, 
explosive  or  highly  combustible  material ;  that  any  additional 
fire-fighting  appliances  as  shall  be  directed  by  the  fire  com¬ 
missioner  shall  be  installed;  that  a  supervisory  twenty-four- 
hour-a-day  watchman’s  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection;  granted,  further, 
on  condition  that  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  be  maintained,  and,  also,  the  source  of 
water  supply  for  standpipe  system  shall  be  maintained; 
that  the  standpipe  system  required  to  be  installed  shall  be 
a  wet  system,  covered  to  protect  the  entire  system  from 
frost,  and  shall  be  acceptable  to  the  fire  department;  with¬ 
drawn  as  to  Order  No.  93404-LF,  as  to  providing  signs;  and 
the  order  of  the  fire  commissioner,  Order  No.  93403-F, 


affirmed  and  the  appeal  denied,  as  to  providing  an  approved 
standpipe  system. 


RULES. 

240-19-SR. 

SUBJECT- — Method  of  obtaining  approval  of  contact  and 
other  elevator  operating  devices. 
APPEARANCES— 

Bassett  Jones,  Mr.  Purson,  O.  P.  Cummings,  J.  G. 
Foley  and  Inspector  Patrick  Foley  of  bureau  of 
buildings. 

ACTION  OF  BOARD — Informal  discussion  as  to  method  of 
obtaining  approval  of  contact  and  other  elevator 
operating  devices.  Board  stated  that  action  would 
be  taken  on  devices  as  accasion  arose,  permitting 
temporary  installation  pending  approval  by  standard 
testing  laboratories.  This  action  to  be  taken  on  a 
specific  case  to  act  as  a  general  application  to  all 
similar  installations,  subject  to  inspection  and  test 
by  bureau  of  buildings. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  17,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  May  0,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  May  6,  1932; 
the  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  May  10,  1932;  the  minutes  of  the  regular 
meeting  of  the  board  held  on  Tuesday  afternoon,  May  10, 
1932,  at  2  p.  m.,  and  the  minutes  of  the  special  meeting 
of  the  board  held  on  Tuesday  afternoon,  May  10,  1932,  at 
4  p.  m.,  were  approved  as  printed  in  Bulletin  No.  20,  Vol. 
XVII. 


BUILDING  ZONE  CASES. 

99-32-BZ. 

APPLICANT — Wingate  &  Cullen,  for  Jacob  Morgenthaler 
Sons,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles,  an  existing  gasoline  service 
station  and  existing  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 164-178  Fourth  avenue,  south¬ 
west  corner  of  Douglass  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Miles  F.  McDonald. 

For  Opposition:  Matthew  Levinson. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1932,  at  10 
a.  m.,  on  request  of  representative  for  attorney  for 
objectors.  Final  disposition. 


113-32-BZ. 

APPLICANT — John  B.  Dondero,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  gasoline 
service  station. 


PREMISES  AFFECTED — 8708-8712  18th  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Millard  E.  Theodore. 

For  Opposition :  Mrs.  Aibeloff,  Peter  Uddo,  Vito 
Scineca,  Nicholas  Grande  and  J.  Rubino. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


139-32-BZ. 

APPLICANT — Aftimios  Ofiesh,  for  Syrian  Holy  Orthodox 
Greek  Catholic  Mission  in  North  America,  Inc., 
owner. 

SUBJECT — 'Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 349-351  State  street,  Brooklyn. 


APPEARANCES— 

For  Applicant :  B.  R.  Burden. 

For  Opposition:  Charles  H.  McCarty. 

ACTION  OF  BOARD — 'Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(139-32-BZ) 


Whereas,  Oftimios  Ofiesh,  for  Syrian  Holy  Orthodox 
Greek  Catholic  Mission  in  North  America,  Inc.,  owner,  filed. 
March  23,  1932,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  349-351  State 
street,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  17,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  State  street,  Schermerhorn  street 
and  Bond  street  are  in  business  districts ;  and 
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Whbrsas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  11,  1931,  reads : 

\  ou  will  please  take  notice  that  there  exists  a  viola- 
tion  of  the  Building  Code  at  the  premises  hereinafter 
described,  in  that  described  premises  are  being  used  as  a 
gasoline  service  station  without  the  approval  of  this 
bureau  in  violation  of  art.  2,  sect.  4,  subdivision  46,  of 
the  building  zone  resolution. 

You  are  required  to  discontinue  using  premises  as 
a  gasoline  service  station. 

The  building  and  premises  are  situated  on  the  north 
side  of  State  St.,  140'  W.  of  Bond  St.  known  as  Number 
349/51  State  St.  and  occupied  or  intended  to  be  occupied 
as  a  parking  space  for  autos  and  gas  station. 

STAMPED — T.  P.  Flanagan,  Supt.  of 
Buildings  for  the  Borough  of  Brooklyn.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
3  frontage  of  72  ft.  and  a  depth  of  105  ft. ;  occupied  for 
open  air  parking  space  and,  also,  as  a  gasoline  service  sta¬ 
tion  ;  it  is  proposed  to  continue  this  occupancy ;  and 
Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

.  Reived,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


119-32-BZ. 

APPLICANT — Irving  L.  Michael,  lessee,  for  Burton  H. 
Michael,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 3461  Fort  Hamilton  parkway, 

APPE  ARANCES  2°°  ^  WCSt  °f  Chester  avenue’  Brooklyn.’ 

For  Applicant:  Anthony  A.  Marcell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
IHh,  VOTE — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  g 

THE  RESOLUTION— 

(119-32-BZ) 

Whereas,  Irving  L.  Michael,  lessee,  for  Burton  H. 

Michael,  owner,  filed,  March  7,  1932,  an  application,  under 

the  building  zone  resolution,  to  permit  in  a  business  district 
the  change  of  occupancy  of  a  building  to  a  motor  vehicle 
repair  shop ,  premises  3461  Fort  Hamilton  parkway,  south 

and’  200  ft’  WCSt  °f  Chester  avenue’  Borough  of  Brooklyn; 

Whereas,  a  public  hearing  was  held  on  this  application 
3y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ng,  March  17,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
:one  resolution  show  that  Fort  Hamilton  parkway,  north 
ude.  w  in  a  residence  district ;  Fort  Hamilton  parkway, 
outh  side,  is  in  a  business  district;  Minna  street  is  in  a 
esidence  district,  and  36th  street  is  in  an  unrestricted  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  March  3,  1932  (re  Applic.  No.  416-1932),  reads;’ 
“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  4A,  subdivision  29.  The  establishment’  of  a 
Motor  Vehicle  Repair  Shop  in  a  business  district,  in 
addition  those  permitted  under  certificate  of  occupancy 
No.  2076  November  19th,  1929.”; 
nd 


Whereas,  the  existing  building  is  of  cement  block  con- 
struction,  one  story  in  height,  with  a  frontage  of  25  ft.  and 

a  depth  of  100  ft. ;  to  be  occupied  as  a  motor  vehicle  repair 
shop ;  and  ^ 

Whereas,  the  board  several  months  ago  made  an  inspec¬ 
ts0  on  this  block  in  connection  with  an  application  filed 
a necting  another  piece  of  property  on  this  same  block,  which 
application  was  granted  by  the  board,  and  at  the  time  of 
inspection  the  committee  found  the  block  between  36th  street 
and  Chester  avenue  very  much  depressed  and  practically 
given  over  to  non-conforming  uses;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved  that  the  board  of  standards  and  appeals  does 
lereby  ma&c  a  variation  in  the  application  of  the  use  district 
i  emulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  the  use  of 
t  le  present  one-story  building  now  on  the  premises  for  motor 
vehicle  repair  work,  on  condition  that  the  rear  and  gable 
walls  shall  be  unpierced  throughout  their  entire  height  and 
length;  that  any  machinery  used  on  the  premises  in  connec¬ 
tion  with  the  motor  vehicle  repair  work  granted  under  this 
permit  shall  be  confined  to  machinery  driven  by  electric 
motors  of  not  more  than  one-half  horsepower;  that  no  open 
forges  or  anvils  shall  be  permitted  on  the  premises;  that 

\nyi,W^k,COnduJCted  0n  the  Premises  for  motor  vehicle  repairs 
shall  be  limited  to  week  days  only  between  the  hours  of 
6  a.  m.  and  8  p.  m.,  prohibiting  any  Sunday  work  of  any 
nature  or  description,  and  further,  on  condition  that  all  regu¬ 
lations  of  the  fire  department  and  the  building  code  shall  be 
complied  with,  and  that  all  permits  shall  be  obtained  within 
three  months  and  any  work  shall  be  completed  within  six 
months  from  the  date  of  this  action. 


78-32-BZ. 

APPLICANT— Edward  P.  Doyle,  for  The  More  Gage 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buddings),  under  sections  7b,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  maintenance  of  a  building  used  for  busi¬ 
ness  purposes. 

PREMISES  AFFECTED— 106  West  81st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition:  John  Doming,  Henry  V.  A.  Par- 
,  sed  and  Norman  M.  McNamara. 

THE1  VOTO— B0ARD—AppliCati°n  granted  011  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  () 

Absent  . 0 

THE  RESOLUTION— 

(78-32-BZ) 

Whereas,  Edward  P.  Doyle,  for  The  More  Gage  Corp 
owner,  filed,  February  16,  1932,  an  application,  under  the 
Holding  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  building  used  for  business  purposes ; 
premises  106  West  81st  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
^ay  -U>  1 932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  81st  street  is  in  a  residence 
district;  West  80th  street  is  in  a  residence  district,  and 
Columbus  avenue  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  1,  1932  (re  Viol.  Order  No.  82-1931)’ 
reads : 
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“You  are  hereby  notified  that  the  building  known  as 
No.  106  West  81st  Street,  and  located  in  a  partly  resi¬ 
dence  and  partly  business  district,  in  the  Borough  ot 
Manhattan,  in  the  City  of  New  York  dws  not  conform 
to  section  Three  of  the  BUILDING  ZONE  RESOLU¬ 
TION  of  the  Board  of  Estimate  and  Apportionment 
adopted  July  26,  1916,  in  the  respects  noted  below : 

“In  that  of  occupying  the  basement  and  first  floors 
as  a  restaurant  seating  40  people  thereby  conducting  a 
business  in  a  residence  district,  contrary  to  the  provi¬ 
sions  of  the  New  York  Zoning  Resolution. 

“You  are  hereby  directed  to  discontinue  said  use,  in 
compliance  with  the  requirements  of  the  Building  Zone 
Resolution.” : 


Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction  three  stories  and  basement  in  height,  with  a  front¬ 
age  of  22  ft.  and  a  depth  of  35  ft.;  to  be  occupied  as  a 
building  for  business  purposes  in  the  basement  and  first 

t(\VHEREAS,  the  property  under  appeal  lies  practically  halt 
within  the  business  use  district  and  half  within  the  residence 
use  district,  the  total  width  of  the  property  being  22  it., 
under  such  circumstances  the  board  is  empowered,  under 
sections  7a  and  7b  of  the  building  zone  resolution,  to  exercise 
its  discretion  in  the  granting  of  a  variation  of  the  building 
zone  resolution;  and 

Whereas,  the  board  is  of  the  opinion  that  section  21  of 
the  building  one  resolution  applies  at  this  time  in  that  the 
properties  adjoining  the  site  under  appeal,  both  to  the  east 
and  to  the  west,  are  now  developed  for  business  uses  and 
that  a  denial  of  this  application  would  devolve  unnecessary 
hardship  and  practical  difficulty  upon  the  applicant. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  no 
structural  changes  or  alterations  shall  be  made  to  the  out¬ 
side  of  the  present  building;  that  the  business  uses  on  the 
premises  shall  be  confined  to  the  first  and  second  stories, 
the  first  story  in  this  instance  being  the  basement  story; 
that  any  business  use  permitted  on  these  premises  shall  be 
confined  to  mercantile  stores  or  shops  or  executive  offices, 
prohibiting  fish  markets,  delicatessen  shops  and  meat  mar¬ 
kets;  there  shall  be  no  merchandise  stored  or  displayed 
outside  the  present  building  line  of  the  building  on  the 
premises;  all  advertising  signs  shall  be  confined  to  the  fixed 
letters  of  the  show  windows  on  the  first  and  second  stories 
or  the  facade  of  the  building  on  the  first  and  second  stories; 
all  permits  required  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  the  date  of  this 


action. 


910-26-BZ. 

APPLICANT— John  N.  Linn,  for  Carl  I.  Dingfelder  and 
Benjamin  Balish,  owners. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  apartment  house  with 
stores  on  the  first  story. 

PREMISES  AFFECTED— 2657-2671  Ocean  avenue  and 
2000-2004  Neck  road,  southwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lillian  Lawrie. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION—. 


(910-26-BZ) 

Whereas,  John  Linn,  for  Carl  Dingfelder  and  Benjamin 
Balish,  owners,  filed,  November  8,  1926,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  an  apartment  house 
with  stores  on  the  first  story;  premises  2657-2671  Ocean 
avenue,  southwest  corner  of  Neck  road,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  25,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ocean  avenue  is  in  a  residence 
district;  Kenmore  place  is  in  a  residence  district,  and  Avenue 
V,  100  ft.  east  of  Ocean  avenue,  is  in  a  business  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  19,  1926  (Applic.  19289-1926),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  3. 

“The  erection  of  stores  in  a  residential  district.” ; 

and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  six  stories  in  height,  with  a  frontage  of  127  ft.  on 
Ocean  avenue  and  111  ft.  4j4  in.  on  Neck  road;  to  be 
occupied  as  an  apartment  house  with  stores  on  the  first 
story ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  of  the  building  zone  resolution  on 
the  ground  of  practical  difficulty  and  unnecessary  hardship, 
in  that  a  like  and  similar  variation  had  been  granted  on 
Neck  road  frontage  on  the  corner  opposite  formed  by  the 
same  intersecting  streets ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  January  25,  1927,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed,  which 
request  was  granted  September  25,  1928;  June  18,  1929,  and 
March  18,  1930,  and  requested  a  further  extension  due  to 
lack  of  sewer  facilities,  and  now  requests  a  still  further  ex¬ 
tension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  only  so  far  as  it  affects 
the  first  story  fronting  on  Neck  road  of  the  proposed  struc¬ 
ture  or  otherwise  conforming  use,  namely,  a  six-story  tene¬ 
ment  house,  to  be  developed  at  the  same  time  in  conjunc¬ 
tion  with  the  store  use ;  that  the  business  use  shall  be  re¬ 
stricted  to  the  conduct  and  operation  of  retail  stores,  specifi¬ 
cally  prohibiting,  though,  the  conduct  of  any  fish  store, 
meat  market  or  delicatessen  store  on  the  premises,  on  con¬ 
dition  that  the  store  use  shall  be  separated  from  the  apart¬ 
ment  house  use  on  the  first  story  by  unpierced  walls  of  ap¬ 
proved  masonry ;  that  the  street  wall  of  Ocean  avenue  shall 
return  on  the  Neck  road  front  not  less  than  16  in. ;  that 
there  shall  be  no  openings  on  the  Ocean  avenue  front  from 
the  corner  store,  other  than  two  windows  at  the  rear  of 
the  stores,  the  sills  of  which  shall  be  not  less  than  6  ft. 
above  the  sidewalk  level ;  that  the  entire  premises  otherwise 
shall  be  maintained  for  conforming  residential  use  and 
occupancy ;  that  there  shall  be  no  signs  erected  on  the 
premises;  that  any  advertising  displayed  shall  be  restricted 
to  fixed  letters  on  the  plate  glass  show  windows  of  the  store 
fronts ;  that  there  shall  be  no  produce  or  merchandise  ex¬ 
posed  or  displayed  on  the  exterior  of  the  building;  that  all 
permits  required  shall  be  obtained  within  nine  months  and 
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the  building  completed  within  eighteen  months  from  Tune 
18,  1932. 


426-31-BZ. 

APPLICANT— Raymond  A.  Tierney,  for  Henry  Sloman 
and  Margaret  Sloman,  owners. 

SUBJECT — ’Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  alteration 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 2310-2314  Atlantic  avenue,  south 


me^Hn!fE£Sk  th'S  apnplication  was  granted  by  the  board  at  its 

canf  rPm,f?HUary  ui932-’  °n  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions. 

her S  it  tHat  tbe ,.board  ,of  standards  and  appeals  does 

remdafionf  nf  the  applicati(J11  of  the  use  district 

regulations  of  the  building  zone  resolution,  and  that  the 

front0 wafi1  bfef?,ndKlt-mereby.is  yrantcd  on  condition  that  the 
ft  fr™ tbe.  buildll|g  shaI1  be  set  back  not  less  than  17 
to  thp  J be  buddmg  line;  there  shall  be  two  entrances 
for  th  g  bne  station,  which  entrances  may  serve  also 

line  nf  Agtfare;  there  Sha11  be  erected  along  the  building 
n  in f  ^^tlC  /To””6  a-  CO!lcrete  curb>ng  not  less  than  12 
i.  in  width  and  12  in.  in  height,  with  but  two  openings, 

no;  .!"°re  ,than  ft.  wide,  with  curb  cuts’ 


»  j  .  ,  -  —  •  - - -  VJIJVH111  ^  Xlvt  1X1V_71  C  LIlclIl 

side,  79  ft.  11  in.  west  of  Eastern  parkway,  Brook-  directly  in  front  thereof  not  more  than  15  ft.  wide-  the 

be  C,arnt;d  °Vt,  to  the  building  line  for ’their 


APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu 
tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As- 


full  height ;  the  inside  of  gable  walls  and  outside  face  of 

™np  |Wa  rf  garage  and  walls  of  any  structure  built  on  pro¬ 
posed  gasoline  portion  of  premises  shall  be  faced  with  white 

St  bf  tbriC^  i°f  Pai?C  design;  aI1  gasoline  pumps  shall  be 
1  ,  a,tk  not  loss  than  10  ft.  from  the  building  line;  there 
s  all  be  no  portable  gasoline  tanks  operated  or  maintained 
on  the  premises;  any  grease  pits  as  proposed  shall  be  located 
in  the  gasoline  arcade  portion  of  the  premises  in  the  rear 


NegS^  Chi6f  ^ .  4  P°rti0n  °f  the  arcade  either  the  west 

i\egdii\#  .  n  nremises-  anv  rr>rvf  _ i-  .  .. 


or  east  side  of 


Abse’nt  .  n 

THE  VOTE  TO  MODIFY—  . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 


premises;  any  roof  over  the  gasoline  station  portion  of  the 

rh?  1  fvre'^tardedf  on  underside  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals  •  any 

signs  advertising  the  selling  of  gasoline  shall  be  confined  to 
the  illuminated  globes  of  the  pumps  and  to 


sistant  Lhiet  Kidney .  4  electric  siVn  inffiYat.nor  ~  oie  Projecting 

Neo-ative  .  eieciric  si&n  indicating  the  gasoline  service  and  garage  use 

.Negative  .  0  whlch  sign  sha  be  not  mnrP  than  a  r*  a  1  7  s  use’ 


sign  shall  be  not  more  than  4  ft.  by  6  ft  in  size’ 
a  permits  required  shall  be  obtained  within  six  month  and 

the  dale  Ttts  arttam  "  C°mPle,Cd  Wi‘hin  0,M  year  from 


Absent  .  q 

THE  RESOLUTION— 

(426-31-BZ) 

Whereas  Raymond  A.  Tierney,  for  Henry  Sloman  and  553-29-BZ. 

Margaret  Sloman,  owners,  filed,  August  28,  1931,  an  applica-  APPT  TCANT. pm;i  , 

-10n>  under  the  building  zone  resolution,  to  permit  in  a  busi-  STTRTPTT  a  r  ,•  ufterman,  f°r  Louis  Klein,  owner, 

ness  district  the  alteration  of  a  garage  for  the  storage  of  b  pplication  for  reopening— modification— re  Ap- 

-nore  than  five  motor  vehicles  and,  also,  the  installation  of  n^10,'1  Jdecisl°n  of  th^  superintendent  of  build- 

i  gasoline  service  station;  premises  2310-2314  Atlantic  ave-  .•  V Unaer  section  31  the  building  zone  resolu- 

ft-  “  in-  w“‘  «f  Ewtera  parkway,  Bor-  and"’  mainteSceV  a'SX  diStHct  'be  erection 


High  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ng,  February  9,  1932,  after  due  notice  by  publication  in  the 
lulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Atlantic  avenue  and  Eastern  park¬ 
way  are  in  a  business  district;  Olive  place  is  in  a  residence 
'  w'Cb  and  ^cific  street  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
endered  August  27,  1931  (re  App.  No.  9812-1931),  reads:  ’ 
Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.” ; 
nd 

Whereas,  the  existing  building  is  of  non-fireproof  con- 
ruction,  one  story  in  height,  with  a  frontage  of  70  ft.  1  in. 
id  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  and 
asohne  service  station ;  and 
Whereas,  an  application  for  a 


.  w  -  service  station. 

AFFECTED— 1022-1032  Rockaway 


avenue, 


garage  on  the  premises 
i  question  had  been  granted  by  this  board  on  January  19, 
U),  and  said  garage  was.  built,  covering  the  entire  lot,  with 
uilding  one  story  in  height,  which  has  been  in  continuous 
ie  since  that  time;  and 

Whereas,  the  applicant  now  seeks  to  remove  the  front 
all  of  the  building  and  move  it  back  a  distance  of  about  17 
6  In-  frtom  the  building  line  and  establish  a  gasoline  station 
tween  the  new  location  of  the  front  wall  of  the  building 
vu  e  building  line  of  Atlantic  avenue:  and 
Whereas,  the  board  deems  that  applicant  has  substan- 
ited  his  basis  of  appeal  brought  under  section  21  of  the 
'■ding  zone  resolution ;  and 


PREMISES 

APPEARANCES— °rner  °f  Ivinden  boulevard-  Brooklyn. 

For  Applicant :  Emil  Guterman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . * .  . 

Absent  . 

THE  VOTE  TO  MODIFY—  . .  0 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  . . . 

Absent  .  ^ 

THE  RESOLUTION— 

(553-29-BZ) 

Whereas,  Emil  Guterman,  for  Louis  Klein,  owner  filed 
September  6,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
,.™tpUI!cc  uf  a  gasoline  service  station;  premises  1022- 
10.E  Rockaway  avenue,  southwest  corner  of  Linden  boule¬ 
vard,  Borough  of  Brooklyn ;  and 

Whereas  a  public  hearing  was  held  on  this  application  bv 
the  board  of  standards  and  appeals  at  its  regular  meeting 
January  28,  1930.  after  due  notice  by  publication  in  life 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard,  west  of  Rock- 
away  avenue,  is  in  a  residence  district ;  Linden  boulevard, 
east  of  Rockaway  avenue,  is  in  a  business  district ;  Rockaway 
avenue,  west  side,  is  in  a  business  and  residence  district,  and 
Rockaway  avenue,  east  side,  is  in  a  business  and  unrestricted 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  16,  1929  (App.  No.  12755-29),  reads: 

“Proposition  is  contrary  to  Art.  II,  Sec.  3  of  tbe 
Building  Zone  Resolution — the  erection  of  a  public 
garage  and  a  gasoline  selling  station  in  a  residence  use 
district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  100 
ft.  by  100  ft.,  on  which  it  is  proposed  to  erect  a  one-story 
building  with  a  frontage  of  50  ft.  on  Rockaway  avenue  and 
a  width  across  the  rear  of  100  ft.,  L  shaped,  for  a  garage, 
office  and  grease  pit  enclosure,  and  in  the  open  space  to 
install  necessary  tanks  and  pumps  for  a  gasoline  service 
station ;  and 

Whereas,  the  applicant’s  property  was  in  the  same  owner¬ 
ship  prior  to  the  amendment  of  the  zoning  law ;  and 

Whereas,  the  board  in  a  similar  application  affecting  the 
property  directly  opposite  on  Linden  boulevard  reached  its 
conclusion  on  the  assumption  that  the  surrounding  condi¬ 
tions  could  not  be  adversely  affected,  the  board  deems  that 
under  section  21  the  applicant  is  entitled  to  a  variation  and 
modification;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  January  28,  1930,  and  owner  requested  an  exten¬ 
sion  of  the  time  limit  imposed,  and  request  is  now  made  to 
eliminate  post  and  chains. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  layout  proposed  shall  be  as  indicated  on  the  plan  filed  in 
this  case ;  that  the  southerly  and  westerly  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length ; 
that  any  walls  exposed  to  view  from  the  highways  shall  be 
finished  in  light-colored  face  brick;  that  there  shall  be  built 
along  the  building  line  of  Linden  boulevard  and  Rockaway 
avenue  a  concrete  curbing  not  less  than  12  in.  in  height 
with  not  more  than  two  10  ft.  vehicular  openings  on  Linden 
boulevard  and  not  more  than  two  on  the  Rockaway  ave¬ 
nue  front ;  that  there  shall  be  erected  at  the  corner  formed 
by  intersection  of  Linden  boulevard  and  Rockaway  avenue 
a  concrete  platform  not  less  than  10  ft.  in  either  direction, 
which  shall  be  maintained  unoccupied,  other  than  for  one 
electric  light  stanchion ;  that  no  gasoline  pump  shall  be 
erected  within  10  ft.  of  building  line ;  that  any  use  incidental 
to  the  conduct  of  the  business  on  the  premises  shall  be 
housed  in  approved  masonry  construction  with  arch  open¬ 
ings  from  the  interior  of  the  property ;  that  any  adver¬ 
tising  displayed  shall  be  restricted  to  fixed  wall  signs  within 
the  property  line  and  the  glass  globes  of  the  gasoline  pumps ; 
that  a  return  of  the  drawings  shall  be  made  to  this  board 
for  approval  before  submission  to  the  superintendent  of 
buildings,  and  that  all  permits  shall  be  obtained  within  six 
months  from  January  28,  1930,  and  any  work  involved  shall 
be  completed  within  nine  months  from  October  28,  1931. 


263-31-BZ. 

APPLICANT — Elias  Bernstein,  for  Weissglass  Dairies, 
Inc.,  owner;  request  for  reopening  made  by  Maurice 
G.  Uslan,  architect. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7a  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  tbe  erection 
and  maintenance  of  additional  buildings  and  the 
alteration  and  extension  of  a  building  occupied  for 
a  milk  bottling  and  distributing  station. 


PREMISES  AFFECTED — 2014  Forest  avenue,  south  sic 
20.03  ft.  east  of  Maple  avenue,  Mariners  Harbc 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Elias  Bernstein  and  M.  G.  Uslan. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resoluti 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(263-31-BZ) 

Whereas,  Elias  Bernstein,  for  Weissglass  Dairies,  In 
owner,  filed,  May  27,  1931,  an  application,  under  the  buildi 
zone  resolution,  to  permit  in  a  business  district  the  erecti 
and  maintenance  of  additional  buildings  and  the  alterati 
and  extension  of  a  building  occupied  for  a  milk  bottling  a 
distributing  station;  premises  2014  Forest  avenue,  sot 
side,  20.03  ft.  east  of  Maple  avenue,  Mariners  Harbor,  Be 
ough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  met 
ing,  July  14,  1931,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Forest  avenue  is  in  a  busim 
district;  Maple  avenue,  100  ft.  north  and  south  of  Fori 
avenue,  is  in  a  business  district,  and  Van  Pelt  avenue  is  in 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildinj 
rendered  May  19,  1931  (re  Alt.  323-31),  reads: 

“Your  application  Alt.  No.  323-1931,  affecting  premi: 
s/s  Forest  Ave.,  100'  w.  Van  Pelt  Avenue,  Marini 
Harbor,  Borough  of  Richmond,  is  hereby  disapproved 
it  is  contrary  to  the  zoning  resolution  to  alter 
existing  milk  bottling  and  distributing  station  in  a  bu 
ness  use  district  to  the  extent  of  188%.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  witl 
frontage  of  60.08  ft.  on  Forest  avenue  and  a  depth  of  102 
ft.,  irregular,  on  which  are  located  several  one  and  two-stc 
buildings  occupied  by  a  milk  bottling  establishment  a 
dairy  ;  it  is  proposed  to  alter  and  reconstruct  the  existi 
buildings,  front  and  side  frame  walls  of  present  buildi 
occupied  as  a  garage,  are  to  be  removed  and  replaced 
concrete  block  walls ;  four  other  existing  buildings  are  to 
removed  and  replaced  by  a  new  structure  of  brick  and  cc 
crete  block ;  all  floors  are  to  be  of  concrete ;  exterior  wa 
of  face  brick  and  interior  wall  of  enamel  brick ;  to  be  occ 
pied  as  a  milk  bottling  and  distributing  station;  and 

Whereas,  it  has  been  established  that  there  has  been  cc 
ducted  on  this  property  a  milk  bottling  and  distributi 
establishment  prior  to  the  enactment  of  the  building  zo 
resolution  and  so  used  continuously  up  to  the  present  tim 
and 

Whereas,  the  application  is  substantiated  under  secti 
7a  in  that  the  applicant  wishes  to  demolish  the  presc 
frame  buildings  and  substitute  a  modern,  up-to-date,  fit 
proof  building  for  the  continuation  of  the  present  busines 
and 

Whereas,  this  application  was  granted  by  the  board  at 
meeting.  July  14,  1931,  on  certain  conditions,  and  applica 
requested  an  extension  of  time,  and  now  requests  a  modific 
tion  as  to  location  and  size  of  buildings. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  the 
erection  of  a  one-story  building  above  grade,  having  a  front¬ 
age  of  approximately  55  ft.  10  in.  on  Forest  avenue  and 
45  ft.  10  in.  southerly  from  Forest  avenue,  located  on  another 
portion  of  plot  than  that  originally  shown,  in  the  same 
ownership,  and  known  as  Lots  9,  12,  138  and  139,  on  condi* 
tion  that  the  rear  and  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  any  skylights  in¬ 
stalled  in  the  roof  shall  be  set  back  not  less  than  is  ft.  from 
the  lot  lines ,  that  the  front  of  structure  on  Forest  avenue 
shall  be  built  of  face  brick  with  architectural  terra  cotta 
or  stone  trim ;  that  the  present  buildings  on  the  property 
shall  be  entirely  demolished;  that  all  work  conducted  on 
the  premises  shall  be  conducted  entirely  within  the  new 
building  at  all  times;  that  a  return  of  drawings  shall  be 
made  to  this  board  before  submission  to  the  superintendent 
of  buildings  for  approval,  and  that  all  permits  shall  be  ob¬ 
tained  within  six  months  and  any  work  involved  shall  be 
completed  within  one  year  from  January  14,  1932. 

617-31-BZ. 

Jap FLICANT— De  Rose  &  Cavalieri,  substituted  for  Klein, 

I  Kinsley  &  Klein,  for  Domenico  Sabatino,  owner. 

{SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 
PREMISES  AFFECTED-East  side  of  Sedgwick  avenue 

UDT7Ai55iUVouth  of  West  169th  street>  The  Bronx 

vi  i  EAKAN  C/ES““" 

For  Applicant:  George  A.  Cavalieri. 

For  Opposition:  None. 

VCTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

'HE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  n 

'HE  VOTE  TO  MODIFY—  . . . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  ’  0 

Absent  .  0 

HE  RESOLUTION— 

(617-31-BZ) 

Whereas,  Klein,  Kinsley  &  Klein,  for  Domenico  Sabatino, 
vner,  filed,  December  30,  1931,  an  application,  under  the 
lading  zone  resolution,  to  permit,  partly  in  a  business  dis- 
ict  and  partly  in  a  residence  district,  the  erection  and  main- 
nance  of  a  garage  for  more  than  five  (5)  motor  vehicles 
id,  also,  a  gasoline  service  station;  premises  east  side  of 
,:dgwick  avenue,  153.11  ft.  south  of  West  169th  street 
trough  of  The  Bronx;  and 

(Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  special  meet- 
?,  April  8,  1932,  after  due  notice  by  publication  in  the 
uletin  of  the  Board  of  Standards  and  Appeals;  and 
li Whereas,  the  use  district  maps  accompanying  the  building 
ne  resolution  show  that  Sedgwick  avenue  is  in  a  business' 
strict;  Depot  place  is  in  an  unrestricted  district;  167th 
‘eet,  west  of  Sedgwick  avenue,  is  in  an  unrestricted  dis- 
ct>  167th  street,  east  of  Sedgwick  avenue,  is  in  a  residence 
•  strict,  and  West  169th  street  is  in  a  residence  and  business 
1  trict ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

: idered  December  17,  1931  (re  App.  N.  B.  961-31),  reads: 


1.  The  erection  of  a  public  garage  for  more  than 
nve  motor  vehicles  and  gasoline  service  station,  partly 
in  a  business  district  and  partly  in  a  residence  district 
lutffin  ”™Fy  t0  the  provisions  of  the  Building  Zone  Reso- 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 

™TfC10n’  lw?  Stones  in  heiffht’  with  a  Montage  of 
164.40  it.  on  Sedgwick  avenue  and  177.97  ft.  on  West  169th 
street;  to  be  occupied  as  a  garage  for  more  than  five  (5) 
motor  vehicles  and  a  gasoline  service  station;  and 

VV  hereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows: 

‘‘Cal.  No.  617-31-BZ. 

Premises  east  side  of  Sedgwick  avenue,  153.11  ft  south 
of  West  169th  street,  The  Bornx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

•  ^2,  a  committee  of  the  board,  con¬ 

sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
prf«Ir!ls.es  .under  aPPeal  in  this  case. 

‘  T  his  is  an  application  under  section  21 — hardship _ 

to  permit,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles  and,  also  a 
gasoline  service  station. 

-.rA!16  piT™ses.  jn  question  have  a  frontage  of  about 
164  it.  on  Sedgwick  avenue  and  a  depth  of  approximately 
7.  ft-  on  the  north  lot  line  and  111  ft.  on  the  south  lot 
me,  the  small  triangular  portion  thereof,  about  11  ft 
lying  within  the  residence  use  district.  The  property 
'  Presen^  time  is  vacant  and  unimproved 
Opposite  the  premises  under  appeal  and  lying  within 
the  business  use  district  of  Sedgwick  avenue,  along 
Depot  place,  and  north  and  south  therefrom,  there  are 
several  one  and  two-story  old  frame  buildings,  used 
partly  for  dwelling  purposes  and  partly  for  shops,  storao-e 
ot  cars  and  repairs  to  automobiles.  Also,  on  the  west 
of  Sedgwick  avenue,  in  this  locality,  there  is  a  large 
parcel  of  ground  used  for  the  storage,  maintenance,  sale 
and  repair  of  contractors’  equipment  and  machinery,  such 
as  derricks  concrete  mixers,  motors,  pumps,  etc.  The 
balance  of  the  block  front,  on  the  east  side  of  Sedgwick 
avenue  between  Depot  place  and  West  167th  street  has 
a  development  as  follows: 

A:  podce  Nation,  with  a  frontage  of  approximately 
100  tt.  on  Sedgwick  avenue,  and  a  large  parcel  o'f 
ground  at  the  intersection  of  West  167th  street  and 
Sedgwick  avenue  on  which  is  located  a  colony  of  one- 
story  tin-clad  garages. 

On  the  west  side  of  Sedgwick  avenue,  between  Depot 
place  and  West  167th  street,  other  than  the  frame  build¬ 
ings  as  noted,  there  is  a  large  public  garage  at  the 
intersection  of  West  167th  street  and  Sedgwick  avenue, 
granted  by  this  board  under  Cal.  No.  118-27-BZ.  There 
is,  also,  a  garage  located  on  the  west  side  of  Sedgwick 
avenue,  about  32  ft.  south  of  West  167th  street,  granted 
by  this  board  under  Cal.  No.  984-27-BZ. 

“Other  than  the  police  station  and  garages  as  noted 
there  has  been  no  development  in  this  section  for  up¬ 
wards  of  thirty  or  forty  years.  Sedgwick  avenue  is 
approximately  125  ft.  below  the  grade  of  University 
avenue,  which  is  the  first  street  east  of  the  property 
under  appeal.  Consequently,  the  land  to  the  rear  of  the 
pienusps  under  appeal  rises  at  a  very  precipitous  aiwle 
to  University  avenue. 

“Starting _  at  Sedgwick  avenue,  about  130  ft.  north 
of  the  premises  under  appeal  and  running  thence  to  Uni¬ 
versity  avenue,  there  is  a  mapped  street  known  as  West 
169th  street.  This  street,  however,  has  never  been 
physically  cut  through  and  is  only  30  ft.  in  width  and 
it  is  very  doubtful  whether  it  ever  will  be  cut  throimh  or 
if  cut  through,  used  for  vehicular  traffic  due  to  the 
necessary  steep  grade  that  would  have  to  be  estab¬ 
lished. 
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“Sedgwick  avenue  on  the  west  side  is  shown  as  busi¬ 
ness  for  100  ft.  west  of  Sedgwick  avenue.  From  that 
point  to  the  Harlem  River  the  property  is  shown  as 
unrestricted  and  is  mostly  occupied  by  the  tracks  of  the 
New  York  Central  Railroad.  There  was  formerly  a 
trolley  line  on  Sedgwick  avenue  running  to  just  north 
of  Highbridge.  This  line  has,  however,  long  since  been 
abandoned  and  discontinued  and  tracks  and  equipment  all 
removed,  so  that  the  only  means  of  transportation  to 
the  property  under  appeal  is  the  New  York  Central 
Railroad  which  has  a  station  at  Highbridge  or  vehicles. 

“There  has  been  filed  with  this  appeal  one  objection 
and  four  consents. 

“Due  to  the  location  of  the  property  under  appeal,  the 
only  source  from  which  business  could  be  derived  would 
be  from  development  along  University  avenue  which,  due 
to  its  high  elevation  above  Sedgwick  avenue,  makes  it 
inaccessible  for  that  purpose. 

“The  committee  is  of  the  opinion,  therefore,  that  due 
to  the  peculiar  topography  of  the  lands  adjacent  to  the 
premises  under  appeal  in  this  application,  also,  due  to  its 
location  and  lack  of  transit  facilities  and  lack  of  develop¬ 
ment  during  a  great  many  years  past,  that  the  applica¬ 
tion  is  substantiated  under  section  21 — hardship  and, 
therefore,  recommends  the  granting  of  this  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMBS  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
made  by  a  committee  of  the  board,  report  of  which  inspection 
was  read  at  this  hearing  and  adopted,  and  which  report,  in¬ 
corporated  herein,  recommends  the  granting  of  this  applica¬ 
tion  under  section  21— hardship— of  the  building  zone  resolu¬ 
tion  ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  April  8,  1932,  permitting  a  garage  and  gasoline 
station,  and  applicant  requests  a  modification  to  omit  gasoline 
station. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  for  a  garage  building- 
two  stories  in  height  above  grade  of  Sedgwick  avenue,  built 
in  conformity  with  the  requirements  of  the  building  code; 
that  the  front  elevation  on  Sedgwick  avenue  shall  be  of  face 
brick  with  architectural  terra  cotta  or  natural  stone  trim; 
that  the  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length,  however,  permitting  windows  in 
the  northerly  gable  wall,  the  sills  of  which  shall  be  not  less 
than  4  ft.  above  grade  of  Sedgwick  avenue ;  there  shall  be 
no  vehicular  opening  in  the  rear  wall,  which  is  the  building- 
line  of  the  proposed  West  169th  street;  that  the  sills  of  any 
windows  installed  in  the  first  story  of  the  rear  walls  shall 
be  not  less  than  6  ft.  above  grade  level ;  there  shall  be  but 
three  openings  on  the  building  line  each  not  more  than  12 
ft.  wide,  the  curb  cuts  in  front  of  said  openings  shall  be  not 
more  than  14  ft.  wide;  no  portable  gasoline  tanks  shall  be 
maintained  on  the  premises;  all  advertising  signs  shall  be 
confined  to  one  projecting  electric  sign,  indicating  the  name 
and  nature  of  the  business  conducted  on  the  premises;  any 
ramps  constructed  leading  to  the  garage  shall  be  set  back 
not  less  than  10  ft.  from  the  building  line  on  Sedgwick 
avenue;  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  thereby  completed  within 
eighteen  months  from  the  date  of  this  action. 


29-32-BZ. 

APPLICANT — 'Louis  Allmendinger,  for  William  Winckel- 
mann,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 


tion,  to  permit  in  a  business  district  the  erection  am 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 'Southeast  corner  of  Queen 
boulevard  and  Columbia  avenue  (67th  street),  Win 
field,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  Allmendinger. 

ACTION  OF  BOARD — 'Application  reopened  and  resolutioi 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(29-32-BZ) 

Whereas,  Louis  Allmendinger,  for  William  Winckelmanr 
owner,  filed,  January  22,  1932,  an  application,  under  th 
building  zone  resolution,  to  permit  in  a  business  district  th 
erection  and  maintenance  of  a  gasoline  service  station 
premises  southeast  corner  of  Columbia  avenue  (67th  street 
and  Queens  boulevard,  Winfield,  Borough  of  Queens;  an 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  board  of  standards  and  appeals,  at  its  special  meet 
ing,  April  29,  1932,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Queens  boulevard  and  Columbi 
avenue  are  both  in  a  business  district  and  67th  street  (nort 
of  Queens  boulevard)  and  68th  street  are  in  a  residence  dis 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  January  15,  1932  (re  Plan  No.  N.  B.  6290-1931 
reads : 

“The  erection  of  a  gasoline  service  station  within 
business  district  is  contrary  to  article  2,  section  4,  t 
the  Building  Zone  Resolution.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havin 
a  frontage  of  71.38  ft.  on  Queens  boulevard,  77.12  ft.  o 
Columbia  avenue  and  a  distance  of  50.7  ft.  along  the  sout 
lot  line,  upon  which  it  is  proposed  to  erect  a  one-stor 
building,  approximately  79  ft.  by  21  ft.  in  area,  to  be  occi 
pied  as  a  garage  for  five  cars  and  service  station  and  t 
install  the  necessary  tanks  and  pumps  for  a  gasoline  servic 
station ;  and 

Whereas,  a  committee  of  the  board  visited  these  premise 
and  reports  as  follows: 

“Cal.  No.  29-32-BZ. 

“Premises  southeast  corner  of  Columbia  avenue  (67t 
street)  and  Queens  boulevard,  Winfield,  Borough  ( 
Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  April  21,  1932,  a  committee  of  the  board,  cor 
sisting  of  Temporary  Chairman  Connell  and  Commi: 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  tl 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship- 
to  permit  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  appro.' 
imately  77  ft.  on  Columbia  avenue  and  a  return  t 
Queens  boulevard  for  a  distance  of  about  71  ft.  an 
are  now  vacant  and  unimproved.  These  premises  abi 
the  railrdoad  embankment  of  the  Long  Island  Railroa 
to  the  east.  The  southerly  lot  line  is  the  continuatio 
of  the  northerly  building  line  of  Laurel  Hill  boulevari 
but  Laurel  Hill  boulevard  is  not  cut  through  eastwar 
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from  Columbia  avenue.  There  is,  however,  a  dirt  road 
continuation  of  Laurel  Hill  boulevard  terminating  at  the 
railroad  embankment. 

1  he  east  roadway  of  Queens  boulevard  passes  by  and 
underneath  the  Long  Island  Railroad  tracks  at  this 
location  and  is  a  comparatively  narrow  underpass. 

“Opposite  the  premises  under  appeal,  on  the  west  side 
of  Columbia  avenue,  running  through  from  Queens 
boulevard  to  Laurel  Hill  boulevard,  is  a  large  parcel  of 
ground  vacant  and  unimproved  at  the  present  time. 

Adjoining  this  parcel  of  ground  to  the  west,  facing 
on  Queens  boulevard,  are  three  or  four  one  and  two-story 
buildings  occupied  for  auto  repair  shop,  store  use  and 
dwellings  and  are  rather  old  type  of  construction. 

“Southward  from  the  property  under  appeal,  on  the 
east  side  of  Columbia  avenue  to  the  next  intersecting 
street  (47th  avenue),  the  properties  are  mostly  vacant, 
with  the  exception  of  three  or  four  one-story  frame  and 
metal  buildings  used  principally  for  garages.  On  the 
west  side  of  Columbia  avenue,  between  Laurel  Hill 
boulevard  and  47th  avenue,  and  running  west  to  66th 
street,  the  properties  are  rather  sparsely  developed  and, 
where  developed,  are  developd  with  one  and  two-story 
frame  structures  used  for  dwelling  purposes. 

‘‘Queens  boulevard  is  200  ft.  wide.  The  Long  Island 
Railroad  overhead  crossing  crosses  Queens  boulevard 
in  this  locality  at  about  an  angle  of  45  degrees,  so  that 
the  westerly  side  of  this  overhead  crossing,  where  it 
intersects  the  northerly  building  line  of  Queens  boule¬ 
vard,  is  a  distance  of  approximately  150  ft.  west  of  the 
premises  under  appeal. 

‘‘Westward  from  the  westerly  line  of  the  Long  Island 
Railroad  on  the  north  side  of  Queens  boulevard  and 
running  west  to  66th  street  the  properties  are  vacant 
with  the  exception  of  one  one-story  building  used  as  an 
automobile  repair  shop. 

“From  the  intersection  of  the  easterly  side  of  the 
Long  Island  Railroad  with  the  northerly  building  line 
of  Queens  boulevard  and  running  eastward  to  69th 
street  the  development  consists  of  two  or  three  two- 
story  brick  dwellings,  one-story  sheds  and  one-story 
brick  garage  and  gasoline  station. 

“Between  the  property  under  appeal  and  69th  street, 
on  the  south  side  of  Queens  boulevard,  the  properties 
are  all  in  the  ownership  of  the  Long  Island  Railroad 
and  are  mostly  occupied  by  the  Long  Island  Railroad 
embankment,  with  the  exception  of  a  small  triangular 
portion  on  the  southwest  corner  of  69th  street  and 
Queens  boulevard,  on  which  is  now  erected  a  gasoline 
service  station. 

“There  have  been  filed  with  this  appeal  three  objections 
and  no  consents. 

“Due  to  the  peculiar  location  and  size  of  the  property 
under  appeal  and  the  surrounding  development  on  Queens 
boulevard  and  the  intersecting  streets  in  this  locality, 
the  committee  is  of  the  opinion  that  this  property  will 
not  readily  lend  itself  to  a  development  for  a  conformin°- 
■  use. 

“The  committee,  therefore,  recommends  the  granting 
?f.  this  appeal  with  such  safeguards  as  will  protect  ad¬ 
joining  and  abutting  property  owners  and  restrictions 
as  to  exits  and  entrances  to  prevent  a  hazardous  con¬ 
dition  due  to  the  narrow  width  of  the  underpass  of 
Queens  boulevard  on  the  south  side. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 

.  “JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing  and  which 
report  recommends  the  granting  of  this  application  under 
section  21 — hardship — of  the  building  zone  resolution  with 
such  safeguards  as  would  protect  the  adjoining  and  abutting 


property  owners  and  passing  automobilists,  and  which  report 
is  incorporated  herein;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
mee  mg,  pril  29,  1932,  on  certain  conditions,  and  applicant 
Requested  a  modification  of  these  conditions  as  to  architectural 
treatment. 


Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
here  shall  be  erected  along  the  building  line  of  both  Colum¬ 
bia  avenue  and  Queens  boulevard  a  concrete  curbing  not  less 
t  ian  ;L2  in.  high  and  12  in.  wide,  with  return  of  the  concrete 
curbing  up  to  proposed  one-car  garages  on  north  building 
line  of  Laurel  Hill  boulevard;  there  shall  be  but  two 
entrances  to  the  gasoline  station,  both  located  on  Columbia 
avenue  the  northerly  side  of  the  northerly  entrance  shall 
not  be  less  than  50  ft.  westward  from  the  easterly  property 
line ;  each  entrance  shall  be  not  more  than  12  ft.  wide  with 
curb  cuts  substantially  in  front  thereof  not  more  than  14  ft. 
wide  each ;  there  shall  be  but  one  structure  erected  on  the 
premises,  one  story  in  height,  built  of  masonry,  subdivided 
substantially  as  shown  on  the  plans  submitted  with  this 
application  and  located  on  the  easterly  property  line  on  the 
southerly  end  of  the  premises;  the  roof  construction  of  the 
proposed  building  shall  be  as  proposed  on  plan  submitted  to 
the  board  under  date  of  May  10,  1932;  the  parapet  of  the 
iacade  wall  of  the  building  on  both  the  Queens  boulevard 
ana  Columbia  avenue  sides  shall  be  carried  to  an  elevation 
above  roof  as  shown  on  these  plans  submitted  May  10  1932 
and  the  treatment  of  the  facade  on  both  street  fronts  shall  be 
as  shown  on  the  plans  so  submitted;  all  pumps  shall  be  set 
back  not  less  than  10  ft.  from  the  building  line ;  any  adver¬ 
tising  signs  shall  be  confined  to  the  illuminated  globes  of  the 
pumps  or  the  facade  of  the  buildings  erected  thereon ;  there 
shall  be  no  portable  gasoline  tanks  operated  or  maintained 
on  or  trom  the  premises;  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  all  work  completed  within  one 
year  from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 

528- 31-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  George 
W.  Horr,  owner. 

SUBJECT  Approval  of  plans  in  accordance  with  resolution 
of  Board  adopted  March  18,  1932 

PREMISES  AFFECT  ED— 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road,  Flushing,  Borough  of 
Queens. 

ACTION  OF  BOARD — Plans  approved 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  q 

Negative  .  () 

Absent  .  ^ 

529- 31-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Louis 
Lafreniere,  owner. 

SUBJECT  'Approval  of  plans  in  accordance  with  resolution 
of  the  board  adopted  February  19  1932 

PREMISES  AFFECTED— 126-14  Merrick  boulevard 
northwest  corner  of  127th  avenue,  Spring-field,  Bor¬ 
ough  of  Queens. 

ACTION  OF  BOARD — Plans  approved 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  q 

Negative  . () 

Absent  .  „ 

Adjourned  1.20  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  17,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
201-32- A. 

APPELLANT— (Margaret  Gibbons,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 469  West  140th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  3,  1932,  at 
2  p.  m.  Final  disposition. 


242-32-A. 

APPELLANT — 'Gurney  Elevator  Co.,  for  Equitable  Life 
Assurance  Society,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 383-399  Seventh  avenue,  145-165 
West  31st  street  and  148-168  West  32nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  G.  J.  Hellmuth. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  June  3,  1932,  at  2  p.  m. 
THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


137-32-A. 

APPELLANT— Eugene  De  Rosa,  for  Threeo  Corp.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 1521  Third  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Eugene  De  Rosa  and  Clement 
Crystal. 

For  Administration:  Assistant  Engineer  Samuel 


Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(137-32-A) 


Whereas,  Eugene  De  Rosa,  for  Threeco  Corp.,  owner, 
filed,  March  22,  1932,  an  appeal  from  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  1521  Third  avenue, 
Borough  of  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  10,  1932  (N.  B.  Applic.  No.  27-1932), 
reads : 

“Exits  should  comply  with  Section  503  of  the  Build¬ 
ing  Code.  Egress  from  rear  exit  unlawful  as  shown  on 
plans  as  to  location  below  curb,  height  and  width.  All 
exit  doors  should  be  fireproof.” ; 
and 


Whereas,  the  proposed  building  is  to  be  non-fireproof,  one : 
story  in  height,  25  ft.  3  in.  by  100  ft.  in  area ;  OCCU- 1 
FANCY :  motion  picture  theatre,  228  seats ;  and 

Whereas,  the  appellant  claims  the  premises  under  appeal, 
are  very  narrow;  to  construct  a  passageway  on  first  story1 
from  rear  exit  to  street  would  render  the  building  useless 
for  the  purpose  intended ;  it  is  proposed  to  construct  a  fire¬ 
proof  passageway  from  rear  exit,  by  stairs  leading  down  to 
cellar,  through  the  cellar,  and  by  stairs  up  to  street  level  and' 
exit  to  Third  avenue;  all  exit  doors  will  be  fireproof;  such 
passageway  will  conform  in  all  respects  with  the  require¬ 
ment  of  law,  except  the  height  will  be  7  ft.  instead  of  19  ft. 
and  located  below  curb  level;  furthermore,  the  appellam 
contends  that  similar  types  of  buildings  have  been  approved 
and  are  operating  with  exit  tunnel  as  proposed  in  this  appeal. 

Resolved,  that  the  decision  of  the  superintendent  of  build-' 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be 
and  it  hereby  is  denied. 


120-32-A. 

APPELLANT — -Emil  Guterman,  for  Jacob  Rieger,  owner. 
SUBJECT— ^Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 554  Broome  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Emil  Guterman. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment.  1 

ACTION  OF  BOARD — ’Appeal  granted  on  condition. 
THE  VOTE—  i 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As-  < 

sistant  Chief  Kidney .  4: 

Negative  .  o' 

Absent  .  0‘ 

THE  RESOLUTION— 

(120-32-A) 

Whereas,  Emil  Guterman,  for  Jacob  Rieger,  owner,  filed, 
March  8,  1932,  an  appeal  from  an  order  of  the  fire  commis-1 
sioner,  affecting  premises  554  Broome  street,  Borough  of1 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb-1 
ruary  26,  1932  (Order  No.  71188-LC),  reads:  1 

“1.  Discontinue  the  storage  of  combustible  fibre  in 
excess  of  one  ton  on  these  premises.  Sec.  24-2,  Ch.  12, > 
Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  81  ft.  4  in.  in  area;  OCCUPIED  for  the 
storage  of  baled  rags,  total  of  three  persons ;  and 

Whereas,  the  building  was  erected  in  1907;  has  been  used1 
for  the  storage  of  rags  during  the  past  five  years ;  the  school 
building  at  rear  is  43  ft.  distant  from  the  first  story  exten¬ 
sion  and  47  ft.  from  the  rear  wall  of  the  upper  stories,  in¬ 
stead  of  50  ft.  as  required  under  section  24,  chapter  12,  of i 
the  code  of  ordinances;  furthermore,  the  rear  window  open-' 
ings  of  the  building  in  question  are  protected  with  approved 
iron  shutters,  the  side  walls  are  unpierced;  there  are  about 
four  tons  of  combustible  fibre  stored  on  each  floor;  the  ap¬ 
pellant  further  contends  the  building  is  provided  with  ade¬ 
quate  exits;  an  interior  enclosed  stairway  from  cellar  to/ 
roof  and  an  approved  front  fire  escape. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  rear  wall  of  the  first  story  shall 
not  be  less  than  42  ft.  6  in.  from  the  nearest  wall  of  the 
public  school  and  the  rear  wall  of  all  stories  above  the  first 
story  shall  not  be  less  than  46  ft.  6  in.  from  the  nearest/ 
wall  of  the  public  school,  only  so  long  as  the  yard  of  the 
public  school  in  the  rear  of  the  school  building  is  surrounded 
by  masonry  wall  not  less  than  20  ft.  high;  that  the  building 
shall  be  not  increased  in  height  or  area,  and  that  such  fire 
protection  as  shall  he  required  by  the  fire  department  shall 
be  installed. 
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149-32-A. 

APPELLANT — Ledoux  &  Co.,  Inc.,  lessee. 

•SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 155  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  Albert  M.  Smoot. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(149-32-A) 

Whereas,  Ledoux  &  Co.,  Inc.,  lessee,  filed,  March  28, 
932,  an  appeal  from  an  order  of  the  fire  commissioner,  af- 

•  ecting  premises  155  Sixth  avenue,  Borough  of  Manhattan; 

Lind 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
1.7,  1932  (Order  No.  72805-LC),  reads: 

1.  Discontinue  the  storage  of  liquefied  chlorine  on 
these  premises.  Sec.  214-A-4-D,  Ch.  10,  Code  of  Or- 
1  dinances.” ; 
nd 

Whereas,  the  building  is  fireproof,  fifteen  stories  in 
idght,  100  ft.  3  in.  by  125  ft.  4  in.  in  area;  OCCUPIED 
or  office  and  factory  purposes,  about  fifty  persons  per 
tory;  equipped  with  a  sprinkler  system  and  a  standpipe 
ysteni ;  and 

j  Whereas,  the  appellant  claims  the  order  affects  the  fif- 
aenth  story  of  the  building  only,  occupied  as  a  chemical 
iboratory ;  the  work  performed  is  chemical  analysis;  a 
mall  quantity  of  chlorine  is  used  as  a  reagent  in  the  analysis 
f  metals;  it  is  supplied  in  small,  heavy  metal  cylinders  con- 
•olled  by  a  suitable  valve;  not  more  than  ten  pounds  of 
hlorine  is  kept  on  the  premises  at  any  time,  held  in  two 
letal  cylinders  and  kept  on  a  bench  on  the  fifteenth  story; 
ie  appellant  has  used  chlorine  for  many  years  at  99  John 
reet  under  fire  department  permits  without  accident;  fur- 
lermore,  the  appellant  contends  that  no  chlorine  is  stored 
i  quantity  on  the  premises;  that  the  amount  required  under 
lis  appeal  is  trifling  and  is  not  in  any  way  dangerous. 
Resolved,  that  the  order  of  the  fire  commissioner  be  and 

hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 

•  '■anted  on  condition  that  the  use  shall  be  confined  to  the 
►p  floor  of  the  present  building  located  in  the  general 
boratories,  on  a  fireproof  bench,  located  as  shown  on  the 
ans  submitted  with  this  appeal;  that  the  use  shall  be 
mited  to  not  more  than  one  cylinder  with  a  capacity  of 
>t  more  than  eight  pounds  at  any  one  time,  the  entire  fif- 
enth  floor  to  be  in  the  tenancy  of  the  appellant  in  this 
>peal ;  that  the  laboratory  shall  be  equipped  with  a  ventil- 
ing  system  satisfactory  to  the  fire  department  and  be 
parated  from  the  balance  of  floor  by  vaporproof  partitions 
uipped  with  vaporproof  doors,  and  the  use  of  chlorine  to 
;  at  aL  times  under  the  supervision  of  a  graduate  chemist 
ith  a  certificate  of  fitness  from  the  fire  department. 


6-32-A. 

FPE'LLANT— .Croker  Fire  Prevention  Corp.,  for  Hotel 
McAlpin,  owner. 

OBJECT — 'Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

DEMISES  AFFECTED— 1282-1300  Broadway,  53-63 
West  33rd  street  and  46-62  West  34th  street,  Man¬ 
hattan. 

PPEARANCES — 

For  Appellant:  Sidney  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


BOARD— .Appeal  granted  on  condition. 

1HE  VOTE — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(136-32-A) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Hotel  Mc- 
A'pm,  owner,  filed,  March  21,  1932,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  1282-1300  Broad¬ 
way,  53-63  West  33rd  street  and  46-62  West  34th  street 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
2,  1932  (re  Order  No.  91480-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.  Sec.  581,  Ch.  5,  Code  of  Or¬ 
dinances,  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.”  ; 
and 

Whereas,  the  building  is  fireproof,  twenty-five  stories  and 
pent  house  in  height,  200  ft.  by  197  ft.  9  in.  in  area  •  OCCU¬ 
PIED  as  a  hotel;  and 

V  hereas,  the  appellant  claims  the  building  was  erected  in 
1912;  the  pent  house  was  constructed  in  1917;  the  existing 
standpipe  system  is  fed  from  an  8,000-gallon  gravity  tank 
located  on  the  twenty-fifth  story,  the  bottom  of  which  is  10 
ft.  above  the  hose  outlet  at  twenty-fourth  story;  it  is  pro¬ 
posed  to  install  an  independent  standpipe  system  for  the 
twenty-fifth  story  and  pent  house  consisting  of  one  1,400- 
gallon  pressure  tank  with  waterflow  alarm,  a  75-gallon-per- 
minute  thirty-five  pounds  pressure  automatic  pump,  two  hose 
outlets  on  each  of  the  two  stories  with  100  ft.  of  hose  at 
each  outlet;  such  system  will  be  fed  from  three  8,000-gallon 
house  supply  tanks,  cross  connected  on  the  twenty-fifth  story 
a  suction  reserve  of  5,500  gallons  will  be  maintained  in  the 
house  tank  for  the  pump;  furthermore,  the  appellant  con- 
tends  the  building  will  then  be  provided  with  adequate  pro- 
tection  in  case  of  fire;  and 

Whereas,  the  building  was  erected  in  1912  and  the  addi- 
ffon  in  the  way  of  the  pent  house,  erected  about  1917 ;  and 
Whereas,  at  the  time  of  the  original  erection  in  1912  the 
present  standpipe  system  was  installed  and  apparently  ac¬ 
cepted  by  the  departments  having  jurisdiction  thereof.  ’ 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,'  and  that  the  appeal  be  and  it  hereby  is 
gi  anted  on  condition  that  the  standpipe  system  below  the 
twenty-fifth  floor  shall  be  supplied  from  the  8,000-gallon 
gravity  tank  located  in  the  twenty-fifth  story,  the  bottom 
of  which  tank  is  about  3  ft.  above  the  floor  level  of  the 
twenty-fifth  story;  that  a  connection  shall  be  made  to  the 
standpipe  riser  line  below  the  bottom  of  the  tank  and  carried 
into  the  twenty-fifth  and  twenty-sixth  stories  with  proper 
hose  outlets  at  the  twenty-fifth  and  twenty-sixth  stories 
this  connection  to  act  as  part  of  discharge  line  of  automatic 
pump  hereafter  provided;  that  the  supply  for  the  outlets  on 
the  twenty-fifth  and  twenty-sixth  stories  shall  be  obtained 
by  an  automatic  pump  with  the  necessary  automatic  equip¬ 
ment  installed,  pump  and  equipment  to  be  satisfactory  to  the 
fire  department,  suction  for  which  pump  shall  be  obtained 
from  the  8,000-gallon  gravity  tank  in  the  twenty-fifth  story 
the  automatic  pump  to  be  located  in  the  twenty-fifth  floor’ 
that  the  connection  to  the  standpipe  riser  line  below  the  tank 
shall  be  made  in  the  twenty-fifth  floor;  that  the  hose  outlets 
in  the  twenty-fourth  story  shall  be  equipped  with  J^-inch 
nozzles ;  that  such  additional  fire-fighting  appliances  as  shall 
be  required  by  the  fire  department  shall  be  installed  in  the 
twenty-fifth  and  twenty-sixth  stories;  that  the  building  shall 
be  not  increased  in  height  or  area,  and  that  the  standpipe 
system  shall  comply  with  the  rules  in  all  other  respects. 
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648-30- A. 


APPELLANT — Lucille  C.  Bunzl,  for  Blue  Kitchens,  Inc., 
lessee;  request  for  reopening  made  by  the  lessee. 
SUBJECT — Application  for  reopening — reconsideration — re 
Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 56  New  street,  Manhattan 
APPEARANCES— 

For  Appellant :  Eugene  Bristol  Rodney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened,  previous  action 
rescinded  and  appeal  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  RESCIND  PREVIOUS  ACTIQN- 
Affirtnative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . . . . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Absent  . 

THE  RESOLUTION— 

(648-30-A) 

Whereas,  Lucille  C.  Bunzl,  for  Blue  Kitchens,  Inc., 
owner,  filed,  October  28,  1930,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  56  New  street, 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
August  21,  1930  (Order  No.  78229-F),  reads: 

“You  are  hereby  ordered  and  requested  within  twenty 
days  from  the  date  of  service  of  this  order,  to: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  North  and  West 
sides  of  building  or  other  approved  protection,  Section 
375,  Article  18,  Chapter  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  23  ft.  6  in.  by  85  ft.  6  in.  in  area  on  the  first  story 
and  23  ft.  6  in.  by  85  ft.  in  area  above;  OCCUPIED: 
cellar,  storage;  1st  story,  lunch  room,  75  persons;  2nd 
story,  dress  shop  and  beauty  parlor,  5  persons;  3rd  story, 
commissary,  3  persons;  4th  story,  executive  offices,  10  per¬ 
sons  ;  5th  story,  storeroom,  1  person ;  and 

Whereas,  this  appeal  was  withdrawn  by  the  appellant  on 
November  18,  1930,  and  reopened  by  vote  of  the  board  on 
request  of  Eugene  Bristol  Rodney,  president  of  the  Blue 
Kitchens,  Inc.,  on  May  10,  1932;  and 
Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting.  May  10,  1932,  on  certain  conditions,  and  it  appeared 
that  statements  made  as  to  length  of  lease  were  incorrect; 
and 

Whereas,  the  resolution  of  May  10,  1932,  reads  as  follows  • 
“Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  all  windows  on  the 
first  story  facing  on  the  court  shall  be  equipped  with 
fireproof,  self-closing  windows ;  that  the  building  above 
the  first  story  shall  be  used  for  executive  office  purposes 
up  to  August  31,  1932,  and  the  use  of  the  building  above 
the  first  story  after  August  31,  1932,  to  be  discontinued 
and  remain  vacant  and  that  the  whole  building  is  to  be 


vacated  at  the  expiration  of  the  present  lease,  which 
lease  expires  in  about  two  years,  the  date  of  which  is  to 
be  incorporated  in  this  resolution  upon  notice  from  the 
appellant  sent  to  this  board  not  later  than  Wednesday, 
May  11,  1932;  that  the  building  be  not  increased  in 
height  or  area,  and  granted  only  so  long  as  the  exposures 
causing  the  basis  of  this  order,  which  exposures  are  the 
three  windows  on  each  floor  of  the  five-story  building1 
adjoining  to  the  north,  are  equipped  with  fireproof  win¬ 
dows.” 

Resolved,  that  the  resolution  of  May  10,  1932,  be  and  it 
hereby  is  rescinded  and  that  the  order  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it1 
hereby  is  denied. 


PETITIONS  FOR  VARIATIONS. 

0  681-29-S. 

PETITIONER — Poxy  Theatres  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  (previously  dismissed  for 
4  lack  of  prosecution). 

0  PREMISES  AFFECTED — 133-157  West  50th  street  and 
0  132-148  West  51st  street,  Manhattan. 

APPEARANCES— 

0  For  Petitioner:  Edmund  Souhm. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  June  3,  1932,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


162-32-S 

PETITIONER — Morris  Whinston,  for  Messer  Process  Furl 
Cleaners,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision! 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 910  31st  street  (second  avenue), 
northeast  corner  of  23rd  avenue  (Potter  avenue), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Petitioner :  Morris  Whinston. 

For  Administration:  Plan  Examiner  Reuben  Jarmul 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1932,  at  2 
p.  m.,  to  give  bureau  of  buildings’  representative  an 
opportunity  to  go  further  into  the  records  of  his 
department. 


95-32-S 

PETITIONER — Harry  Weisman,  for  Harry  Weisman  and 
Irving  Weisman,  owners. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 1543  Inwood  avenue,  The 

Bronx. 

APPEARANCES— 

For  Petitioner :  Harry  Weisman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  c 

THE  R ESOEU T ION — 

(95-32-S) 


Whereas,  Harry  Weisman,  for  Harry  Weisman  and  Irving 
Weisman,  owners,  filed,  February  24,  1932,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  1543 
Inwood  avenue,  Borough  of  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  6,  1932  (Order  No.  92399-LD),  reads: 


650 


MINUTES 


“!•  Provide  a  scuttle  opening  in  roof,  same  to  be  lo¬ 
cated  over  each  stairway  with  a  stationary  double  rung 
iron  ladder  leading  from  top  story  to  each  of  the  said 
scuttles  as  per  rules  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  building,  erected  in  1926,  is  non-fi  reproof, 
two  stories  in  height,  25  ft.  by  100  ft.  in  area;  OCCUPIED; 
1st  story,  automobile  painting,  6  persons;  2nd  story,  dress¬ 
making,  40  persons;  EXIT'S  :  two  interior  steel  and  concrete 
stairways,  extending  from  the  first  story  to  second  story, 
enclosed  in  fireproof  block  partitions,  with  fireproof  doors 
at  openings;  ROOFS  of  adjoining  building:  6  ft.  6  in.  by 
7  ft.  9  in.  higher  at  north;  and 
Whereas,  the  petitioner  claims  there  is  a  fixed  vertical 
iron  ladder  on  the  Goble  place  front,  extending  from  the 
second  story  to  the  roof,  with  a  portable  drop  ladder  reach¬ 
ing  the  sidewalk;  there  is  insufficient  room  on  the  landing 
or  ceiling  of  either  stairway  to  install  an  iron  ladder  and 
scuttle  opening  in  roof;  due  to  the  steep  slant  of  the  roof 
and  height  of  adoining  building  there  is  no  safe  egress  from 
roof;  furthermore,  the  petitioner  contends  that  any  one 
reaching  the  stairs  at  second  story,  in  case  of  fire,  would 
be  far  safer  to  exit  by  means  of  the  stairways  which  are 
adjacent  to  the  front  wall  of  the  building  and  also  enclosed 
with  fireproof  partitions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed  and  the  petition  be  and  it  hereby  is  denied. 


109-32-S. 

PETITIONER — 'O’Brien,  Boardman,  Conboy,  Memhard  & 
Early,  for  National  Biscuit  Co.,  owner. 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 436-446  East  10th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  Kenneth  O’Brien,  E.  W.  Bartow 
and  L.  Wir selling. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

;  (109-32-S) 

Whereas,  O’Brien,  Boardman,  Conboy,  Memhard  &  Early, 
or  National  Biscuit  Co.,  owner,  filed,  March  2,  1932,  a 
■etition  for  a  variation  from  the  requirements  of  the  labor 
aw,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
'remises  436-446  East  10th  street,  Borough  of  Manhattan; 
nd 


Whereas,  the  order  of  the  fire  commissioner,  dated  Feb- 
uary  (26,  1931  (Order  No.  83005-LD),  reads: 

“2.  Enclose  dough  chutes  in  fireproof  material  with 
fireproof,  self-closing  doors  at  openings  from  the  5th  to 
7th  stories.  Sec.  270  of  the  Labor  Law.”; 
ud 

Whereas,  the  building,  erected  in  1928,  is  fireproof,  seven 
ones  in  height,  147  ft.  11^  in.  by  92  ft.  3%  in.  in  area; 
'GCUPIED  as  a  bakery:  1st  story,  shipping,  12  persons; 
id  story,  storage,  42  persons;  3rd  story,  packing,  60  per¬ 
ms;  4th  story,  packing,  80  persons;  5th  story,  baking,  35 
arsons ;  6th  story,  baking,  60  persons ;  7th  story,  storage,  6 
’rsons;  EQUIPPED  with  a  sprinkler  system  and  a  fire 
arm  signal  system;  EXITS:  two  interior  reinforced  con- 
ete  stairways,  extending  from  the  first  story  to  roof,  en- 
osed  in  brick  walls,  with  fireproof  doors  at  openings;  and 
Whereas,  the  petitioner  claims  the  dough  chutes  affected 
ider  this  order  are  constructed  of  10-gauge  metal,  ex- 
nding  from  the  seventh  story  down  through  the  sixth  story 


to  the  fifth  story;  the  dough  is  mixed  on  the  seventh  story, 
transmitted  through  chutes  to  the  fifth  story,  where  it  is 
ro  led,  stamped  and  passes  on  conveyors  into  the  oven  for 
baking  (see  photographs  of  chutes  filed  with  this  petition)  ; 
there  are  certain  rollers  in  connection  with  the  dough  chutes 
which  are  operated  by  shafts  and  motors  making  it  im¬ 
possible  to  enclose  the  chutes  on  account  of  the  great  expanse 
ot  space  which  would  have  to  be  included;  furthermore,  the 
petitioner  contends  the  order  is  unnecessary,  unreasonable 
and  oppressive. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
aw,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  chutes  shall  be  limited  to  four  (4),  attached 
to  the  easterly  wall,  central  portion,  of  the  building ;  that  the 
chutes  shall  be  from  the  floor  of  the  seventh  story  to  the 
lloor  of  the  fifth  story,  enclosed  completely  in  not  less  than 
Xo.  10  gauge  metal,  excepting  the  top  of  the  incline  portion 
from  the  ceiling  of  the  fifth  floor  to  the  cutting  machine 
located  on  the  floor  of  the  fifth  floor,  these  open  portions  to 
be  protected  by  automatic,  self-closing,  fireproof  doors  con¬ 
structed  of  not  less  than  No.  10  gauge  metal. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
200-32-SA. 

PETITIONER— The  Electric  Controller  &  Manufacturing 
Co.,  owner. 

SUBJECT— E.  C.  &  M.  Sprinkler  High  and  Low  Water 
Altitude  Regulator,  approval  of 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen- 
clar  pending  test  and  report  of  fire  department. 

209-32-SA. 

ElETRITKIrmN'^7Cr0ker  Fire  Prevention  Corp.,  owner. 

AP?EARANCBsT4",nCh  S,anK5e'  approval  of' 

For  Petitioner:  Sidney  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  standard  laboratory. 

232-32-SA 

PETITIONER— James  H.  Manney,  for  Grant  Oil  Burner 
ATT R  I  Rf-i0 rPr  aS?n'M, °rant  Manufacturing  Corp.,  owner. 

appeAancbs--  er’  el  c' approval  of' 

For  Petitioner:  James  H.  Manney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACllON  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

9-32-SA 

rhp  i  r rJrN  f^-R- ,  Me>Te,r’  for  AutoPMse  Corp.,  owner. 
SUBJECT— Autopulse  Electric  Oil  Pump  Outfit,  Model 
No.  1000,  approval  of. 

APPEARANCES— 

For  Petitioner:  R.  Meyer. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  approved  in  accordance 

™  the  report  of  the  fire  department. 

1HE  VOTE  TO  APPROVE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  '  ^ 

Negative  .  .  „ 

Absent  .  .  () 
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MINUTES 


THE  RESOLUTION— 

(9-32-SA) 

Whereas,  H.  Meyer,  for  Autopulse  Corp.,  owner,  filed, 
January  6,  1932,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Autopulse 
Electric  Oil  Pump,  Model  No.  1000;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  5,  1932,  recommends  the  ap¬ 
proval  of  the  device: 

Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  approve  the  device  known  as  the  Autopulse  Electric 
Oil  Pump,  Model  No.  1000,  when  installed  and  operated  in 
accordance  with  the  report  of  the  chief  of  the  bureau  of  fire 
prevention  and  the  rules  of  the  board  of  standards  and 
appeals. 


44-32-SA.  . 

PETITIONER — Oil-Turn  Evaporizer  Corporation  of  Amer¬ 
ica,  owner. 

SUBJECT— Vaporoil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  Abraham  Berman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  approved  in  accordance 
with  the  report  of  the  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(44-32-SA) 

Whereas,  Oil-Burn  Evaporizer  Corporation  of  America, 
owner,  filed,  January  27,  1932,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Vaporoil  Burner;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  5,  1932,  recommends  the  ap¬ 
proval  of  the  device. 


Resolved ,  that  the  board  of  standards  and  appeals  doe: 
hereby  approve  the  device  known  as  the  Vaporoil  Burnei 
for  use  in  industrial  and  commercial  installations  when  in 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  o 
standards  and  appeals  and  in  conformity  with  the  report  o: 
the  chief  of  the  bureau  of  fire  prevention. 


541-31-SA. 

PETITIONER— Euell  &  Euell,  for  De  Walt  Oil  Burne: 
Co.,  owner. 

SUBJECT — De  Walt  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  George  R.  Euell. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Petition  approved  in  accordanc 
with  the  report  of  the  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(541-31-SA) 

Whereas,  Euell  &  Euell,  for  De  Walt  Oil  Burner  Cc 
owner,  filed,  November  11,  1931,  a  petition  with  the  boar 
of  standards  and  appeals  for  approval  of  their  device  know 
as  the  De  Walt  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  departing 
for  test  and  report,  and  the  report  of  the  chief  of  the  bures 
of  fire  prevention  dated  May  10,  1932,  recommends  the  a), 
proval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  approve  the  device  known  as  the  De  Walt  Oil  Burnt, 
for  use  in  commercial  and  industrial  installations  when  if 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board 
standards  and  appeals  and  in  conformity  with  the  repo, 
of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary., 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


Recommended  by  the  Bureau  of  Fire  Prevention. 
[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  he’d  by  the  board  of  standards  and  appeals^  on 
june  3,  1932,  at  4  p.  m.,  Room  1013,  Municipal 

Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 
Matter  in  italics  is  new.  Matter  in  brackets  [  ]  old  matter 

to  be  omitted. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  discharge  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25 ;  by  mail  $1.35. 


in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  pr 
vided  with  a  receiver  terminal  or  fill  box  or  casing  provid 
with  means  for  locking  and  located  at  or  above  grade  f 
front]  outside  of  the  building  for  at  the  side  of  the  buildir, 
but  not  beyond  the  front  wall  of  the  building  erected  on  t 
premises.  The  fill  box  or  terminal  shall  be]  ivithin  thir 
(30)  feet  from  curb  or  private  right-of-way  and  located 
remote  as  practicable  from  any  building  opening  or  subw 
gratings  but  not  less  than  three  (3)  feet  therefrom.  fT 
distance  between  the  fill  line  terminal  and  the  curb  shall  r 
exceed  thirty  (30)  feet.] 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  t 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pt 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  I 
the  tank]  and  a  swingling]  check  valve  [shall  be  provided 
the  fill  line],  both  gate  and  check  valve  to  be  located  at  t 
fill  box. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  t 
Distribution  Division  of  the  City  Record  Office,  373  W< 
Broadway.  Price  30c;  by  mail  35c. 
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RULES 

PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


'commended  by  a  committee  of  representatives  of  the 
Bureaus  of  Buildings,  fire  Department,  New  York 
Society  of  Architects,  Real  Estate  Board  of  New 
York  and  New  York  Building  Congress.  Thomas  F. 
Duggan,  Chief  Plan  Examiner,  Borough  of  The 
Bronx;  Samuel  Becker,  Bureau  of  Buildings,  Bor¬ 
ough  of  Manhattan;  Benjamin  Saltzman ,  Bureau  of 
Buildings,  Borough  of  Brooklyn;  George  A.  Brown. 
Chief  Clerk,  Bureau  of  Buildings,  Borough  of 
Queens;  A.  B.  Comins,  Bureau  of  Buildings,  Bor¬ 
ough  of  Richmond;  Thomas  A.  Larkin,  Acting 
Chief,  Bureau  of  Fire  Prevention;  Charles  Schaeffer. 
New  York  Society  of  Architects;  Robert  Teichman, 
Neiv  York  Society  of  Architects;  Harry  B.  Mul- 
likan,  Real  Estate  Board  of  Neiv  York,  and  Rudolph 
P.  Miller,  Neiv  York  Building  Cotigress. 

REPORT  OF  COMMITTEE. 

May  9,  1932. 

k AIRMAN,  BOARD  OF  STANDARDS  &  APPEARS. 

lour  committee  appointed  to  consider  the  preparation  of  a 
indard  form  of  certificate  of  occupancy  with  the  purpose  of 
uring  uniformity  of  practice  in  the  several  boroughs  of 
:  city,  as  contemplated  by  Section  411a,  Subdivision  1, 
the  Greater  New  York  Charter,  respectfully  submits  the 
’  owing  suggestions : 

While  it  was  held  by  some  that  a  single  form  might  be 
pared  that  would  apply  to  existing  buildings  (that  is 
ldings  erected  prior  to  March  14,  1916,  when  the  require- 
nt  for  certificates  of  occupancy  became  effective)  as  well 
to  new  buildings  or  buildings  altered  after  March  14, 
f  6,  it  was  deemed  better  to  use  a  separate  form  for  exist- 
buildings.  Consequently  two  forms  are  submitted  here- 
h  for  your  consideration. 

Vs  no  provision  is  made  in  the  city  charter  for  certificates 
occupancy  for  existing  buildings,  it  might  be  argued  that 
tir  board  is  not  called  upon  to  prepare  a  standard  form, 
wever,  as  uniformity  of  practice  seems  desirable  and  might 
regarded  as  implied  by  the  charter  provision,  a  form  has 
n  prepared.  This  certificate  merely  states  that  the  build- 
,  the  location  of  which  is  given,  has  been  found  by  in¬ 
action,  to  be  occupied  in  the  manner  indicated  in  the  tabu- 
ion  and  that,  inasmuch  as  no  alteration  or  conversion  in 

I  has  been  made  since  the  law  requiring  the  certificate 
it  into  effect,  the  use  and  occupancy  at  the  time  of  inspec- 
i  may  be  continued.  As  the  labor  law  prohibits  the  use 
buildings  erected  prior  ot  October  1,  1913,  as  factory 
i  dings,  unless  they  comply  with  the  requirements  of  the 
:te  Labor  Law,  it  is  felt  that  especial  attention  should  be 
ed  to  that  fact,  and  the  issuance  of  a  certificate  should  be 
wented  in  cases  where  this  special  provision  applies, 
he  form  applying  to  new  buildings  and  to  buildings  that 
se  been  altered  has  been  so  drafted  that  it  can  be  con- 
■  iently  contained  on  the  two  sides  of  a  sheet  8^2  inches  by 
nches  in  size,  the  text  being  so  arranged  that  all  necessary 
- - -  — 


typing  on  the  form  will  be  done  on  the  first  page,  and  only 
punted  matter  appears  on  the  second  page. 

It  is  not  so  much,  however,  the  form  of  the  certificate, 
but  the  substance  for  which  the  Charter  contemplates  uni¬ 
formity.  Lhe  several  bureaus  of  buildings  being  parts  of 
separate,  and,  from  an  administrative  aspect,  independent  pub¬ 
lic  departments,  requisitions  for  their  supplies  emanate  in 
each  case  from  the  officials  in  charge.  Each  borough  is 
free  to  use  the  form  that  it  finds  most  convenient,  though 
even  in  this  matter  uniformity  is  desirable. 

.  The  text  as  proposed  in  the  draft  presented  herewith  is 
m  the  main  self-explanatory.  It  has  been  reviewed  by  a 
representative  of  the  corporation  counsel’s  office. 

The  certificate  is  addressed  to  the  owner  or  owners  of  the 
building  or  premises  without  mention  of  names,  since  it 
applies  irrespective  of  who  may  be  in  possession.  Owner¬ 
ship  may  change  at  any  time  without  affecting  the  validity 
of  the  certificate. 

As  the  certificate  is  not  complete,  under  the  Charter,  until 
such  fire  extinguishing  appliances  as  may  be  required  by 
law  have  been  inspected  and  approved,  provision  is  made  for 
certification  on  that  point.  Since  the  fire  prevention  bureau 
has  concurrent  jurisdiction  with  the  superintendent  of  build¬ 
ings  for  exits  in  certain  buildings  required  by  law,  the  cer¬ 
tificate  has  been  prepared  to  carry  with  it  the  assurance  that 
the  exit  facilities  in  those  buildings  are  satisfactory  to  that 
bureau.  It  is  expected  that  as  an  administrative  detail,  suit¬ 
able  arrangments  between  the  several  bureaus  of  buildings 
and  the  bureau  of  fire  prevention  will  be  made  to  effect  the 
intent  of  the  Charter.  With  the  cooperation  of  the  building- 
public  this  should  be  possible  without  causing  undue  delay. 
At  its  last  meeting,  however,  the  committee  and  others  pres¬ 
ent,  by  a  vote  of  eleven  to  two,  decided  to  recommend  the 
omission  from  the  proposed  form  for  new  buildings  of  the 
words  “and  exits  in  factory  buildings”  on  the  ground  that 
certification  on  this  point  is  not  required  by  the  Charter  and 
that  if  made  compulsory  by  this  certificate  undue  delay  and 
confusion  might  result. 

The  data  to  be  inserted  in  the  spaces  below  the  tabulated 
limitations  and  conditions  are  not  essential  to  the  complete¬ 
ness  or  validity  of  the  certificate,  but  are  regarded  as  helpful 
both  to  the  owner  and  to  the  city  authorities. 

Of  the  printed  conditions,  which  are  intended  to  go  on 
the  second  page  of  the  certificate,  some  may  perhaps  be  re¬ 
garded  as  merely  informative,  but  certain  of  them  are  essen¬ 
tial  and  all  are  of  help  and  value  to  the  holder  of  the  cer¬ 
tificate. 

It  should  be  stated  that  while  this  report  and  the  suggested 
certificate  represent  fairly  well  the  opinion  of  the  committee, 
the  membership  was  not  unanimous.  It  is  requested  that 
before  definite  action  is  taken  on  the  standard  form  of  cer¬ 
tificate,  an  opportunity  be  given  to  the  several  members  of 
the  committee  to  present  their  views  directly  to  the  board. 

Respectfully, 

(Signed)  RUDOLPH  P.  MILLER, 

Chairman,  on  behalf  of  committee. 


PUBLIC  HEARING 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


[40-32-SR] 

OTI-CE  IS  HEREBY  GIVEN  that  a  public  hearing 
>  be  held  by  the  board  of  standards  and  appeals  on 
'2  3,  1932,  at  2  p.  m.,  Room  1013,  Municipal 

■  ding,  on  Proposed  Uniform  Certificate  of  Occupancy. 


Proposed  'form  of  Certificate  of  Occupancy  for  Existing 
Buildings  is  printed  on  page  654. 

The  proposed  form  of  Certificate  of  Occupancy  for  other 
buildings  is  printed  on  pages  655  and  656 
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CITY  OF  NEW  YORK 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF 

BUREAU  OF  BUILDINGS 


CERTIFICATE  OF  OCCUPANCY 

EXISTING  BUILDING 


(iStandard  form  adopted  by  the  Board  of  Standards  and  Appeals  ,  1932,  and  issued  pursuant  to  Section 

5-3,  Chapter  5,  Building  Code,  Code  of  Ordinances,  City  of  New  York.) 


(Borough) 


(Date) 


To  the  owner  or  owners  of  the  building  or  premises : 
THIS  CERTIFIES  that  the  building  located  at 


Block . .  Lot . .  erected  prior  to  March  14, 

1916,  has  been  duly  inspected  and  has  been  found  to  have  been  occupied  or  arranged  to  be  occupied 
prior  to  March  14,  1916,  as  noted  below,  and  that  m  information  and  belief,  since  that  date  there  has 
been  no  alteration  or  conversion  to  a  use  that  changed  its  classification  as  defined  in  the  building  code, 
or  that  would  necessitate  compliance  with  some  special  requirement  or  with  the  state  labor  law  or  any 
other  law  or  ordinance;  that  there  are  no  notices  of  violation  or  orders  pending  in  the  bureau  of  build¬ 
ings  at  this  time ;  that  any  provision  of  law  relating  to  standpipe  and  sprinkler  equipment  and  of  exits 
in  factory  buildings  have  been  complied  with  as  certified  by  a  report  of  the  Fire  Prevention  Bureau  to 
the  superintendent  of  buildings,  and  that,  so  long  as  the  building  is  not  altered,  except  by  permission  of 
the  superintendent  of  buildings,  the  existing  use  and  occupancy  may  be  continued. 


STORY 

USE 

Cellar  . 

Basement . 

First 

Second  . 

Third  . 

Fourth  . 

Pi  f  tb 

OlXlil  . . 

Examined  by 

G54 


Superintendent  of  Buildings. 


CITY  OF  NEW  YORK 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF _  _  _ _ 

BUREAU  OF  BUILDINGS 

CERTIFICATE  OF  OCCUPANCY 

(Standard  form  adopted  by  the  Board  of  Standards  and  Appeals,  ,  1932,  and  issued  pursuant  to  Section 

411-a,  Greater  New  York  Charter,  and  Chapter  5,  Building  Code,  Code  of  Ordinances,  City  of  New  York.) 

This  certificate  supersedes  all  previously  issued  certificates. 

No _  (Borough) _ (Date)  _ 

To  the  owner  or  owners  of  the  building  or  premises : 

THIS  CERTIFIES  that  the  building  and  premises  located  at 

Llock  >  Lot  ,  conforms  substantially  to  the  approved 

plans  and  specifications,  and  to  the  requirements  of  the  building  code  and  all  other  laws  and  ordinances, 
and  of  the  rules  and  regulations  of  the  Board  of  Standards  and  Appeals,  applicable  to  a  building  of  its 
class  and  kind  at  the  time  the  permit  was  issued;  and  CERTIFIES  FURTHER  that,  any  provisions  of 
law  relating  to  standpipe  and  sprinkler  equipment  ind  of  exits  in  factory  buildings  have  been  complied 
with  as  certified  by  a  report  of  the  Fire  Prevention  Bureau  to  the  Superintendent  of  Buildings. 

THIS  CERTIFICATE  IS  ISSUED  SUBJECT  TO  THE  LIMITATIONS  HEREINAFTER  SPECIFIED  AND 
TO  THE  FOLLOWING  RESOLUTIONS  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS: 

( Calendar  numbers  to  be  inserted  here) 

PERMISSIBLE  USE  AND  OCCUPANCY 


STORY 

LIVE  LOADS 

LBS.  PER  SQ.  FT. 

PERSONS  ACCOMMODATED 

USE 

MALE 

FEMALE 

TOTAL 

Cellar  ....... 

Basement  .  . . 

First  . 

Second  . 

Third . 

Fourth . 

Fifth  . 

- — - - - - - — - 

Permit . Type  of  Construction 


Height  .  stories,  . feet. 

...zone  at  time  of  issuance  of  permit. 
(over) 


mcated  in 


NO  CHANGE  OF  USE  OR  OCCUPANCY  NOT  CONSISTENT  WITH  THIS  CERTIFI¬ 
CATE  SHALL  BE  MADE  UNLESS  FIRST  APPROVED  BY  THE  SUPERINTENDENT 
OF  BUILDINGS. 

Unless  an  approval  for  the  same  has  been  obtained  from  the  superintendent  of  buildings,  no 
change  or  rearrangement  in  the  structural  parts  of  the  building,  or  affecting  the  light  and  ventila¬ 
tion  of  any  part  thereof,  or  in  the  exit  facilities,  shall  be  made;  no  enlargement,  whether  by  extending 
on  any  side  or  by  increasing  in  height  shall  be  made;  nor  shall  the  building  be  moved  from  one 
location  or  position  to  another ;  nor  shall  there  be  any  reduction  or  diminution  of  the  area  of  the  lot 
or  plot  on  which  the  building  is  located. 

The  building  or  any  part  thereof  shall  not  be  used  for  any  purpose  other  than  that  for  which  it 
is  certified. 

The  superimposed,  uniformly  distributed  loads,  or  concentrating  loads  producing  the  same 
stresses  in  the  construction  in  any  story  shall  not  exceed  the  live  loads  specified  above ;  the  number  of 
persons  of  either  sex  in  any  story  shall  not  exceed  that  specified  when  sex  is  indicated,  nor  shall  the 
aggregate  number  of  persons  in  any  story  exceed  the  specified  total;  and  the  use  to  which  any  story 
may  be  put  shall  be  restricted  to  that  fixed  by  this  certificate  except  as  specifically  stated. 

This  certificate  does  not  in  any  way  relieve  the  owner  or  owners  or  any  other  person  or  persons 
in  possession  or  control  of  the  building,  or  any  part  thereof,  from  obtaining  such  other  permits,  licenses 
or  approvals  as  may  be  prescribed  by  law  for  the  uses  or  purposes  for  which  the  building  is  designed  or 
intended ;  nor  from  obtaining  the  special  certificates  required  for  the  use  and  operation  of  elevators ; 
nor  from  the  installation  of  fire  alarm  systems  where  required  by  law ;  nor  from  complying  with  any 
lawful  order  for  additional  fire  extinguishing  appliances  under  the  discretionary  powers  of  the  fire  com¬ 
missioner;  nor  from  complying  with  any  lawful  order  issued  with  the  object  of  maintaining  the  build¬ 
ing  in  a  safe  or  lawful  condition;  nor  from  complying  with  any  authorized  direction  to  remove  en- 
croachments  into  a  public  highway  or  other  public  place,  whether  attached  to  or  part  of  the  building 
or  not. 

If  this  certificate  is  marked  “Temporary”,  it  is  applicable  only  to  those  parts  of  the  building 
indicated  on  its  face,  and  certifies  to  the  legal  use  and  occupancy  of  only  such  parts  of  the  building; 
it  is  subject  to  all  the  provisions  and  conditions  applying  to  a  final  or  permanent  certificate;  it  is  not 
applicable  to  any  building  under  the  jurisdiction  of  the  tenement  house  commissioner  unless  it  is  also 
approved  and  endorsed  by  him ;  and  it  must  be  replaced  by  a  full  certificate  at  the  date  of  its  expiration. 

Examined  by 


Superintendent  of  Buildings. 

Additional  copies  of  this  certificate  zvill  be  issued,  upon  written  request,  to  persons  having  a  proprietary 
interest  in  the  building  or  premises. 
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PUBLIC  HEARING 

PROPOSED  RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF 
PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 


Recommended  by — Conference  of  Representatives  of  Fire  De¬ 
partment,  Board  of  Fire  Underwriters,  Merchants’ 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  E.  J.  Cole,  Joseph  L.  Hernon,  Arthur  C. 
Bangs,  Real  Estate  Board;  F.  L.  Graham,  George 
H.  Cameron,  William  B.  White,  Board  of  Fire 
Underwriters ;  James  H.  Abraham,  J.  W.  Richard¬ 
son  and  Inspector  Maher,  Bureau  of  Fire  Prevention. 
— Final  draft  adopted  by  the  committee  on  May  18, 
1932. 

[353-30-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
June  10,  1932,  at  2  p.  m.,  Room  1013,  Municipal  Building,  on 
Proposed  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  Other  Flammable 
Surface  Coatings. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

1.  The  term  “spray  booth”  shall  include  the  following: 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 
sisting  of  two.  sides  and  top,  equipped  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

2.  The  term  “spray  room”  shall  mean  a  fully  enclosed 
room  within  the  exterior  walls,  or  the  area  between  fire 
walls.  This  definition  shall  not  include  a  room  equipped 
with  spray  booths  wherein  all  the  spray  coating  operations 
are  carried  on  within  the  booths. 

3.  Fireproof  or  fire-resisting  partitions  shall  be  constructed 
as  required  by  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals  for  factory  buildings.  All  openings 
to  be  equipped  with  self-closing,  fireproof  doors. 

Rule  3. 

Ventilation 

(a)  No.  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

(c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 

which  will  provide  not  less  than  sixty  (60) 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  .  types  of  spray,  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  mist  or 
vapors  within  such  enclosures. 


(e)  Air  shall  be  admitted  to  the  spray  booth  or  spray 
room  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  from  said  booth  or  room;  windows  or  other 
openings  not  used  for  ventilation  shall  be  kept 
closed  during  the  process  of  spray  coating.  Ex¬ 
haust  fans  shall  be  kept  running  constantly  while 
spraying  or  mixing  and  for  a  sufficient  length  of 
time  thereafter  to  exhaust  all  vapors,  fumes  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room. 

Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 

(a)  Epray  booths  shall  be  constructed  of  metal  or  other 
incombustible  material  satisfactory  to  the  Fire  De¬ 
partment. 

(b)  Air  distributing  or  baffle  plates,  if  used,  shall  be 
of  incombustible  material  and  removable  for 
cleaning. 

(c)  The  inner  side  of  walls,  ceilings  and  floor  shall  be 
as  smooth  as  practicable,  in  order  to  facilitate 
cleaning;  when  constructed  of  ferrous  metal  such 
surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

(d)  Exhaust  ducts  for  spray  booths  or  spray  rooms 
shall  be  constructed  of  material  not  less  than  the 

following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge. 
When  of  diameter  of  over  24  inches  and  not  over 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge. 

(e)  Ducts  shall  be  strongly  erected  and  rigidly  sup¬ 

ported. 

(f)  Motors  shall  be  located  outside  of  ducts,  booths  or 

spray  rooms  so  that  no  inflammable  vapors  or 
residues  can  reach  them. 

(g)  If  induced  draft  is  used  to  create  an  air  move¬ 
ment  within  cabinet  or  tunnel  types  of  spray 
booths  or  spray  rooms,  the  air  shall  be  supplied 
from  a  point  outside  of  the  spray  booth  or  spray 
room  with  fans  and  motors  entirely  outside  of  the 
spray  booth  or  spray  room. 

(h)  The  exhaust  system  for  the  removal  of  vapors  or 
residues  of  spraying  materials  from  the  spraying 
equipment  shall  not  be  connected  with  any  other 
ventilating  system  or  discharged  into  a  chimney 
or  flue  used  for  the  purpose  of  conveying  gases 
from  heating  elements. 

.  Ventilating  ducts  shall  run  as  directly  as  prac¬ 
tical  to  the  outer  air  and  be  protected  with  a 
hood.  When  not  terminating  above  the  roof  the 
exhaust  terminal  in  addition  shall  be  protected 
with  a  fire  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  l/2  inch.  When  passing  through 
a  non-fireproof  roof  the  duct  shall  be  constructed 
double  with  a  1-inch  air  space.  The  outer  pipe 
shall  be  not  less  than  2  inches  from  any  wood¬ 
work  which  shall  be  covered  with  metal.  Ven¬ 
tilating  ducts  terminals  shall  be  not  less  than  15 
feet  from  any  window  opening,  exterior  exit, 
chimney  termination  or  unprotected  air  intake, 
unless  exhausting  on  the  front  of  a  building  or 
where  there  are  openings  in  a  direct  line  less  than 
30  feet  from  any  opening  in  any  other  building. 

(i)  Exhaust  fan  blades  shall  be  constructed  of  non- 

ferrous  metal.  All  exhaust  and  ventilating  fans 
to  be  permanently  connected  to  their  source  of 
current  supply,  using  metallic  conduit.  Rheostats 
in  fan  bases  not  permitted. 
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(j)  All  electrical  wiring  shall  be  enclosed  in  metal 

conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  only. 
Fixtures  to  be  of  the  rigid  stem  type,  enclosing 
all  wiring  and  equipped  with  vaporproof  globes 
and  keyless  sockets. 

(l)  No  motors,  switches,  rheostats,  lamps  or  other 
electrical  equipment  shall  be  located  in  spray 
rooms  or  within  10  feet  from  any  spray  compart¬ 
ment  or  spray  booth  unless  such  electrical  equip¬ 
ment  is  of  a  type  approved  for  use  in  explosive 
atmospheres. 

All  flame  or  spark  producing  machinery  within 
a  floor  area,  wherein  spray  coating  is  carried  on 
shall  be  discontinued  or  enclosed  by  partitions 
constructed  fireproof  or  fire-resisting.  This  rule 
shall  not  exclude  the  use  of  the  indirect  type  of 
bake  ovens,  provided  the  flame  compartment  is 
separately  enclosed,  taking  air  from  outside  of 
building. 

(m)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system  or  hot  air 
systems  satisfactory  to  the  Fire  Department. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  The  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advis« 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

(b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week ;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

(d)  Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  Brooms,  brushes  or  other  cleaning  implements 
made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  <he 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 

(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 


able  for  paint  and  lacquer  fires.  At  least  om 
standard  sand  pail  shall  be  provided  for  each  10( 
square  feet  of  booth  area  or  area  of  spray  roon 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  oi 
other  approved  type  may  be  provided,  one  foi 
each  300  square  feet  of  booth  or  spray  room  area 
Where  the  spraying  hazard  is  extensive,  mounter 
type  of  extinguishers  shall  be  provided  as  may  b< 
required  by  the  Fire  Department. 

(i)  The  interior  of  all  booths  installed  in  sprinkleret 
buildings  shall  be  provided  with  sprinkler  head: 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  Main  supplies  of  spray  coating  materials  am 
thinners  shall  be  kept  in  an  outside  storage  build 
ing,  storage  rooms  or  in  vented  metal  cabinet: 
in  accordance  with  the  following  amounts: 

(b)  Spraying  materials  not  in  excess  of  20  gallon: 
shall  be  stored  in  metal  cabinets  or  wood  cabinets 
metal  covered  on  both  sides  including  the  door 
All  cabinets  to  be  ventilated  at  top  and  bottom. 

(c)  Spraying  materials  in  excess  of  20  gallons  and  no 
exceeding  40  gallons  shall  be  stored  in  double 
walled  metal  cabinets  vented  directly  to  the  outei 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  b< 
stored  in  a  separate  exterior  storage  building  o 
fireproof  or  fire-resisting  material  with  ventilatec 
plain  glass  skylight  or  in  a  storage  room  con 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storag< 
rooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  anc 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  ir 
diameter.  The  floors  of  all  storage  rooms  shal 
be  waterproof  up  to  a  height  of  at  least  6  inche: 
from  the  floor  and  be  properly  pitched  for  drain 
age  purposes  to  a  low  point  within  the  enclosure 
The  sill  of  the  door  shall  be  at  least  6  inches  abovt 
the  finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  b< 
provided  with  an  automatic  sprinkler  head  foi 
each  80  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprink-i 

lered  buildings  and  suppiled  from  house  suppl) 
tanks  or  house  lines,  as  described  in  Rule  53  of  the 
Sprinkler  Rules. 

(g)  The  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build¬ 
ing  shall  be  determined  by  the  Fire  Department 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 
conducted  in  a  storage  building  or  storage  room; 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  whicl 
booths  are  located  while  the  air  exhaust  systerr 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  day’: 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use.  This  amount  is 
in  addition  to  the  amount  allowed  in  Subdivision  k 
of  Rule  6. 

(j)  Gravity  feed  material  containers  for  supplying 
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spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  having  a  factor  of  safety  of  two  when 
filled  with  the  heaviest  spraying  materials  used. 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  the  Board  of  Standards  and  Appeals.  Each 
tank  shall  be  provided  with  a  safety  valve  set  at 
a  pressure  not  exceeding  eighty  pounds.  All 
gravity  feed  containers  and  other  spraying  equip¬ 
ment  shall  be  approved  as  above. 

(l)  The  installation  of  all  electrical  wiring,  switches, 

lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 

Rule  7. 

General  Requirements 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3. 

iubdivision  D — Air  Exhaust  System. 

E — Air  Supply  and  Mixing. 

F — Use  of  Spray  Booth. 

Rule  4. 

ubdivision  A — Construction  of  Spray  Booths. 

B — Construction  of  Baffle  Plates. 

!C — 'Cleaning  of  Booths. 

E— (Maintenance  of  Duct  Supports. 

F — 'Location  of  Motors. 

G — Method  of  Induced  Draft. 

H — Termination  of  Ventilating  System. 

K — Electric  Lighting. 


USE  OF  HYDRATED 

1-154-3  Mix,  t  nounds  of  hydrated  lime  per  bag  of 

ement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

sment. 

1-254-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

iment. 

For  hand  mixed  concrete,  the  hvdrated  lime  and  Port 
md  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
'  be  deposited  under  water. 


L  Separation  of  Booths,  etc.,  from  flame  and 
sparks. 

M — Electrical  Equipment. 

N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A— Certificate  of  Fitness. 

“  B  .Motor  vehicles,  in  booths  or  rooms. 

(<  C  Maintenance  of  Exhaust  fans. 

((  D — Maintenance  of  Equipment. 

E — Cleaning  Implements. 

F— Accumulation  and  Disposal  of  Waste  Mate¬ 
rials. 

G— .Smoking,  Matches,  etc. 

H — Fire  Appliances. 

Rule  6. 

Subdivision  A— Storage  of  Spraying  Materials. 

B— Storage  of  Spraying  Materials  less  than  20 
gallons. 

C  Storage  of  Spraying  materials  not  exceeding 
40  gallons. 

D — 'Storage  of  Spraying  materials  exceeding  40 
gallons. 

«  xj  ^^fax*mum  Storage  in  non-fireproof  buildings. 
t(  H  'Spray  room  or  booth  mixing. 
t(  1 — 'Supplies  allowed  in  booth. 

J — Gravity  Feed  containers. 

L  'Smoking,  matches,  in  mixing  room. 

NOTE :  Subdivisions  A,  B,  C  and  D  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved  exist- 
mg  automatic  sprinkler  system  where  the  general 
conditions  of  cleanliness  are  properly  maintained  at 
all  times. 

Rule  7. 

Subdivision  A— Posting  “No  Smoking”  signs. 
ft  B  Clearance  of  combustible  material. 

C— Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 

Approval  Forms  and  Plans 

I  here  shall  be  filed  before  installation  with  the  Fire  Do 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  ap« 
plication  form  on  sheet  8  inches  by  10  inches,  which  form 
shall  give  the  proper  name  and  address  of  booth  user  and 
also  the  floor  on  which  the  booth  or  booths  are  to  be  in- 
staffed.  An  ink  drawing  of  the  floor  upon  which  the  booth 
will  be  located  shall  be  submitted  on  the  form  sheet;  such 
drawing  shall  show  by  feet  and  inches  the  location  of’ exits 
chimneys  and  booths.  • 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  Fire  Department  for  examination  and  ap- 

°V  Such  plan  shall  show  on  the  floor  plan  the  location 
ot  all  booths,  storage  and  mixing  rooms,  exits  and  all 
chimneys  and  exterior  openings  within  15  feet  of  the  storage 
rooms  and  vent  ducts. 


LIME  IN  CONCRETE. 

Adopted  by  the  Board  of  Standards  and  Appeals  Aoril 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
.vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
?iven  being  the  amount  of  lime  which  mav  be  incorporated 
tor  each  ninety-five  pound  bag  of  Portland  cement- 
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DOCKET. 

Cases  pending  December  31,  1931. 

Cases  filed  up  to  May  18,  1932 . 

Restored  to  calendar . 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


136 

5 

41 

3 

26 

2 

0 

8 

0 

4 


Total 

Disposed  of 


886 

616 


Cases  pending  May  18,  1932 


269 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . ; . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied .  ’ 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . . 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail 
to  receive  such  notice  is  no  excuse  for  neglect  to  appeal 

Fifth,  That  the  business  of  the  board  is  to  dispose  of: 
cases  promptly,  for  the  reason  that  the  pendancy  of 
appeal  or  petition  ties  the  hands  of  the  administrative  < 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi 
and  data  required  by  law  are  supplied,  as  specified  on 
blank  appeal,  application  or  petition  forms. 
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Special  meetings  as  published  in  'this  Bulletin. 
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All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gineers  pertaining  to  the  work  of  the  board,  will  be  seen 
-/between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

nnVM\xi*l7k*S  vdenida'  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 

fnH  Pn°PKrty  °TerS  °P'P°rtunity  to  file  objections,  if  any, 
win  be  called  in  Room  1013,  Tuesday,  May  31  1932 

definite' day.  *  “*  “*  C3Se  is  set  for  hear“’S  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  7,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 

on  fixed  dUaS€S  *  ^  ^  definitely  set  for  hearing 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  May  20,  1932,  10  A.  M. 
Minutes  of  Special  Meeting,  May  20,  1932,  2  P.  M. 
Minutes  of  Regular  Meeting,  May  24,  1932,  10  A.  M. 
Minutes  of  Regular  Meeting,  May  24,  1932,  2  P.  M. 
Rules  for  Testing  Wood. 

Factory  Exit  Rules. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Fuel  Oil  Rules. 

Approved  Fireline  Hose  Valves. 

Notice  of  Public  Hearing  on  Proposed  Uniform  Cer¬ 
tificate  of  Occupancy. 

Notice  of  Public  Hearing  on  Proposed  Rules  Govern¬ 
ing  the  Spraying  of  Paints,  Varnishes,  etc. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  . of  this  board.  4 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  . required  thereon,  within  twenty  days,  his  case  may  bp 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
.oner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice.  1 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified'  and 

directions11  °f  53016  CXpedited  by  forming  to  these 
HENRY  L.  CONNELL,  Temporary  Chairjnan 
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DOCKET. 


Ncz v  Cases  Filed  up  to  May  25,  1932. 

Cal.  No.  Department.  Premises  Affected. 

287-32-A . F.D . 547-555  Clinton  ave.,  Bklyn., 

_  F-94795 

286-32-SA . F.D . Hubbard  Silent  Electric  Oil 

-  Burner,  Appliance 

285-32-S . F.D . West  side  of  Broadway  from 

240th  st.  &  Spuyten  Duyvil 
rd.  &  Stuyten  Duyvil  pkwy., 

_  Bx.,  L.  D.  93858 

284-32-BZ . B.B.Q _ 193-12  &  193-20  35th  ave.,  Bay- 

_  side,  Q.,  N.  B.  1138-32 

283-32-BZ . B.B.Bx. .  .1679  Monroe  ave.,  Bx., 

_  Alt.  184-32 

282-32-BZ . B.B.Q - 143-179  Vermont  ave.,  Q., 

_  N.  B.  1017-32 

281-32-BZ . B.B.Q _ 98-01  Metropolitan  ave.,  Forest 

-  Hills,  Q.,  N.  B.  1002-32 

280-32-S . F.D . 48-50  W.  57th  st.,  Man., 

-  L.  F.  47215  &  L.  D.  91054 

279-32-S . F.D . 117  W.  33rd  st.,  Man., 

-  Decision 

278-32-BZ . B.B.Bx... 818  E.  233rd  st.,  Bx., 

_  N.  B.  213-32 

277-32-A . B.B.M _ 64  W.  124th  st.,  Man., 

-  Decision 

276-32-S . F.D . 300  Penn  st.,  Bklyn., 

_  L.  D.  93699 

275-32-iS . F.D . 156  W.  22nd  st.,  Man., 

- -  L.  D.  90172 

274-32-A . F.D . 373  Fifth  ave.,  Man., 

- -  F-94624,  F-94625  &  F-94626 

273-32-BZ . B.B.M _ 30  W.  59th  st.  (Central  Park 

-  South),  Man.,  Decision 

272-32-BZ . B.BJBx. .  .2903  Roberts  ave.,  Bx., 

-  Decision 


Restored  to  Calendar. 

477-31-BZ . B.B.Q _ Southeast  corner  of  Northern 

blvd.  &  Bell  blvd.,  Bayside, 

-  Q.,  N.  B.  3672-31 

476-31-BZ . B.B.Q _ Northeast  corner  of  Northern 

blvd.  &  Bell  blvd.,  Bayside, 

-  Q.,  N.  B.  3671-31 

278-31-S . F.D . 149-151  Fifth  ave.,  Man., 

_  L.  D.  60966 

672-30-BZ . B.B.Q _ Southwest  corner  of  Illion  ave., 

-  Hollis,  Q.,  N.  B.  5212-30 

45-29-BZ . B.B.B _ 196-214  Bay  49th  st.,  Bklyn., 

_  Applic.  16119-28 

962-25-S . B.B.M _ 117-119  W.  26th  st.,  Man., 

-  Decision 


CODE 

F.D . F>re  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 


B.B.Bx . Bureau  of  Buildings,  Broi 

T.H.D . Tenement  House  Departme 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  31,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

146-32-BZ. 

APPLICANT— Morris  Whinston,  for  The  Rhineland 
Estate,  owner ;  Milans  Realty  Corp.,  lessee. 

PREMISES — 66-68  West  38th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  retail  use  and  “B”  area  district  t 
erection  of  a  stair  enclosure  which  encroaches  ir 
the  rear  yard  required  by  the  building  zone  resol 
tion. 

230-32-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Evelyn  L.  Wo< 
owner. 

PREMISES — Southeast  corner  of  East  Burnside  aver 
and  Walton  avenue,  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  build! 
zone  resolution, 

TO  PERMIT  the  extension  from  a  business  district  into 
residence  district  of  a  business  use  (stores). 

504-25-BZ. 

APPLICANT — Nat  C.  Helman,  for  Rachel  Yuttal,  pres< 
owner. 

PREMISES — 128-144  East  98th  street,  west  side,  100 
north  of  Winthrop  street,  Brookyln. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupat 
of  a  garage  for  more  than  five  (5)  motor  vehic 
(garage  granted  by  the  board)  so  as  to  include 
motor  vehicle  repair  shop  (reopened  January 
1932). 


340-31-BZ. 

APPLICANT — Conroy  &  Hardy  (formerly  known  as  ^ 
Cooey  &  Conroy),  for  Edward  W.  Cropsey,  Jar 
L.  Cropsey  and  C.  &  M.  Holding  Co.,  owners. 

PREMISES— 2402-2418  Cropsey  avenue,  southwest  cor: 
of  24th  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z> 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  gasoline  service  station  (previou 
dismissed  for  lack  of  prosecution;  reopened  and 
stored  to  Calendar  February  2,  1932). 

103-31-BZ. 

APPLICANT — Kew  Garage  &  Repair  Co.,  Inc.,  owner. 

PREMISES — North  side  of  Metropolitan  avenue,  20  ft.  8 
east  of  Cuthbert  place,  Richmond  Hill,  Borot 
of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  build 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  oc 
pancy  from  an  auto  laundry  to  a  garage  for 
storage  of  more  than  five  (5)  motor  vehicles  (l 
viously  dismissed  for  lack  of  prosecution;  reope 
and  restored  to  Calendar  March  4,  1932). 


36-20-BZ. 

APPLICANT— William  C.  Winters,  for  Schmeller  Br 
present  owners. 

PREMISES — 3086-3096  Fulton  street,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  z 
resolution, 
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0  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(garage  granted  by  the  board)  so  as  to  include  a 
gasoline  service  station  (reopened  March  22,  1932), 

10-32-BZ. 

PPEI CANT— James  J.  Millman,  for  Rostfel  Realty  Co 
Inc.,  owner. 

REMISES  125-135  Kings  highway,  northeast  corner  of 
Stillwell  avenue,  Brooklyn. 

P PLICATION,  under  section  21  of  the  building  zone 
resolution, 

3  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  1,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

!  1  l  -i  j?pea  S  °f  a  Pub!ic  hearing  under  the  provisions 
the  building  zone  resolution,  IV ednesday  morning ,  June  1 
i2  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
:  following  matters: 

..  no.  744-30-BZ — Application,  December  17,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  James  P.  Walsh, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  extension  of  a  business  use  pre¬ 
viously  granted  by  the  board;  premises 
141  West  69th  street,  Manhattan  (laid 
over  April  28,  1931,  for  full  vote  of 
board;  on  May  10,  1932,  previous  vote 
reconsidered). 

.  no.  180-32-BZ— -Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Benjamin  Albert  and  Abraham  Ger¬ 
ber,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south¬ 
west  corner  of  Gun  Hill  road  and  Paul¬ 
ding  avenue,  The  Bronx. 


1  NO. 


NO. 


182-32-BZ— Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Henfred  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  4117-4119  New  Utrecht  ave¬ 
nue,  northeast  corner  of  42nd  street 
Brooklyn. 

199-32-BZ — Application,  April  9,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Rudies  Garage,  Inc.,  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  of  a  garage  for  more  than  five  (5) 
motor  vehicles  so  as  to  permit  the  in¬ 
clusion  of  a  gasoline  service  station  (the 
garage  having  been  previously  granted 
by  the  board)  ;  premises  1223-1247 
Coney  Island  avenue,  east  side,  20  ft. 
north  of  Avenue  I,  Brooklyn. 

no.  205-32-BZ— Application,  April  12,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Brooklyn  &  Queens  Transit  Corp., 


owner,  and  Brooklyn  Bus  Corp.,  lessee, 
to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the 
maintenance  of  an  open  air  parking 
space  for  more  than  five  (5)  motor 
■vehicles  (motor  omnibuses)  ;  premises 
22  <0-2342  Utica  avenue,  west  side,  south 
of  Avenue  O,  Brooklyn. 

cal.  no.  334-3 1-BZ— Application,  July  1,  1931;  dismissed 
for  lack  of  prosecution  December  4. 
1931 ;  reopened  and  restored  to  Calendar 
January  5,  1932;  denied  March  18,  1932; 
reopened  under  new  facts  April  26, 
*932>  SIlirley  Kslm,  applicant,  on  be¬ 
half  of  American  Seal  Kap  Corp.,  owner 
to  permit  in  a  business  district  the 
change  of  the  occupancy  of  a  portion  of 
an  existing  building  to  a  garage  fof 
more  than  five  (5)  motor  vehicles' 
premises  11-11  to  11-27  44th  drive  (Nott 
avenue),  Long  Island  City,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


street, 


JUNE  1,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

235-32-A — 3809-3815  Broadway,  Manhattan. 

150-32-A — 439-441  Crescent  street,  Brooklyn. 

160-32-A— 113-117  Pearl  street  and  66-70  Beaver 
Manhattan. 

176-32- A — 10  East  33rd  street,  Manhattan. 

179-32- A  North  side  of  Northern  boulevard,  151  ft.  east 
of  250th  street,  Little  Neck,  Borough  of 
Queens. 

190-32-A — 132-184  39th  street  (Building  No.  19)  and  147- 
167  41st  street  (Building  No.  20),  Brook¬ 
lyn. 

Petitions  for  Variations. 

126-32-S— 34-36  Waverly  avenue,  Brooklyn. 

171-32-S — 23  East  67th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

225-32-SA— Enterprise  Type  Junior  “W”  Oil  Burner, 
„  ,r,  .  ^  Models  1,  2  &  3,  approval  of. 

237-32-SA  D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  an<^  Oneida,  approval  of. 

26.3-32- S A  Mueller  Streamline  Fitting,  approval  of 
267-32- S A— Quiet  May  Gerotor  Pump,  approval  of. ' 

JUNE  3,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

rJL  a"d.,^PPeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Friday  morning ,  June  3,  1932 
at  10  o  clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  101-32-T5Z — Application,  February  29,  1932,  under 
section  21  of  the  building  zone  resolu- 
(^iar^es  S.  Clark,  applicant,  on 
behalf  of  Thema  Rosen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  garages  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station ;  premises  west 
side  of  Bailey  avenue,  182  ft.  south  of 
West  230th  street,  The  Bronx. 

cal.  no.  112-32-BZ— Application,  March  3,  1932,  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  for 
Sancer  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  part  of  the  first  story  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop ;  premises  2540  Belmont  ave¬ 
nue,  east  side,  135  ft.  8  in.  north  of 
Fordham  road,  The  Bronx. 

cal.  no.  118-32-BZ— Application,  March  7,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  Frey,  applicant,  on  behalf  of 
Bessie  Rubin,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southwest  corner  of  29th  ave¬ 
nue  and  154th  street,  Bayside,  Borough 
of  Queens. 

cal.  no.  122-32-BZ — Application,  March  9,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  J.  Kessler,  applicant,  on  be¬ 
half  of  William  Peat,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  416- 
426  West  204th  street,  Manhattan. 

cal  no  603-31-BZ — 'Application,  December  18,  1931,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Stephen  Frontera,  appli¬ 
cant,  substituted  for  Albert  H.  Stines, 
on  behalf  of  Nancy  Marmehto,  owner, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
west  side  of  73rd  place,  180  ft.  south  of 
Donnell  place,  Maspeth,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


JUNE  3,  1932,  2  P.  M. 

.  special  meeting. 

Appeals  from  Administrative  Orders. 

201-32-A— 469  West  140th  street,  Manhattan. 

242-32- A — 383-399  Seventh  avenue,  Manhattan. 

Petitions  for  Variations. 

681-29-S— 133-157  West  50th  street  and  132-148  West  51st 
street,  Manhattan. 

162-32-S— 910  31st  street  (Second  avenue),  northeast  cor¬ 
ner  of  23rd  avenue  (Potter  avenue),  Long 
Island  City,  Borough  of  Queens. 


JUNE  3,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 
of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  7,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

569-30-BZ. 

APPLICANT — C.  T.  McCurdy,  for  Peter  L.  H 
owner. 

PREMISES — 2923  Snyder  avenue,  northwest  cori 
Nostrand  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and 
tenance  of  a  gasoline  service  station  (pre 
withdrawn ;  reopened  and  restored  to  C; 
March  1,  1932). 

183-32-BZ. 

APPLICANT — Sebastiano  Ladiso,  owner. 

PREMISES — Northeast  corner  of  114th  avenue  and 
street,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  buildinj 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and 
tenance  of  a  gasoline  service  station. 

221-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Pollwhit  Realty 
owner. 

PREMISES — 1016-1032  Liberty  avenue,  south  side, 
west  of  Crescent  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  buildin 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  anc 
tenance  of  a  gasoline  service  station. 

224-32-BZ. 

APPLICANT — Frank  M.  McCurdy,  for  Herbert  ( 
owner. 

PREMISES — 54  Eighth  avenue,  west  side,  20  ft.  s 
Berkeley  place,  Brooklyn. 

APPLICATION,  under  section  21  of  the  buildin 
resolution, 

TO  PERMIT  in  a  residence  use  “D”  area  district  tl 
tion  and  maintenance  of  an  extension  at  t 
of  the  basement  and  first  story  of  an  existinj 

ing. 

233-32-BZ. 

APPLICANT — Alfred  A.  Lama,  for  Treselmina  Co., 

PREMISES — 267-271  Eastern  Parkway  Extension, 
east  corner  of  Rockaway  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  buildir 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  am 
tenance  of  a  gasoline  service  station. 

204-32-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Alt 
Heights  Building  Corp.,  owner. 

PREMISES — 705-729  Gravesend  avenue,  east  side, 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  buildit 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  an 
tenance  of  a  garage  for  more  than  five  (5 
vehicles  and,  also,  a  gasoline  service  station 


JUNE  3,  1932,  4  P.  M. 

SPECIAL  MEETING. 

Rules. 

217-21-SR— Proposed  Amendments  to  Fuel  Oil  Rules. 


JUNE  7,  1932,  10  A.  M. 

Building  Zone  Applications. 
NOTICE  IS  HEREBY  GIVEN  by  the  board  o 
ards  and  appeals  of  a  public  hearing  under  the  pr 
of  the  building  zone  resolution,  Tuesday  morning, 
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q  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
j  ollowing  matters : 

A  no.  208-32-BZ — Application,  April  13,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Richard  iShutkind,  applicant,  on  be¬ 
half  of  George  Del  Gaizo,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  209-211  Chrystie  street 
and  26  Stanton  street,  northwest  corner, 
Manhattan. 

jvo.  210-32-BZ— Application,  April  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  on  behalf 
of  Louis  Schwartz,  owner,  to  permit  in 
a  residence  use  and,  also,  “D”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  which  occupies  more  than  sixty 
per  cent  (60%)  of  the  area  of  the  lot; 
premises  669  Ashford  street,  east  side, 
230  ft.  south  of  New  Lots  avenue, 
Brooklyn. 

lxo.  1149-24-BZ—Application,  September  19,  1924; 

maintenance  of  garage  for  six  (6)  motor 
vehicles  granted  on  April  28,  1925,  for 
a  temporary  period ;  reopened  and  permit 
extended  October  23,  1928;  reopened 
April  5,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Croker  Fire 
Prevention  Corp.,  applicant  (formerly 
known  as  Croker  National  Fire  Preven¬ 
tion  Engineering  Co.),  on  behalf  of 
Herman  W.  J.  Bruning,  owner,  to  per¬ 
mit  in  a  residence  district  the  mainte¬ 
nance  of  an  existing  garage  for  six 
(6)  motor  vehicles;  premises  63-63J4 
Schaeffer  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  7,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-- A— 441-145  Wooster  street,  Manhattan. 
"A — 174-184  West  135th  street,  Manhattan. 
--A— 6  Maiden  lane,  Manhattan. 

"A — 97-101  Guernsey  street,  Brooklyn. 

Petitions  for  Variations. 

■■S— 10-12  East  50th  street,  Manhattan. 

'  -S — 330-338  Morgan  avenue,  Brooklyn. 

■  -S— 66-68  West  38th  street,  Manhattan. 


JUNE  10,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  "Lone  Applications. 

?1CE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
id  appeals  of  a  public  hearing  under  the  provisions 
k  building  zone  resolution,  Friday  morning,  June  10 
.  10  o’clock,  in  Room  1013,  Municipal  Building  on 
Owing  matters: 

1  545-31-fBZ — Application,  November  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr., 
owner,  to  permit  in  a  business  district 


the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  99-32-EZ— Application,  February  27,  1932,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Wingate  &  Cullen,  for 
Jacob  Morgenthaler  Sons,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
of  an  existing  garage  for  more  than  five 
(5)  motor  vehicles,  an  existing  gasoline 
service  station  and  an  existing  motor 
vehicle  repair  shop;  premises  164-178 
Fourth  avenue,  southwest  corner  of 
Douglass  street,  Brooklyn. 

cal.  no.  113-32-BZ— Application,  March  4,  1932,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  B.  Dondero,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  8708-8712  18th  avenue. 
Brooklyn. 

CAL.  NO.  128-32-BZ— Application,  March  11,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  J.  Nurick,  applicant,  on  be¬ 
half  of  Blackstone  Service  Garage, 
owner,  to  permit  in  a  business  district 
the  alteration  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (granted  by  the 
board  under  Cal.  No.  1162-17-BZ)  to 
permit  the  inclusion  of  a  gasoline  service 
station;  premises  664-6690  Coney  Island 
avenue,  southwest  corner  of  Avenue  C, 
Brooklyn. 

cal.  no.  140-32-BZ  Application,  March  23,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  J.  _  Sturla,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Lawrence  street  and  North 
Hempstead  turnpike,  Flushing,  Borough 
of  Queens. 

cal.  no.  395-31-BZ — Application,  August  12,  1931,  under 
sections  7b,  7c,  7g  and  21  of  the  building 
zone  resolution,  of  James  A.  Delehanty 
applicant,  on  behalf  of  Dubon  Realty 
Corp.,  owner, _  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop  and  garage  for  more  than  five 
(5)  motor  vehicles;  premises  226-18 
Merrick  road,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 

T  emporary  Chairman. 


JUNE  10,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

80-32-A— 27-03  Newtown  avenue  and  1-3  North  Henrv 
street,  northwest  corner,  Long  Island  City 
Borough  of  Queens. 


665 


CALENDAR 


24-32- A — Southerly  side  of  Steinway  Creek,  638 'ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

143-32- A — 53  91st  street,  Brooklyn. 


JUNE  10,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

353-30- SR _ Proposed  Paint,  Varnish  and  Lacquer  Spraying 

Rules,  Approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  14,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

212-32-BZ. 

APPLICANT — 'Beth  Hamedrash  Hagodol  Nachlath  Zion 
of  South  Flatbush,  owner. 

PREMISES — .2171-2177  East  22nd  street  (Elmore  place), 
180  ft.  north  of  Avenue  V,  Brooklyn.  _ 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  , 

TO  PERMIT  in  a  residence  use  “D  area  district  the  erec¬ 
tion  and  maintenance  of  a  building  which  does  not 
conform  with  the  area  requirements  of  the  building 
zone  resolution. 

APPLICANT — 'Alfred  A.  Lama,  for  Walter  Krechko  and 
Stella  Krechko,  owners. 

PREMISES — 35  Rockaway  avenue,  east  side,  80  ft.  south 
of  Chauncey  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

253-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Thomas  J.  Higgins,  for 
307  West  44th  Street  Garage  Co.,  Inc.  (long-term 
lease)  lessee. 

PREMISES— 307  West  44th  street,  Manhattan. 

APPLICATION,  under  sections  6,  7a,  7e  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  addition  of  two 
(2)  stories  to  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 

442-31-BZ. 

APPLICANT— William  V.  MdDevit,  for  M.  Palace, 
owner. 

PREMISES— 305-311  New  Dorp  lane,  120  ft.  north  of 
Clawson  street,  New  Dorp,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn ;  reopened  and  restored  to  Calendar 
March  22,  1932). 

476- 31-BZ. 

APPLICANT — 'Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

PREMISES — Northeast  corner  of  Bell  boulevard  and 
Northern  boulevard,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21 ;  reopened  and  restored 
to  Calendar  May  20,  1932). 

477- 31-BZ. 

APPLICANT — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

PREMISES — Southeast  corner  of  Northern  boulevard  and 
Bell  boulevard,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  buidling  zone 
resolution, 


TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station  (previous' 
withdrawn  under  section  21 ;  reopened  and  restore 
to  Calendar  May  20,  1932). 

261-32-BZ. 

APPLICANT — Nicholas  F.  Walsh,  for  Marguerite  I 
Walsh,  owner. 

PREMISES — 'Northwest  corner  of  West  230th  street  ai 
Bailey  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
business  district,  the  erection  and  maintenance  of 
gasoline  service  station. 


JUNE  14,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning,  June  1 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters : 

cal.  no.  G8-32-BZ — Application,  February  11,  1932,  und 
section  21  of  the  building  zone  resol 
tion,  of  Celler  &  Kraushaar,  applican 
on  behalf  of  Jane  David  Holding  Cor 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  1641-16 
Eastern  parkway,  northeast  corner 
Hopkinson  avenue,  Brooklyn. 

cal.  no.  177-32-BZ — Application,  April  4,  1932,  under  se 
tion  21  of  the  building  zone  resolutic 
of  Herbert  J.  Krapp,  applicant,  on  I 
half  of  Trebhus  Realty  Co.,  owner, 
permit  in  a  business  district  the  erecti 
and  maintenance  of  a  gasoline  servi 
station;  premises  166  West  End  aveni 
northeast  corner  of  West  67th  stre 
Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman 


JUNE  14,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders.  • 
107-32-A— 123-133  William  street,  Manhattan. 

161-32-A — 535-545  East  79th  street,  Manhattan. 
203-32-A — 110-118  West  65th  street  and  1931-1939  Bro; 
way,  Manhattan. 

217-32-A— 83rd  street,  540  ft.  south  of  Central  aven 
Glendale,  Borough  of  Queens. 

Petitions  for  Variations. 

962-25-1} — 117-119  West  26th  street,  Manhattan. 
278-31-S — 149-151  Fifth  avenue,  921-923  Broadway  and  1- 
East  21st  street,  Manhattan. 

192-32-S — 20  East  49th  street,  Manhattan. 

194-32-S— 1020  East  178th  street,  The  Bronx. 

JUNE  17,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 
144-32-A — Pier  No.  40,  foot  of  Van  Dyke  street,  Brookl 
167-32- A- — 'Pier  No.  39,  foot  of  Van  Dyke  street,  Brookl. 
186-32-A — Pier  No.  30,  foot  of  Irving  street,  Brooklyn 
172-32-A — Pier  No.  18,  foot  of  Joralemon  street,  Brookl; 
169-32-A — Pier  No.  17,  foot  of  Joralemon  street,  Brookl; 

155- 32-A — Pier  No.  15,  East  River,  foot  of  Montag 

street,  Brooklyn. 

156- 32-A — Pier  No.  16,  East  River,  foot  of  Montag 

street,  Brooklyn. 

185-32-A — Pier  No.  26,  foot  of  Warren  street,  Brook! 
188-32- A — Pier  No.  36,  foot  of  Pioneer  street,  Brook! 
158-32-A — Pier  No.  33,  Atlantic  Basin,  Brooklyn. 
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BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING 

FRIDAY  MORNING,  MAY  20,  1932. 

Present :  1  emporary  Chairman  Connell,  Commissioners 
lolland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

,’6-31-BZ. 

PPLICANT  P eter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

UBJECT — Application  for  reopening  under  section  7f  of 
the  building  zone  resolution— restoration  to  Calen¬ 
dar,  having  been  previously  withdrawn— re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

REMIbES  AFFECTED — Northeast  corner  of  Northern 
boulevard  and  Bell  boulevard,  Bayside,  Borough  of 
Queens. 

PPEARANCES — 

For  Applicant:  Robert  Malis. 

V.TION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  June  14,  1932,  at  2  p.  m. 

dE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . . .  4 

Negative  . !!!..!.!  o 

Absent  .  ’  0 


r-31-BZ. 

(  PEI  CANT  Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

JBJECT  Application  for  reopening  under  section  7f  of 
the  building  zone  resolution— restoration  to  Calen¬ 
dar,  having  been  previously  withdrawn — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

j.EMISES  AFFECTED — Southeast  corner  of  Northern 
boulevard  and  Bell  boulevard,  Bayside,  Borough  of 
Queens. 

’PEARANiCES— 

For  Applicant:  Robert  Malis. 

TION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  June  14,  1932,  at  2  p.  m. 

J?i>V2I?tT0  REOpEN  AND  SET  FOR.’  CALEN- 

JAK  CALL, — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . ’  ’  0 


>2-BZ. 

1 PLICANT— Frederick  J.  Flynn,  for  Joseph  Lagana  and 
Paul  Lagana,  owners. 

BJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

paitc^o  and  ™b^eaance  a  gas°bne  service  station. 
EMISES  AFFECTED — 'Northeast  corner  of  Nassau 

PE  4  RAKCEb and  Ut°Pia  parkway’  Borough  of  Queens. 

For  Applicant:  Frederick  J.  Flynn. 

For  Opposition:  None. 

TION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 


THE  VO  IE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT— . 

.  Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

the  resolution— . 

...  ^  (77-32-BZ) 

p3H1EREAS'  Fredenck  J-  Elynn,  for  Joseph  Lagana  and 
aul  Lagana  owners,  filed,  February  15,  1932,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  °asoline 

vardmid' T  w  pren,uses  n°rtheast  corner  of  Nassau  boule- 
Ww  d  Ut  pia  parkway,  Borough  of  Queens ;  and 
Whereas  a  public  hearing  was  held  on  this  application 

i4  Mav^o  f9SandffdSaa,,d  ap?eal;'  at  its  ^  meet 

Bulletin  of  th.  S’  a  t6r-  cUe  .?0t!,Ce  by  PublicaB™  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whsrbas  the  use  district  maps  accompanying  the  building 

nessedSc,tt-1<TTt  Sh‘°W  ^  N?s®au  boulevard  is  in  a  busi- 
sTri  ;/  ’  U  p’a,Parkway  111  a  residence  district;  182nd 

Snce  dltriiTtr  d'S'nCt’  and  59,h  avenue  is  in  a 
W  hereas,  the  decision  of  the  superintendent  of  buildings 
reads  ^  JatlUary  25)  1932  (re  Plan  No-  N.  B.  83-1932)! 
“2.  The  erecting  of  a  gasoline  service  station  in  a 
46  5  bCSZ dlR».Ct  18  COntrary  t0  art  2-  section  4>  subdiv. 
and 

f^^HEREAS"  xrie  Premises  consist  of  a  corner  lot,  87.30  ft 
frontage  on  Nassau  boulevard  and  108.42  ft.  frontage  on 
Ctopia  parkway;  it  is  proposed  to  erect  an  office,  six  pumps 
bury  four  550-gallon  tanks  and  construct  two  grease  prts 

ness  IstrirtTamf  C°nd“Ct,n8:  a  sasoline  stati°"  a  busi- 
Whereas  this  application  was  the  subject  of  an  inspection 

rZnnYTmittee  °f,the  board’  which  inspection  was  made 
^P°  *  ?f  fame  r<rad  and  adopted  at  this  hearing,  and  which 
fading?  herewith  made  Part  of  this  resolution,  the  report 

‘‘Cal.  No.  77-32-BZ. 

Utnffi?eL  ?0rthea®t  cornter  of  Nassau  boulevard  and 
Utopia  parkway,  Borough  of  Queens 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  +Pa  ^ay  n>  1932,  a  committee  of  the  board,  con- 

Sionefs  H  deiaPorary  C1hfairinan  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 

prf<T^js.es  ,under  appeal  in  this  case. 

tnVt  tit  ?r  appIRation  t0  Permit  in  a  business  dis- 
e,rectlon  and  maintenance  of  a  gasoline  service 
station  under  section  21  of  the  building  zone  resolution. 

1  he  premises  in  question  have  a  frontage  of  approx - 
lmately  87  ft.  on  Nassau  boulevard  and  about  108  ft.  on 
Utopia  parkway  located  on  the  northeast  corner  of  the 
intersection  of  these  two  streets  and  is  now  vacant  and 
unimproved  and  irregular  in  area. 

‘‘The  nearest  development  of  any  nature  to  this  prop- 
erty  is  souths  about  600  ft.  In  all  other  directions 
the  lands  are  vacant  and  unimproved  for  a  distance  of 
upwards  of  a  mile. 

“There  is  no  development  of  any  nature  or  description 
on  either  tlrc  north  or  south  sides  of  Horace  Harding 
boulevard  from  a  point  approximately  400  ft.  west  of  the 
premises  under  appeal  to  over  a  mile  eastward,  with 
the  exception  of  one  small  one-story  frame  dwelling  used 
for  store  purposes  about  700  ft.  eastward,  located  on 
the  south  side  of  Hora.ce  Harding  boulevard. 
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“One  consent  and  no  objection  has  been  filed  with 
this  appeal. 

“At  the  present  time,  due  to  the  undeveloped  land 
surrounding  the  property  under  appeal,  it  is  not  reason¬ 
able  to  suppose  that  the  property  could  now  be  developed 
for  a  conforming  use  and  give  a  reasonable  return  on 
the  investment.  At  the  same  time  the  committee  feels 
that  a  permanent  installation  of  a  non-conforming  use 
in  this  locality  might  tend  to  determine  future  develop¬ 
ment  on  the  vacant  lands  adjoining  the  premises  under 
appeal. 

“The  committee  is  of  the  opinion  that  a  reasonable 
adjustment  of  this  application  would  be  the  granting  of 
a  temporary  permit  under  section  7,  subdivision  f,  for  a 
period  of  two  years. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMBS  P.‘  HOLLAND, 
“JOHN  GUILFOYLE.” 

and  . 

Whereas,  this  report  recommends  the  granting  of  this 
application  under  section  7,  subdivision  f,  for  a  temporary 
period. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby.  is  granted  for  a  temporary 
period  of  two  years,  on  condition  that  all  pumps  shall  be 
set  back  not  less  than  10  ft.  from  the  building  line  of  Utopia 
parkway  and  Horace  Harding  boulevard;  that  all  buildings 
erected  on  the  premises  for  accessory  uses  shall  be  located 
towards  the  easterly  lot  line;  that  any  advertising  signs  for 
non-conforming  uses  shall  be  confined  to  the  illuminated 
globes  of  pumps  or  the  facades  of  the  buildings  erected  on 
the  premises,  and  that  all  permits  shall  be  obtained  within 
six  months  and  any  work  involved  shall  be  completed  within 
nine  months  from  the  date  of  this  action. 


67-32-BZ. 

APPLICANT — Mary  Skodnick,  owner.  x 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Foch  boule¬ 
vard  and  219th  street,  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  W.  E.  Kennedy. 

For  Opposition:  Benjamin  H.  Gruber  and  E.  Weid- 
berg. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(67-32-BZ) 

Whereas,  Mary  Skodnick,  owner,  filed,  February  11,  1932, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Foch  boulevard  and  219th 
street,  St.  Albans,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 


ing,  May  20,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Foch  boulevard  is  in  a  business 
district ;  219th  street  is  in  a  residence  district,  and  220th 
street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  2,  1932  (re  N.  B.  5182-1932),  reads: 

“The  erection  of  a  gas  station  in  a  business  district 
and  extending  into  a  residential  district  is  contrary  to 
Zone  Law  (Art.  2,  Sub.  46,  B.  Z.  R.).”; 
and  , 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Foch  boulevard  and  115  ft.  on  219th 
street ;  the  south  part  of  the  plot  extends  into  the  residence 
district  for  a  distance  of  15  ft.,  the  remainder  of  the  plot  is 
in  the  business  district;  proposes  to  erect  thereon  a  one-  1 
story  office,  approximately  36  ft.  by  16  ft.  in  area,  grease 
pits  and  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection 
was  made,  report  of  same  read  and  adopted  at  this  hearing, 
and  said  report  made  part  of  this  resolution,  the  report 
reading : 

“Cal.  No.  67-32-BZ. 

“Premises  southeast  corner  of  Foch  boulevard  and  219th 
street,  St.  Albans,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION.  , 

“On  May  11,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  business  district  and  partly  in  a  residence 
district  the  erection  and  maintenance  of  a  gasoline  service 
station. 

“The  premises  in  question  have  a  frontage  of  about 
100  ft.  on  Foch  boulevard  and  115  ft.  on  219th  street, 
15  ft.  of  the  property  being  in  a  residence  use  district, 
and  the  property  at  the  present  time  is  vacant  and  un¬ 
improved. 

“North  of  Foch  boulevard  on  the  intersecting  streets, 
east  and  west,  there  is  a  very  extensive  development 
with  new,  detached  private  dwellings. 

“On  the  north  side  of  Foch  boulevard,  between  219th 
street  and  220th  street,  there  are  six  one-story  buildings 
for  store  use,  five  of  which  are  occupied.  These  build¬ 
ings  have  been  built  and  occupied  since  the  filing  of 
this  appeal  and  are  opposite  the  premises  under  appeal. 

“On  the  north  side,  east  and  west  corners  of  218th 
street,  and  running  northward  on  218th  street,  is  a  row 
of  new,  detached  private  dwellings,  which  properties 
were  vacant  at  the  time  of  the  filing  of  this  appeal. 

“On  117th  road,  which  is  one  block  south  of  Foch 
boulevard,  between  218th  street  and  219th  street,  both 
sides,  are  new,  detached  private  dwellings,  developed 
since  the  filing  of  this  appeal. 

“On  219th  street,  east  side,  and  extending  eastward 
from  the  property  under  appeal,  there  is  a  row  of  eight 
detached  private  dwellings. 

“On  the  south  side  of  Foch  boulevard,  eastward  from 
the  property  under  appeal  and  southward  from  Foch 
boulevard,  the  porperties  are  all  vacant  at  the  present 
time  for  about  half  a  mile  to  a  mile,  except  four  or 
five  two-story  frame  dwellings  on  the  west  side  of  220th 
street. 

“Deveolpment  of  the  properties  in  this  vicinity,  there¬ 
fore,  seems  to  be  progressing  eastward  on  both  the 
north  and  south  sides  of  Foch  boulevard  and  the  inter¬ 
secting  streets.  This  is  evidenced  by  the  development 
of  Foch  boulevard  and  the  intersecting  streets,  starting 
at  Springefild  boulevard,  which  is  216th  street,  and  ex¬ 
tending  to  220th  street,  one  block  each  of  premises  under 
appeal. 
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There  are  no  non-conforming  uses  on  either  the  north 
or  south  sides  of  Foch  boulevard  from  216th  street  or 
Springfield  boulevard  to  222nd  street,  nor  on  the  inter¬ 
secting  streets,  except  the  gasoline  station  on  the  north¬ 
east  corner  of  216th  street  (’Springfield  boulevard), 
which  was  granted  by  the  court  on  certiorari  from  this 
board  s  determination.  The  court’s  decision,  however, 
was  in  effect  for  a  temporary  use  only. 

There  have  been  filed  with  this  application  twenty- 
one  objections  and  no  consents.  The  objections  are 
mostly  from  properties  north  and  south  of  Foch  boule¬ 
vard  on  219th  street. 

“The  committee  is  of  the  opinion  that,  due  to  the 
present  development  taking  place  on  the  properties  in 
this  vicinity  and  the  fact  that  there  are  at  the  present 
time  no  non-conforming  uses  established;  that  the  appli- 
cation.  under  section  21 — hardship — for  a  permanent  in¬ 
stallation  is  not  substantiated,  and,  therefore,  recommends 
denial  of  this  appeal. 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 

.  “JOHN  GUILFOYLE.” 

id 

Whereas,  this  report  recommends  the  denial  of  this  ap- 
lcation  under  section  21— hardship. 

Resolved  that  the  decision  of  the  superintendent  of  build- 
gs  be  and  it  hereby  is  affirmed,  and  that  the  application 
:  and  it  hereby  is  denied. 


9-29-BZ. 

PPLICANT— Conroy  &  Hardy,  substituted  for  McCooey 

rTnTT7^rC°Anr0y.’  f°r  Franksonia  Realty  Corp.,  owner. 

UidJ EL  1  —Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  and  restored  to 
Calendar). 

REMISES  AFFECTED— 2228-2234  Gerritsen  avenue 

'PREAEANGES-0rner  °f  AvenUe  U  (OId)’  BrookI-vn-  ’ 
For  Applicant:  R.  S.  Hardy. 

For  Opposition :  Samuel  Akelmacher,  Catherine  Col- 
lifts  and  Ruth  H.  Butler. 

-TION  OF  BOARD — Report  of  committee  of  inspection 
application  granted  on  condition. 

TE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  n 

IE  VOTE  TO  GRANT—  . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  n 

Absent  .  „ 

IE  RESOLUTION—  .  0 

;,r  (249-29-BZ) 

!rnvRf ASVC°nrr0y  substituted  for  McCooey  & 

q . ' '  •,?  j  Franksorua  Realty  Corp.,  owner,  filed,  April  12 
•  ,  withdrawn  and  restored  to  Calendar  February  2  1932' 

,  fV 'h0n'  ,he  b“ildinS  resolution,  to  permit’ 

a  busmess  district  the  erection  and  maintenance  of  a 

,r  ;te;™e  staftloAn’-  premises  2228-2234  Gerritsen  avenue, 
thwest  corner  of  Avenue  U  (Old),  Borough  of  Brooklyn; 

ffiHeEbo^rdVUI)HCah?ringJWaS  held  on  this  aPPHcation 

Mav  20  oS  ft  5  ^  ap?eals,:  at  its  sPecial  meet- 
1  lefin  7of2 ih/9R2’  aftCf  cUC  j0t!,ce  by  Publication  in  the 
L  a  B°ard  of  Standards  and  Appeals;  and 

rSohffinn  nse  dltnCU ma?s  accomPanying  the  building 
-  esolution  show  that  Gerritsen  avenue  is  in  a  business 


district;  Avenue  U  is  in  a  business  district;  Knapp  street 
is  in  a  business  district,  and  Brigham  street  is  in  a  residence 
district;  and 

Whereas  the  decision  of  the  superintendent  of  buildings, 
rendered  February  16,  1932  (re  Applic.  No.  1530-1932) 
reads : 

Contemplated  office  as  an  accessory  to  a  proposed 
gasoline  station  to  be  located  in  a  business  use  district  is 
contrary  to  Art.  II,  Sec.  4a,  of  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  ot  ground  having  a  frontage  of  114.53  ft.  on  Avenue  U 
and  64  ft.  9J4  in.  on  Gerritsen  avenue,  upon  which  it  is 
proposed  to  erect  a  one-story  office,  12  ft.  by  12  ft.  in  area, 
and  to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing  and  which 
report  incorporated  herein,  recommended  the  granting  of  the 
application  under  section  21  of  the  building  zone  resolution 
with  such  restrictions  as  would  safeguard  the  affected  prop¬ 
erty  owners,  the  report  reading: 

‘JCal.  No.  249-29-BZ. 

Premises  2228-2234  Gerritsen  avenue,  southwest  corner 
of  Avenue  U  (Old),  Brooklyn. 


REPORT  OF  COMMITTEE  OF  INSPECTION. 


.  On  May  16,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  .  is.  an  application  under  section  21— hardship— 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

The  premises  in  question  have  a  frontage  of  about 
114  ft.  on  Avenue  U  and  approximately  65  ft.  on  Gerrit¬ 
sen  avenue  and  a  depth  of  93  ft.  to  105  ft.  and  are  irregu- 
^  shape  and  vacant  at  the  present  time. 

.  “Adjoining  the  premises  to  the  south  is  a  gasoline  ser¬ 
vice  station  on  the  intersection  of  Gerritsen  avenue  and 
Knapp  street.  Adjoining  this  gasoline  station  and  facing 
on  Knapp  street  is  a  garage. 

“Opposite,  the  premises  under  appeal  to  the  north,  on 
the  north  side  of  Avenue  U,  are  two  island  plots,  ’one 
triangular  in  shape,  both  of  which  are  developed  as  gaso¬ 
line  service  stations.  One  of  these  plots  is  formed  by 
the  intersection  of  Gerritsen  avenue,  Old  Avenue  U, 
Brigham  street  and  New  Avenue  U.  On  the  northeast 
corner  of  New  Avenue  U  and  Gerritsen  avenue  there  is 
a  large  gasoline  service  station. 

The  properties  along  Gerritsen  avenue,  east  side 
from  Avenue  U  to  Avenue  V,  are  all  vacant  and  un¬ 
improved. 


and 


On  the  north  side  of  New  Avenue  U,  eastward  from 
Gerritsen  avenue  for  some  distance,  the  properties  are 
all  vacant  and  unimproved. 

This  same  condition  exists  for  the  properties  north¬ 
east  and  southwest  of  the  premises  under  appeal  for  a 
great  distance,  with  the  exception  of  some  residential 
development  on  Brigham  street  south  of  Avenue  U. 

.  There  have  been  filed  with  this  application  five  ob¬ 
jections  and  no  consents. 

“Due  to  the  non-conforming  use  development  of  prop¬ 
erties  immediately  abutting  the  premises  under  appeal 
and  the  general  vacant  condition  of  the  properties  in  this 
vicinity,  the  committee  is  of  the  opinion  that  the  ap¬ 
plication  is  substantiated  under  section  21 — hardship— 
and  recommends  the  granting  of  this  appeal. 

“(, Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman 
“JAMES  P.  HOLLAND 
“JOHN  GUILFOYLE.”’ 


Whereas  the  applicant  at  this  hearing  modified  his  appeal 
to  of  reducing  the  size  of  the  property  by  cutting 
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off  a  strip  of  land  40  ft.  in  width  for  the  full  depth  of  the 
lot  on  the  Old  Avenue  U  frontage,  westerly  end. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  a  reduced 
area,  having  a  frontage  of  74.53  ft.  on  Old  Avenue  U,  on^ 
condition  that  there  will  be  erected  on  the  westerly  lot  line 
and  southerly  lot  lines  masonry  walls  not  less  than  10  ft. 
in  height,  these  two  walls  to  be  connected  on  the  rear  lot 
line,  faced  on  the  inside  with  light-colored  enameled  brick 
of  panel  design,  coped  with  architectural  terra  cotta  or  nat¬ 
ural  stone ;  these  walls  may  be  racked  or  sloped  back  from 
the  building  line  of  Gerritsen  avenue  and  Avenue  U  at  an 
angle  of  not  more  than  forty-five  degrees ;  portions  of  these 
walls  may  be  eliminated  where  the  building  line  is  occupied 
by  any  buildings  erected  on  the  premises;  all  accessory  uses 
to  be  conducted  on  the  premises,  such  as  offices,  grease  pits, 
rest  rooms  or  accessory  shops  shall  be  confined  to  one-story 
masonry  buildings  faced  with  light-colored  enameled  brick  or 
tile  of  panel  design,  roofed  with  variegated  slate  or  Spanish 
tile;  these  buildings  shall  be  located  on  the  westerly  and 
southerly  lot  lines  and,  if  necessary,  on  the  westerly  portion 
of  the  southerly  lot  line;  there  shall  be  erected  along  the 
building  line  of  Old  Avenue  U  and  Gerritsen  avenue  a  con¬ 
crete  curbing  not  less  than  12  in.  in  height  and  12  in.  in 
width  with  but  one  opening  on  Gerritsen  avenue  and  two 
on  Avenue  U ;  these  three  openings  shall  be  not  more  than 
12  ft.  wide  each  with  curb  cuts  in  front  thereof  not  more 
than  14  ft.  wide  each ;  the  opening  on  Gerritsen  avenue  front¬ 
age  shall  be  located  on  the  northerly  portion  of  the  Gerritsen 
avenue  frontage  wholly  within  a  distance  of  25  ft.  southerly 
from  the  intersection  of  Old  Avenue  U  and  Gerritsen  ave¬ 
nue  ;  all  pumps  shall  be  set  back  not  less  than  10  ft.  from 
the  building  line;  any  signs  advertising  the  non-conforming 
use  permitted  under  this  variation  shall  be  confined  to  the 
illuminated  globes  of  the  pumps  or  to  fixed  letters  on  the 
facades  of  the  buildings  erected  on  the  premises  or  to  fixed 

letters  on  the  inside  of  the  walls  facing  Avenue  U  or  Ger¬ 

ritsen  avenue ;  there  shall  be  no  portable  gasoline  tanks  oper¬ 
ated  on  or  from  the  premises ;  the  westerly  opening  permitted 
on  Avenue  U  shall  be  located  not  less  than  10  ft.  easterly  of 
the  westerly  lot  line;  any  portion  of  the  gasoline  tanks  in¬ 
stalled  on  the  premises  shall  be  not  less  than  30  ft.  away 

from  the  southerly  lot  line;  all  permits  required  shall  be 

obtained  within  six  months  and  all  work  involved  completed 
within  one  year  from  the  date  of  this  action. 


116-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ojay  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6a,  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 126-150  Kings  highway,  south¬ 
west  corner  of  West  13th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  David  A.  Wallach. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  application  granted  on  condition;  reopened 
and  resolution  modified. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  n 

THE  VOTE  TO  GRANT— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 


Negative  .  0 

Absent  .  0 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 

(116-32-BZ) 


Whereas,  Henry  J.  Nurick,  for  Ojay  Realty  Corp.,  owner, 
filed,  March  4,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than  five  motor  vehicles; 
premises  126-150  Kings  highway,  southwest  corner  of  West 
13th  street,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  May  20,  1932,  after  due  notice  by  publication  in  the' 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway  is  in  a  residence 
district ;  Stillwell  avenue  is  in  a  residence  and  business  dis¬ 
trict ;  West  13th  street  is  in  a  residence  district;  Quentin 
road  is  in  a  residence  and  business  district,  and  78th  street 
is  in  a  residence  and  business  district;  and 
W hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  27,  1932  (re  App.  No.  1866-1932),  reads:1 

“Proposed  public  garage  in  business  district  in  viola¬ 
tion  of  Article  2,  Sec.  3  (15),  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  nonffireproof' 
construction,  two  stories  in  height,  with  a  frontage  of  105  ft. 
10J4  in.  and  a  depth  of  72  ft.  10 in. ;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Weiereas,  this  application  was  the  subject  of  an  inspection 
made  by  a  committee  of  the  board,  which  inspection  was 
made,  report  of  same  read  and  adopted  at  this  hearing  and 
made  part  of  this  resolution,  the  report  reading : 

“Cal.  No.  116-32-BZ. 

“Premises  126-150  Kings  highway,  southwest  corner  of 
West  13th  street,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  May  16,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7a  and  21  of 
the  building  zone  resolution  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  more 
than  five  motor  vehicles. 

“The  premises  in  question,  irregular  in  shape,  have  a 
frontage  of  about  105  ft.  on  Kings  highway,  72  ft.  on 
West  13th  street  and  are  now  vacant  and  unimproved, 
except  for  the  establishment  of  nine  grease  pits  for  auto¬ 
mobile  service.  These  grease  pits  practically  take  up  the 
whole  frontage  along  Kings  highway,  entrance  to  the 
grease  pits  being  had  from  Kings  highway. 

“Section  7a  does  not  apply  to  this  application.  The 
gasoline  station  on  Kings  highway  to  the  west  is  on  a 
separate  lot.  The  balance  of  the  block  frontage  along 
Kings  highway  to  the  west  and  running  to  Stillwell 
avenue  is  developed  as  a  gasoline  service  station. 

“On  the  southeast  corner  of  13th  street  and  Kings 
highway,  directly  opposite  the  premises  under  appeal,  is 
another  gasoline  service  station,  adjoining  which,  along 
Kings  highway  to  West  12th  street,  is  a  parcel  of  ground 
which  is  at  the  present  time  vacant  and  unimproved. 
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wJ.he12|h'Xt  KP',t  t&PJS'&SSlZ  i  a"  <*™*  *  be  ob- 

M  year  fr°ra  ,he  “c‘ion  W°rk  C°mPleled  Within  “ 

\Vest  12th  street  is  occupied  by  a  cabinet  maker;  the  108-32-BZ 
adjoining  three  stores  are  occupied  as  a  dress  manu-  APP1  IPANT  m  .k 

facturing  establishment  in  which  probably  fifty  or  sixty  qttft rFnm  a  ?^etbyrne  Corp.,  owner, 

women  are  employed  The  other  three  stores  are  vacant  ^U^BCT-Arohabai  (re  decision  of  the  superintendent 
Westward  from  Stillwell  avenue,  on  the  south  side  g^’  Unde.r  ?ectlon  21  of  the  building  zone 

of  Kings  highway,  are  two  parcels  of  ground,  vacant  and  resolution,  to  permit  in  a  business  district  the  erec- 

;™TPrrd  at  tbe  P^ent  time,  adjoining  which  to  the  PREMISES  AfSpT,  °f  a  gasoline  service  station, 

west  there  are  two-story  brick  dwellings.  1  AFFECTED— 2950-2958  Webster  avenue  and 

HeveV™  d  °  h!  Slde  W  Kmgs  highway,  however,  where  '  A PPE A R ANF F  S Cdf °rd  Park  boulevard.  The  Bronx, 
developed,  between  West  llth  street  and  Bay  parkway  A4^KARANCES— 

is  developed  with  conforming  uses,  with  the  exception  S°r  Apphc??t:  Robert  F.  Byrne. 

of  a  gasoline  service  station  located  between  Stillwell  ArTTn^°^?KSItlon:  None. 

av5"l.le  and  Ray  parkway.  *  L1  arl^nf  |B0ARD'-ReP°rt  of  committee  of  inspection 

The  intersecting  streets  in  this  vicinity,  in  the  resi-  THF  VOTf  S  gJ:anted  on  condition, 

nee  use  district,  are  very  extensively  developed  with  Affir.Tr  AD^?P1  REPORT  OF  COMMITTEE— 

’o-story  attractive  nr  vate  dw«ii;„„o  Affirmative:  Temnorarv  n. _ ,,  ^ 


- ■■wov.u.ug  suecis  ill  tms  vicinity,  m  the  resi¬ 
dence  use  district,  are  very  extensively  developed  with 
two-story  attractive  private  dwellings. 

“The  northeast  corner  of  13th  street  and  Kings  high¬ 
way  is  developed  with  a  three-story  building,  stores  on 
dlu'n’r0Und  door  and  dwellings  above. 

There  have  been  filed  with  this  appeal  thirty-five 
objections  and  no  consents.  All  of  the  objections,  except 

streets^  PnVate  dwellmSs  on  the  intersecting 

.  .  J1??  property  under  appeal  seems  to  be  hemmed  in  on 
and  if h-G  ?uSt  and  west  sides  with  non-conforming  uses, 
and  it  is  the  opinion  of  the  committee  that  the  erection 
of  a  garage  of  restricted  height  and  with  entrances  and 

affprt  !,estncted  t°  Kings  highway,  would  in  no  way 
affect  the  properties  on  the  intersecting  streets  and  would 
b  «mu  nab-e  adjustment  of  this  application. 

The  committee,  therefore,  recommends  the  granting 
of  this  appeal  under  section  21-hardship-wifh such 
safeguards  as  will  nmtot  •  1  ,  .  .  “ 


Affirmative :  Temporary  ChairnYan  Co,S  CW 

srcrLe?s„vnd  Cu"£oyle  aiid  As- , 

Negative  .  4 

Absent  .  0 

THE  VOTE  TO  GRANT— .  0 

Affirmative:  Temporary  Chairman  Connell  Com- 

S~Chie?°Seyand  a"d  As‘  . 

Negative  .  4 

Absent  .  0 

THE  RESOLUTION— .  0 

(108-32-BZ) 

Whereas,  Metbyrne  Corp.,  owner,  filed  March  2  m? 

tn 

fn“l4oTS4T'CeR^dTirf,milK  f950-?95?.  Websto  avenue 


o  .  this  appeal  under  section  21-hardship-whh  such  PU°H”e  service  station;  premises  2950  sow  w  t,n?nCe  of  a 
propTrty'otraer^1  “»  ■d°“«  ^  ^  g^1  Bedford 

“('Signed)  ”  -  Wnra"i-  . . 


HENRY  E.  CONNEEL, 
T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


id 

Whereas,  this  report  recommends  the  granting  of  this 
'Plication  under  section  21— hardship.  g 

Resolved  that  the  board  of  standards  and  appeals  does 
y  make  a  variation  in  the  application  of  the  use  dis- 
ct  regulations  of  the  building  zone  resolution  and  that 

!  bffildffig°shabll  bnd  itthcrch,y  is  granted  on  condition  that 
gaL°e  stenWlonfi!;:^  ind  ienfih'  that.a"  entrances 


by^tfie'board  o^standarcte'and  'ann  fd  °"  this  a?P«ea«on 
ing,  May  20  1932  after  d  PPeals,  at  its  special  meet- 

Eulleiin  of  the  Board  of  sSndSSf  OPaL"  ,he 

rendered  March' fte'A'pp'lTs’A’^Vso)1"''1"?5’ 
_  . . .  n  .  and  ‘rary  t0  provisions  of  Building  Zone 

Bedard  L'dToo  !?  f  “  * 

I)  cuts  not  more  than  14  ft.  wide;  that  the  front  ele™  Webster  avenue;  it  is  proposed  to  erect  an  iffi '  “1' 

l  °P  Kings  highway  and  West  13th  street  shall  u  j  Pumps,  bury  four  550-gallon  tanks  and  °  1  ?ffice’  eight 

h  ace  brick  with'  architectural  pi?  f0r  the  purpose  ^  gr.e,a?e 

ne  tnm;  that  the  West  13th  street  elevation  shall  be  Un  3  w'neSS  Strict;  and  ^  &  "e  stat,on  w,thm 

reed,  except  for  windows,  the  sills  of  which  shall  be  not  ^  hereas,  this  application  was  the  subiect  of  an  • 

!'  than  5  ft.  above  the  curb  grade  of  West  iSh  L  f  made  by  a  committee  of  the  board  S  •  ,nsPectl°n 

3SSESS  SSSrasas  =*f%  si = 

wmm~ 

sjsting  of  temporary  ChaTS  Connell  ft*  c- 
sioners  Holland  and  Guilfoyle,  visfted  and 
premises  under  appeal  in  this  d  mspected  the 


proof  door  •  that  +v>  l  r1’  vtfuippea  with  self-closing, 
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ft.  on  Webster  avenue  and  120  ft.  on  Bedford  Park 
boulevard,  are  a  portion  of  a  large  parcel  of  ground  tak¬ 
ing  up  the  entire  block  front  on  Webster  avenue  from 
Bedford  Park  boulevard  to  Depot  Square  South  and 
extending  easterly  about  205  ft.  to  the  right-of-way  of 
the  New  York  Central  Railroad. 

“This  entire  parcel  of  ground  is  used  at  the  present 
time  for  the  storage,  sale  and  distribution  of  sewer  pipes, 
electric  ducts  and  other  building  material. 

“The  streets  and  roads  in  this  section  have  now  been 
mostly  all  developed,  so  that  an  extensive  business  of 
this  character,  such  as  is  now  being  conducted,  has  more 
or  less  outlived  its  usefulness. 

“East  of  Webster  avenue  and  running  parallel  there¬ 
with  a  distance  of  about  200  ft.  are  the  tracks _  of  the 
railroad  hereinbefore  mentioned.  East  of  the  right-of- 
way  of  this  railroad  is  Bronx  Park,  so  that  no  business 
could  be  derived  from  any  of  the  lands  within  a  reason¬ 
able  distance  eastward  from  the  premises  under  appeal. 

“Along  Webster  avenue,  running  north  and  south, 
there  are  street  railway  tracks  and  overhead  elevated 
structures,  and  Webster  avenue,  being  one  of  the  main 
arteries  north  and  south  to  Bronx  parkway,  is  a  very 
heavily  traveled  vehicular  highway,  so  that  any  business 
to  be  derived  from  properties  west  of  Webster  avenue 
would  naturally  be  confined  to  the  west  side  of  Webster 
avenue. 

“Opposite  the  premises  under  appeal  on  the  south 
side  of  Bedford  Park  boulevard  and  adjoining  the  rail¬ 
road  right-of-awy  are  large  one  and  two-story  garages. 

“Immediately  in  front  of  the  premises  under  appeal, 
located  on  Webster  avenue,  is  one  of  the  stairway 
entrances  to  the  elevated  station  located  at  the  inter¬ 
section  of  Bedford  Park  boulevard  and  Webster  avenue. 

“There  have  been  filed  with  this  appeal  eleven  con¬ 
sents  and  no  objections. 

“The  committee  is  of  the  opinion  that,  due  to  the  gen¬ 
eral  surrounding  conditions,  the  application  is  substan¬ 
tiated  under  section  21 — hardship — and  recommends  the 
granting  of  this  appeal,  restricting,  however,  all  entrances 
and  exits  of  the  gasoline  station  to  the  Bedford  Park 
boulevard  frontage  of  the  property  and  with  such  other 
safeguards  as  will  protect  adjoining  property  owners. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMBS  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  recommends  the  granting  of  this  ap¬ 
plication  under  section  21 — hardship. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  portion  of  this  plot  to  be  used  for  gasoline  service  station 
shall  be  located  at  the  intersection  of  the  northeast  corner  of 
Webster  avenue  and  Bedford  Park  boulevard,  a  distance 
of,  approximately,  120  ft.  on  Bedford  Park  boulevard  and 
from  60  ft.  to  70  ft.  on  Webster  avenue ;  that  there  shall  be 
erected  along  the  building  line  of  Bedford  Park  boulevard 
and  Webster  avenue  concrete  curbing  not  less  than  12  in.  in 
height  and  12  in.  in  width,  this  concrete  curbing  to  be  re¬ 
turned  on  the  northerly  lot  line  and  the  easterly  lot  line  of 
the  portion  used  for  gasoline  station  for  a  distance  of  15  ft. 
from  Webster  avenue  and  from  Bedford  Park  boulevard; 
that  there  shall  be  no  openings  of  any  nature  or  description 
on  the  Webster  avenue  frontage  of  this  property;  that  all 
openings  shall  be  confined  to  the  Bedford  Park  boulevard 
frontage,  not  more  than  three  in  number,  each  not  more  than 
12  ft.  wide,  no  opening  to  be  located  within  15  ft.  of  the 
Webster  avenue  building  line ;  that  street  curb  cuts  in  front 
of  said  openings  shall  be  not  more  than  14  ft.  wide  each; 
that  all  gasoline  pumps  shall  be  set  back  not  less  than  10 
ft.  from  the  building  line;  that  any  accessory  use  conducted 
on  the  premises,  such  as  office,  rest  room,  grease  pits,  etc., 


shall  be  housed  in  one-story  masonry  structures  and  located 
along  the  northerly  lot  line  of  property  under  appeal,  faced 
with  light-colored  enamel  brick  or  tile,  panel  design,  roofed 
with  Spanish  tile  or  variegated  slate ;  that  the  housing  for 
grease  pits  shall  have  open  arch  driveway  facing  Bedford 
Park  boulevard;  that  all  advertising  signs  advertising  non- 
conforming  uses  granted  under  this  resolution  shall  be  con¬ 
fined  to  the  illuminated  globes  of  the  pumps  or  the  facades 
of  buildings  erected  on  the  premises,  and  that  all  permits 
shall  be  obtained  within  six  months  and  any  work  involved 
shall  be  completed  within  one  year  from  the  date  of  this 
action. 


34-32-BZ. 

APPLICANT — Rutherford  S.  Moorhead,  for  Wesley  A. 
Roche,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 4901-4917  Kings  highway, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Rutherford  S.  Moorhead. 

For  Opposition :  Miss  Summer  and  Mary  Barletto. 
ACTION  OF  BOARD — -Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(34-32-BZ) 


Whereas,  Rutherford  S.  Moorhead,  for  Wesley  A.  Roche, 
owner,  filed,  January  25,  1932,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
4901-4917  Kings  highway,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  May  20,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway  is  in  a  business  and 
residence  district ;  Utica  avenue  is  in  a  business  and  resi¬ 
dence  district ;  East  49th  street  is  in  an  unrestricted,  busi¬ 
ness  and  residence  district ;  East  48th  street  is  in  an  un¬ 
restricted,  business  and  residence  district,  and  Avenue  H  is 
in  a  business  and  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  4,  1932  (re  Applic.  No.  16305-1931), 
reads : 

“Proposition  contrary  to  the  Zone  Resolution  Art.  II, 
Sec.  4,  a,  Subdivision  46.  The  installation  of  a  gasoline 
service  station  in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  a  corner  lot,  151  ft.  4  in. 
frontage  on  Kings  highway  and  100  ft.  frontage  on  East 
49th  street ;  it  is  proposed  to  erect  an  office,  six  pumps,  bury 
four  550-gallon  tanks  and  construct  three  grease  pits,  for  the 
purpose  of  conducting  a  gasoline  station  within  a  business 
district ;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  by  a  committee  of  the  board  after  all  arguments 
were  presented  at  the  hearing  held  on  May  3,  1932 ;  and 
Whereas,  this  inspection  was  made  and  report  of  same 
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read  and  adopted  at  this  hearing,  which  report  is  herewith 
made  part  of  this  resolution,  the  report  reading: 

“Cal,  No.  34-32-BZ. 

“Premises  4901-4917  Kings  highway,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“On  May  16,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

“The  premises  in  question,  situated  on  the  northeast 
corner  of  Kings  highway  and  East  49th  street,  with  a 
frontage  of  approximately  151  ft.  on  Kings  highway  and 
a  depth  along  East  49th  street  of  100  ft.,  are  now  vacant 
and  unimproved. 

“Immediately  adjoining  the  premises  to  the  east  on 
Kings  highway  and  extending  to  Utica  avenue  is  a  large 
plot  of  ground  which  at  the  present  time  is  developed 
as  a  gasoline  service  station. 

“Westward  from  East  49th  street  on  the  north  side  of 
Kings  highway  is  a  vacant  parcel  of  ground  which  was 
formerly  used  as  a  miniature  golf  course,  adjoining  which 
and  extending  to  East  48th  street  is  a  gasoline  service 
station.  This  station  was  granted  by  this  board  under 
Cal.  No.  429-29-BZ. 

“North  and  west  from  the  property  under  appeal  the 
premises  are  all  in  an  unrestricted  use  district. 

“Adjoining  the  premises  to  the  north  and  extending 
northward  on  East  49th  street  for  500  or  600  ft.  is  a 
garage  and  distributing  station  of  the  Borden  Milk  Co. 

“About  500  or  600  ft.  northward  from  the  premises 
under  appeal  is  a  railroad  embankment,  running  east 
and  west,  which  embankment  has  no  crossovers  or  under¬ 
passes  on  the  intersecting  streets.  As  stated,  the  prop¬ 
erties  between  this  embankment  and  the  business  use  dis¬ 
trict  on  Kings  highway  is  unrestricted  and  very  sparsely 
developed,  the  development  in  this  vicinity  consisting  of 
Borden’s  garage  and  distributing  station,  as  noted,  and 
a  large  building  used  for  garage  purposes  by  R.  H.  Macy 
&  Co. 

“The  properties  on  the  south  side  of  Kings  highway 
in  this  vicinity,  and  southward  from  Kings  highway, 
are  at  the  present  time  mostly  vacant  and  unimproved. 

“The  triangular  block  on  the  north  side  of  Kings  high¬ 
way  formed  by  the  intersection  of  Kings  highway  and 
Utica  avenue  is  at  the  present  time  used  as  an  open  air 
parking  space  for  automobiles. 

“Other  than  the  development  as  noted,  there  is  very 
little  if  any  development  along  Kings  highway  on  either 
the  north  or  south  sides  or  the  intersecting  streets  for  a 
great  distance  east  and  west  of  the  premises  under 
appeal. 

“There  have  been  filed  with  this  appeal  four  objections 
and  no  consents. 

“The  committee  is  of  the  opinion  that,  due  to  the  de¬ 
velopment  of  the  properties  along  Kings  highway,  on 
the  north  side,  east  and  west  of  the  premises  under 
appeal,  the  unrestricted  use  district  immediately  abutting 
to  the  north,  and  the  improbability  of  any  business  being 
derived  from  developments  on  the  south  side  of  Kings 
highway,  the  property  under  appeal  would  hardly  lend 
itself  to  a  development  with  a  conforming  use. 

“The  committee,  therefore,  recommends  the  granting 
of  this  application  under  section  21 — hardship 

“(Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  this  report  recommends  the  granting  of  this 
application  under  section  21 — hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 


the  application  be  and  it  hereby  is  granted  on  condition  that 
t  lere  shall  be  erected  along  the  building  line  of  Kings  high¬ 
way  and  East  49th  street  a  concrete  curbing  not  less  than 
,  in.  in  height  and  12  in.  in  width  with  not  more  than 
ree  openings  to  gasoline  station  on  Kings  highway  and  no 
openings  on  East  49th  street ;  that  each  opening  shall  be 
not  more  than  12  ft.  in  width  with  street  curb  cuts  in  front 
ot  said  openings  not  more  than  14  ft.  wide  each;  that  all 
accessory  uses,  such  as  rest  room,  office,  grease  pits,  etc., 
snail  be  housed  in  one-story  masonry  structures,  faced  with 
lght-colored  enamel  brick  of  panel  design  and  the  roof  shall 
be  of  variegated  slate  or  Spanish  tile;  that  all  entrances  to 
these  buildings  shall  be  from  the  Kings  highway  frontage 
and  that  the  grease  pits  shall  have  open  arch  "driveways 
iacing  Kings  highway;  that  all  gasoline  pumps  shall  be  set 
back  not  less  than  10  ft.  from  the  building  line;  no  portable 
gas  pumps  to  be  operated  on  or  from  the  premises;  that 
there  shall  be  erected  along  the  easterly  and  northerly  lot 
line  a  masonry  wall  not  less  than  10  ft.  in  height,  faced  on 
the  inside  with  light-colored  enamel  brick  of  panel  design 
ot  the  same  design  and  material  as  the  facing  of  the  building 
to  be  erected  on  the  premises  and  coped  with  architectural 
ten  a  cotta  or  natural  stone  trim ;  this  wall  may  be  racked 
back  or  sloped  back  from  the  building  line  of  Kings  highway 
and  East  49th  street  at  an  angle  of  not  more  than  forty-five 
egrees ;  that  all  advertising  signs  advertisting  non-conform- 
mg  uses  shall  be  confined  to  the  illuminated  globes  of  pumps 
or  to  the  facades  of  buildings  that  may  be  erected  on  the 
premises  ;  all  permits  to  be  obtained  within  six  months  and 
all  work  to  be  completed  within  one  year  from  the  date  of 
this  action. 


121-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Dorothy  Sanders 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buidlmgs),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

PRFMTApi  aAFF^ar^e^nCexT0f  u  gasoline  service  station. 
■PREMISES  AFFECTED — Northeast  corner  of  33rd  ave- 

afpearancbsU*  s,rcet'  BaysMe’  Boroush  of  Quce"s- 

For  Applicant:  James  Kearney. 

For  Opposition:  John  F.  Finn,"  Tr. 

ACTION  OF  BOARD — -Report  of  committee  of  inspection 

Tuu  unlfi  ^PpIACat'°n  granted  on  condition. 

THE  \  OTE  TO  ADOPT  REPORT  OF  COMMITTEE _ 

Affirmative :  Temporary  Chairman  Connell,  Com- 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . . .  ‘  4 

Negative  . ’  * . 

Absent  . 

THE  VOTE  TO  GRANT— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  .  . 

Absent  .  0 

THE  RESOLUTION— 

(121-32-BZ) 

Whereas,  Lama  &  Proskauer,  for  Dorothv  Sanders 
owner,  filed,  March  8,  1932,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
northeast  corner  of  33rd  avenue  and  191st  street,  Bayside 
Borough  of  Queens;  and  ’ 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
mg  May  20  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cross  Island  boulevard  is  in  a 
business  district ;  190th  street  is  in  a  residence  district’  33rd 
avenue  is  in  a  residence  district,  and  191st  street  is’  in  a 
business  district ;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  8,  1932  (re  Plan  No.  N.  B.  490-32),  reads: 

“Erection  of  a  gasoline  station  in  a  residence  dis¬ 
trict  extending  into  a  business  district  contrary  to  sec¬ 
tions  3,  Sec.  46,  of  Zone  Resolution.”; 
and 

Whereas,  the  amended  decision  of  the  superintendent  of 
buildings,  rendered  May  19,  1932  (re  Plan  No.  N.  B.  490- 
32),  reads: 

“Erection  of  a  Gasoline  Station  in  a  Business  Dis¬ 
trict  contrary  to  sect.  4,  Zone  Resolution. 

“Not  further  examined.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75.9  ft.  on  33rd  avenue,  107.83  ft.  on  190th 
street  and  111.79  ft.  on  Cross  Island  boulevard,  upon  which 
it  is  proposed  to  erect  a  one-story  office,  grease  pits  and 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing  and  which 
report,  incorporated  herein,  recommended  the  granting  of  the 
variation  under  section  21  of  the  building  zone  resolution 
with  such  safeguards  as  would  protect  the  affected  property 
owners,  the  report  reading : 

“Cal.  No.  121-32-BZ. 

“Premises  northeast  corner  of  33rd  avenue  and  191st 
street,  Bayside,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  0>F  INSPECTION. 

“On  May  11,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

“The  premises  in  question  is  an  island  plot,  triangular 
in  shape,  formed  by  Cross  Island  boulevard,  191st  street 
and  33rd  avenue,  and  is,  at  the  present  time,  vacant  and 
unimproved.  It  has  a  frontage  of  approximately  76  ft. 
on  33rd  avenue,  107  ft.  on  191st  street  and  about  112  ft. 
on  Cross  Island  boulevard. 

“On  Cross  Island  boulevard,  both  the  east  and  west 
sides,  northward  from  the  premises  under  appeal,  for 
a  distance  of  one-half  to  three-quarters  of  a  mile,  and 
east  and  west  of  Cross  Island  boulevard  for  a  great 
distance  in  this  same  section,  the  properties  at  the  pres¬ 
ent  time  are  vacant  and  unimproved. 

“Directly  opposite  the  premises  under  appeal  on  the 
east  side  of  Cross  Island  boulevard  at  the  southeast 
corner  of  Cross  Island  boulevard  and  33rd  avenue  is  a 
large  parcel  of  ground  vacant  at  the  present  time. 

“Adjoining  this  plot  and  running  southwardly  to  34th 
avenue  is  a  row  of  two-story  buildings  with  stores  on 
the  ground  floor  and  dwellings  above.  There  are  about 
twenty  stores  in  these  buildings,  all  of  which  seem  to  be 
occupied. 

“On  both  the  north  and  south  sides  of  33rd  avenue, 
east  of  Cross  Island  boulevard,  in  the  residence  dis¬ 
trict,  the  properties  are  developed  with  detached  private 
dwellings.  This  development  is  rather  extensive  south¬ 
ward  from  33rd  avenue  and  eastward  of  Cross  Island 
boulevard. 

“West  of  the  premises  under  appeal  and  in  the  resi¬ 
dence  use  district,  starting  at  33rd  avenue  and  con¬ 
tinuing  southward  therefrom  for  some  distance,  particu¬ 
larly  along  191st  street,  the  properties  are  developed  with 
detached  two-story  private  dwellings,  all  of  which  seem 
to  have  rather  large  parcels  of  ground  surrounding 
same. 

“Any  business  development  in  this  vicinity  would  have 
to  be  of  a  community  requirement.  The  needs,  there¬ 
fore,  of  the  development  on  the  intersecting  streets,  east 
of  Cross  Island  boulevard,  would  naturally  be  taken  care 


of  by  the  business  uses  established  on  the  east  side  of 
Cross  Island  boulevard. 

“The  development  west  of  Cross  Island  boulevard  on 
the  intersecting  streets  in  this  vicinity,  being  more  or 
less  of  a  scattered  nature,  would  hardly  support  any 
business  established  on  the  property  under  appeal  and 
would  undoubtedly  be  taken  care  of  by  business  uses 
established  in  the  business  use  district  along  Cross  Island 
boulevard,  other  than  this  island  plot. 

“There  have  been  filed  with  this  appeal  sixteen  ob¬ 
jections  and  several  objecting  letters  from  local  civic 
organizations  and  no  consents. 

“The  committee  is  of  the  opinion  that,  due  to  the  gen¬ 
eral  surrounding  conditions  and  the  location  and  shape 
of  the  property  under  appeal,  that  the  application  is  sub¬ 
stantiated  under  section  21 — hardship — and  recommends 
the  granting  of  this  appeal  with  such  safeguards  as  will 
protect  the  adjoining  and  abutting  property  owners. 

“(Signed)  HENRY  L.  CON  NEED, 

T emporary  Chairman. 
“JAMBS  P.  HOEEAND, 
“JOHN  GUIEFOYEE.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
any  accessory  use  such  as  office,  work  room,  rest  room,  grease: 
pits,  auto  accessory  shop,  etc.,  shall  be  housed  in  one-story 
masonry  structures  located  on  the  191st  street  building  line 
starting  at  the  intersection  of  191st  street  and  33rd  avenue; 
all  buildings  shall  face  Cross  Island  boulevard ;  all  entrances 
to  buildings  shall  be  from  Cross  Island  boulevard  only;  there[ 
shall  be  no  openings  to  any  of  those  buildings  on  the  building 
line  of  191st  street  or  33rd  avenue  except  windows  in  office, 
work  room  or  rest  room,  the  sills  of  which  shall  be  not  less 
than  4  ft.  above  curb  grade;  entrance  to  the  grease  pit  shall 
be  by  open  arched  driveways  facing  Cross  Island  boulevard; 
the  walls  of  all  buildings  on  the  building  line  shall  be  faced 
on  outside  with  tapestry  brick  of  attractive  design;  all  other 
walls  shall  be  of  light-colored  enameled  brick  or  tile  of  panel 
design;  all  buildings  shall  be  roofed  with  Spanish  tile  or 
variegated  slate ;  there  shall  be  erected  along  the  building 
line  of  191st  street  and  33rd  avenue,  where  not  occupied  by 
buildings,  a  masonry  wall,  unpierced,  not  less  than  10  ft. 
high,  coped  with  natural  stone;  the  outside  face  of  the  wallsi 
on  street  front  shall  be  treated  of  same  design  and  material 
as  outside  walls  of  buildings  on  building  line;  the  inside  of 
the  walls  shall  be  faced  with  light-colored  enameled  brick 
or  tile  of  panel  design  similar  to  the  outside  face  of  the 
inside  walls  of  the  buildings ;  these  walls  may  be  racked  or 
sloped  back  at  an  angle  of  not  more  than  forty-five  degrees! 
from  building  line  of  Cross  Island  boulevard;  all  entrances 
to  the  gasoline  station  shall  be  confined  to  the  Cross  Island 
boulevard  frontage ;  there  shall  be  erected  along  the  building 
line  of  Cross  Island  boulevard  a  concrete  curbing  not  less 
than  12  in.  high  and  12  in.  wide  with  but  three  openings  in 
front  not  more  than  12  ft.  wide  each  with  curb  cuts  in 
front  thereof  not  more  than  14  ft.  wide;  no  opening  shall  be 
permitted  within  15  ft.  of  the  intersection  of  191st  street 
and  Cross  Island  boulevard  or  the  intersection  of  33rd  avenue 
and  Cross  Island  boulevard  building  lines ;  all  pumps  shall  set 
back  not  less  than  10  ft.  from  the  building  line ;  all  illu¬ 
minated  globes  of  the  pumps  shall  have  reflectors  to  reflect 
the  light  towards  Cross  Island  boulevard ;  there  shall  be  no 
portable  gasoline  pumps  maintained  or  used  on  or  from  the 
premises;  all  advertising  signs  indicating  the  non-conforming 
uses  permitted  by  this  variation  shall  be  confined  to  the 
illuminated  globes  of  the  pumps  or  to  fixed  letters  on  the 
facades  of  the  buildings  facing  Cross  Island  boulevard  or 
fixed  letters  on  the  inside  walls  erected  on  the  building 
lines;  the  requirements  of  this  resolution  shall  be  complied 
with  before  any  business  is  conducted  on  the  premises ;  a 
return  of  the  drawings  shall  be  made  to  this  board  for  ap¬ 
proval  before  submission  to  the  building  superintendent;  all 
permits  required  shall  be  obtained  within  six  months  and 
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all  work  completed  within  one  year  from  the  date  of  this 

action. 


AREA  FIXED. 

(261-32-BZ) 

The  temporary  chairman  presented  and  read  a  communica¬ 
tion  from  Nicholas  F.  Walsh,  requesting  this  board  to  fix  an 
area  deemed  affected  and  within  which  to  obtain  consents  to 
permit,  partly  in  a  residence  district  and  partly  in  a  business 
district,  the  erection  and  maintenance  of  a  gasoline  service 


station;  premises  155-161  West  230th  street  and  3015-3023 
Hailey  avenue,  northwest  corner,  Borough  of  The  Bronx. 

1  he  following  area  was  approved  by  the  board: 

Both  ■sides  of  Bailey  avenue  from  a  point  400  ft.  south 
to  a  point  400  ft.  north  of  site ;  both  sides  of  West  230th 
street  from  Heath  avenue  to  a  point  400  ft.  west  of  site 
and,  also,  both  sides  of  Albany  Crescent  terrace  from 
Heath  avenue  to  a  point  200  ft.  west  of  Bailey  avenue. 


Adjourned  12.40  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  MAY  20,  1932. 

Present :  1  emporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

24-32-A. 

APPELLANT — Christian  S.  Juell,  for  Oakbrook  Corp., 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  fire  commis¬ 


sioner. 

PREMISES  AFFECT  ED — Southerly  side  of  Steinway 
Creek,  638  ft.  from  the  corner  of  Riker  avenue, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 


For  Appellant:  Archibald  R.  Watson,  Christian  S. 
Juell  and  H.  S.  Bell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1932,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


47-32-A. 

APPELLANT — Samuel  Fassler,  superintendent  of  build 
mgs;  Julius  Peznik,  owner. 

J  SUBJECT  Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  11038. 

PREMISES  AFFECTED— 323-341  East  99th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Assistant  Engineer  Samuel  Becker 
of  bureau  of  buildings. 

For  Owner  of  Premises:  I.  M.  Rosenberg,  Julius 
Peznik  and  Archibald  Morrison. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

•ACTION  OF  BOARD— Appeal  granted;  Certificate  of  Oc- 
cupancy  No.  11038  revoked. 

THE  VOTE  TO  GR  A  NT- 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . . . | .  0 

Absent  .  .  () 

THE  RESOLUTION— 


(47-32-A) 

Whereas,  Samuel  Fassler,  superintendent  of  buildings, 
gainst  Julius  Peznik,  owner,  filed,  January  29,  1932  an 
E  r°r  the  ^vocation  ^  Certificate  of  Occupancy  No. 

u  1r2^V  a?ecting  premises  323-341  East  99th  street, 
>orough  of  Manhattan ;  and 

Whereas,  the  building  is  non-ifireproof,  two  stories  (30 
b)  in  height,  185  ft.  by  100  ft.  in  area;  OCCUPIED  as  a 

arage  tor  more  than  five  motor  vehicles,  three  persons  each 
-Ory :  and 


Whereas,  the  appellant  claims  that  alteration  plans  were 
approved  for  the  construction  of  an  additional  story  to  the 
building  in  question,  to  be  non-fireproof  on  condition  that  an 
automatic  sprinkler  system  and  also  a  standpipe  system  be 
provi  ed  ,  the  structural  work  of  the  building  was  completed 

iodinCo«  iCatC  ?f  0ccuPancy  No.  11038  was  issued  May 
lif’Ei  6i.  5jOUg^  a  recent  complaint  it  has  been  established 
that  the  building  is  not  provided  with  sprinkler  and  standpipe 
systems  in  accordance  with  approval;  furthermore,  the  ap¬ 
pellant  contends  there  has  been  a  deliberate  evasion  of  the 
law,  that  Certificate  of  Occupancy  No.  11038  was  issued 
through  an  oversight  and  should  now  be  revoked  in  order 
t  lat  the  requirements  of  the  law  may  be  carried  out. 

Resolved^ ,  that  the  appeal  brought  by  the  superintendent  of 

i inQ^nP’  ^  fn.ia,ttan’  to  rev°ke  Certificate  of  Occupancy  No. 
H038  be  and  it  hereby  is  granted  and  the  certificate  be  and 
it  hereby  is  revoked. 


32-32-A 

xnRSriNF^Bfht  Terminal  Co.,  owner. 
bU EJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 32nd  to  50th  streets,  from  Third 
avenue  to  the  Bay,  Brooklyn 
APPEARANCES— 

For  Appellant :  Abner  J.  Grossman  and  E  M  Ells¬ 

worth, 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOTE* TO°GRAlfr-IPeal  gran,ed  °n  condition- 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  a 

Negative  . 

Absent  .  - 

THE  RESOLUTION—  .  0 

(32-32-A) 

iqmHEREAS’  ^Ufh  Terminal  Co.,  owner,  filed,  January  25 
193  an  appeal  from  an  order  of  the  fire  commissioner,  af- 
ecting  premises  32nd  to  50th  streets,  from  Third  avenue  to 
t ^  Bay,  Borough  of  Brooklyn;  and 

90098HLF)ASreads:°rder  °f  ^  ^  commissioner  (Order  No. 

“An  inspection  of  premises  32nd  to  50th  Sts  from 
Bay  to  3rd  Ave.,  Borough  of  Brooklyn,  shows  ’ a  fire 
hazard,  to  correct  which  you  are  hereby  specially  directed 
within  20  days,  to  do  the  following: 

.“1.  Provide  pressure  reducing  valves  for  all  stand¬ 
pipe  outlets  to  reduce  the  pressure  to  not  more  than  50 

buildffigsT  SQUare  mCh’  aU  St0HeS’  °f  the  foll°wing 

Loft  Bldg.  1  Loft  Bldg.  10  Pier  i 

„  ..  2  “  “  19  “  o 

3  “  “  o0  „  ~ 

«  „  4  22  “  4 

5  23  “  5 

**  H  £t  it  £1  ” 

6  “  24  “  6 
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((  U  rj*  <<  <<  gQ  if  7 

“  “  8  “  “  57 

“  “  9  “  “  58 

‘‘NOTE:  No  pressure  reducing  valves  are  necessary 
on  the  10th,  11th  and  12th  stories  of  building  No.  10  for 
the  reason  that  the  pressure  is  less  than  50  pounds  on 
these  stories.” ; 

and 

Whereas,  the  premises  consist  of  a  large  plot  of  ground 
from  32nd  to  50th  streets  and  from  Third  avenue  to  the  Bay, 
upon  which  is  erected  many  buildings,  and  eight  piers,  ex¬ 
tending  out  from  the  shore;  OCCUPIED  for  storage,  ship¬ 
ping  and  factory  uses ;  and 

Whereas,  the  appellant  claims  there  are  eighteen  build¬ 
ings  and  seven  piers  affected  by  the  order,  erected  mainly 
in  1906  to  1913;  two  were  erected  in  1918  and  two  in  1926, 
equipped  with  a  sprinkler  system,  both  systems  controlled 
from  a  pump  house  at  foot  of  43rd  street,  which  is  equipped 
with  two  1,500-gallons-per-minute  electric  fire  pumps  and 
one  100-gallons-per-minute  electric  pump ;  a  12-inch  suction 
pipe  from  a  16-inch  city  water  main,  fed  two  ways ;  the 
elevation  of  gravity  tanks  supplying  buildings  Nos.  9  and  10 
is  186  ft.,  building  No.  26  is  153  ft.,  buildings  Nos.  22,  23 
and  24  is  139  ft.,  buildings  Nos.  19  and  20  is  132  ft.,  buildings 
Nos.  1,  2,  3,  4,  5,  6,  7,  8,  57  and  58  and  the  seven  piers  is 
125  ft.,  the  tanks  are  about  10  ft.  in  height,  all  systems  are 
cross-connected  under  ground,  they  are  also  checked  against 
the  main  except  in  buildings  Nos.  1,  2,  3,  4,  5,  6,  7  and  8; 
the  standpipe  system  is  maintained  and  operated  by  a  force 
of  employees  thoroughly  experienced  and  capable  in  handling 
fire  hose  with  safety;  the  water  pressure  in  no  case  is  in 
excess  of  100  pounds  per  square  inch  even  when  maintained 
by  the  pumps,  such  pressure  may  be  controlled  by  the  hand 
valve  at  the  hose  outlet;  furthermore,  the  appellant  contends 
that  no  useful  purpose  would  be  served  by  the  installation 
of  automatic  pressure  reducing  valves. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted ,  only  so  far  as  it  affects  the  hose  outlets  at  which 
the  pressure  is  not  more  than  sixty  pounds,  the  estab¬ 
lishment  of  the  amount  of  this  pressure  and  manner  of  mak¬ 
ing  the  same  to  be  satisfactory  to  the  fire  department,  on 
condition  that  a  fire  brigade,  satisfactory  to  the  fire  depart¬ 
ment,  shall  be  maintained  on  the  premises  at  all  times ;  that 
the  buildings  and  pier  sheds  shall  not  be  increased  in  height 
or  area,  and  that  the  standpipe  system  shall  comply  with 
the  rules  in  all  other  respects. 


131-32-A. 

APPELLANT — ‘Samuel  Rosenblum,  for  J.  C.  Hoffman,  Inc., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 2689-2693  Third  avenue  and 
315-323  East  143rd  street,  The  Bronx. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . . .  0 

THE  RESOLUTION— 


(131-32-A) 

Whereas,  Samuel  Rosenblum,  for  J.  C.  Hoffman,  Inc., 
owner,  filed.  March  16,  1932,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  2689- 
2693  Third  avenue  and  315-323  East  143rd  street,  Borough 
of  The  Bronx;  and 

V  hereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  17,  1932  (re  Order  No.  92637-F),  reads: 


“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallon 
capacity  for  the  standpipe  system,  said  tank  to  be  si 
elevated  that  the  bottom  will  be  not  less  than  20  fee 
above  the  roof  level.  Sec.  580-1,  Ch.  5,  Code  of  Or 
dinances  and  rules  of  the  Board  of  Standards  and  Ap, 
peals.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  renderei 
March  16,  1932,  reads: 

‘‘This  will  reply  to  your  letter  of  March  11th,  1932 
in  which  you  state  with  reference  to  our  Order  Nc 
92637-F,  calling  for  tank  of  3,500  gallons  capacity,  yoi 
respectfully  ask  for  our  reconsideration,  inasmuch  a 
the  present  standpipe  equipment  was  accepted  sometim 
in  1916  when  an  automatic  sprinkler  system  was  in 
stalled  covering  the  entire  premises  and  also  that  at  tha 
time  there  was  a  requirement  for  a  tank  and  in  liei 
thereof  the  sprinkler  system  was  accepted. 

“Your  request  for  reconsideration  of  Order  92637-1 
is  denied.” ;  1 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  (7! 
ft.)  in  height,  62  ft.  5  in.  by  166  ft.  8  in.  and  92  ft.  6  in: 
across  the  rear  (about  12,000'  sq.  ft.)  in  area  at  first,  seconc 
and  third  stories  and  62  ft.  5  in.  by  100  ft.  in  area  above 
OCCUPIED:  1st,  2nd  and  3rd  stories,  manufacture  o 
cardboard  boxes,  20  persons  each  story;  4th  and  5th  stories 
storage,  2  persons  each  story;  and 
Whereas,  the  appellant  claims  the  building  was  erecte< 
in  1896  and  1911;  if  the  area  of  the  three  lower  stories  wa 
10,000  instead  of  12,000  sq.  ft.,  a  standpipe  system  wouk 
not  be  required;  a  similar  order  filed  in  1914  was  rescinds 
on  condition  that  an  approved  sprinkler  system  be  installed 
which  work  was  done  in  1916  with  central  office  connec 
tion ;.  furthermore,  the  appellant  contends  the  building  is  alst 
provided  with  an  interior  fire  alarm  system  and  a  standpipe 
line  with  Siamese  connection  on  143rd  street  front;  that  thd 
present  condition  has  existed  for  many  years ;  and 

Whereas,  the  building  is  12,000  sq.  ft.  in  area  on  the  firs ■ 
three  stories  and  less  than  10,000  sq.  ft.  in  area  on  the  fourtH 
and  fifth  stories  and  less  than  85  ft.  in  height  at  the  highes 
point,  the  order  being  placed  due  to  the  area  of  the  las 
three  stories  being  in  excess  of  10,000  sq.  ft. ;  and 
Whereas,  the  building  is  equipped  with  an  approved  two 
source  sprinkler  system  with  central  office  connectioi 
throughout. 

_  Resolved ,  that  the  order  and  decision  of  the  fire  commis 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  b< 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  installa¬ 
tion  of  a  standpipe  gravity  tank  om  the  roof,  on  condition 
that  the  source  of  supply  shall  be  from  a  city  main,  th< 
pressure  at  which  main  shall  be  approximately  not  less 
than  thirty  pounds  and  a  letter  to  this  effect  shall  be  filec 
with  the  fire  department  from  the  Department  of  Wkter 
Supply,  Gas  &  Electricity;  that  the  standpipe  system  shall! 
comply  with  the  rules  in  all  ofher  respects  except  as  the' 
application  is  granted  to  maintain  the  present  connection! 
with  the  street  main  to  the  standpipe  system  now  existing  orf 
condition  that  this  connection  is  used  only  for  standpipe 
line  and  sprinkler  system  installation;  that  the  hose  in  the 
fourth  and  fifth  stories  shall  be  equipped  with  ^2-inch 
nozzles ;  that  the  building  shall  be  not  increased  in  height 
or  area,  and  that  such  additional  fire-fighting  appliances  as 
shall  be  required  by  the  fire  department  shalf  be  installed  on 
the  fourth  and  fifth  stories. 


PETITIONS  FOR  VARIATIONS. 

555-31-S. 

PETITIONER— James  Kearney,  for  Estate  of  George  W. 
Wilson,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISE'S  AFFECTED — 93-99  Nassau  street,  28-30  Ann 
street  and  135-139  Fulton  street,  Manhattan. 
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APPEARANCES— 

For  Petitioner:  James  Kearney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD-nPetition  withdrawn;  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . !!.!.!!!!!  0 

Absent  . .  0 


89-32-S. 

PETITIONER — Cornelius  Callaghan,  for  Jose  Holding 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 32-34  East  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Cornelius  Callaghan. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

^CTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . .  0 

Absent  .  |  0 


720  sq.  in. ;  otherwise  the  building  conforms  to  the  require¬ 
ments  of  the  labor  law. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
a!i  r  6  pet*ti°n  *3e  and  it  hereby  is  granted  on  condition 
that  all  factory  work  shall  be  conducted  below  the  fifteenth 
story  and  limited  to  not  more  than  5  per  cent  manufacturing 
as  permitted  in  a  retail  district  under  the  building  zone  reso¬ 
lution,  the  factory  work  to  consist  of  light  needlework  on 
goods  purchased  on  the  premises,  the  total  number  of  persons 
so  engaged  in  factory  work  shall  be  limited  to  not  more 
than  twenty  in  the  whole  building;  granted  only  so  long  as 
the  present  structural  conditions  of  the  building  are  main¬ 
tained. 


CHE  RESOLUTION— 

(89-32-S) 

Whereas,  Cornelius  Callaghan,  for  Jose  Holding  Corp, 
>wner,  filed,  February  23,  1932,  a  petition  for  a  variation 
rom  the  requirements  of  the  labor  law,  as  cited  in  a  deci- 
°lthe  suPer>ntendent  of  buildings,  affecting  premises 
~-34  Fast  57th  street,  Borough  of  Manhattan;  and 
Whereas  the  decision  of  the  superintendent  of  buildings, 
endered  February  2,  1932  (re  Violations  Nos.  3530-31  4774- 
0  and  5033-31),  reads: 

“’Before  a  certificate  of  occupancy  can  be  granted  it 
will  be  necessary  to  make  the  building  comply  in  all 
resperts  to  the  Labor  Law  as  the  building  was  approved 
for  offices  and  showrooms.  The  area  is  also  limited  to 
5 %'  as  the  building  is  located  in  a  retail  district  The 
present  exits  do  not  comply  with  the  Labor  Law  and 
the  floor  loads  on  15th  to  19th  are  inadequate  for  factory 
purposes. 

“Violations  3530-31,  5033-31  and  4774-30  must  be 
dismissed  An  alteration  plan  must  be  approved  in  this 
Bureau  for  the  change  to  factory  from  offices  and 
showrooms  as  new  exit  facilities  must  be  shown  on 
plans.  ; 
id 

Whereas,  the  building,  erected  in  1929,  is  fireproof,  nine- 
In  hf£ht-  .SO  ft.  by  100  ft.  in  area;  OCCU- 
7U.:  lst  t0  14th  stories,  showrooms  and  5  per  cent  manu- 
cturing,  70  persons  per  story;  15th  to  19th  stories,  offices, 
VT^S°nS  cPCr  story:  located  within  a  retail  district; 

,  a  fire  tower,  an  interior  steel  and  concrete  stair- 

iy,  extending  from  the  first  story  to  the  fourteenth  story, 

WSldrlo£cep?0fJPa.rtlti0ns’  with  ,fifeproof  doors  at  open- 
,s,  K’LMJFS  of  adjoining  buildings:  175  ft.  lower  at  east 
a  west;  and 

Termini  thet  Pet^ioner  c’aims  that  no  factory  use  will 
permitted  on  the  fifteenth  to  nineteenth  stories,  inclusive  • 

™re  5  per  cent  manufacturing  will  be  done 
,  „  .J  ,to  fourteenth  stories,  inclusive,  which  stories 
two  fireproof  stairways  leading  to  the 
,  ’/hat  the  front  windows  are  fireproof,  glazed  with 
te  glass  which  exceed  720  sq.  in.  in  area  to  a  single  light ; 
it  the  purpose  of  this  petition  is  only  for  5  per  cent  manu- 
tunng  use  from  the  first  to  the  fourteenth  stories  and  the 
intenance  of  the  plate  glass  windows  at  front  exceeding 


181-30-lS. 

PETITIONER— William  iF.  Doyle,  for  Joseph  Sobel, 
owner. 

SUBJECT  Application  for  rehearing — reconsideration  of 
vote,  having  been  previously  laid  over  for  full  vote- 
re  Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner  and  a  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1789-1791  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD  Previous  vote  reconsidered;  peti- 
tion  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  . 0 

Absent  . 0 

THE  RESOLUTION— 

(181-30-S) 

William  F-  Doy!e>  for  Joseph  Sobel,  owner, 
ed,  March  13,  1930,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of -the  fire 
commissioner  and  a  decision  of  the  superintendent  of  build- 
mgs  affecting  premises  1789-1791  Jerome  avenue,  Borough 
ot  I  he  Bronx;  and 

A/r^r?EREAS'  or(fors  the  fire  commissioner,  dated 
March  7,  1930,  read : 

“Order  No.  569844JD  : 

,  “1-  Extend  the  interior  stairway  at  north  side  of 
buiMing  to  the  roof,  as  per  Section  270  of  the  Labor 

and 

“Order  No.  56985-LD : 

“1  Provide  exit  signs,  letters  to  be  at  .least  8"  in 
height,  at  all  means  of  egress  with  a  red  light  over  all 
such  exits  for  use  in  time  of  darkness  as  per  Section  272 
of  the  Labor  Law.”; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  24,  1930,  reads  :  - 

“Y°ur  request  of  March'  13,  1930,  for  a  change  of 
occupancy  of  the  building  at  Nos.  1789-1791  Jerome 
Avenue,  west  side,  250  feet  north  of  176th  Street 
Bronx,  to  be  used  for  manufacturing  purposes  Is  hereby 
denied  as  premises  are  located  in  a- business  district  as 
established  by  the  Building  Zbrie  Resolution,  the  present 
certificate  of  occupancy  is  issued  for  occupancy  as  stores 
and  showroom,  and  the  means  of  exit  do  not  comply 
with  the  requirements  of  the  State  Labor  Law  for  fac¬ 
tory  uses.  ; 
and 

Whereas  the  building  is  non-fi reproof,  two  stories  in 
height,  ,5  ft.  by  75  ft.  in  area,  erected  in  1925;  OCCU- 
BIFD:  lst  story,  store,  10  persons;  2nd  story,  manufacture 
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of  dresses,  35  persons;  means  of  EGRESS  consisting  of 
an  interior  fireproof  stairway,  on  the  south  side  of  the  build¬ 
ing,  extending  from  the  first  story  to  the  roof,  and  an 
interior  stairway,  at  the  north  side  of  building,  extending 
from  the  first  story  to  the  second  story,  with  scuttle  and 
ladder  leading  to  roof  at  the  rear  of  building ;  and 

Whereas,  the  premises  are  located  in  a  business  district 
under  the  building  zone  resolution  and  the  certificate  of 
occupancy,  No.  1006-25,  issued  June  5,  1925,  is  for  occupancy 
as  store  and  showroom,  and  petitioner  now  proposes  to 
occupy  not  more  than  25  per  cent  of  the  total  floor  space  for 
manufacturing  purposes;  and 

Whereas,  the  petitioner  contends  that  the  means  ot 
egress  are  adequate  for  the  number  of  persons  employed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  56984-L'D,  on  condition  that  there  shall  be  provided  with¬ 
in  northerly  stairway  enclosure  a  double-rung  iron  ladder 
to  a  scuttle  in  the  roof,  the  stair  hall  enclosure  to  be  carried 
to  the  roof,  which  will  necessitate  the  reconstruction  of  the 
present  skylight  directly  over  the  northerly  stairs;  that  the 
use  of  the  second  story  shall  be  confined  to  one  tenant ; 
direct  access  to  both  stairways  to  be  provided  from  all  por¬ 
tions  of  the  second  story ;  that  the  number  of  persons  en¬ 
gaged  in  the  second  story  shall  be  limited  to  the  legal  capacity 
of  the  southerly  stairs,  and  the  building  shall  be  not  increased 
in  height  or  area  and  the  labor  law  shall  be  complied  with 
in  all  other  respects,  and  withdrawn  as  to  Order  No. 
56985-LD. 


109-26-S. 

PETITIONER — 'Schreliber.  Collins,  Myers  &  Buchter,  for 
Rose-Sil  Realty  Corp.,  owner ;  request  for  reopening 
made  by  Chadbourne,  Stanchfield  &  Levy,  for  pres¬ 
ent  owner. 

SUBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  oited  in  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 1 3  West  36th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Gustave  Goldman. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(109-26-S) 


Whereas,  Sohreiber,  Collins,  Myers  &  Buchter,  for  Rose- 
Sil  Realty  Corp.,  owner,  filed,  February  5,  1926,  a  petition 
for  a  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  a  decision  of  the  superintendent  of  buildings,  af¬ 
fecting  premises  13  West  36th  street,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  1,  1926,  reads : 

“1.  Provide  a  second  means  of  exit  as  provided  by 
Section  270  Labor  Law. 

“2.  Windows  on  street  wall  are  not  fireproof  and 
glass  panes  exceed  720  square  inches  in  area. 

“3.  All  steel  should  be  protected  by  2  inches  of  fire¬ 
proofing.”  ; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
24  ft.  by  98  ft.  9  in.  in  area  at  first  story  and  24  ft.  by  88 


ft.  9  in.  in  area  above;  OCCUPIED:  1st  story  and  mez¬ 
zanine,  office  and  store ;  tenant  factory  above,  25  per  cent 
manufacturing,  15  persons  on  each  story;  EXITS:  an  in¬ 
terior  fireproof  stairway,  extending  from  the  first  story  tc 
roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors  at 
openings;  ROOFS  of  adjoining  buildings:  same  level  at  east; 
about  75  ft.  higher  at  west;  and 

Whereas,  the  petitioner  proposes,  re:  Item  1,  to  erect  a 
fire  escape  on  the  rear  of  the  building  from  roof  to  2nc 
story,  in  accordance  with  the  labor  law,  with  the  exceptior 
of  egress  from  the  termination  of  the  same,  which  egres: 
is  provided  by  means  of  extending  the  2nd  story  balcony  tc 
the  2nd  story  balcony  on  rear  of  adjoining  building  at  east 
the  latter  balcony  is  connected  by  means  of  a  stairway  to  the 
outside  fireproof  stairs  on  the  rear  of  building  adjoining  al 
north,  thence  down  a  stairway  to  1st  story  and  through  e 
fireproof  passageway  to  37th  street ;  re :  to  Item  2,  the  pe¬ 
titioner  claims  the  front  windows  on  all  stories  are  glazec 
with  Lt  in.  plate  glass  in  fireproof  frames ;  the  maximun 
size  of  glass  on  1st  story  is  9  ft.  4  in.  by  8  ft. ;  on  the  2nc 
story,  4  ft.  6  in.  by  9  ft.  4  in.,  and  on  all  stories  above,  5  ft 
8  in.  by  4  ft.  4  in. ;  that  the  1st  story  is  not  used  for  factor) 
purposes ;  re :  to  Item  3,  the  petitioner  contends  that  he  doe: 
not  know  of  any  part  of  the  steel  construction  which  is  no\ 
protected  with  2  in.  of  concrete ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  it: 
meeting,  February  23,  1926,  and  owner,  through  his  attor¬ 
neys,  requested  that  additional  items  of  a  further  decision  of 
the  superintendent  of  buildings  rendered  March  7,  1932,  be 
included  in  the  petition ;  and 
Whereas,  the  additional  items  read: 

“1.  Wood  partitions  on  the  8th  floor  are  unlaw¬ 
ful.  *  *  * 

‘‘4.  The  modification  granted  by  the  board  of  stand 
ards  and  appeals  calls  for  approved  fireproof  sash  anc 
frames  in  windows  at  the  front  of  building.  The  existing 
pivot  windows  are  not  of  an  approved  type  under  the 
Labor  Law  and  Industrial  Code  which  provides  tha 
such  windows  must  be  either  fixed  or  self-closing. 

“5.  Exit  doors  from  cellar  to  main  hall  must  be  no 
less  than  44  inches  wide  as  required  by  the  Labor  Law 

“7.  Door  from  store  to  hall  at  1st  is  one  of  tin 
required  means  of  exit  from  this  floor  and  under  the 
labor  law  must  comply  with  its  requirements.” ; 

and 

Whereas,  this  petition  was  granted  by  the  board  on  cer, 
tain  conditions  and  petitioner  requested  a  modification  o 
these  conditions  as  to  size  of  doors. 

Resolved,  that  the  board  of  standards  and  appeals  doe: 
hereby  make  a  variation  from  the  requirements  of  the  laboi 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  a^  tc 
Item  1  of  decision  rendered  February  1,  1926,  on  conditior 
that  a  standard  labor  law  fire  escape  shall  be  erected  on  real 
of  building,  with  egress  from  the  termination  at  2nd  story  tc 
the  platform  of  the  1st  story  fire  escape  of  building  to  the 
north,  with  egress  therefrom  through  fireproof  passagewa) 
to  37th  street ;  as  to  Item  2  of  decision  rendered  Februar) 
1,  1926,  on  condition  that  all  windows  on  the  front  shall  be 
equipped  with  approved  fireproof  frames  and  sash,  glazec 
with  Yt  in.  polished  plate  glass,  and  that  no  light  of  glas: 
above  3rd  story  shall  exceed  720  sq.  in. ;  granted,  as  to  Iterr 
3  of  decision  dated  February  1,  1926,  on  condition  that  al! 
steel  shall  be  protected  in  accordance  with  chapter  5  of  the 
code  of  ordinances,  and  granted,  as  to  Item  7  of  decision 
rendered  March  7,  1932,  on  condition  that  the  opening  frorr 
the  store  to  corridor,  first  story,  be  not  less  than  28^  inches 
wide,  equipped  with  self-closing,  fireproof  door;  that  in 
addition  to  such  opening  there  shall  be  an  opening  from 
store  direct  to  street  not  less  than  42^2  inches  wide;  that 
the  first  story,  for  the  entire  floor  area,  shall  be  limited  tc 
store  use,  used  for  the  wholesale  exchange  of  merchandise, 
the  occupancy  of  the  first  story  to  be  limited  to  three  per¬ 
sons  engaged  at  work  at  any  one  time,  prohibiting  any  fac¬ 
tory  work  of  any  nature  or  description;  granted,  as  to  Item 
5  of  decision  rendered  March  7,  1932,  as  to  door  opening 
from  the  cellar  stairs  leading  to  the  main  corridor,  said 
opening  to  be  not  less  than  35  in.  wide;  that  the  use  of  the 
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cellar  shall  be  restricted  as  to  factory  work,  prohibiting  mamibrh.rin^  r 

factory  work  of  any  nature  or  description  in  the  cellar,  the  2.5  fact?r-y  occupancy  not  to  exceed 


factory  work  ot  any  nature  or  description  in  the  cellar,  the 
occupancy  to  be  limited  to  not  more  than  three  persons  at 
any  one  time,  that  the  resolution  of  February  23  1926 

shall  be  complied  with  in  all  respects;  that  the  building  shall 
be  not  increased  in  height  or  area ;  that  the  labor  law  other¬ 
wise  shall  be  complied  with  in  all  respects,  and  granted  only 
so  long  as  the  factory  occupancy  shall  be  limited  to  light 


oe-  _  .  r  i  „ wtuiiMuu  ihji  io  exceed 

as  u!  U  °  1  the  ,fl<*>r  ar(Jl  of.  the  premises,  and  withdrazvn 
terns  and  4  of  decision  rendered  March  7  1932 
as  to  wood  partitions  and  pivot  windows. 


Adjourned  5.10  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  24,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  May  13,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  May  13, 
1932;  the  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  May  17,  1932,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
May  17,  1932,  were  approved  as  printed  in  Bulletin  No  21  ’ 
Vol.  XVII. 


BOARD  OF  STANDARDS  AND  APPEALS 


BUILDING  ZONE  CASES. 

128-32-BZ. 

APPLICANT  Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (granted  by  the  board  under  Cal.  No. 
1162-1  *-BZ)  to  permit  the  inclusion  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 664-690  Coney  Island  avenue 
southwest  corner  of  Avenue  C,  Brooklyn 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

.  Eor  Opposition:  Jacob  Lacher. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1932,  at 
10  a  m  for  inspection  and  report  by  a  committee 
of  the  board. 

140-32-BZ. 

"a  9har.Ies  J-  Sturla,  owner. 

oUBJ.bC  I— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

PRPmccc  a'.1  i  j.n^crnance  a  gasoline  service  station. 

REMISES  AFFECTED — Southeast  corner  of  Lawrence 
street  and  North  Hempstead  turnpike,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  J.  Sturla. 

For  Opposition:  Veronica  Howe,  Joseph  Curro, 
Richard  Matelli,  Henry  W.  Spooner  and  Mar- 
,r,nAI  garet  Feeney. 

CTION  OF  .BOARD— Laid  over  to  June  10,  1932,  at 

r  lu  j  msPection  and  report  by  a  committee 

of  the  board. 


95-31-BZ. 

APPLICANT— James  A.  Delehanty,  for  Dubon  Realtv 
Gorp.,  owner. 


SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b,  7c,  7g  and  21  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business  district, 
the  change  of  occupancy  of  an  existing  building  to  a 

pRFui5r«n=CfeAd  —  for 

PREMI!^,„TSC&36-18  LaUrel«o„, 

APPEARANCES— 

For  Applicant :  James  A.  Delehanty 
For  Opposition:  John  F.  Mullaney'and  Frank  Ro- 
.  __T  galsky. 

C  I0?n  °F  B9AR'D~^'cl  over  to  June  10,  1932  at 
of  the  board”  inSpeCti°n  and  report  a  committee 


45-29-BZ. 

APPILICANT-Julius  Hollander,  for  Angeline  Dinicola  and 
Michele  Dinicola,  owners. 

U EC T— Application  for  reopening— restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn— re  Appli¬ 
cation  (decision  of  the  superintendent  of  build- 
SS)-  mder  s.ftlon  f1  of  the  building  zone  resolu- 
“  K  nPe"mt:  l,arty  111  a  residence  district  and 
partly  in  a  business  district,  the  erection  and  main- 

SXleKtSide  repair  shop  and- also' a 

PREMISES  AFFECTED  Bay  49«h  street,  north 

side,  50  ft.  west  of  Harway  avenue  (now  northwest 

Brooklya  y  49'h  S'reet  a"d  Cr°psej' 
APPEARANCES— 

For  Applicant:  Julius  Hollander. 

For  Opposition:  None. 

ACTION  OF  BOARD— Apphcation  reopened;  to  be  set 
Tit  17  i/,nTcCaieAdar  Ca  when  papers  are  completed. 

TendarT-  T0  RE0pen  and  restore  to  cal- 

Affirmative:  Temporary  Chairman  Connell  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  , 

Negative  .  4 

Absent  .  p 

.  0 
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672-30-BZ. 

A  PFIJCANT— Thomas  0«mfa  Gallagher,  substituted  (or 

tmiirr,  f°r  Louisa  1 ■  Chappie,  owner. 

.  UbJECT— Apphcation  for  reopening— restoration  to  Cal- 
endar,  having  been  previously  withdrawn— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings)  under  section  21  of  the  building  zone  resolu- 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station 

PREMfSES  AFFECTED  -Southwest  corner  of  Farmers 
avenue  and  Illion  avenue,  Hollis,  Borough  of  Queens. 


MINUTES 


APPEARANCES— 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened ;  to  be  set  for 
Calendar  Call  when  papers  are  completed. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . 0 


261-32-BZ. 

APPLICANT — 'Nicholas  F.  Walsh,  for  Marguerite  H. 
Walsh,  owner. 

SUBJECT — 'Request  for  preferential  hearing — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  residence  district  and  partly  in  a  business 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — Northwest  corner  of  West  230th 
street  and  Bailey  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Nicholas  F.  Walsh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted ;  request  to  amend  area  fixed  by  board  de¬ 
nied;  Calendar  Call  set  for  June  14,  1932,  at  2  p.  m. 
THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  AMEND  AREA— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 


103-32-BZ. 

APPLICANT — Groh,  MoCourt  &  Tripp,  for  Otto  Schmidt, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 'Northwest  corner  of  36th  ave¬ 
nue  and  33rd  street,  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Samuel  S.  Tripp. 

For  Opposition:  Alexander  Delgiorno. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  q 

Absent  .  n 


71-27-BZ.  ^ 

APPLICANT— Joseph  A.  Nunan,  Jr.,  substituted  for  James 
E.  Connaughton,  for  Richard  and  William  O’Toole, 
owners. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,,  to  permit  in  a  business  use  and  also  “E” 
area  district  the  maintenance  of  a  gasoline  service 


station  which  is  located  within  the  ten  (10)  foot 
setback  required  by  the  building  zone  resolution 
(reopened  for  a  modification  of  the  resolution). 
PREMISES  AFFECTED — North  side  of  Little  Neck  road, 
352.46  ft.  east  of  West  End  drive,  Little  Neck, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Nunan,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(71-27-EBZ) 

Whereas,  Joseph  D.  Nunan,  Jr.,  substituted  for  James  E. 
Connaughton,  for  Richard  and  William  O’Toole,  owners, 
filed,  January  21,  1927;  granted  on  certain  conditions  for 
a  garage  May  31,  1927;  reopened  for  a  modification  of  the 
resolution  March  4,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  use  and  also  “E” 
area  district  the  maintenance  of  a  gasoline  service  station 
which  is  located  within  the  ten  (10)  foot  setback  required 
by  the  building  zone  resolution ;  premises  north  side  of  Little 
Neck  road,  352.46  ft.  east  of  West  End  drive,  Little  Neck, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  24,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Little  Neck  parkway  is  in  a  busi¬ 
ness  and  “E  ’  area  district ;  Glenwood  street  is  in  a  residence 
and  “E”  area  district,  and  Brownvale  lane  is  in  a  residence 
and  “E”  area  district ;  and  , 

W hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  12,  1932  (re  Plan  No.  N.  B.  284-32), 
reads : 

“1.  The  records  of  this  Bureau  fail  to  disclose  permit 
to  conduct  a  gasoline  service  station  on  the  premises. 
Hence  this  application  is  treated  as  a  new  installation 
which  since  the  premises  are  located  within  a  business 
district  is  contrary  to  Sec.  4A-46  of  the  Zone  Law. 

“2.  Distance  between  premises  and  lot  line  not  shown' 
on  plot  plan.  It  is  to  be  noted  that  said  distance  as  per 
sec.  15  of  the  Zone  Law  must  be  at  least  10'  0".”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  60  ft.  and  a  maximum  depth  of  107.17  ft.,  ir¬ 
regular,  in  area ;  there  is  located  on  this  plot  and  set  back  , 
more  than  10  ft.  from  the  building  line  of  Little  Neck  park¬ 
way  a  one-story  garage  for  more  than  five  motor  vehicles 
which  was  granted  by  the  board  on  May  31,  1927 ;  the  10  ft. 
setback  of  the  structure  from  the  street  building  line  is 
necessary  under  the  “E”  area  requirements  of  the  building 
zone  resolution ;  within  this  area  there  has  been  installed  a 
550-gallon  tank  and  pump  used  as  a  gasoline  service  station; 
it  is  proposed  to  maintain  this  use;  and 
Whereas,  the  board  granted  a  variation  to  permit  a 
garage  use  on  these  premises  under  appeal  on  May  31,  1927, 
said  garage  use  to  be  set  back  at  least  10  ft.  from  the  build¬ 
ing  line  on  Little  Neck  parkway  to  conform  with  the  setback 
restrictions  for  an  “E”  area  district;  and 
Whereas,,  the  building  is  set  back  approximately  13  ft. 
from  the  building  line  on  Little  Neck  parkway,  the  appli¬ 
cant  seeks  to  use  the  front  of  the  vacant  space  between  the 
building  and  the  building  line  on  Little  Neck  parkway  for 
the  installation  of  a  gasoilne  pump  and  one  550-gallon  tank 
for  the  sale  of  gasoline. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make .  a  variation  in.  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 


680 


MINUTES 


the  application  be  and  it  hereby  is  granted  on  condition  that 
the  installation  shall  be  limited  to  one  550-gallon  tank  and 
one  pump,  the  pump  shall  be  set  back  not  less  than  10  ft. 
from  the  building  line  of  Little  Neck  parkway;  any  adver¬ 
tising  signs  advertising  the  non-conforming  use  (gasoline 
service)  shall  be  restricted  to  the  illuminated  globe  of  the 
pump,  particularly  prohibiting  projecting  electric  signs  ad¬ 
vertising  gasoline  sale,  and  granted  on  condition  that  the 


resolution  adopted  by  the  board  under  Cal  No  71-27-BZ 
under  date  of  May  31,  1927,  shall  otherwise  be  complied  with 
in  aU  respects;  that  any  permits  required  shall  be  obtained 
withm  three  months  and  all  work  completed  within  six 
months  from  the  date  of  this  action. 

Adjourned  12.45  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MAY  24,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

143-32-A. 

APPELLANT — Eugene  H.  Pulch,  adjoining  owner;  James 
A.  Greene  and  Timothy  Driscoll,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings — (re  Revocation  of  Certificate  of  Occu¬ 
pancy  No.  2621  issued  by  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 53  91st  street,  Brooklyn 
APPEARANCES— 

For  Appellant:  William  J.  Molinari. 

For  Owner  of  Premises:  Morton  Brauer. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1932,  at 
2  p.  m.,  on  request  of  owner’s  representative.  Final 
disposition. 


BOARD  OF  STANDARDS  AND  APPEALS 


59-32-A. 

APPELLANT — Albert  J.  Courtney,  for  15-17  West  46th 
Street  Corp.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 15-17  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Albert  J.  Courtney. 

For  Administration :  Assistant  Engineer  Samuel 

.  Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  n 

THE  RESOLUTION—  . 

(59-32-A) 

Whereas,  Albert  J.  Courtney,  for  15-17  West  46th  Street 
Eorp.,  owner,  filed,  February  8,  1932,  an  appeal  from  a  deci- 

K0^7°wth.e/^ermtend?!lt  of  buildinffs-  affecting  premises 
^  eSt  46tb  street’  Borough  of  Manhattan;  and 
.  Whereas,  the  decision  of  the  superintendent  of  buildings 

eads-6^  ^anuary  21»  1932  (re  Alt.  Applic.  No.  2702-1931)’ 

10.  Live  load  on  2nd  to  9th  floor  must  be  75  lbs. 
per  square  foot,  if  only  light  manufacturing  as  an  ac¬ 
cessory  to  offices  and  showrooms ;  otherwise,  the  live  load 
must  be  120  lbs.  per  square  foot. 

11.  The  steel  is  weak  for  75  lbs.  per  square  foot.” ; 


Whereas,  the  building  is  fireproof,  erected  in  1919,  ten 
stenes  in  height,  33  ft.  11  in.  by  92  ft.  5  in.  in  area;  OCCU¬ 
PIED  .cellar  and  1st  story,  store  and  dressmaking;  2nd 

6  th  andC  ?Ihier  3rd,St0ry’  vac,anti  4th  story,  furriers;  5th, 
6th  and  <th  stories,  beauty  parlors;  8th  story,  fur  repairing- 

9th  story,  showrooms;  twenty  persons  proposed  per  story  ' 
district  ^  an?  &  Standpipe  system »’  located  within  a  retail 

Whereas,  the  appellant  claims  there  is  a  total  of  twentv- 
two  persons  engaged  at  factory  work,  not  more  than  5  per 
cent  of  the  floor  area  will  be  used  for  factory  purposes  S 

he" retail  trad  ^th  ™a?,ufacturmff  will  be  only  incidental  to 
t  e  retail  trade,  the  building  was  erected  with  a  floor  capacity 

of  sixty  pounds  live  load,  under  the  amendment  adopted  per¬ 
mitting  18  000  pounds  working  stress  for  steel  the  live  load 
is  increased  to  67.5  pounds  per  square  foot;  furthermore  the 

never  ^he  ^0ntendi,  thaJ,  the  present  rated  floor  capacity ’will 
lever  be  exceeded  under  the  proposed  use. 

Resolved  that  the  decision  of  the  superintendent  of  build- 
it  ‘hereby t  dSSt  ^  ,hat  ,he 


132-32- A 

APPELLANT  May  McCarthy,  adjoining  owner,  for  Annie 
Meehan  Katherine  Kalbfell  and  Chester  Improve¬ 
ment  Association,  Inc.,  other  adjoining  owners- 
SUBTECT^  A LCnf  fin’  owner ,  Abraham  Schwartz,  lessee. 
J  o^fldin^s  '  deC1S,0n  °f  the  super‘ntendent 

Ad“  T1-  Bronx. 

For  Appellant:  Max  A.  Gulack. 

or  Lessee  of  Premises :  Irving  Dolen 
For  Owner  ^of  Premises :  Joseph  Zoetzl  and  Joseph 

ArTm!00-,ofnlr^r^^di^miner  Th°m- 

Affirmative  :  Temporary  Chairman  Connell . .  i 
Negative:  Commissioners  Holland  and  Guilfoyle 

and  Assistant  Chief  Kidnev  y  0 

Absent  .  . . 

THE  RESOLUTION— .  0 

(132-32-A) 

K^IhElfEAa  rtf7  McTCarthy’  for  Anme  Meehan,  Katherine 
Kalbfell  and  Chester  Improvement  Association  Inc  et  al 

adjommg  property  owners,  against  Eva  Fellen’stein  ’  owner 
and  Abraham  Schwartz,  lessee,  filed,  March  16,  1932  an 
appeal  from  a  decision  of  the  superintendent  of  buildings’  re 
fusing  to  discontinue  an  alleged  illegal  nrmm,  ,y&s  •  e 

premises  1650  Adee  avenue,  southeast  ‘corner  of  VemS^av? 
nue,  Borough  of  The  Bronx;  and  an  ave- 

W  here  as,  the  decision  of  the  suoerintpndonf  \  mj* 
rendered  February  26,  1932,  reads*  buildings, 

Your  letter  of  February  1,  1932  receivprl  • 

petition  of  residents  and  taxpayers  on  Tieman  A^nu? 
in  the  Borough  of  The  Bronx,  requesting  the  removal 
of  the  milk  distributing  station  existing  at  No.  1650 
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Adee  Avenue,  Southeast  corner  of  Tieman  Avenue,  in 
the  Borough  of  The  Bronx. 

“Evidence  has  been  submitted  to  tins  Bureau  by  Mr. 
Abraham  Schwartz  that  the  premises  have  been  occupied 
by  him  as  a  dairy  farm  pasteurizing  and  sale  of  milk 
from  a  date  previous  to  1916  to  this  date,  and  your  re¬ 
quest  to  this  bureau  to  institute  proceedings  to  vacate 
the  occupancy  of  said  premises  is  hereby  denied.” ; 

and 

Whereas,  the  premises  consist  of  a  corner  lot  about  77  ft. 
by  98  ft.,  irregular  in  plan,  upon  which  are  erected  frame 
buildings,  one  and  two  stories  in  height;  OCCUPIED  as  a 
milk  bottling  and  distributing  station;  located  within  a  resi¬ 
dence  use  district;  and 

Whereas,  the  appellant  claims  that  prior  to  1931  the  prem¬ 
ises  in  question  were  occupied  as  a  milk  producing  farm, 
housing  cows ;  the  cows  have  since  been  removed  from  the 
premises;  the  milk  is  received  in  bulk  from  various  distant 
points,  bottled  and  distributed  from  the  premises ;  an  exten¬ 
sion  has  been  erected  on  the  westerly  side  about  21  ft.  by  35 
ft.  in  area  without  the  approval  of  the  superintendent  of 
buildings;  machinery  has  been  installed  for  the  bottling  of 
milk,  four  affidavits  filed  to  such  effect ;  furthermore,  the  ap¬ 
pellant  contends  that  the  superintendent  of  buildings  should 
have  instituted  proceedings  to  discontinue  the  illegal  occu¬ 
pancy  for  milk  bottling  and  distributing  station  within  a 
residence  use  district. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


200-31-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Walter  H.  Stewart,  owner. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 12-16  West  116th  street  and  5-9 
West  115th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Sidney  Strauss. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners .  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  n 

THE  RESOLUTION— 

(200-31-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Walter  FI.  Stewart,  owner,  filed,  May  4,  1931,  an 
appeal  from  an  order  and  decisions  of  the  fire  commissioner 
affecting  premises  12-16  West  116th  street  and  5-9  West 
115th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Tanu- 
ary  23;  1931  (Order  No.  81977-F),  reads: 

1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap- 
peals,  bee.  580-1,  Chap.  5,  Code  of  Ordinances  99  * 
and  '  9 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  14,  1931,  reads: 

.  1  his  will  reply  to  your  letter  of  April  11,  1931,  in 
which  you  state  that  you  have  been  retained  by  the 
owner  to  appeal  with  the  Board  of  Standards  and  Ap¬ 
peals  m  connection  with  order  No.  81977-F,  but  the 
Board  refused  to  accept  the  case  due  to  the ’fact  that 
more  than  20  days  have  elapsed  since  the  issuance  of 
the  order  requesting  rescindment  and  reissuance  of  the 
order  of  a  later  date. 

.  “Your  request  to  rescind  order  No.  81977-F  and  re¬ 
issue  same  must  be  denied.”: 
and 


Whereas,  the  building,  erected  in  1916,  is  non-firepro 
one  story  and  balcony  (28  ft.  4  in.)  in  height,  75  ft. 
201  ft.  10  in.  (approximately  15,000  sq.  ft.)  in  area;  OGC 
PIED:  1st  story,  stores  and  public  market,  18  persons;  2 
story,  restaurant,  12  persons;  and 

Whereas,  this  appeal  was  withdrawn  September  22,  19S 
reopened  May  3,  1932,  for  further  consideration ;  and 

Whereas,  a  further  decision  of  the  fire  commissioner,  n 
dered  April  20,  1932,  reads : 

“This  will  reply  to  your  letter  of  December  24th,  19; 
relative  to  Order  81977-F,  affecting  the  above  premises 
re  installation  of  standpipe  system,  and  in  which  y 
request  a  dismissal  of  same. 

“May  we  refer  you  to  our  letter  of  December  18 
1931,  setting  forth  the  contention  that  the  structure 
two  stories  in  height.  Recently  two  of  our  inspectc 
made  an  inspection  to  determine  the  actual  height 
building  and  it  was  found  to  be  two  stories,  thereto 
the  order  is  applicable,  and  your  request  for  rescindme 
must  be  denied.” ; 

and 

Whereas,  the  appellant  claims  it  was  decided  at  the  pr 
vious  hearing  that  the  building  is  less  than  15,000  sq.  ft. 
area,  facing  on  two  streets  and  only  one  clere  story 
height  ;  that  the  fire  department  requirements  for  the  i 
stallation  of  a  standpipe  system  were  not  applicable ;  furthe 
more,  since  the  fire  commissioner  has  rendered  another  d 
cision  the  board  is  requested  to  render  a  final  decision  upi 
this  appeal;  and 

Whereas,  the  building  is  approximately  15,000  sq.  ft. 
area;  and 

Whereas,  the  order  is  placed  due  to  the  fact  that  t' 
building  is  over  10,00  sq.  ft.  in  area  and  is  determined  1 
the  fire  department  as  two  (2)  stories  in  height,  the  orde 
therefore,  is  issued  due  to  the  area  of  the  building  beii 
10,000  sq.  ft.,  the  so-called  second  story  being  more  or  less 
mezzanine  on  the  116th  street  front  of  the  premises,  us. 
as  a  restaurant,  with  entrance  to  the  same  from  the  stre 
and  the  market  on  the  first  story,  separated  at  the  rear  wi 
a  wooden  partition. 

_  Resolved,  that  the  order  and  decisions  of  the  fire  commi 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  at 
it  hereby  is  granted  on  condition  that  the  building  shall  1 
not  increased  in  height  or  area,  and  that  such  fire-fightir 
appliances  as  shall  be  required  by  the  fire  department  sha 
be  installed. 


11 1-32- A. 

APPELLANT — Edward  P.  Doyle,  for  Marbridge  Buildir 
Co.,  Inc.,  owner ;  request  for  reopening  made  t 
Martin  J.  Ort. 

SUBJEC  1  Application  for  reopening — modification — re  A] 
peal .  from  orders  and  a  decision  of  the  fire  con 
missioner. 

PREMISES  AFFECTED— 1302-1308  Broadwav,  Manha 
tan, 

APPEARANCES— 

For  Appellant:  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

AC  1  ION  OF  BOARD — Appeal  reopened  and  resolutio 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY—' 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 
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THE  RESOLUTION—  i 

(lll-32-A) 

Whereas,  Edward  P.  Doyle,  for  Marbridge  Building  Co., 
Inc.,  owner,  filed,  March  3,  1932,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
1302-1308  Broadway,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  lire  commissioner,  dated  Janu¬ 
ary  0,  1932  (re  Order  No.  91485-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  581,  Chap.  5,  Code  of 
Ordinances  and  rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  24,  1932,  reads : 

“This  will  reply  to  your  letter  of  February  3rd,  1932, 
in  which  you  state  that  you  have  been  retained  by  the 
owners  of  the  above  premises  to  appeal  from  the  re¬ 
quirements  of  Order  91483-F,  914844-F  and  91485-F,  but 
that  you  are  unable  to  do  so  because  of  the  fact  that 
the  Board  of  Standards  and  Appeals  will  not  accept  an 
appeal  after  twenty  days  have  elapsed  and  request  a 
dismissal  and  reissuance  of  the  above  order. 

“Your  request  to  rescind  and  reissue  Orders  91483-F, 
91484-F  and  91485-F  must  be  denied.” ; 
and 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
height,  178  ft.  8 ^  in.  by  150  ft.  in  area;  OCCUPIED  for 
stores,  showrooms  and  offices;  and 

i  Whereas,  the  appellant  claims  the  building  was  erected  in 
1900;  equipped  with  a  sprinkler  system  and  a  standpipe 
system,  installed  at  the  time  of  erection,  fed  from  a  7,500- 
gallon  gravity  tank,  the  bottom  of  which  is  about  5  ft. 
above  the  highest  hose  outlet ;  to  comply  with  the  order 
would  cause  a  heavy  expense  and  unnecessary  hardship  upon 
the  owner;  the  building  is  provided  with  watchman’s  service 
day  and  night;  furthermore,  the  appellant  contends  the 
existing  standpipe  system  is  provided  with  adequate  means 
jf  water  supply;  and 

Whereas,  the  building  was  erected  in  1906,  at  which  time 
he  present  standpipe  system  was  installed  and  apparently 
iccepted  by  the  departments  having  jurisdiction  thereof;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
neeting,  May  3,  1932,  on  certain  conditions,  and  appellant 
-equested  a  modification  of  these  conditions  as  to  sprinkler 
system. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
)e  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  top  story  hose 
mtlet,  also  the  elevation  above  the  hose  outlet  in  the  pent 
louse  story,  on  condition  that  the  elevation  of  the  bottom  of 
lie  tank  shall  be  not  less  than  2  ft.  above  the  roof  of  the 
nain  building  and  approximately  7  ft.  above  the  hose  outlet 
a  the  eleventh  story;  that  the  area  of  the  pent  house,  used 
or  office  purposes,  shall  not  be  increased  beyond  that  shown 
'n  the  plans  submitted  with  this  appeal ;  that  the  two  5  000- 
;allon  house  supply  tanks  now  located  on  the  roof  of  the  pent 
iouse  shall  be  connected  to  top  of  the  7,500-gallon  standpipe 
ante;  that  the  hose  in  the  pent  house  and  top  (eleventh) 
tory  shall  be  equipped  with  y2- inch  nozzles;  that  such  addi- 
ional  fire-fighting  appliances  as  shall  be  required  by  the  fire 
eparlment  shall  be  installed  in  the  pent  house  story  and 
leventh  story;  that  the  standpipe  system  shall  comply  with 
ie  rules  in  all  other  respects  and  that  the  building  shall  be 
ot  increased  in  height  or  area. 


PETITIONS  FOR  VARIATIONS. 

24-32-S 

'ETITIONER— Morris  Whinston,  for  Milans  Realty 
Corp.,  lessee. 

UBJECT— Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 


PREMISES  AFFECTED— G6-G8  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Morris  Whinston. 

For  Administration :  Assistant  Engineer  Samuel 

a  rr\'T _  Becker  of  bureau  of  buildings. 

AC  I  ION  OF  B-OARlD — (Laid  over  to  June  7,  1932,  at  2 
p.  m.,  on  request  of  petitioner.  Final  disposition. 

962-25- S. 

PETITIONER— Robert  Kaplan,  for  117-119  West  26th 
Street  Corp.,  lessee;  request  for  reopening  made  by 
Ansonia  Fire  Prevention  Engineering  Co.,  for 
Bowery  Savings  Bank,  owner. 

SUBJECT  Application  for  reopening — reconsideration  under 
new  decision  of  the  superintendent  of  buildings — 
re  Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings 
PREMISES  AFFECTED-117-119  West  26th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood  and  Joseph 

Hernon. 

ACTION  OF  BOARD — Petition  reopened  and  restored  to 
Calendar  and  set  for  hearing  June  14,  1932  at 
2  p.  m. 

THEVOTE  TO  REOPEN  AND  RESTORE  TO  CAL- 
EN  DAK — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  y 

Absent  . |  .  () 

278-31-S. 

PETIIONER— John  J.  Gilmartin,  for  Estate  of  Bradish 
Johnson,  Inc.,  owner. 

SUBJECT— Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn— re  Varia¬ 
tion  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 149-151  Fifth  avenue,  921-923 

APPEA ScByS-d  1-“  EMt  31St  S,ree*'  Ma"hatt“- 
For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  reopened,  restored  to  Cal- 
endar  and  set  for  hearing'  Tune  14  19*12  at  9  n  m 

T,HE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAR- 
R  J\  D/A  R — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

74-32-S. 

PETITIONER — Albert  Courtney,  for  15-17  West  46th 
Street  Corp.,  owner. 

SUBJECT—’ Variation  of  the  labor  law,  as  cited  in  a  decision 
T,T,T^T?f  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 15-17  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Albert  J.  Courtney. 

For  Administration:  Assistant  Engineer  Samuel 

*  'Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Petition  denied 
THE  VOTE  TO  GRANT — 

Affirmative  .  Q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . , 

Absent  . 

•  u 
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THE  RESOLUTION— 

(74-32-S) 

Whereas,  Albert  Courtney,  for  15-17  West  46th  Street 
Corp.,  owner,  filed,  February  15,  1932,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  premises 
15-17  West  46th  street,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  6,  1932  (re  Alt.  Applic.  No.  2702-1931), 
reads : 

“18.  Stairs  not  sufficiently  remote  from  one  another. 

“19.  Outside  stairway  must  be  enclosed  in  fireproof 
partition,  but  required  rear  yard  cannot  be  encroached 
upon.  Doors  leading  to  this  stairway  should  be  3  ft.  8  in. 
wide  in  the  clear  and  a  1  ft.  10  in.  clearance  provided 
between  the  newel  post  and  edge  of  door  when  open¬ 
ing.”  ; 

and 

Whereas,  the  building  is  fireproof,  erected  in  1919,  ten 
stories  in  height,  33  ft.  11  in.  by  92  ft.  5  in.  in  area;  OCCU¬ 
PIED:  cellar  and  1st  story  with  mezzanine  floor,  store  and 
dressmaking,  24  persons;  2nd  story,  tailor,  5  persons;  3rd 
story,  vacant ;  4th  story,  fur  repairing,  2  persons ;  5th,  6th 
and  7th  stories,  beauty  parlors,  total  of  45  persons;  8th 
story,  furs,  10  persons;  9th  story,  showrooms,  4  persons; 
located  within  a  retail  district;  EQUIPPED  with  a  stand¬ 
pipe  system;  EXITS:  an  interior  fireproof  stairway,  extend¬ 
ing  from  the  first  story  to  roof,  enclosed  in  fireproof  parti¬ 
tions,  with  fireproof  doors  at  openings;  and 

Whereas,  the  petitioner  proposes  to  construct  an  exterior 
screened  iron  stairway,  extending  from  roof  of  first  story 
extension  to  main  roof,  a  bulkhead  and  stairs  leading  through 
roof  of  extension  to  fireproof  hallway  on  first  story  leading 
to  entrance  hall  and  to  the  street;  such  construction  is  pro¬ 
posed  in  compliance  with  Order  No.  82132- LD,  reading: 
“discontinue  the  use  of  the  premises  for  factory  purposes 
*  *  *”;  and 

Whereas,  the  petitioner  claims  that  not  more  than  5  per 
cent  of  the  floor  area  will  be  used  for  factory  purposes  at 
any  time  and  such  manufacturing  will  be  only  incidental 
to  the  retail  trade;  as  to  Item  18,  the  proposed  exterior 
stairway  is  located  as  far  as  possible  from  the  interior  stair¬ 
way;  as  to  Item  19,  the  proposed  screened  stairway  is  the 
only  installation  possible  which  would  not  encroach  upon  the 
rear  yard,  otherwise  the  stairway  will  be  constructed  in  ac¬ 
cordance  with  all  requirements  of  the  labor  law ;  further¬ 
more,  the  petitioner  contends  the  owner  would  suffer  a  great 
hardship  if  prevented  the  use  of  the  premises  for  light  manu¬ 
facturing  as  intended. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  petition  be 
and  it  hereby  is  denied. 


129-32-S. 

PETITIONER — Broadway-Marlboro  Realty  Corp.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 127-133  West  36th  street  and 
1351-1365  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  F.  Keating. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition, 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(129-32-S) 

Whereas,  Broadway-Marlboro  Realty  Corp.,  owner,  filed, 
March  14,  1932,  a  petition  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  and  a  decision 


of  the  fire  commissioner,  affecting  premises  127-133  A 
36th  street  and  1351-1365  Broadway,  Borough  of  Mar1 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
cember  23,  1931  (re  Order  No.  91187-LD),  reads:  1 

“Arrange  doors  leading  from  work  rooms  to  corrit 
all  stories,  to  open  outwardly.  Sec.  270  of  the  L 
Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rend1 
March  2,  1932,  reads : 

“This  will  reply  to  your  letter  of  February  1st,  :< 
in  which  you  request  that  violation  91187-LD  be1 
scinded  and  reissued. 

“Your  request  to  rescind  and  reissue  Order  91187 
is  denied.” ;  1 

and 

Whereas,  the  building,  erected  in  1924,  is  firep 
twenty-one  stories  in  height,  156  ft.  3  in.  by  85  ft.  7J 
and  1*48  ft.  1%  in.,  irregular,  in  depth;  OCCUPIED:  o' 
restaurant,  500  persons;  1st  story,  stores,  160  persons;  i 
stories,  offices,  25  per  cent  factory  use,  220  persons 
story;  EQUIPPED  with  a  sprinkler  system;  EXIT 
fire  tower ;  an  interior  iron  and  cement  stairway,  extei 
from  the  first  story  to  roof,  enclosed  in  6-inch  terra 
block  partitions,  with  fireproof  doors  at  openings ;  anc 

Whereas,  the  petitioner  claims  certificate  of  occur 
was  issued  August  29,  1930;  no  objection  was  made  b} 
fire  commissioner  until  December  23,  1931 ;  the  maj 
of  offices  have  at  least  two  doors  opening  outward  in 
tion  to  doors  opening  inward ;  plans  filed  of  the  third  ti 
twenty-first  stories  show  a  total  of  forty-nine  separate  ■ 
floors,  forty-two  of  which  are  provided  with  at  least 
doors  opening  outward  to  the  corridors,  five  have  at 
one  door  opening  outward  and  two  offices  have  no 
opening  outward ;  to  comply  with  the  order  would  ent 
heavy  expense;  furthermore,  the  petitioner  contends  i 
doors  opening  inward  to  the  majority  of  offices  were  blc 
off  they  would  comply  with  the  law,  however,  in  a  few  : 
it  is  proposed  to  arrange  the  doors  to  open  outwardly. 

Resolved,  that  the  board  of  standards  and  appeals 
hereby  make  a  variation  in  the  requirements  of  the 
law,  and  that  the  petition  be  and  it  hereby  is  grante 
condition  that  each  subdivision  shall  have  two  doors  opt 
outwardly,  one  into  each  means  of  egress ;  that  there 
be  no  doors  opening  inwardly  within  corridors  leadin 
either  stairway,  and  that  the  labor  law  shall  be  complied 
in  all  other  respects  and  building  be  not  increased  in  h 
or  area. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

463-31-SA. 

PETITIONER — Auburn  Burner  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification 
reference  to  approval  of  Silent-Auburn  Fuel 
Burner,  Model  O,  in  place  of  Model  A  (Si 
Auburn  Fuel  Oil  Burner,  Models  A,  B  and  C 
viously  approved). 

APPEARANCES— 

For  Petitioner :  Charles  W.  Russell. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  reopened  and  resol 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Cor 
missioners  >  Holland  and  Guilfoyle  and  A 

sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Con 
missioners  _  Holland  and  Guilfoyle  and  A 

sistant  Chief  Kidney . 

Negative  . 

Absent  . 


> 


MINUTES 


\l  RESOLUTION— 

(463-31-SA) 

hereas,  Auburn  Burner  Corp.,  owner,  filed,  Septem- 
.  22,  1931,  a  petition  with  the  board  of  standards  and 
als  for  approval  of  their  device  known  as  the  Silent- 
urn  Fuel  Oil  Burner,  Models  A,  B  and  C;  and 
iiereas,  tins  device  was  submitted  to  the  fire  department 
rest  and  report,  and  a  report  of  the  chief  of  the  bureau 
ire  prevention  dated  November  12,  1931,  recommends 
ipproval  of  this  device ;  and 

herf.as,  this  petition  was  approved  by  the  board  at  its 
,  ing,  November  17,  1931,  and  petitioner  requested  an 
ndment  of  resolution  to  include  approval  of  Model  O. 

’ solved ,  that  the  board  of  standards  and  appeals  does 
:)y  approve  the  device  known  as  the  Si  lent- Auburn  Fuel 
[Burner,  Models  A,  B,  C  and  O  for  use  in  domestic  and 


commercial  installations  when  installed  in  accordance  with 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals  and 
the  report  of  the  chief  of  the  bureau  of  fire  prevention  on 
condition  that  Model  O  shall  be  the  same  construction  as 
Models  A,  B  and  C  as  to  type  with  the  exception  of  the 
location  of  the  transformer  and  the  housing  of  the  motor 
and  other  parts  incidental  to  the  operation  of  the  burner ; 
that  at  least  three  (3)  sets  of  drawings  of  Model  O  shall 
be  filed  with  the  board  on  or  before  two  weeks  from  the 
date  of  this  action ;  that  no  use  is  to  be  made  of  this  modifica¬ 
tion  by  the  appellant  before  such  detailed  drawings  are  filed 
with  the  board,  and  that  the  resolution  adopted  by  the  board 
under  date  of  November  17,  1931,  shall  be  otherwise  com¬ 
plied  with. 


Adjourned  4.50  p.  m. 

William  J.  O'Gorman,  Secretary. 


RULES 


RULES  FOR  THE  TESTING  OF  WOOD 

Pursuant  to  the  Provision  of  Section  356  of  Chapter  5  of  the  Code  of  Ordinances  (Building  Code). 


(639-27-SR) 

‘ited  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 
lie  1.  Before  any  wood  may  be  used  for  flooring  or  in- 
r  trim  where  incombustible  materials  are  required  under 
covisions  of  section  356  of  the  Building  Code,  the  super- 
dent  of  buildings  must  be  notified  promptly  upon  the 
ery  at  the  job  of  a  consignment  of  such  material, 
test  sample  for  each  2,000  feet  of  material  will  then  be 
ted  by  a  representative  of  the  Bureau  of  Buildings, 
:ed  for  identification,  and  forwarded  to  the  testing 
atory,  where,  under  the  supervision  of  the  superin- 
:nt  of  buildings  or  his  representative,  the  samples  shall 
ibjected  to  the  following  tests: 

fore  making  tests  of  all  specimens  for  testing  shall  be 
dried  at  a  temperature  of  140°  F.  to  a  point  where 
is  no  further  loss  of  weight  due  to  evaporation  of 
:ure  content. 

|  SHAVING  TEST — A  mass  of  shavings  cut 
t/  thick  from  the  outside  and  interior  of  sticks  of  the 
:ed  wood  are  to  be  tested  separately.  These  shavings 
j  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
re  inches  square,  the  bottom  of  which  shall  consist  of 
re  screen  of  J4  inch  mesh.  The  shavings  shall  be 
;:d  down  moderately  to  reduce  the  air  spaces.  A  Bun- 
'  ellow  flame  shall  then  be  placed  beneath  the  receptacle 
lat  the  flame  is  in  contact  with  the  shavings.  After 
oy-five  seconds  the  flame  shall  be  removed.  The  flame 
)  time  should  show  higher  than  six  inches  above  the 
of  the  bed  of  shavings  and  the  shavings  should  not  be 
Hmed  in  less  than  five  minutes. 

I  TIMBER  TEST.  Two  samples  ^4  inch  by  \l/2 
s  in  cross  section  and  twelve  inches  long  shall  be 


laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  *0  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 
of  duration  of  flame  and  glow  observed.  The  sticks  shall 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  The  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  of 
hard  woods,  the  unburned  area  should  not  be  less  than  55 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  y2  inch  square  and  6  inches  long.  These  shall  be 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 
inches  and  approximately  2^4  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 
The  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible,  each  piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  t^t  there  may  be  no  doubt  as  to  its  identity. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
5  of  Form  7NO,  for  notices  to  property  owners,  such 
s  are  not  to  be  supplied  by  this  office, 
ie  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 

1  rly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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FACTORY  EXIT  RULES  ADOPTED  FEBRUARY  23,  1927, 
AND  AMENDED  JANUARY  15,  1932. 


64-27-SR. 

STANDARD  FACTORY  EXITS 
Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 

1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
teast  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
renter  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (l/2)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1J4)  inch 
mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape  stair¬ 
way  shall  continue  to  the  roof,  and  if  there  be  no  safe 
means  of  egress,  a  gooseneck  ladder  shall  be  provided 
from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of 
exit  under  Section  271  of  the  Labor  Law  may  consiat  of 
an  outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  0  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on 
both  sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed 
iron  step  at  least  two  feet  wide,  with  risers  not  exceed¬ 
ing  eight  (8)  inches,  and  treads  not  less  than  eight  (8) 

inches  are  provided  on  the  inside  from  floor  level  to 
sills  properly  secured. 

Rule  4  (a)  Any  such  fire  escape  erected  subse¬ 
quent  to  October  1,  1913,  and  prior  to  these  rules  taking 


iffect,  unless  previously  accepted  as  one  of  the  require* 
means  of  exit  or  escape  by  the  administrative  official  hav 
ing  jurisdiction,  shall  conform  in  every  respect  to  th 
provisions  of  these  rules.  ] 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  a; 
constituting  one  of  the  required  means  of  exit  or  escape 
under  Section  271-1  of  the  Labor  Law,  in  any  buildinj 
erected  prior  to  October  1,  1913,  now  occupied  or  to  b< 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  stiuc 
turally  safe,  properly  painted,  and  kept  clear  of  all  ob 
structions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  t< 
October  1,  1913,  in  which  there  are  more  than  twenty 
five  persons  employed  above  the  second  story,  all  interioi 
stairways,  serving  as  required  means  of  exit,  and  th) 
landings,  platforms  and  passageways  connected  therewith! 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re-' 
listing  material  extending  continuously  from  the  lowei! 
point  of  the  stairway  in  accordance  with  the  following, 
ichedule: 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

- — 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Fi»e 

Stairways 

Enclosed 

Stairway 
Enclosed  | 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture.  ■>  i 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
tbove; — the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding.  That  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
700 f  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 
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The  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
erial  at  least  four  inches  thick  unless  the  partition  extends 
o  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
.aw,  will  be  accepted  as  a  compliance  with  this  ruie 
vhen  both  sides  of  the  fire  wall  or  walls  are  occupied 
n  any  factory  floor  by  the  same  occupant 

Rule  7.  Where  there  are  occupancies  on  any  story 
r  part  of  a  story  involving  the  storage  or  use  below  the 
op  story  of  the  following  materials  and  exceeding  the 
mount  specified,  and  there  are  more  than  5  persons  em- 
iloyed  at  manufacturing  above  such  occupancy,  the  interior 
tairway  serving  as  required  means  of  egress  shall  be  en- 
losed  on  that  story  with  fire  resisting  material  from  floor 
o  under  side  of  floor  above,  including  any  exposed  stair 
offits,  landings  and  passageways ;  openings  shall  be  pro- 
ided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing, 
i  Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
a,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
ise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
iove,  the  entire  stairway  shall  be  enclosed  in  fire-resist- 
g  material  where  there  are  more  than  5  persons  em- 
ayed  at  manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stair- 
jys  in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  buiid- 
?  erected  prior  to  October  1,  1913,  in  which  more  than 
e  persons  are  employed  at  manufacturing,  there  shall 
provided  from  each  story  at  least  two  means  of  exit  or 
"ape  from  fire  remote  from  each  other,  one  of  which 
sm  every  floor  above  or  below  grade  shall  lead  to  or 
en  on  an  interior  stairway  which  shall  be  enclosed,  as 
reinafter  provided,  or  on  an  exterior  enclosed  stairway. 
ie  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
fire  escape  conforming  to  section  273,  Labor  T-*w,  or 
le  2  of  these  rules.  Except  that  exit  door  shall  be  a  fire 
or,  with  substantial  steps  to  the  sills  properly  secured 
len  sill  is  more  than  8  inches  above  the  floor  level ;  and 
lere  there  is  no  safe  egress  from  the  roof,  a  gooseneck 
Ider  shall  be  provided  from  top  balcony  to  the  roof, 

1  cept  on  the  front  of  buildings. 

Jnobstructed  egress  from  the  foot  of  the  fire  escape 
exterior  screened  stairway  shall  be  as  required  by 
ition  273,  Labor  Law,  or  to  open  adjoining  yard  with 
'  ess  to  the  street.  No  point  on  any  floor  of  such  build- 
shall  be  more  than  one  hundred  and  fifty  (150)  feet 
tant  from  such  an  exit. 

^ule  9.  Enclosure  of  Stairways. — In  two-story  build- 
:s  where  there  are  occupancies  on  any  story  or  part 
1  a  story  involving  the  storage  or  use  below  the  top  story 
1  any  of  the  materials  exceeding  the  amounts  specified 
Rule  7  and  there  are  more  than  5  persons  employed 
manufacturing  above  such  occupancy,  all  interior  stair- 
i's  serving  as  required  means  of  exit  shall  be  enclosed 
m  the  lowest  point  of  such  stairway  to  the  ceiling 
the  first  floor  by  partitions  of  fire-resisting  material, 
:ss  the  building  is  provided  with  a  wet  sprinkler  sys- 
! ,  in  which  case  such  enclosure  of  stairways  shall  not 
required.  Such  enclosures  shall  lead  directly  to  a  door 


opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  "Enclosure  of  Stairways"  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
ractory  Stairway  Enclosures. 

In-  all  factory  buildings  no  articles  or  wares  of  any  nature 
snail  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance  of 
a  stand  to  be  built  of  incombustible  material  and  wire  glass 
or  Vj -inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  ball  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same,  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each,  such  stand  shall  be  provided  with  at  least 
one  approved  2)4 -gal Ion  chemical  fire  extinguisher. 

Section  3— Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
ot  exit  in  factory  buildings  erected  after  October  1,  1913 
and  not  exceeding  five  stories  in  height,  and  in  buildings 

erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend 
to  the  roof  where  there  is  no  safe  egress  from  the  roof 
under  Sections  270.  271  and  272,  Labor  Law. 

fa)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party 
wall  fire  escape,  party  wall  exterior  screened  stairway, 
party  wall  balconies  or  bridges,  or  where  any  outside 
exits  do  not  connect  to  adjoining  buildings  at  roof  level, 
or  where  there  are  no  unbarred  window  openings  five 
feet  above  the  roof  or  parapet  wall  of  the  building  in 
question. 

(b)  When  the  roof  of  the  building  in  question  has  t 

pitch  exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12.  (a)  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at 
least  a  double-rung  ladder  at  the  top  of  the  interior 
stairway,  and  within  the  interior  stairway  enclosure  when 
stairway  is  enclosed.  Such  ladder  shall  be  at  least  18 
inches  in  width  and  shall  be  properly  secured  at  top 
and  bottom.  The  ladder  shall  lead  to  a  scuttle  opening 
not  less  than  2  feet  by  3  feet  or  be  of  such  additional 
area  as  may  be  required  to  provide  ample  head  room 
1  he  scuttle  cover  shall  be  hingeo  and  of  light  weight 
construction,  or  be  counter-balanced.  An  easily  operated 
hook  mav  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10 
feet  from  the  open  edge  of  the  roof,  an  iron  railing  prop- 
erlv  braced  at  least  3  feet  high  and  at  least  10  feet  long 
shall  be  provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS. 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 

any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  require¬ 
ments  of  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  such  means  of  egress  may  be  re¬ 
tained  under  the  following  conditions: 

(^)  Uire .  Escapes.  All  substandard  fire  escapes  on 
factory  buildings  shall  be  maintained  structurally  safe 
properly  painted,  and  with  the  openings  leading  thereto 
kept  in  good  repair. 
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In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder 
in  guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 

court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining 
yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  to  the  roof  of 
adjoining  extensions,  or  other  means  of  egress  satis¬ 
factory  to  the  authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section;  5 — Stairways  and  Bridges. 

Rule  14. — Interior  Stairways, — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 


rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15. — Exterior  Screened  Stairways. — Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  provided  as  required  for  sub¬ 
standard  fire  escapes  in  subdivision  a. 

Rule  16. — Horizontal  Bridges. — Horizontal  bridges  and 
party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 

Rule  17. — No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  sub-standard  exits. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


Recommended  by  the  Bureau  of  Fire  Prevention. 

[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  he'd  by  the  board  of  standards  and  appeals  on 
June  3,  1932,  at  4  p.  m.,  Room  1013,  Municipal 

Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 
Matter  in  italics  is  new.  Matter  in  brackets  [  ]  old  matter 

to  be  omitted. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  discharge  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 


in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  pro¬ 
vided  with  a  receiver  terminal  or  fill  box  or  casing  provided 
with  means  for  locking  and  located  at  or  above  grade  fin 
front]  outside  of  the  building  for  at  the  side  of  the  building, 
but  not  beyond  the  front  wall  of  the  building  erected  on  the 
premises.  The  fill  box  or  terminal  shall  be]  ztnthin  thirty 
(30)  feet  from  curb  or  private  right-of-way  and  located  as 
remote  as  practicable  from  any  building  opening  or  subway 
gratings  but  not  less  than  three  (3)  feet  therefrom.  fThe 
distance  between  the  fill  line  terminal  and  the  curb  shall  not 
exceed  thirty  (30)  feet.] 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  fat 
the  tank]  and  a  swing fing]  check  valve  [shall  be  provided  in 
the  fill  line],  both  gate  and  check  valve  to  be  located  at  the 
fill  box. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231  -30-SA 

Elkhart  .  15-31-S. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25 ;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Bi-n-i'i — ...  Price  30c;  by  mail  35c. 


688 


RUL 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


ecommcnded  by  a  committee  of  representatives  of  the 
Bureaus  of  Buildings,  Fire  Department,  New  York 
Society  of  Architects,  Real  Estate  Board  of  New 
York  and  New  York  Building  Congress.  Thomas  F. 
Duggan,  Chief  Plan  Examiner,  Borough  of  The 
Bronx;  Samuel  Becker,  Bureau  of  Buildings,  Bor¬ 
ough  of  Manhattan;  Benjamin  Saltsman,  Bureau  of 
Buddings,  Borough  of  Brooklyn ;  George  A.  Brown. 
Chief  Clerk,  Bureau  of  Buildings,  Borough  of 
Queens;  A.  B.  Comins,  Bureau  of  Buildings,  Bor¬ 
ough  of  Richmond;  Thomas  A.  Larkin,  Acting 
Chief,  Bureau  of  Fire  Prevention;  Charles  Schaeffer. 
New  York  Society  of  Architects;  Robert  Teichman, 
Neiv  York  Society  of  Architects;  Harry  B.  Mul- 
likan,  Real  Estate  Board  of  New  York,  and  Rudolph 
P.  Miller,  Neiv  York  Building  Congress. 


typing  on  the  form  will  be  done  on  £ri,i  ,  , 

primed  matter  appears  on  the  ston'd  %  ***  ^  0nly 

n°!  1°  mUrh’  however>  the  form  of  the  certificate 
out  the  substance  for  which  tbp  *  ;  ccruncate, 

aiaSaVarW 

ill  the  mainas  1P/°P°fd  m  the  draft  presented  herewith  is 

represenTatL  of  nat0ry'  •  11  has  bee"  reviewed  by  a 
representative  of  the  corporation  counsel’s  office 

rhe  certificate  is  addressed  to  the  owner  or  owners  of  the 
bmldmg  or  premises  without  mention  of  names  since  h 
appltes  irrespective  of  who  may  be  in  possession  0™,er 

S  PthrcyertSe.a‘  aily  *ime  With°Ul  affectil*  validity 

c  4s  *he  certificate  is  not  complete,  under  the  Charter  until 
uch  fire  extinguishing  appliances  as  may  be  required  bv 
law  have  been  inspected  and  approved,  provision  is  made  fnr 
certification  on  that  point.  Since  the  fire  prevention  bureau 
has  concurrent  jurisdiction  with  the  superintendent  of  build- 

suring  uniformity  of  practice  in"  the 'several  boroughs  of  tificate  h^beeJTprepared^orarfy  w^thiftheV^’  ^  +5' 
t  city,  as  contemplated  by  Section  411a,  Subdivision  1,  the  ev,>  Wlth  !t  the  assurance  that 

2  the  Greater  New  York  Charter,  respectfully  submits  the 
:>  owing  suggestions : 

Vhile  it  was  held  by  some  that  a  single  form  might  be 
3 pared  that  would  apply  to  existing  buildings  (that  is 
>  dings  erected  prior  to  March  14,  1916,  when  the  require- 
nt  for  certificates  of  occupancy  became  effective)  as  well 
i  to  new  buildings  or  buildings  altered  after  March  14, 

6,  it  was  deemed  better  to  use  a  separate  form  for  exist- 
r  buildings.  Consequently  two  forms  are  submitted  here¬ 
in  for  your  consideration. 


REPORT  OF  COMMITTEE. 

May  9,  1932. 

(I  AIRMAN,  BOARD  OF  STANDARDS  &  APPEARS. 

C  ,  • 

V-  «■  • 

four  committee  appointed  to  consider  the  preparation  of  a 
sndard  form  of  certificate  of  occupancy  with  the  purpose  of 


the  exit  facilities  in  those  buildings"  are ’satilfaSoTCt'o  S 
bureau.  It  is  expected  that  as  an  administrative  detail  suit- 
able  arrangments  between  the  several  bureaus  of  buildings 
and  the  bureau  of  fire  prevention  will  be  made  to  effect  the 
n^hh1  <j[-the.Ch1a,rtfr-  Wlth  the  cooperation  of  the  building 

Atbts  lastSmp°tUd  bh  possible.without  causing  undue  delay. 
nft  hJu\nt  fS'  ,h0wever-  the  committee  and  others  pres¬ 
ent,  by  a  vote  of  eleven  to  two,  decided  to  recommend  the 
omission  from  the  proposed  form  for  new  buildings  of  the 
vi  oids  and  exits  in  factory  buildings”  on  the  ground  that 
‘  J,va^  v.wno.uwiauwu.  certification  on  this  point  is  not  required  by  the  Charter  and 

s  no  provision  is  made  in  the  city  charter  for  certificates  that  made  compulsory  by  this  certificate  undue  delay  and 

Occupancy  for  existing  buildings,  it  might  be  argued  that  confusion  might  result. 

<r  board  is  not  called  upon  to  prepare  a  standard  form.  The  data  to  be  inserted  in  the  spaces  below  the  tabulate 
Jvever,  as  uniformity  of  practice  seems  desirable  and  might  limitations  and  conditions  are  not  essential  to  the  c  >  I  ^ 

regarded  as  implied  by  the  charter  provision,  a  form  has  ness  or  validity  of  the  certificate,  but  are  re°arded  ashelnfnl 

et  prepared.  This  certificate  merely  states  that  the  build-  both  to  the  owner  and  to  the  city  authorities  1  * 

l  the  location  of  which  is  given,  has  been  found  by  in-  Of  the  printed  conditions,  which  are  intended  to 
ption,  to  be  occupied  in  the  manner  indicated  in  the  tabu-  the  second  page  of  the  certificate,  some  may  perhaps  be  re 

i>n  and  that,  inasmuch  as  no  alteration  or  conversion  in  garded  as  merely  informative,  but  certain  of  them  are  ss  C~ 

ghas  been  made  since  the  law  requiring  the  certificate  tial  and  all  are  of  help  and  value  to  the  holder  of  the^'1" 

d  into  effect,  the  use  and  occupancy  at  the  time  of  inspec-  tificate. 

c  may  be  continued.  As  the  labor  law  prohibits  the  use  It  should  be  stated  that  while  this  report  and  the  su°-o-ested 

i  mildings  erected  prior  ot  October  1,  1913,  as  factory  certificate  represent  fairly  well  the  opinion  of  the  coinmittee 

J lings,  unless  they  comply  with  the  requirements  of  the  the  membership  was  not  unanimous.  It  is  requested  that 

t;  Labor  Law,  it  is  felt  that  especial  attention  should  be  before  definite  action  is  taken  on  the  standard  form  of  c 

i!d  to  that  fact,  and  the  issuance  of  a  certificate  should  be  tificate,  an  opportunity  be  given  to  the  several  membe 

■rented  in  cases  where  this  special  provision  applies.  the  committee  to  present  their  views  directly  to  the  board  ° 

ie  form  applying  to  new  buildings  and  to  buildings  that 

i  been  altered  has  been  so  drafted  that  it  can  be  con-  1  y’ 

“  '  ”  r  ’  *  "w  ‘  '  *  (Signed)  RUDOLPH  P.  MILLER, 

Chairman,  on  behalf  of  committee. 


i  ueen  auereu  nets  u ecu  uiantu  uia l  u  uui  uc  tun- 

fintly  contained  on  the  two  sides  of  a  sheet  8^  inches  by 
ches  in  size,  the  text  being  so  arranged  that  all  necessary 


PUBLIC  HEARING 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


[40-32-SR] 

OTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
1  be  held  by  the  board  of  standards  and  appeals  on 
li  3,  1932,  at  3  p.  m.,  Room  1013,  Municipal 

iing,  on  Proposed  Uniform  Certificate  of  Occupancy. 


Proposed  form  of  Certificate  of  Occupancy  for  Existing 
Buildings  is  printed  on  page  654. 

The  proposed  form  of  Certificate  of  Occupancy  for  other 
buildings  is  printed  on  pages  655  and  656 
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CITY  OF  NEW  YORK 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF 

BUREAU  OF  BUILDINGS 


CERTIFICATE  OF  OCCUPANCY 

EXISTING  BUILDING 

(Standard  form  adopted  by  the  Board  of  Standards  and  Appeals  ,  1932,  and  issued  pursuant  to  Section 

5-3,  Chapter  5,  Building  Code,  Code  of  Ordinances,  City  of  New  York.)  I 

No. -  (Borough)  - .(Date) - - 

To  the  owner  or  owners  of  the  building  or  premises: 

THIS  CERTIFIES  that  the  building  located  at 


,  Block . ,  Lot . ,  erected  prior  to  March  14, 

1916,  has  been  duly  inspected  and  has  been  found  to  have  been  occupied  or  arranged  to  be  occupied 
prior  to  March  14,  1916,  as  noted  below,  and  that  in  information  and  belief,  since  that  date  there  has 
been  no  alteration  or  conversion  to  a  use  that  changed  its  classification  as  defined  in  the  building  code, 
or  that  would  necessitate  compliance  with  some  special  requirement  or  with  the  state  labor  law  or  any 
other  law  or  ordinance;  that  there  are  no  notices  of  violation  or  orders  pending  in  the  bureau  of  build¬ 
ings  at  this  time ;  that  any  provision  of  law  relating  to  standpipe  and  sprinkler  equipment  and  of  exits 
in  factory  buildings  have  been  complied  with  as  certified  by  a  report  of  the  Fire  Prevention  Bureau  to 
the  superintendent  of  buildings,  and  that,  so  long  as  the  building  is  not  altered,  except  by  permission  of 
the  superintendent  of  buildings,  the  existing  use  and  occupancy  may  be  continued. 


STORY 

USE 

Cellar  . 

Basement . 

First . 

Second  . 

Third  . 

Fourth  . 

Fifth 

Sixth 

- 

Examined  by 
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Superintendent  of  Buildings. 


CITY  OF  NEW  YORK 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF 

BUREAU  OF  BUILDINGS 


CERTIFICATE  OF  OCCUPANCY 

This  certificate  supersedes  all  previously  issued  certificates. 

No, - .  (Borough)  _ 


,(Date) 


1  o  the  owner  or  owners  of  the  building  or  premises; 

THIS  CERTIFIES  that  the  building  and  premises  located  at 


i  i  .  Block  .  ,  Lot  ,  conforms  substantially  to  the  approved 

plans  and  specifications,  and  to  the  requirements  of  the  building  code  and  all  other  laws  and  ordinances 
and  of  the  rules  and  regulations  of  the  Board  of  Standards  and  Appeals,  applicable  to  a  building-  of  its 
class  and  kind  at  the  time  the  permit  was  issued;  and  CERTIFIES  FURTHER  that,  any  provisions  of 
law  relating  to  standpipe  and  sprinkler  equipment  ind  of  exits  in  factory  buildings  have  been  complied 
with  as  certified  by  a  report  of  the  Fire  Prevention  Bureau  to  the  Superintendent  of  Buildings. 

THIS  CERTIFICATE  IS  IS'SUED  SUBJECT  TO  THE  LIMITATIONS  HEREINAFTER  SPEC  TFT  FT)  Axrn 
TO  THE  FOLLOWING  RESOLUTIONS  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS : 

( Calendar  numbers  to  be  inserted  here) 


PERMISSIBLE  USE  AND  OCCUPANCY 


STORY 

LIVE  LOADS 

LBS.  PER  SQ.  FT. 

PERSONS  ACCOMMODATED 

.  USE 

MALE 

FEMALE 

TOTAL 

Cellar . 

Basement  .  . . 

First  . 

Second  . 

Third . 

Fourth . 

Fifth  . 

Sixth  . 

■ 

Permit . . Type  of  Construction  .  . . 

Height  .  stories,  . feet. 


Located  in 


. .  .zone  at  time  of  issuance  of  permit. 
(over) 
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NO  CHANGE  OF  USE  OR  OCCUPANCY  NOT  CONSISTENT  WITH  THIS  CERTIFI¬ 
CATE  SHALL  BE  MADE  UNLESS  FIRST  APPROVED  BY  THE  SUPERINTENDENT 
OF  BUILDINGS. 


Unless  an  approval  for  the  same  has  been  obtained  from  the  superintendent  of  buildings,  no 
or  rearrangement  in  the  structural  parts  of  the  building,  or  affecting  the  light  and  ventila- 


change  or 


tion  of  any  part  thereof,  or  in  the  exit  facilities,  shall  be  made;  no  enlargement,  whether  by  extending 


on  any  side  or  by  increasing  in  height  shall  be  made;  nor  shall  the  building  be  moved  from  one 


location  or  position  to  another;  nor  shall  there  be  any  reduction  or  diminution  of  the  area  of  the  lot 
or  plot  on  which  the  building  is  located. 

The  building  or  any  part  thereof  shall  not  be  used  for  any  purpose  other  than  that  for  which  it 
is  certified. 


The  superimposed,  uniformly  distributed  loads,  or  concentrating  loads  producing  the  same 
stresses  in  the  construction  in  any  story  shall  not  exceed  the  live  loads  specified  above ;  the  number  of 
persons  of  either  sex  in  any  story  shall  not  exceed  that  specified  when  sex  is  indicated,  nor  shall  the 
aggregate  number  of  persons  in  any  story  exceed  the  specified  total;  and  the  use  to  which  any  story 
may  be  put  shall  be  restricted  to  that  fixed  by  this  certificate  except  as  specifically  stated. 

This  certificate  does  not  in  any  way  relieve  the  owner  or  owners  or  any  other  person  or  persons 
in  possession  or  control  of  the  building,  or  any  part  thereof,  from  obtaining  such  other  permits,  licenses 
or  approvals  as  may  be  prescribed  by  law  for  the  uses  or  purposes  for  which  the  building  is  designed  or 
intended ;  nor  from  obtaining  the  special  certificates  required  for  the  use  and  operation  of  elevators  ; 
nor  from  the  installation  of  fire  alarm  systems  where  required  by  law ;  nor  from  complying  with  any 
lawful  order  for  additional  fire  extinguishing  appliances  under  the  discretionary  powers  of  the  fire  com- 
missioner;  nor  from  complying  with  any  lawful  order  issued  with  the  object  of  maintaining  the  build- 
ina-  in  a  safe  or  lawful  condition;  nor  from  complying  with  any  authorized  direction  to  remove  en- 
croachments  into  a  public  highway  or  other  public  place,  whether  attached  to  or  part  of  the  building 


or  not. 


If  this  certificate  is  marked  “Temporary”,  it  is  applicable  only  to  those  parts  of  the  building 
indicated  on  its  face,  and  certifies  to  the  legal  use  and  occupancy  of  only  such  parts  of  the  building; 


it  is  subject  to  all  the  provisions  and  conditions  applying  to  a  final  or  permanent  certificate;  it  is  not 
applicable  to  any  building  under  the  jurisdiction  of  the  tenement  house  commissioner  unless  it  is  also 
approved  and  endorsed  by  him ;  and  it  must  be  replaced  by  a  full  certificate  at  the  date  of  its  expiration. 


Examined  by 


Superintendent  of  Buildings. 

Additional  copies  of  this  certificate  will  be  issued,  upon  written  request,  to  persons  having  a  proprietary 
interest  in  the  building  or  premises. 
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PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF 
PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 


Recommended  by — Conference  of  Representatives  of  Fire  De¬ 
partment,  Board  of  Fire  Underwriters,  Merchants’ 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  E.  J.  Cole,  Joseph  L.  Hernon,  Arthur  C. 
Bangs,  Real  Estate  Board;  F.  L.  Graham,  George 
H.  Cameron,  William  B.  White,  Board  of  Fire 
Underwriters;  James  H.  Abraham,  J.  W.  Richard¬ 
son  and  Inspector  Maher,  Bureau  of  Fire  Prevention. 
— Final  draft  adopted  by  the  committee  on  May  18, 
1932. 

[353-30-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
June  10,  1932,  at  3  p.  m.,  Room  1013,  Municipal  Building,  on 
Proposed  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  Other  Flammable 
Surface  Coatings. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

1.  The  jerm  “spray  booth”  shall  include  the  following: 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 
sisting  of  two  sides  and  top,  equipoed  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

2.  The  term  “spray  room”  shall  mean  a  fully  enclosed 
room  within  the  exterior  walls,  or  the  area  between  fire 
walls.  This  definition  shall  not  include  a  room  equipped 
with  spray  booths  wherein  all  the  spray  coating  operations 
are  carried  on  within  the  booths. 

3.  Fireproof  or  fire-resisting  partitions  shall  be  constructed 
as  required  by  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals  for  factory  buildings.  All  openings 
to  be  equipped  with  self-closing,  fireproof  doors. 

Rule  3. 

Ventilation 

(a)  No  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

(c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 
which  will  provide  not  less  than  sixty  (60) 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  mist  or 
vapors  within  such  enclosures. 


(e)  Air  shall  be  admitted  to  the  spray  booth  or  spray 
room,  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  fr  om  said  booth  or  room ;  windows  or  other 
openings  not  used  for  ventilation  shall  be  kept 
closed  during  the  process  of  spray  coating.  Ex¬ 
haust  fans  shall  be  kept  running  constantly  while 
spraying  or  mixing  and  for  a  sufficient  length  of 
time  thereafter  to  exhaust  all  vapors,  fumes  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room. 

Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 

(a)  Spray  booths  shall  be  constructed  of  metal  or  other 
incombustible  material  satisfactory  to  the  Fire  De¬ 
partment. 

(b)  Air  distributing  or  baffle  plates,  if  used,  shall  be 
of  incombustible  material  and  removable  for 
cleaning. 

(c)  The  inner  side  of  walls,  ceilings  and  floor  shall  be 
as  smooth  as  practicable,  in  order  to  facilitate 
cleaning ;  when  constructed  of  ferrous  metal  such 
surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

(d)  Exhaust  ducts  for  spray  booths  or  spray  rooms 
shall  be  constructed  of  material  not  less  than  the 

following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge. 
When  of  diameter  of  over  24  inches  and  not  over 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge. 

(e)  Ducts  shall  be  strongly  erected  and  rigidly  sup¬ 

ported. 

(f)  Motors  shall  be  located  outside  of  ducts,  booths  or 

spray  rooms  so  that  no  inflammable  vapors  or 
residues  can  reach  them. 

(g)  If  induced  draft  is  used  to  create  an  air  move¬ 
ment  within  cabinet  or  tunnel  types  of  spray 
booths  or  spray  rooms,  the  air  shall  be  supplied 
from  a  point  outside  of  the  spray  booth  or  spray 
room  with  fans  and  motors  entirely  outside  of  the 
spray  booth  or  spray  room. 

(h)  The  exhaust  system  for  the  removal  of  vapors  or 
residues  of  spraying  materials  from  the  spraying 
equipment  shall  not  be  connected  with  any  other 
ventilating  system  or  discharged  into  a  chimney 
or  flue  used  for  the  purpose  of  conveying  gases 
from  heating  elements. 

Ventilating  ducts  shall  run  as  directly  as  prac¬ 
tical  to  the  outer  air  and  be  protected  with  a 
hood.  When  not  terminating  above  the  roof  the 
exhaust  terminal  in  addition  shall  be  protected 
with  a  fire  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  J4  inch.  When  passing  through 
a  non-fireproof  roof  the  duct  shall  be  constructed 
double  with  a  1-inch  air  space.  The  outer  pipe 
shall  be  not  less  than  2  inches  from  any  wood¬ 
work  which  shall  be  covered  with  metal.  Ven¬ 
tilating  ducts  terminals  shall  be  not  less  than  15 
feet  from  any  window  opening,  exterior  exit, 
chimney  termination  or  unprotected  air  intake’ 
unless  exhausting  on  the  front  of  a  building  or 
where  there  are  openings  in  a  direct  line  less  than 
30  feet  from  any  opening  in  any  other  building. 

(i)  Exhaust  fan  blades  shall  be  constructed  of  non- 

ferrous  metal.  All  exhaust  and  ventilating  fans 
to  be  permanently  connected  to  their  source  of 
current  supply,  using  metallic  conduit.  Rheostats 
in  fan  bases  not  permitted. 


693 


PUBLIC  HEARING 


(j)  All  electrical  wiring  shall  be  enclosed  in  metal 

conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  only. 
Fixtures  to  be  of  the  rigid  stem  type,  enclosing 
all  wiring  and  equipped  with  vaporproof  globes 
and  keyless  sockets. 

(l)  No  motors,  switches,  rheostats,  lamps  or  other 
electrical  equipment  shall  be  located  in  spray 
rooms  or  within  10  feet  from  any  spray  compart¬ 
ment  or  spray  booth  unless  such  electrical  equip¬ 
ment  is  of  a  type  approved  for  use  in  explosive 
atmospheres. 

All  flame  or  spark  producing  machinery  within 
a  floor  area,  wherein  spray  coating  is  carried  on 
shall  be  discontinued  or  enclosed  by  partitions 
constructed  fireproof  or  fire-resisting.  This  rule 
shall  not  exclude  the  use  of  the  indirect  type  of 
bake  ovens,  provided  the  flame  compartment  is 
separately  enclosed,  taking  air  from  outside  of 
building. 

(m)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system  or  hot  air 
systems  satisfactory  to  the  Fire  Department. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  The  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advis« 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

(b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week ;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

(d)  Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition ;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  Brooms,  brushes  or  other  cleaning  implements 
made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 

(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 


able  for  paint  and  lacquer  fires.  At  least  one 
standard  sand  pail  shall  be  provided  for  each  100 
square  feet  of  booth  area  or  area  of  spray  room 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  or 
other  approved  type  may  be  provided,  one  for 
each  300  square  feet  of  booth  or  spray  room  area. 
Where  the  spraying  hazard  is  extensive,  mounted 
type  of  extinguishers  shall  be  provided  as  may  be 
required  by  the  Fire  Department. 

(i)  The  interior  of  all  booths  installed  in  sprinklered 
buildings  shall  be  provided  with  sprinkler  heads 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  Main  supplies  of  spray  coating  materials  and 
thinners  shall  be  kept  in  an  outside  storage  build¬ 
ing,  storage  rooms  or  in  vented  metal  cabinets 
in  accordance  with  the  following  amounts: 

(b)  Spraying  materials  not  in  excess  of  20  gallons 
shall  be  stored  in  metal  cabinets  or  wood  cabinets, 
metal  covered  on  both  sides  including  the  door. 
All  cabinets  to  be  ventilated  at  top  and  bottom. 

(c)  Spraying  materials  in  excess  of  20  gallons  and  not 
exceeding  40  gallons  shall  be  stored  in  double- 
walled  metal  cabinets  vented  directly  to  the  outer 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  be 
stored  in  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated 
plain  glass  skylight  or  in  a  storage  room  con¬ 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storage 
rooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms  shall 
be  waterproof  up  to  a  height  of  at  least  6  inches 
from  the  floor  and  be  properly  pitched  for  drain¬ 
age  purposes  to  a  low  point  within  the  enclosure. 
The  sill  of  the  door  shall  be  at  least  6  inches  above 
the  finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  be 
provided  with  an  automatic  sprinkler  head  for 
each  80  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprink- 

lered  buildings  and  supplied  from  house  supply 
tanks  or  house  lines,  as  described  in  Rule  53  of  the 
Sprinkler  Rules. 

(g)  The  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build¬ 
ing  shall  be  determined  by  the  Fire  Department. 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 
conducted  in  a  storage  building  or  storage  room, 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  which 
booths  are  located  while  the  air  exhaust  system 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  day’s 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use.  This  amount  is 
in  addition  to  the  amount  allowed  in  Subdivision  k 
of  Rule  6. 

(j)  Gravity  feed  material  containers  for  supplying 
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spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  having  a  factor  of  safety  of  two  when 
filled  with  the  heaviest  spraying  materials  used. 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  the  Board  of  Standards  and  Appeals.  Each 
tank  shall  be  provided  with  a  safety  valve  set  at 
a  pressure  not  exceeding  eighty  pounds.  All 
gravity  feed  containers  and  other  spraying  equip¬ 
ment  shall  be  approved  as  above. 

(l)  The  installation  of  all  electrical  wiring,  switches, 

lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 

Rule  7. 

General  Requirements 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently ;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 


Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects 

Rule  3. 

mbdivision  D — Air  Exhaust  System. 

E — Air  Supply  and  Mixing. 

F — Use  of  Spray  Booth. 

Rule  4. 

Subdivision  A — Construction  of  Spray  Booths. 

B — Construction  of  Baffle  Plates. 

C — 'Cleaning  of  Booths. 

E — Maintenance  of  Duct  Supports. 

F — 'Location  of  Motors. 

G — Method  of  Induced  Draft. 

H — Termination  of  Ventilating  System. 

K — Electric  Lighting. 


L 


Separation  of  Booths,  etc.,  from  flame  and 
sparks. 

“  M— Electrical  Equipment. 

N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A— Certificate  of  Fitness. 

„  ^  'Motor  vehicles,  in  booths  or  rooms. 

«  C— Maintenance  of  Exhaust  fans. 

„  D  Maintenance  of  Equipment. 

tt  E — Cleaning  Implements. 

F— Accumulation  and  Disposal  of  Waste  Mate¬ 
rials. 

“  G — .Smoking,  Matches,  etc. 

H — Fire  Appliances. 


Rule  6. 

Subdivision  A  Storage  of  Spraying  Materials. 

B— Storage  of  Spraying  Materials  less  than  20 
gallons. 

C  Storage  of  Spraying  materials  not  exceeding 
40  gallons. 

D  Storage  of  Spraying  materials  exceeding  40 
gallons. 

„  E  Maximum  Storage  in  noil-fireproof  buildings. 
u  El  Spray  room  or  booth  mixing. 
u  1 — ’Supplies  allowed  in  booth. 

((  J — Gravity  Feed  containers. 

E  ’Smoking,  matches,  in  mixing  room. 

NOTE :  ’Subdivisions  A,  B,  C  and  D  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved  exist- 
mg  automatic  sprinkler  system  where  the  general 
conditions  of  cleanliness  are  properly  maintained  at 
all  times. 

Rule  7. 

Subdivision  A— Posting  “No  Smoking”  signs. 

“  B— Clearance  of  combustible  material. 

C— Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 

Approval  Forms  and  Plans 

I  here  shall  be  filed  before  installation  with  the  Fire  De> 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  ap¬ 
plication  form  on  sheet  8  inches  by  10  inches,  which  form 
shall  give  the  proper  name  and  address  of  booth  user  and 
a!so  the  floor  on  which  the  booth  or  booths  are  to  be  in- 
staHed.  An  ink  drawing  of  the  floor  upon  which  the  booth 
will  be  located  shall  be  submitted  on  the  form  sheet-  such 
drawing  shall  show  by  feet  and  inches  the  location  of’ exit, 
chimneys  and  booths.  ’ 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
e  filed  with  the  Fire  Department  for  examination  and  ap- 
prova  .  Such  plan  shall  show  on  the  floor  plan  the  location 
ot  all  booths,  storage  and  mixing  rooms,  exits  and  all 
chimneys  and  exterior  openings  within  15  feet  of  the  storage 
rooms  and  vent  ducts.  B 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-1J4-3  Mix,  l  oounds  of  hydrated  lime  per  bag  of 

ement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

ement. 

1-214-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

ement. 

For  hand  mixed  concrete,  the  hvdrated  lime  and  Port- 
md  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
>  be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aoril 
19,  1920,  under  Cal.  No.  153-20-S.  ’  P 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
-vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials 

The  maximum  amount  of  hvdrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
?-ven  being  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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DOCKET. 


Cases  pending  December  31,  1931 .  344 

Cases  filed  up  to  May  25,  1932 .  287 

Restored  to  calendar .  51 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 


Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  8 

Administrative  requests  .  0 

Requests  for  interpretation .  4 

Total  .  919 

Disposed  of  .  648 

Cases  pending  May  25,  1932 .  271 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  .  I 

Granted  on  condition .  2 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  li 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  .  6 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  .  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  t 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  t 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  < 
cases  promptly,  for  the  reason  that  the  pendancy  of  ; 
appeal  or  petition  ties  the  hands  of  the  administrative  of 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti< 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  ai 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plai 
and  data  required  by  law  are  supplied,  as  specified  on  tl 
blank  appeal,  application  or  petition  forms. 
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ested  property  owners  opportunity  to  file  objections  if  anv 
and  will  be  called  in  Room  1013,  Tuesday,  June  ’?  1939 

definife'day  A‘  'h‘S  aa«  «•  *«r  hearing  'o',,3; 

7W  nCf  subse^uent  Call  of  the  Calendar  will  be  on 
1  uesday,  June  14,  1932,  at  2  o’clock. 

The  Clerks  Calendar  is  not  to  be  confused  with  rhe 
on  Cfixed  **  ^ 


NOTICE  TO  APPELLANTS  AND  PETITIONER 

connection  withPwWch° court  proceed are  ^nteftained  ! 

Any  communication  "pu^,^  uUfT  t'  T^V 

cation  or  petition  shall  be  -'ll,  ’  e  an  api>e.al'  >PPll 
tent  to  stik  relief  untH  5  8  .1ere  "°<iee  of  In 

by  the  rules  of  this  Crd  *  °"  ‘he  f°rm  re<lui''" 

beUsu7plfcTw'th°f,henyofficS|  'St'*”  ‘he  •wr,ler  wil 

peal,  application  or  pet  hi  on  and  if  hi  fl,"'.''""8  h,,s  ap 
data  required  thereon,  withto  twenty  day,  L  S“PP,y  t 
dismissed  for  lack  of  prosecute,  *  ’’  *M  CMe  may  b' 

tionir  shairfmlS^'sJef “S’  T,  aH>e"f"*  ?!  ^ 

to  the  administrative  official  (either  sure/inteltat 

cafe  o°f  said  boardl  dX'lt 

koSf^“io^,?ttfervndif'!h‘ 

andrT'°"  °fr",e-  proper,-v’  *0  attbj-eS  of  fhf™fpiaf  “ 

Appeals,  applications  and  petitions  will  be  simnhfnv! 
disposhion  of  same  expedited  by 
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DOCKET. 

New  Cases  Filed  up  to  June  1,  1932. 

Cal.  No.  Department.  Premises  Affected. 

303-32-BZ . B.B.Bx. .  .1164  Intervale  ave.,  Bx., 

_  N.  B.  209-32 

302-32-A . F.D . 52-55  &  52-65  74th  st.,  Elm- 

— - -  hurst,  Q.,  F-84613 

301-32-S. . .  B.B.Q.  &  F.D _ 78-12  to  78-20  Rockaway  blvd., 

Union  Course,  Q., 

Decision  of  Bureau  of  Bldgs. 

_  &  D-86007 

300-32- A . F.D . 126-132  W.  46th  st.,  Man., 

_  L.  C.  73792 

299-32-iS . B.B.B _ 567-573  Stone  ave.,  Bklyn., 

_ _  Applic.  2306-32 

298-32-S . F.D . 15  E.  53rd  st.,  Man., 

_  L.  D.  85036 

297-32-A . F.D . 1884-1886  Broadway,  Man., 

_  F-91649 

296-32-BZ . B.B.B _ 115-123  Kings  highway,  Bklyn., 

_  Applic.  8872-31 

295-32-BZ . B.B.B _ 594-602  Jamaica  ave.,  Bklyn., 

_  Applic.  5011-1932 

294-32-iS . F.D. . .569-575  Broadway,  Man., 

_  L.  D.  90175 

293-32-A . B.B.M _ 1220-1226  Broadway,  Man., 

-  Elev.  Applic.  52-1932 

292-32- A . B.B.M _ 230  W.  107th  st.,  Man., 

-  Elev.  Applic.  71-1932 

291-32-A . B.B.M _ 220  W.  107th  st.,  Man., 

_  Elev.  Applic.  70-1932 

290-32- A . B.B.M _ 210  W.  107th  st.,  Man., 

-  Elev.  Applic.  69-1932 

289-32- A . F.D . 1861-1869  Broadway,  Man., 

_  F-93197 

288-32-A . B.B.Q _ 80-60  to  80-64  Lefferts  blvd., 

Kew  Gardens,  Q., 

_  Alt.  3094-32 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.BQ .  . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  7,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

569-30-BZ. 

APPLICANT — C.  T.  McCurdy,  for  Peter  L.  Hackett, 
owner. 

PREMISES — 2923  Snyder  avenue,  northwest  corner  of 
Nostrand  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 


withdrawn ;  reopened  and  restored  to  Calendar 
March  1,  1932). 

183-32-BZ. 

APPLICANT — Sebastiano  Ladiso,  owner. 

PREMISE'S — Northeast  corner  of  114th  avenue  and  Dillion 
street,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

221-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Pollwhit  Realty  Corp., 
owner. 

PREMISES — 1016-1032  Liberty  avenue,  south  side,  80  ft. 
west  of  Crescent  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

224-32-BZ. 

APPLICANT — Frank  M.  McCurdy,  for  Herbert  C.  Fett, 
owner. 

PREMISES — 54  Eighth  avenue,  west  side,  20  ft.  south  of 
Berkeley  place,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  “D”  area  district  the  erec¬ 
tion  and  maintenance  of  an  extension  at  the  rear 
of  the  basement  and  first  story  of  an  existing  build¬ 
ing. 

233-32-BZ. 

APPLICANT- — -Alfred  A.  Lama,  for  Treselmina  Co.,  owner. 

PREMISES — 267-271  Eastern  Parkway  Extension,  north¬ 
east  corner  of  Rockaway  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

204-32-BZ. 

APPLICANT — -Benjamin  Driesler,  Jr.,  for  Albermarle 
Heights  Building  Corp.,  owner. 

PREMISES — 705-729  Gravesend  avenue,  east  side,  240  ft. 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


JUNE  7,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  7, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  208-32-BZ — Application,  April  13,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Richard  Shutkind,  applicant,  on  be¬ 
half  of  George  Del  Gaizo,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  209-211  Chrystie  street 
and  26  Stanton  street,  northwest  corner, 
Manhattan. 
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cal.  no.  210-32-BZ — Application,  April  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  on  behalf 
of  Louis  Schwartz,  owner,  to  permit  in 
a  residence  use  and,  also,  “D”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  which  occupies  more  than  sixty 
per  cent  (60%)  of  the  area  of  the  lot; 
premises  669  Ashford  street,  east  side, 
230  ft.  south  of  New  Lots  avenue, 
Brooklyn. 

CAL.  no.  1149-24-^BZ— -Application,  September  19,  1924; 

maintenance  of  garage  for  six  (6)  motor 
vehicles  granted  on  April  28,  1925,  for 
a  temporary  period ;  reopened  and  permit 
extended  October  23,  1928;  reopened 
April  5,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Croker  Fire 
Prevention  Corp.,  applicant  (formerly 
known  as  Croker  National  Fire  Preven¬ 
tion  Engineering  Co.),  on  behalf  of 
Herman  W.  J.  Bruning,  owner,  to  per¬ 
mit  in  a  residence  district  the  mainte¬ 
nance  of  an  existing  garage  for  six 
(6)  motor  vehicles;  premises  63-63^4 
Schaeffer  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  7,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

4 6-32- A — 141-145  Wooster  street,  Manhattan. 
151-32-A — 174-184  West  135th  street,  Manhattan. 
191-32-A — 6  Maiden  lane,  Manhattan. 

202-32-A — 97-101  Guernsey  street,  Brooklyn. 

Petitions  for  Variations. 

141-32-S — 10-12  East  50th  street,  Manhattan. 
178-32-S — 330-338  Morgan  avenue,  Brooklyn. 
124-32-S — 66-68  West  38th  street,  Manhattan. 


JUNE  10,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Friday  morning,  June  10, 
332,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
ie  following  matters : 

\L.  no  545-31-BZ — Application,  November  11,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street), 
Long  Island  City,  Borough  of  Queens. 

L.  no.  99-32-BZ— Application,  February  27,  1932,  under 
sections  7c  and  21  of  the  building  zone 
,  resolution,  of  Wingate  &  Cullen,  for 

Jacob  Morgenthaler  Sons,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
of  an  existing  garage  for  more  than  five 


(5)  motor  vehicles,  an  existing  gasoline 
service  station  and  an  existing  motor 
vehicle  repair  shop;  premises  164-178 
Fourth  avenue,  southwest  corner  of 
Douglass  street,  Brooklyn. 

cal.  no.  113-32-BZ — Application,  March  4,  1932,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  B.  Dondero,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  8708-8712  18th  avenue 
Brooklyn. 

cal.  no.  128-32-BZ— Application,  March  11,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  J.  Nurick,  applicant,  on  be¬ 
half  of  Blackstotre  Service  Garage, 
owner,  to  permit  in  a  business  district 
the  alteration  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (granted  by  the 
board  under  Cal.  No.  1162-17-BZ)  to 
permit  the  inclusion  of  a  gasoline  service 
station;  premises  664-6690  Coney  Island 
avenue,  southwest  corner  of  Avenue  C, 
Brooklyn. 

cal.  no.  140-32-BZ  Application,  March  23,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  J.  Sturla,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Lawrence  street  and  North 
Hempstead  turnpike,  Flushing,  Borough 
of  Queens. 

cal.  no.  395-31-BZ — Application,  August  12,  1931,  under 
sections  <b,  7c,  7g  and  21  of  the  building 
zone  resolution,  of  James  A.  Delehanty 
applicant,  on  behalf  of  Dubon  Realty 
Corp.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop  and  garage  for  more  than  five 
(5)  motor  vehicles;  premises  226-18 
Mei  nek  road,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 

T  emporary  Chairman. 


JUNE  10,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

80-32-A— 27-03  Newtown  avenue  and  1-3  North  Henry 
street,  northwest  corner,  Long  Island  City 
Borough  of  Queens. 

24-32-A  Southerly  side  of  Steinway  Creek,  638  ft  from 
the  corner  of  Riker  avenue,  Astoria’  Bor¬ 
ough  of  Queens. 

143-32-A — 53  91st  street,  Brooklyn. 


JUNE  10,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

353-30-SR— Proposed  Paint,  Varnish  and  Lacquer  Sprayin" 
Rules,  Approval  of. 


699 


CALENDAR 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  14,  1932,  AT  2  P.  M. 

Building  Tone  Cases. 


APPLICANT— Beth  Hamedrash  Hagodol  Nachlatli  Zi 
of  South  Flatbush,  owner. 

PREMISES— 2171-2177  East  22nd  street  (Elmore  place), 

PREMISES  21^  Q{  Ayenue  V)  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PBBMITinn’a  residence  use  “D”  area  district  the  erec- 
tion  and  maintenance  of  a  building  which  does  not 
conform  with  the  area  requirements  of  the  building 


234-32-BZ.  „r  ,  T .  ..  , 

APPLICANT— Alfred  A.  Lama,  for  Walter  Krechko  and 
Stella  Krechko,  owners. 

PREMISES — 35  Rockaway  avenue,  east  side,  80  it.  soutn 
of  Chauncey  street,  Brooklyn  . 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  ,  e 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 

si  ion. 


253-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Thomas  J.  Higgins,  for 
307  West  44th  Street  Garage  Co.,  Inc.  (long-term 
lccisc) ,  lessee. 

PREMISES— 307  West  44th  street,  Manhattan. 

APPLICATION,  under  sections  6,  7a,  7e  and  21  ot  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  addition  ot  two 
(2)  stories  to  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 


442-31-BZ. 

APPLICANT— William  V.  McDevit,  for  M.  Palace, 

owner.  ,  , 

PREMISES— 305-311  New  Dorp  lane,  120  ft.  north  ot 
Clawson  street,  New  Dorp,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn ;  reopened  and  restored  to  Calendar 
March  22,  1932). 

476- 31-BZ. 

APPLICANT— Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

PREMISES— Northeast  corner  of  Bell  boulevard  and 
Northern  boulevard,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21;  reopened  and  restored 
to  Calendar  May  20,  1932). 

477- 31-BZ. 

APPLICANT— Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

PREMISES — Southeast  corner  of  Northern  boulevard  and 
Bell  boulevard,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  buidling  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21 ;  reopened  and  restored 
to  Calendar  May  20,  1932). 


261-32-BZ. 

APPLICANT — Nicholas  F.  Walsh,  for  Marguerite  H. 
Walsh,  owner. 

PREMISES — Northwest  corner  of  West  230th  street  and 
Bailey  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


JUNE  14,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  14, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

cal.  no.  177-32-BZ — Application,  April  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  J.  Krapp,  applicant,  on  be¬ 
half  of  Trebhus  Realty  Co.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  166  West  End  avenue, 
northeast  corner  of  West  67th  street, 
Manhattan. 

cal.  no.  130-32-BZ — Application,  March  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  J.  Millman,  applicant,  on  be¬ 
half  of  Rostfel  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  125-135  Kings 
highway,  northeast  corner  of  Stillwell 
avenue,  Brooklyn. 

cal.  no.  146-32-BZ — Application,  March  26,  1932,  under  sec¬ 
tion  21  of  thel  building  zone  resolution, 
of  Morris  Whinston,  applicant,  on  be¬ 
half  of  The  Rhinelander  Estate,  owner, 
and  the  Milans  Realty  Corp.,  lessee,  to 
permit  in  a  retail  use  and  “B”  area 
district  the  erection  of  a  stair  enclosure 
which  encroaches  into  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution; 
premises  66-68  West  38th  street,  Man¬ 
hattan. 

cal.  no.  230-32-BZ — Application,  May  2,  1932,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Evelyn  L.  Wood, 
owner,  to  permit  the  extension,  from.  a 
business  district  into  a  residence  dis¬ 
trict,  of  a  business  use  (stores) ;  prem¬ 
ises  southeast  corner  of  East  Burnside 
avenue  and  Walton  avenue.  The  -Bronx. 

cal.  no.  504-25-BZ — Application,  May  13,  1925 ;  granted  on 
condition  for  a  garage  December  8, 
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1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building- 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop;  premises  128-14-1  East  98th 
street,  west  side,  100  ft.  north  of  Win- 
throp  street,  Brooklyn. 

cal.  no.  340-31-BZ— Application,  July  2,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931;  reopened  and  restored  to  Calendar 
February  2,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy  (formerly  known  as  MoCooey 
&  Conroy),  applicants,  on  behalf  of  Ed¬ 
ward  W.  Cropsey,  James  E.  Cropsey 
and  C.  _  &  M.  Holding  Co.,  owners,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2402-2418  Cropsey 
avenue,  southwest  corner  of  24th  ave¬ 
nue,  Brooklyn. 

:al.  no.  103-31-BZ — Application,  February  26,  1931 ;  dis¬ 
missed  for  lack  of  prosecution  June  23, 
1931;  reopened  and  restored  to  Calen¬ 
dar  March  4,  1932,  under  sections  7g 
and  21  of  the  building  zone  resolution, 
of  Kew  Garage  &  Repair  Co.,  Inc.,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  occupancy 
from  an  auto  laundry  to  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  north  side  of  Metro¬ 
politan  avenue,  20  ft.  8  in.  east  of  Cutli- 
bert  place,  Richmond  Hill,  Borough  of 
Queens. 

al.  no.  36-20-BZ  'Application,  January  14,  1920;  granted 
on  condition  for  a  garage  February  25, 
1920 ;  reopened  for  amendment  March 
22,  1932,  under  section  21  of  the  building 
zone  resolution,  of  William  C.  Winters 
applicant,  on  behalf  of  Schmeller  Bros.’ 
present  owners,  to  permit  in  a  business 
district  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  gasoline  service  sta¬ 
tion;  premises  3086-3096  Fulton  street, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  17,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
aids  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  17, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

CAL.  NO.  180-32-BZ — Application,  April  5,  1932,  under  sec¬ 
tional  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Benjamin  Albert  and  Abraham  Ger¬ 
ber,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Gun  Hill  road  and  Paul¬ 
ding  avenue,  The  Bronx. 

cal.  no.  182-32-BZ— Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the1  building  zone  resolution, 
of  Eama  &  Proskauer,  applicants,  on  be¬ 
half  of  Henfred  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  build- 
ing  to  a  motor  vehicle  repair  shop ; 
premises  4117-4119  New  Utrecht  ave¬ 
nue,  northeast  corner  of  42nd  street, 
Brooklyn. 

HENRY  E.  CONNEEE, 
Temporary  Chairman. 


144-32-A- 

167-32-A- 

186-32-A- 

172-32-A- 

169-32-A- 

155- 32- A- 

156- 32- A — 

185-32-A- 
1 88-32- A- 
1 58-32- A- 


JUNE  17,  1932,  2  P.  M. 

SPECIAE  MEETING. 

Appeals  from  Administrative  Orders. 

-Piei  No.  40,  foot  of  Van  Dyke  street,  Brooklyn 
-Pier  No.  39,  foot  of  Van  Dyke  street,  Brooklyn 

~E-er  T?fa  30’  foot  of  Irving  street,  Brooklyn. 
-Pier  No.  18,  foot  of  Joralemon  street,  Brooklyn. 
-Pier  No.  17,^foot  of  Joralemon  street,  Brooklyn. 
-Pier  No.  15,  East  River,  foot  of  Montague 

street,  Brooklyn. 

Piei  No.  16,  East  River,  foot  of  Montague 

street,  Brooklyn. 

-Pier  No.  26,  foot  of  Warren  street,  Brooklyn 

1  ler  No.  36,  foot  of  Pioneer  street,  Brooklyn 

-Pier  No.  33,  Atlantic  Basin,  Brooklyn 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  21,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

514-29-BZ. 


JUNE  14,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

97-32- A — 123-133  William  street,  Manhattan. 

01-32-A— 535-545  East  79th  street,  Manhattan. 

77-32-A — 64  West  124th  street,  Manhattan. 

93-32-A — 1220-1226  Broadway  and  35  West  30th  street, 
Manhattan. 

13-32-A — 110-118  West  65th  street  and  1931-1939  Broad¬ 
way,  Manhattan. 

17-32-A— 83rd  street,  540  ft.  south  of  Central  avenue, 
Glendale,  Borough  of  Queens. 

Petitions  for  Variations. 

■q'o5~c — 117-119  West  26th  street,  Manhattan. 

8-31-S — 149-151  Fifth  avenue,  921-923  Broadway  and  1-15 
East  21st  street,  Manhattan. 

'.--32-S — 20  East  49th  street,  Manhattan 
4-32-S— 1020  East  178th  street,  The  Bronx. 


En  f'lVroV-5  r~Lewis  Samer°ff.  present  owner. 

t  REMISES— 253  Livonia  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

JO  PERMIT  in  a  business  district  the  change  of  occu- 
pancy  of  a  building  to  a  motor  vehicle  repair  shop; 
building  being  located  on  rear  of  a  plot  occupied 
as  a  gasoline  service  station  (gasoline  service  sta¬ 
tion  was  granted  by  the  board)  ;  (reopened  Feb¬ 
ruary  9,  1932). 

571-31-BZ. 

APPLICANT— Conroy  &  Hardy,  substituted  for  Raymond 
P-  M°Nulty,  for  Guardian  Garage,  Inc.,  oWner. 

1  KJ^MIbES-— .v.^4-240  Clarkson  avenue,  south  side,  135  ft 

a  T.TYT  east  of  Ro£ers  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

220-32-BZ. 

APPLICANT— -Edward  P.  Doyle,  for  Bonafide  Holding 
Corp.,  owner. 

PREMISES _ 124-36  to  124-44  Metropolitan  avenue,  Rich¬ 

mond  Hill,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

245-32-BZ. 

APPLICANT — Joseph  H.  Gaus,  for  Mary  Beims,  owner. 

PREMISES— 123-05  101st  avenue  (Jerome  avenue),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

248-32-BZ. 

APPLICANT— Charles  Firestone,  for  August  Battipaglia, 
owner. 

PREMISES— Southeast  corner  of  Nassau  boulevard  and 
Utopia  parkway,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


255-32-BZ. 

APPLI CAlN T — A.  C.  Benson,  for  IS.  Klein,  Inc.,  owner. 

PREMISES— 6-16  Lott  avenue,  south  side,  from  East  98th 
street  to  Douglass  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

70-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Nicil  Mastranda, 
owner. 

PREMISES— 357-363  East  29th  street,  east  side,  210  ft. 
north  of  Avenue  D,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main- , 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop  and  a  gasoline 
service  station. 


JUNE  21,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

21 1-32- A — 12  East  33rd  street,  Manhattan. 

214-32-A — 43  West  44th  street  and  50-52  West  45th  street, 
Manhattan. 

21 9-32- A — 70  Greene  street,  Manhattan. 

227-32- A — 70-74  Laight  street,  Manhattan. 

Petitions  for  Variations. 

135-32-S — 2-12  East  58th  street  and  745-753  Fifth  avenue, 
Manhattan. 

226-32-S — 194-202  South  8th  street  and  310-318  Roebling 
street,  Brooklyn. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
WEDNESDAY  MORNING,  JUNE  1,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  May  20,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  May  20,  1932, 
the  minutes  of  the  regular  meeting  of  the  board  held  on  1  ues- 
day  morning,  May  24,  1932,  and  the  minutes  of  the  regular 
meeting  of  the  board  held  on  Tuesday  afternoon,  May  24, 
1932,  were  approved  as  printed  in  Bulletin  No.  22,  Vol. 
XVII. 


BUILDING  ZONE  CASES. 

180-32-BZ. 

APPLICANT— Emil  Guterman,  for  Benjamin  Albert  and 
Abraham  Gerber,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southwest  corner  of  Gun  Hill 
road  and  Paulding  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Emil  Albert. 

For  Opposition:  Dr.  Joseph  Cappeta,  Rachel  Ro¬ 
mano,  E.  Rommel,  Rose  Spezele,  Robert  Chan¬ 
ter  and  W.  J.  Rommel. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


182-32-BZ. 

APPLICANT — 'Lama  &  Proskauer,  for  Henfred  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 


resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 4117-4119  New  Utrecht  avenue, 
northeast  corner  of  42nd  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  Arthur  D.  Frishman  and  Mr. 

Wol  insky. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


70-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Nicil  Mastranda, 
owner. 

SUBJECT — Request  for  preferential  hearing  made  by  T.  P. 

Flangan,  superintendent  of  buildings,  Brooklyn — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles,  a  motor  vehicle  repair  shop  and  a 
gasoline  service  station. 

PREMISES  AFFECTED— 357-363  East  29th  street,  east 
side,  210  ft.  north  of  Avenue  D,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  June  21,  1932,  at 
2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  1 

Negative  .  C 

Absent  .  C 
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744-30-BZ. 

APPLICANT— Edward  P.  Doyle,  for  James  P.  Walsh, 

owner. 

SUBJECT  'Application  (re  decision  of  the  tenement  house 
commissioner),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district,  the 
extension  of  a  business  use  previously  granted  by 
the  board  (previously  laid  over  for  full  vote  of  the 
board). 

PREMISES  AFFECTED — 141  West  69th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition:  None. 

ACTION  OF  BOARD — ’Application  withdrawn  by  appli¬ 
cant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  y 


205-32-BZ. 

APPLICANT — Brooklyn  &  Queens  Transit  Corp.,  owner; 
Brooklyn  Bus  Corp.,  lessee. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  maintenance 
of  an  open  air  parking  space  for  more  than  five  (5) 
motor  vehicles  (motor  omnibuses). 

PREMISES  AFFECTED — 2270-2342  Utica  avenue,  west 
side,  south  of  Avenue  O,  Brooklyn 
APPEARANCES—  ' 

For  Applicant :  W.  H.  ,Sefton  and  Hyman  Joondeph 
For  Opposition :  None. 

THE^^OTE^  — application  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . . .  0 

i  Absent  . .  0 

THE  RESOLUTION— 

(205-32-BZ) 

RS-S’  Bn°°kIy?  &  Queens  Transit  CorP.,  owner,  and 
Brooklyn  Bus  Corp  lessee,  filed,  April  12,  1932,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit,  partly 
in  a  residence  district  and  partly  in  a  business  district,  the 
maintenance  of  an  open  air  parking  space  for  more  than  five 
rj  .  motor  vehieles  (motor  omnibuses)  ;  premises  2270-2342 

BrSclyn^and  Slde’  °f  AvCnUe  °’  trough  of 

Whbreas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 

R,filJ-Une  f\u19n’  a,terr  due  notice  by  publication  in  the 
f  wtin  of  th®  Board  of  Standards  and  Appeals;  and 

zonp  rSA?’  the  tUSe  dlftricTtTTaps  accompanying  the  building 
zone  resolution  show  that  Utica  avenue  is  in  a  business  and 

Mlh  S,reet  is  in  a  “d 

restrfrtS  ;  ?venue  ]s  in  a  business  and  un- 

trie"  and  d'StnCt’  a"d  avenue  is  in  a  business  dis- 

rpnUHEuE™’  t!?e  deciskm  5>f  the  superintendent  of  buildings 
endered  March_ 23,  1932  (re  Applic.  No.  2773-1932)  reads’ 
Proposition  contrary  to  the  Zone  Resolution,  Art  II 
Sec.  3  and  Art.  II,  Sec.  4(a),  subdivision  15.  Sec.  3— 
he  storage  of  motor  buses  in  a  residential  district.  Sec. 
(a)  subdivision  15— The  storage  of  more  than  5  motor 
vehicles  in  a  business  district  ”  • 
and  ’ 

Whereas  the  premises  consist  of  a  plot  of  ground  havin- 
a  frontage  of  625  ft.  on  Utica  avenue,  200  ft.  on  Fillmore 


avenue  and  625  ft.  on  East  49th  street ;  to  be  occupied  for  an 
open  air  parking  space  for  more  than  five  (5)  motor  vehicles 
(motor  omnibuses)  ;  and 

Whereas,  the  board  deems  that  the  applicant  has  substan- 
tiated  Ins  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution;  and 

Whereas  fifteen  property  owners  in  the  affected  area 
have  filed  their  consents  and  there  have  been  no  objections 

hJyfh°/VCdr,  tHat  th?  hoard  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  for  the  storage  of 
buses  in  the  ownership  and  operation  of  the  Brooklyn  Bus 
Lorp.  the  lessee  of  the  premises,  from  the  Brooklyn  &  Queens 
i  ransit  Lorp.,  the  owner  of  premises  under  appeal,  and  shall 
apply  only  to  the  present  lessee,  the  Brooklyn  Bus  Corp. 

i  condition  that  there  shall  be  erected  on  the  building  lines 
of  Utica  avenue,  East  49th  street  and  Fillmore  avenue  and 

than  rtf  W  if  o  c°ndition-  a  man-proof  fence  not  less 
t  an  7  It.  high  with  but  one  opening  on  East  49th  street 

and  wo  openings  on  Utica  avenue,  each  to  be  not  more  than 

FastLjwV  f  ,f  nL  y  TTes  on  Utica  and 

-ast  49th  street  shall  be  set  back  from  the  building  line  of 

ttaSTftTT’  f0rL„ttanCe  °f  "0t  '“I"’3"  or  more 

, '  ■’  t iere  shall  be  no  gasoline  maintained  or  stored 

on  the  premises  for  sale;  there  shall  be  no  repair  work  to 
the  buses  done  on  the  premises  other  than  emergency  repairs  • 
there  shall  be  no  storage  of  automobiles  for  hire  per  milted 
on  the  premises ;  all  required  permits  shall  be  obtained  within 

the  S^of  ffidsaactrmk  WitWn  0ne  >'ear 


ro3 


199-32-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Rudies  Garage,  Inc 

SUBJECT— lApplication  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
t?on°knf°n’  t0  Permitr  111  a  business  district  the  altera- 

pp  graced  Ty'Z  bZ!)^  ^  ^  PreVi0USl>r 

FREMIbES  4gFECTED--l223-]247  Coney  Island  avenue, 

APPEARANCES—  '  '  01  Avenue  ’■  BrooWyn. 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  Maurice  Baron  and  P  Albert  Tin 
pano.  1 

Affirmative  :  Commissioner  Guilfovle 
Negative:  Temporary  Chairman  Connell'  Com- 
Kidney61"  H°Iland  and  Assistant  ’  Chief 

Absent  . .  ^ 

THE  RESOLUTION— .  0 

(199-32-BZ 

owner, Efijed,  Arm'Jo  ,iA}r'  for  Rudies  Garage,  Inc., 

fseflLjjlr?  Con’  1T,i0U,sly  yrant"l!  byJheteboard)°'Vem! 

by  thTboard  rf^tanda^dsTnd  IppeaL  ^  ffs^  a?ph’cation 
ing-  Tunp  i  ioqo  ,  dPPeais,  at  its  regular  meet- 

Bulletin  of  '.he'  Board  rf  ttatXrdJ  an'd  AppSbL’S 

ness  district;  Avenue  I  is  in  J  i  a  ^ue.’s  111  a  busi- 
street  's  in  ^residence  diS^'^'*’  ^ 


MINUTES 


“1.  Proposed  change  of  occupancy  of  front  portion 
of  existing  garage  to  gasoline  selling  station  not  per¬ 
mitted  in  business  dist.  Sec.  Art.  II,  Sec.  4  (A46)  Zone 
Resolution. 

“Above  application  is  therefore  denied.” ; 

and 

W ii erf. as,  the  existing  building  is  of  non-fi reproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  120  ft.  and 
a  depth  of  100  ft.;  it  is  proposed  to  alter  the  existing  garage 
for  the  storage  of  more  than  five  motor  vehicles  (which  was 
granted  by  the  board  under  Cal.  No.  1460-23-BZ)  by  re¬ 
moving  the  Coney  Island  avenue  front  wall  of  the  structure 
and  replacing  it  with  another  wall  set  23  ft.  back  of  this 
street  wall  and  to  use  the  space  (120  ft.  by  25  ft.  in  area) 
lying  between  the  proposed  wall  and  Coney  Island  avenue 
as  a  gasoline  service  station;  and 

Whereas,  the  board  on  a  previous  application  on  this 
property  to  reopen  to  modify,  under  Cal.  No.  1460-23UIZ, 
held  after  an  inspection  that  if  a  gasoline  station  was  per¬ 
mitted  on  these  premises,  the  balance  of  Coney  Island  avenue 
frontage  on  the  west  side  would  be  similarly  affected  by 
gasoline  stations  to  the  detriment  of  passing  pedestrians; 
and 

Whereas,  the  board  deemed  that  this  application  is  for 
the  same  variation  even  though  under  a  new  application  and 
a  new  determination  of  the  superintendent  of  buildings; 
and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


334-31-BZ. 

APPLICANT — 'Shirley  Kahn,  for  American  Seal  Kap 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  the  occupancy  of  a  portion  of  an  existing  building 
to  a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  denied;  reopened  under  new  facts  April 
26,  1932). 

PREMISES  AFFECTED— 11-11  to  11-27  44th  drive  (Nott 
avenue),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

Eor  Applicant :  Shirley  Kahn. 

For  Opposition:  A.  J.  Egelhof,  Bernard  Fritz,  A. 
Granatenoli  and  Albert  Siebeck. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(334-31-BZ) 

Whereas,  Shirley  Kahn,  for  American  Seal  Kap  Corp., 
owner,  filed,  July  1,  1931;  dismissed  for  lack  of  prosecution 
December  4,  1931;  restored  to  Calendar  January  5,  1932; 
denied  March  18,  1932  ;  reopened  April  26,  1932,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  change  of  the  occupancy  of  a  portion 
of  an  existing  building  to  a  garage  for  more  than  five  motor 
vehicles;  premises  11-11  to  11-27  44th  drive  (Nott  avenue), 
Long  Island  City,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  1,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  44th  drive,  north  side,  east  of  a 
point  100  ft.  east  of  11th  street,  is  in  a  business  district; 


44th  drive,  north  side,  west  of  a  point  100  ft.  east  of  11th 
street,  is  in  an  unrestricted  district ;  44th  drive,  south  side, 
east  of  11th  street,  is  in  a  business  district;  44th  drive,  south 
side,  west  of  11th  street,  is  in  an  unrestricted  district,  and 
44th  road  is  in  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  4,  1932,  reads : 

“Your  request  for  a  certificate  of  occupancy  for  the 
premises  1111  to  1127  44th  Drive,  Long  Island  City,  for 
use  as  a  garage  ‘for  the  storage  of  automobiles  used 
in  connection  with  my  client’s  business,  in  other  words,  a 
private  garage  and  not  a  public  one,’  is  denied,  for  the 
following  reasons : 

“The  entire  premises  are  located  within  a  business  dis¬ 
trict,  as  shown  on  the  zone  maps  of  the  City  of  New 
York,  and  Sec.  4-a-15  prohibits  the  use  of  -  buildings  or 
premises  located  within  a  business  district  as  a  garage 
for  more  than  five  motor  vehicles.  This  prohibition 
affects  not  only  the  entire  building  but  any  portion 
thereof,  including  the  portion  referred  to  in  your  letter 
of  April  1,  1932. 

“Regretting  my  inability  to  comply  with  your  re¬ 
quest,  1  remain  *  * 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  200  ft.  and 
a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  the  board  deems  that  applicant  has  substantiated 
her  basis  of  appeal  brought  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  for  the  westerly  75  ft. 
portion  of  the  building  under  appeal,  on  condition  that  a  fire¬ 
proof  wall  extending  through  roof  of  present  one-story  build¬ 
ing  shall  be  built  running  through  from  front  to  rear  of  the 
building,  unpierced  throughout  its  entire  height  and  length, 
with  one  exception,  one  opening  not  more  than  3  ft.  8  in. 
wide,  equipped  on  both  sides  with  a  self-closing,  fireproof 
door;  that  this  use  of  this  portion  of  the  building  shall  be  , 
for  the  storage  of  cars  in  the  ownership  of  the  present 
owner  of  the  premises,  the  American  Seal  Kap  Corp.,  and 
only  so  long  as  the  American  Seal  Kap  Corp.  conducts  its 
business  in  the  adjoining  building  to  the  west;  there  shall  be 
no  gasoline  sold  on  or  from  the  premises ;  there  shall  be  no 
advertising  signs  of  any  nature  or  description  on  any  por¬ 
tion  of  the  building  indicating  garage  or  gasoline  station; 
no  motor  vehicle  repair  work  shall  be  conducted  on  the 
premises  other  than  emergency  repairs  necessary  to  the 
cars  stored  therein,  prohibiting  any  forges  or  anvils  or  open 
flames  and  limiting  any  machinery  to  that  driven  by  not 
more  than  one-half  horsepower  each  with  electrical  motors ; 
all  permits  required  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  action. 


548-30-BZ. 

APPLICANT— McCooey  &  Conroy,  now  known  as  Conroy 
&  Hardy,  for  Maurer  &  Kern,  Inc.,  owner. 

SUBJECT — 'Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  auto  laundry,  grease  pits 
and  a  gasoline  service  station. 

PREMISES  AFFECTED— 1344-1372  Remsen  avenue, 
northwest  corner  of  Avenue  K,  Brooklyn. 
APPEARANCES — None. 

AC  I  ION  OF  BOARD — 'Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 
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Negative  . . .  0  00  P7 

Absent  .  .  n  ' 

THE  VOTE  TO  EXTEND  TIME— .  APPLICANT— Edward  L.  Kelly,  for  Joseph  Ciofalo,  present 

Affirmative :  Temporary  Chairman  Connell,  Com-  SUBTFPT^a  r  , 

missioners  Holland  and  Guilfoyle  and  As-  -Application  for  reopening-extension  of  time  to 

sistant  Chief  Kidney .  4  obtain  permits  and  complete  work— re  Application 

*J?gatl/e  .  0  fi-1S1°n  °f  th®  superintendent  of  buildings),  under 

Absent  .  0  tn  n°ns  'g.and  21  ?f  the  building  zone  resolution, 

THE  RESOLUTION —  to  permit  in  a  business  district  the  erection  and 

(548-30-BZ)  PR/EM.ISES^ AFFECTED-SeoSe  Willed  P^k  1  , 

Whereas,  McCooey  &  Conroy,  for  Maurer  &  Kern,  Inc.,  southeast  corner  of  20th  avenue ^Whitestone  6  Bor  ’ 

owner,  filed,  August  13,  1930,  an  application,  under  the  °ugh  of  Queens.  ’  Wh,testone>  Gr¬ 

ounding  zone  resolution,  to  permit  in  a  residence  district  the  APPEARANCES— 
erection  and  maintenance  of  an  auto  laundry,  grease  pits  Eor  Applicant:  Abram  Raff 

and  a  gasoline  service  station;  premises  1344-1372  Remsen  For  Opposition:  None 

lvVnnandn0r  CSt  COmer  °f  AvenUe  K’  B°r°Ugh  °f  Brook-  ACT'10?  OE  BOARD — Application  reopened  and  time  ex- 
Whereas  a  public  hearing  was  held  on  this  application  THE  VOTE  TO  REOPEN— tS  ^  COmplete  work- 

ne  Tanua^v  fi°f  §  ^  appeals’  at  its  regular  meet-  Affirmative:  Temporary  Chairman  Connell,  Com- 

RrdlPtfn  J>931,j' after  due  uotice  by  publication  in  the  missioners  Holland  and  Guilfoyle  and  As 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and  sistant  Chief  Kidney......  S  „ 

w  hereas,  the  use  district  maps  accompanying  the  building  Negative  .  * 

zone  resolution  show  that  Remsen  avenue  and  Avenue  K  are  Absent  . 0 

both  in  a  residence  district;  and  'THE  VOTE  TO  EXTEND  TIME— .  ° 

\V hereas  the  decision  of  the  superintendent  of  buildings,  Affirmative:  Temporary  Chairman  Connell  Tnm 

rendered  July  16,  1930  re  Applic.  No.  8526-1930),  read®:’  missioners  Holland  and  SfoyTiid 

1.  Proposed  application  being  contrary  to  Zone  Res-  sistant  Chief  Kidney. .  S  . 

olution,  Art.  II,  Sec.  3,  is  hereby  denied.  (Gasoline  Negative  . 4 

station  office,  auto  laundry  and  grease  pits  in  residence  Absent  .  0 

md  district.)  ;  THE  RESOLUTION-  .  ° 

Whereas  the  premises  consist  of  a  plot  of  ground  having  w„  „ ,  ,  T  (33'29‘BZ) 

F/?n  gnn°fA263  a,ong  Re™*"  avenue  and  27*ft  owYer  fiTed  B;„Kdly’  for  F,Ushing  Thrace  Corp., 

in.  on  Avenue  K,  upon  which  it  is  proposed  to  erect  h.Tilr  ’  f  d’  January  17,  1929,  an  application,  under  the 
aundry’  grease  Pits  and  a  one-story  office  and  to  (J-ng  ZOI\e  resolution,  to  permit  in  a  business  district  the 

tltfin  - hC  aCCeSSary  tanks  and  pumps  for  a  gasoline  service  demises  &  gasoline  service  station ; 

’  and  P£ e onau S  160-26  Willetts  Point  boulevard,  southeast  corner 

Whereas,  thq  board  deemed  that  applicant  is  entitled  to  °f  WmI  avenue’  Whteatone,  Borough  of  Queens;  and 
elief  under  section  21  of  the  building  zone  resolution  -  and  h,  ^ ^  a  Jpublu'  faring  was  held  on  this  application 

Whereas,  this  application  was  granted  by  the  board  at  its  Y  1  o  boIard  of  standards  and  appeals,  at  its  regular  meet- 
Serou^  6’  1931’  °n  CCrtain  condition,  and  owner  aftF  due  notice  by  publicaS  in  the 

brgk  h-  pfefnl  attorneys,  requests  an  extension  of  time.  S"  ! 'Boar^.  of.  Standards  and  Appeals;  and 
Resolved  that  the  board  of  standards  and  appeals  does  hereas,  the  use  district  maps  accompanying  the  building 

ereby  make  a  variation  in  the  application  of  the  use  dis-  sh™Wu  that  Willetts  Point  boulevard  is  in  a 

ict  regulations  of  the  building  zone  resolution  and  that  r  t  "efS  ^lst”ct,:  20tb  avenue  is  in  a  business  and  residence 

It  offirpCatl°n  bC  and  h  iiereby  is  panted  on  condition  that  fs  rS£,  Iane  ls  m  a  business  district,  and  20th  road 
ie  office,  grease  pits  and  auto  laundry  will  be  confined  in  w  residence  district ;  and 

ie  building  one  story  m  height,  of  masonry  construction  reneW^T^  the  d|clsl0n  of  the  superintendent  of  buildings 
ia  or°ns ton  e^-10n  brick  and  ^hWral terra  tSdt  ^  3’  1939  (re  Plan  Na  N’  B-  11173-1928); 

«  ‘ LSrVS  'The  ~  in  a  busi„ess  di, 

onTwS  arched  ^  ^  ^ 

y,  approximately  113  ft.,  the  portion  of  it  on  Avenue  K  ft  hekeas,  it  is  proposed  to  erect  an  office,  15  ft  by  21 
d  Remsen  avenue  shall  be  used  as  a  gasoline  servfce  sta-  fti  bUry  f°Ur,  550‘gaII?n  tanks  and  erect  four  pumps  for 

f  hai  1  ue  -,^mps  sba11  set  back  not  less  than  10  1  K  pVrpose  of  conducting  a  gasoline  service  station  within 

from  the  building  line;  that  there  =hali  ti  L  *  a  business  use  district;  and 

Mg  the  building  line  on  Avenue  K  and  Remsen^ave  hi  ^X?EREAS’  aPPhcant  in  substantiation  of  section  7g  of  the 
®  font  of  .the,  gasoline  station  a  concrete  cubing  nS  T  resolution  has  filed  more  than  80  per  cent 

>s  than  12  in.  in  height  and  8  in.  in  width  with  &three  fons^nts  of  ProPcrty  owners  within  an  area  fixedP  by  the 

enmgs  on  the  Remsen  avenue  front,  not  more  than  12  ft  w  a"d  deTed  affected  ’  and 

e  each,  and  curb  cuts  directly  in  front  of  said  ooenlmrs  r  fHER^ASj  the  board  deems  that  applicant  is  entitled  to 

birrf  ‘han  “  <>■  «ch;  on  top  of  the  concrefe  W,S  S.Ct,‘:t'on  »»  «?  the  build, ' ^  zone  resoIuSonfand 
ng  there  shall  be  erected  concrete  posts  8  in  bv  12  in  hereas,  this  application  was  granted  by  the  board  at  its 

iare  not  more  than  10  ft.  centre  to"  centre,  not  lessen  B  4929’.on  certain  conditions,  and  alii - 

t;  6  in.  high,  connected  with  heavy  chains  forming  a  fenm  Cant  re<Iu<:slted  a  modification  of  the  time  limit  imposed  and 
m  lieu  thereof,  an  iron  picket  feJce  4  ft  6  ffi  in  hetght  •  °f  timC  t0  °btain  Permits  and  complete  w^k 

besnoyf  iHgn  Crerted  Sha11  be  confined  ^  the  'iHumfnSd  35  t0  sizGr  °f  building'  which  request  was 

bes  of  the  gasoline  pumps ;  that  there  shall  be  no  portable  g  „ 1  d’  ^d  requests  a  further  extension  of  time 

>ohne  pumps  operated  on  the  premises  ;  that  a  return  of  h .rl  L  that  tbe  board  of  standards  and  appeals  does 

drawings  shall  be  made  to  this  board  for  approval  before  fb'V  °  variatton  m  the  application  of  the  use  dis- 

rfisr1  thereby 

with  enamel  brick  on  the  property  side  and  coped  with 
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architectural  terra  cotta  or  natural  stone  trimming;  that  the 
building  to  be  erected  on  the  premises  for  use  as  an  office 
shall  be  of  masonry  construction,  faced  with  enamel  brick 
and  with  Spanish  tile  roof ;  the  office  building  to  be  15  ft. 
by  21  ft.  and  an  enclosure  for  grease  pits  or  racks  approxi¬ 
mately  31  ft.  by  25  ft.,  enclosed  on  three  sides  with  arched 
opening  at  front  of  the  same  architectural  design  and  con¬ 
struction  as  the  balance  of  the  buildings  on  premises ;  that 
there  shall  be  erected  along  the  building  line  on  the  street 
fronts  a  concrete  curb  not  less  than  12  in.  in  height  with 
one  opening  on  Carll  lane  and  one  opening  on  Willetts  Point 
boulevard,  each  of  which  shall  be  not  more  than  10  ft.  wide 
and  shall  have  curb  cuts  immediately  in  front  of  the  open¬ 
ings  which  shall  be  not  more  than  10  ft.  wide;  that  all 
pumps  shall  be  located  at  least  10  ft.  back  from  the  building 
line;  that  any  advertising  displayed  shall  be  restricted  to 
the  glass  globes  on  the  gasoline  pumps,  and  that  any  permits 
required  shall  be  obtained  within  six  months  from  June  2, 
1932,  and  all  work  completed  within  six  months  from  De¬ 
cember  2,  1932. 


207-31-BZ. 

APPLICANT — Benjamin  N.  Brody,  for  Ignition  Realty 
Corp.,  owner. 

SUBJECT — •Application  for  reopening — correction — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  installation 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1148  Southern  boulevard,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  N.  Brody. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 


corrected. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . 0 

THE  VOTE  TO  CO'RRECT  RESOLUTION— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(207-31-BZ) 


V  hereas,  Benjamin  N.  Brody,  for  Ignition  Realty  Corp., 
owner,  filed,  May  5,  1931,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  installa¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
1148  Southern  boulevard,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
October  14,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Southern  boulevard  is  in  a  busi¬ 
ness  district;  Hoe  avenue  is  in  a  residence  district;  East 
167th  street  is  in  a  business  district,  and  Home  street  is  in  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  29,  1931  (re  S.  A.  454-31),  reads: 

Proposed  occupancy  of  premises  in  business  district 
as  gasoline  service  station  is  contrary  to  provisions  of 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft. 

and  a  depth  of  100  ft.;  to  be  occupied  as  a  gasoline  service 
station ;  and 

Whereas,  the  premises  under  appeal  were  the  subject  of 


an  inspection  by  a  committee  of  the  board,  report  of  which 
was  read  and  adopted  at  this  hearing  October  14,  1931, 
and  which  report  is  incorporated  herein,  reading : 

“Cal.  No.  207-31-BZ. 

“Premises  1148  'Southern  boulevard,  east  side,  237  ft. 
north  of  East  167th  street. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  inspection  of  the  board,  consisting 
of  Temporary  Chairman  Connell,  Commissioners  Hol¬ 
land  and  (Guilfoyle,  visited  and  inspected  the  premises 
under  appeal  in  this  case. 

“This  is  an  application  under  section  21,  hardship,  to 
permit  in  a  business  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station. 

“The  premises  under  appeal  is  now  developed  with 
a  one-story  building  with  an  arcade  in  the  front  ap¬ 
proximately  24  ft.  deep,  the  arcade  portion  of  the  prem¬ 
ises  being  now  used  as  a  grease  service  station  and  the 
balance  of  the  building  as  an  auto  laundry.  It  is  pro¬ 
posed  to  remove  the  grease  service  station  in  the  arcade 
and  substitute  a  gasoline  station  as  appealed  for. 

“The  west  side  of  Southern  boulevard  between  167th 
street  and  Home  street,  opposite  the  premises  under 
appeal,  is  mostly  developed — where  developed — with  non- 
conforming  uses :  garages,  factory,  automobile  repair 
shops. 

“1166  Southern  boulevard,  on  the  same  side  of  the 
street  as  the  property  under  appeal,  is  developed  with  a 
large  factory  with  100  ft.  frontage  on  Southern  boule¬ 
vard.  There  is  also  an  elevated  railroad  structure  run¬ 
ning  north  and  south  on  Southern  boulevard. 

“There  have  been  filed  with  this  appeal  sixteen  objec¬ 
tions  and  no  consents. 

“The  committee  of  inspection,  however,  is  of  the 
opinion  that  of  these  sixteen  objections  the  only  ones 
that  would  be  in  any  way  affected  by  this  application 
are  the  three  immediately  adjoining  the  property  under 
appeal  to  the  north. 

“Due,  however,  to  the  present  construction  on  the 
premises  and  the  location  of  the  proposed  gasoline  station 
being  in  the  arcade,  which  will  mean  that  it  will  be 
entirely  housed  with  the  exception  of  the  opening  on  the 
building  line,  it  is  the  opinion  of  the  committee  that  the 
property  of  these  three  objectors  will  not  be  seriously 
affected  by  the  granting  of  this  appeal. 

“Due  to  the  large  number  of  non-conforming  uses  on 
Southern  boulevard,  between  167th  street  and  Home 
street,  the  application  seems  to  be  substantiated  under 
section  21,  hardship. 

“The  committee,  therefore,  recommends  the  granting 
of  this  appeal  under  such  safeguards  as  will  protect  the 
adjoining  and  abutting  property  owners. 

“(Signed)  HENRY  L.  CONlNELL, 
Temporary  Chairman. 
“JAMBS  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution;  and 

A  hereas,  this  application  was  granted  by  the  board  at  its 
meeting,  October  14,  1931,  and  applicant  requested  a  cor¬ 
rection  of  the  location  given  which  was  237  ft.  north  of 
East  167th  street  and  which  he  claims  should  have  been  225 
ft.  north  of  East  167th  street,  and  the  board  deemed  that 
the  premises  were  sufficiently  designated  by  street  number. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  arcade  portion  of  the  present  building,  on  condition 
that  if  there  is  any  heating  apparatus  underneath  the  grade 
of  the  arcade  it  shall  be  separated  from  the  tanks  by  un- 
pierced  masonry  walls  satisfactory  to  the  fire  department; 
that  all  pumps  shall  be  set  back  at  least  10  ft.  from  the 
building  lute ;  along  the  building  line  there  shall  be  con- 
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structed  concrete  curbing  not  less  than  12  in.  in  height  and 
12  in.  in  width;  that  the  present  grease  racks  now  located  in 
the  arcade  shall  be  removed  and  discontinued;  there  shall 
be  no  other  use  made  of  the  arcade  portion  of  these  premises 
than  for  a  gasoline  service  station,  as  indicated  in  this  reso¬ 
lution;  any  advertising  signs  shall  be  confined  to  the  illu¬ 
minated  globes  of  the  pumps  or  one  projecting  electric  sign, 
not  more  than  3  ft.  by  6  ft.,  indicating  the  name  and  nature 


of  the  business  conducted  on  the  premises;  there  shall  be  no 
portable  gasoline  tanks  operated  or  maintained  on  the  prem- 
ises ,  tut  a  1  permits  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  October  14, 


Adjourned  1.40  p.  m. 

William  J.  O  Gorman,  Secretory, 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  JUNE  1,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
277-32-A. 

APPELLANT — Watson  Elevator  Co.,  Inc.,  for  French 
Realty  Co.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  decisions  of  the  superintendent  of  buildings. 

,  PREMISES  AFFECTED — 64  West  124th  street,  Manhat¬ 
tan. 

APPEARANCES— 

for  Appellant:  D.  V.  Jenkins. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  June  14,  1932,  at  2 

p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As- 


THE  VOTE  TO  GRA NT- 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

( 190-32-A) 

Whereas,  Bush  Terminal  Co.,  owner,  filed,  April  7  1932 
an  appeal  from  orders  and  decisions  of  the  fire  commissioner! 
iff;^g^remiSes  132'184  39th  street  (Building  No.  19)  and 
Ivn"  and  *  ('BlIlltlin8‘  No-  20)<  Borough  of  Brook- 

Whereas,  the  order  of  the  fire  commissioner,  dated  De- 
reads^  1931  ('°rder  No*  90"2-LF,  Building  No.  19), 

“1.  Provide  6x3x3  Siamese  connections  for  stand¬ 
pipe  system ;  one  to,  be  located  on  39th  Street  and  the 
other  on  2nd  Avenue  side  of  building  as  per  Rule  91 
of  the  rules  of  the  Board  of  Standards  and  Appeals  and 
Sections  580-581,  Ch.  5,  Code  of  Ordinances  ”  • 
and  '  ’ 

V  hereas,  the  order  of  the  fire  commissioner,  dated  De- 


Negative  .  q 

Absent  .  0 


liiibMouers  noiiaiiu  ana  viuilloyle  and  As-  rpmhpr  i*  ioqi  a  \t  ^  ^  T  ^  T?  9  UdLCU 
sistant  Chief  Kidney . . .  ..  .  4  rSds:  ’  (  Na  91049-BF<  Biding  No.  20), 

.  1‘  Provide  6x3x3  Siamese  connections  for  stand- 
pipe  system  one  to  be  located  on  41st  St.  and  the  other 
on  2nd  Ave.  side  of  Building,  as  per  Rule  91,  of  the 
Board  of  Standards  and  Appeals.  Sec.  580-1,  Ch  5 


!35-32-A. 

APPELLANT  Gurney  Elevator  Co.,  for  Broadwashington 
Corp.,  owner. 

^OBJECT  'Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

REMISES  AFFECTED — 3809-3815  Broadway,  Manhat¬ 
tan. 

iPPEARANCES — 

For  Appellant :  C.  R.  Callaway. 

CTION  OF  BOARD — Appeal  withdrawn 
HE  VOTE  TO  WITHDRAW—  • 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ’  ’  0 


Absent 


10-32-A. 

iPPELLANT — Bush  Terminal  Co.,  owner. 

UBJECT  Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 

REMISES  AFFECTED— 132-184  39th  street  (Building 
No.  19)  and  147-167  41st  street  (Building  No  20) 
Brooklyn. 

PPEARANCES— 

For  Appellant:  Abner  J.  Grossmann  and  Mr 
Wilson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — (Appeal  denied. 


Code  of  Ordinances.  , 
and 

r3T  °'  ""  fire  rendered 

"146-148  39th  street,  Brooklyn. 

"In  reply  to  your  letter  of  March  11th,  advising  that 
you  have  been  retained  by  the  owners  to  appeaf  from 
the  requirements  of  Order  90992-LF  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason  that 
the  time  limit,  twenty  days,  had  elapsed,  and  request 
dismissal  and  reissuance  of  the  above  order. 

nr  r^U  that  the  order  cannot  be  dismissed 

or  reissued.  Therefore,  your  request  is  denied.” ; 

“147-167  41st  street,  Brooklyn. 

"In  repl,y  to  y0ur  letter  of  Jan.  28th,  1932,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  Order  91049- LF  and  that  you 
aie  unable  to  do  so  due  to  the  fact  that  the  Bd  of 
Standards  and  Appeals  will  not  accept  an  appeal  for  the 
reason  that  the  time  limit,  twenty  days,  had  ealpsed,  and 
request  dismissal  and  reissuance  of  the  above  order. 

You  are  advised  that  the  order  cannot  be  dismissed 
and  °r  reiSSUed‘  Therefore.  your  request  is  denied.”; 

Whereas,  the  two  attached  buildings  are  of  reinforced 
concrete  construction,  eight  stories  in  height,  460  64  ft  bv 
440  ft.  in  area;  OCCUPIED  :  cellar,  storag? ;  1st  story,  ship- 


0  and 
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ping ;  upper  stories,  factories ;  equipped  with  a  sprinkler 
system  and  a  standpipe  system  ;  and 

Whereas,  the  appellant)  claims  the  unit  standpipe  system 
for  the  two  buildings  is  fed  through  a  yard  main  which  is 
supplied  by  two  1,500-gallons-per-minute  electric  fire  pumps, 
maintaining  a  pressure  of  at  least  100  pounds;  in  addition 
there  is  an  ample  supply  of  water  assured  from  an  auxiliary 
tank  of  42,000  gallons  capacity  located  on  the  roof  of  Build¬ 
ing  No.  19;  the  buildings  were  erected  in  1911  and  1913; 
furthermore,  the  appellant  contends  there  are  twelve  stand¬ 
pipe  hose  outlets  on  the  first  story  to  which  pumps  may  be 
connected;  that  compliance  with  the  order  would  not  insure 
a  greater  supply  of  water  even  in  a  case  of  emergency. 

Resolved,  that  the  orders  and  decisions  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed  and  the  appeal  be  and 
it  hereby  is  denied. 

150-32-A. 

APPELLANT — Henry  J.  Nurick,  for  Asness  Brothers, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 439-441  Crescent  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Henry  J.  Nurick. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  <> 

Absent  .  0 

THE  RESOLUTION— 


(150-32-A) 

Whereas,  Henry  J.  Nurick,  for  Asness  Brothers,  owners, 
filed,  March  28,  1932,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  1044-1046  Liberty 
avenue  and  439-441  Crescent  street,  Borough  of  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  14,  1932  (Order  No.  48710-LC),  reads: 

“1.  Permanently  close  curb  cuts  on  Liberty  Avenue 
side — not  shown  on  approved  F.D.  Plan  522-29. 

“2.  Fill  in  all  grease  pits.  This  includes  the  five  (5) 
greasing  pits  in  the  open  and  the  two  (2)  greasing  pits 
in  brick  building  as  said  pits  are  not  shown  on  approved 
F.D.  Plan  522-29.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  24,  1932,  reads : 

“In  reply  to  your  letter  of  March  17th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  order  48710-LC  and  that  you  are  unable 
to  do  so  due  to  the  fact  that  the  Bd.  of  Standards  and 
Appeals  will  not  accept  an  appeal  for  the  reason  that  the 
time  limit,  twenty  days,  had  elapsed,  and  request  dis¬ 
missal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  premises  consist  of  a  corner  lot,  50  ft.  by 
100  ft.,  upon  which  is  erected  an  office,  20  ft.  by  60  ft.  in 
area,  four  pumps,  two  550-gallon  tanks  buried  below  grade, 
seven  grease  pits,  with  two  curb  cuts  on  Liberty  avenue  and 
one  curb  cut  on  Crescent  street ;  OCCUPIED  for  gasoline 
service  station,  auto  laundry,  greasing  cars  and  accessories 
within  a  business  use  district;  and 

Whereas,  the  appellant  claims  the  gasoline  station  was 
installed  in  1924 ;  certificate  of  occupancy  and  permits  have 
been  issued  by  the  superintendent  of  buildings  and  the  fire 
commissioner  for  the  operation  of  the  premises  for  greasing 
pits,  auto  laundry  and  auto  accessories;  Permit  No.  3787 


was  also  issued  by  the  Department  of  Highways  for  two 
15  ft.  curb  cuts  on  Liberty  avenue;  furthermore,  the  ap¬ 
pellant  contends  that  the  fire  commissioner  has  no  juris¬ 
diction  as  to  the  requirements  of  curb  cuts ;  and 

Whereas,  it  is  the  opinion  of  the  board  that  the  viola¬ 
tions  placed  by  the  fire  department  are  without  their  juris¬ 
diction  in  that  Order  No.  48710-LC,  Item  1,  referring  to 
curb  cuts,  is  in  the  hands  of  the  Department  of  Highways; 
as  to  Item  2,  requiring  the  filling  of  grease  pits,  appellant 
has  produced  a  certificate  of  occupancy  from  the  building 
superintendent  for  the  use  of  grease  pits  involved,  and  the  fire 
department  has  no  power,  in  matters  of  zoning,  so  far  as  the 
use  of  the  premises  is  concerned. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  thev  hereby  are  reversed  and  the  appeal  be  and 
it  hereby  is  granted. 


179-32-A. 

APPELLANT — Joseph  D.  Nunan,  Jr.,  for  W.  Bryce  Rea, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — North  side  of  Northern  boule¬ 
vard,  151  ft.  east  of  250th  street,  Little  Neck,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Appellant:  Joseph  D.  Nunan,  Jr.,  and  W.  Bryce 
Rea. 

For  Administration:  Chief  Examiner  Thomas  Reidy 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(179-32-A) 


Whereas,  Joseph  D.  Nunan,  Jr.,  for  W.  Bryce  Rea, 
owner,  filed,  April  5,  1932,  an  appeal  from  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  north  side  of 
Northern  boulevard,  151  ft.  east  of  250th  street,  Little  Neck, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  18,  1932,  reads: 

“Your  request  of  March  16,  1932,  for  a  Certificate 
of  Occupancy  for  building  and  premises  located  on  the 
north  side  of  Northern  Boulevard,  151  feet  east  of  250th 
Street,  Little  Neck,  must  be  denied  for  the  following 
reason :  The  premises  at  the  first  floor  level  being 
partially  used  as  a  five  car  garage  and  a  gasoline  service 
station,  and  your  request  to  use  the  entire  second  floor 
as  bowling  alleys  and  pool  rooms,  brings  the  building 
within  the  prohibition  contained  in  Chap.  10,  Art.  11, 
Sec.  151  of  the  Code  of  Ordinances,  which  in  part  states: 
*  *  *  which  is  situated  within  20  feet  of  the  nearest 
wall  of  the  building  occupied  as  a  school,  theatre,  or 
other  place  of  public  amusement  or  assembly.”; 

and 

Whereas,  the  building  is  non-fi reproof,  two  stories  in 
height,  60  ft.  by  100  ft.  in  area;  OCCUPIED:  1st  story, 
gasoline  service  station  and  garage  for  five  cars,  4  persons ; 
2nd  story,  bowling  alleys  and  pool  rooms,  4  persons;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1929;  Certificate  of  Occupancy  No.  45660,  issued  April  4, 
1931,  permits  auto  showroom  on  first  story  and  offices  on 
the  second  story ;  Alteration  Plan  No.  377-1932  was  approved 
by  the  superintendent  of  buildings  for  a  pool  parlor  and 
bowling  alleys  on  the  second  story;  the  superintendent  of 
buildings  has  now  refused  to  issue  the  desired  certificate  of 
occupancy  upon  the  ground  that  pool  parlor  and  bowling 
alleys  brings  the  building  into  the  class  of  a  place  of  public 
amusement  or  assembly ;  the  appellant  contends  that  a  pool 
parlor  and  bowling  alleys  is  not  a  place  of  public  assembly; 
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that  there  is  nothing  in  the  code  of  ordinances  prohibiting 
such  occupancy  in  the  same  premises  with  a  gasoline  service 

station. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  application  refused 
by  the  superintendent  of  buildings  requesting  a  certificate  of 
occupancy  on  the  grounds  that  a  gasoline  station  is  prohibited 
under  chapter  10,  article  11,  section  151  of  the  code  of 
ordinances,  be  and  it  hereby  is  granted  on  condition  that  the 
gasoline,  station  be  located  as  shown  on  the  plans  submitted 
with  this  appeal,  which  plan  shows  a  gasoline  station  in¬ 
stalled  in  the  arcade  in  the  front  of  the  building,  first  story; 
that  the  walls  and  ceilings  of  the  gasoline  station  portion  of 
the  premises  shall  be  fire-retarded  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals;  that  direct  egress 
from  the  second  story  shall  be  provided  with  unpierced 
walls  direct  to  the  street  and  by  the  fire  escape  on  the  west¬ 
erly  side  of  the  premises  to  the  vacant  property  to  the  west 
in  the  ownership  of  the  owner  of  the  property  under  appeal, 
and  that  the  building  shall  be  not  increased  in  height  or  area  • 
occupancy  of  second  story  to  be  limited  to  not  more  than 
fifty  persons  at  any  time. 

176-32-A. 

APPELLANT— Samuel  Rosenblum,  for  Dorothy  B  Phillips 

owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 10  East  33rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THRI(\  OTEF  B0ARD~Appeal  panted  011  condition. 

Affirmative:  Temporary  Chairman  Connell  Com¬ 
missioners  Holland  and  Cuilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ’  .  () 

Absent  . ’ '  ’  . .  0 

THE  RESOLUTION— 

|  (176-32-A) 

Whereas,  Samuel  Rosenblum,  for  Dorothy  B  Phillins 
owner,  filed  April  4,  1932,  an  appeal  from  an  order  and  a 
iecision  of  the  fire  commissioner,  affecting  premises  10  East 
13rd  street,  Borough  of  Manhattan;  and 
WherEas,  the  order  of  the  fire  commissioner,  dated  March 
1932  (Order  No.  92938-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so  ele¬ 
vated  that  the  bottom  will  be  not  less  than  20  feet  above 
Jhe  roof  level  Sec.  580-1,  Ch.  5,  Code  of  Ordinances 
,  and  rules  of  the  Board  of  Standards  and  Appeals.” : 

Whereas  the  decision  of  the  fire  commissioner,  rendered 
LPnl  1,  1932,  reads: 

*  wil1  reply  to  your  ,etter  of  March  29th  1932 

in  which  you  request  consideration  of  Order  92938-F’ 

I  acceptance  of  the  existing  tank,  inasmuch 

as  the  building  has  been  erected  since  1907  and  equip¬ 
ment  was  installed  at  that  time  and  has  been  in  use  and 

small>CCUPanCy  °f  thC  premises  is  h’2ht  and  the  area  is 

Your  request  for  reconsideration  of  Order  92938-F 

must  be  denied.  ; 
td 

Lhe  bVildi.ng  is  fireproof,  twelve  stories  in  height 
t.  by  96  ft.  3  in.  in  area  at  first  story  and  25  ft  by  91 

JL'V"  a,r4a  ab°«U  OCCUPIED  as  a  tenant  factory  not 
Jre  than  fifteen  persons  per  story;  and 

JSSTi  thf,  aPpellant  claims  the  standpipe  system  was 
■  'tailed  when  the  building  was  erected  in  1907,  fed  from  a 

lich  UPsP  ff  tcn^  of  2-600  gallons  capacity,  the  bottom  of 
«ch  is  8  ft.  8  in.  above  the  hose  outlet  at  the  top  story; 


ptrovidPerTootnnnrear5angerthe  ^.connections  so  as  to 
is  also  orovirferl  n^  ,reserv?  Er  standpipe  lines;  the  building 
Prided  with  an  interior  fire  alarm  system*  fur- 

^yZail-  (here"3"'  the  area  ‘heybS„g  L 

oSsy  and  ’  °ccupancy  1S  also  very  small  and  non-hazard- 

tin^nfi,REAS'  tke  building  was  erected  in  1907  at  which 
Trentt  ££^<1  was  installed  and  ap- 

t hereof  3CCepted  by  the  department  having  jurisdiction 

sioner  be  ffie^ppLrfiTnd 

SPr ars 

f'l.Hng  PU,4UPshaHa  be  nlZlVJZrl^ZZse  TSto 
taming  water  in.  the  tank  at  the  2,600-gallon  mark  •  thrtth* 

ail  other  JSS’”'*  SyS,em  !'’a"  C°mp'y  wi,h  «“=  ™les  fa 


l : :  ' 


1 60-32-A. 

APPBDLAlNT-tSamuel  Rosenblum,  for  New  York  Coffee 

a- --  -  -  - 

-- 7  prari  *-  -  ~ 
For  Appellant:  Samuel  Rosenblum 
01  partmenttratK)n '  Inspector  Maher  of  «re  de- 
THE^VOTE—  BOARD^Appeal  granted  on  condition. 
Affirmative:  Temporary  Chairman  Connell  Com- 

STs~ief°Seya,,<l  Gui'f°y'e  and  As‘ 

Negative  .  4 

Absent  .  0 

THE  RESOLUTION— .  ° 

ur  „  ( 1 60-32-A  j 

hereas  Samuel  Rosenblum,  for  New  York  Cnff**  * 
Sugar  Exchange,  Inc.,  owner,  filed  \  I  ,  ,,,£'  & 

aK  ,'Te,ntsS  ^  clJSLer, 

BoLZoi  m!;Z, ZrLreet  and  66-70 
center  Zjmi  (ZrZiZZimZZetlZ"'  da‘ed  De_ 

.otnUr^s 

outlet  in  the  highest  story,  Section  580  slTch  ^  ^ 

Rule  91  of  "K  ZsSJ: 

and  ’ 

cetS-Twfi0  m7  °fMt,,e  fire  miss, oner,  dated  De- 

icmuer  23,  1931  (Order  No.  91179-F),  reads* 

requiremenSTf  the'  Sffif  <$'*?' J°  Ttorm  U>e 
comply  with  the  following  orders"'  3^3  a"d  Appeals  and 

sam(eawil™mectthewffrm„T,e;'  Sl,'PP'y  pipe  50  <h* 

ab«e  the  3,500  gallon  mark  'only  "  ‘  “  °U,slde  thereof 

ten/on  SfS  sot' “'T"*  °f  s>a"«p'pe  O- 
witbin  ,V  6"  of  stair  landing  or  whh  6"  of"8,  “Tn is 
and  are  within  r  from  standpipe  rEer  ’’"  f  PS  that 

MarcK: VZ  reads':0"  °'  "*  fire  “m™^i<=ner,  rendered 
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“This  will  reply  to  your  letter  of  March  23rd,  1932, 
in  which  you  request  reconsideration  of  Orders  91178-F 
and  91179-F,  items  1  (a)  and  (b) ,  due  to  the  building- 
being  used  for  office  purposes,  and  the  present  system 
being  installed  for  years. 

“Your  request  for  reconsideration  of  Orders  91178-F 
and  91179-F,  items  1  (a)  and  (b)  is  denied.”; 
and 

Whereas,  the  building  is  fireproof,  nine  stories  in  height, 
76  ft.  1  in.  by  86  ft.  10  in.  and  115  ft.  5  in.,  irregular,  in 
depth ;  OCCUPIED  :  1st  story,  restaurant ;  2nd  story,  offices, 
100  persons ;  upper  stories,  offices,  not  more  than  thirty-five 
persons  per  story;  and 

Whereas,  the  appellant  claims  the  existing  standpipe  sys¬ 
tem  was  installed  when  the  building  was  erected  in  1894, 
fed  from  a  house  supply  tank  of  1,000  gallons  capacity,  the 
bottom  of  which  is  8  ft.  8  in.  above  the  hose  outlet  of  top 
story ;  the  hose  outlet  valves  are  about  7  ft.  2  in.  above  the 
floor;  the  building  faces  on  two  streets  and  is  provided  with  a 
fire  alarm  box  connected  with  headquarters;  the  tank  is  fed 
by  two  pumps,  also  an  emergency  steam  pump  which  com¬ 
pensates  for  the  small  tank ;  inasmuch  as  the  present  stand¬ 
pipe  system  has  existed  for  many  years,  the  owner  would 
suffer  a  hardship  if  compelled  to  comply  with  the  order ; 
furthermore,  the  appellant  contends  the  building  is  used  only 
for  office  purposes  and  there  are  no  hazardous  conditions 
existing  on  the  premises;  and 

Whereas,  this  standpipe  system  was  installed  at  the  time 
of  the  erection  of  the  building  in  1894  and  apparently  ac¬ 
cepted  by  the  departments  having  jurisdiction. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  91178-F,  Item  1,  on 
condition  that  the  elevation  of  the  bottom  of  the  tank  shall 
be  not  less  than  8  ft.  8  in.  above  the  top  story  hose  outlet ; 
as  to  Order  No.  91179-F,  Item  1,  subdivision  (a),  granted  on 
condition  that  a  reserve  of  not  less  than  2,500  gallons  shall 
be  maintained  for  the  standpipe  supply  at  all  times ;  that  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects  and  the  building  shall  be  not  increased  in  height  or 
area  and  the  hose  at  the  top  story  outlet  shall  be  equipped 
with  Ei-inch  nozzles;  withdrawn  as  to  subdivision  (b)  of 
Order  No.  91179-F,  Item  1. 


314-31-A. 

AiPPE, LEANT — >A.  J.  O’Brien,  for  Jacob  and  Joseph  Kohn 
&  Mundus,  Inc.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
peal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECT ElD — 29-06  Review  avenue,  southwest 
corner  of  29th  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Appellant :  A.  J.  O’Brien. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(314-31-A) 

Whereas,  A.  J.  O’Brien,  for  Jacob  and  Josef  Kohn  & 


Mundus,  Inc.,  owner,  filed,  June  23,  1931,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  29-06  Review  avenue,  southwest  corner  of  29th 
street,  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo-  1 
her  10,  1930  (Order  No.  79206-F),  reads: 

“1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals,  Sec.  580-1,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  4,  1931  (re  Southwest  corner  of  29th  street  and  Review 
avenue.  Long  Island  City),  reads:  ; 

“In  reply  to  your  letter  of  June  3rd  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  Order  79207-F  and  that  you  are  unable 
to  do  so  due  to  the  fact  that  the  Bd.  of  Standards  and 
Appeals  will  not  accept  an  appeal  for  the  reason  that  the 
time  limit,  twenty  days,  had  elapsed  and  request  dis¬ 
missal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed  or 
reissued.  Therefore  your  request  is  denied.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  200  ft.  by  200  ft.,  irregular,  in  area;  erected  in  1906; 
equipped  with  a  sprinkler  system;  OCCUPIED:  basement  I 
and  first  story,  stock  and  woodwork,  5  persons;  2nd  story, 
stock  and  assembling,  8  persons ;  3rd  story,  stock  and  cabinet 
work,  28  persons;  4th  story,  stock,  assembling  and  manu¬ 
facturing  of  chairs,  20  persons;  5th  story,  stock  and  as¬ 
sembling,  25  persons;  and  I 

Whereas,  appellant  contends  that  a  similar  order  was, 
issued  by  the  fire  department  and  appeal  filed  under  Cal.  No.  ] 
973-26-A,  at  which  time  the  premises  consisted  of  three  five- 
story  units,  divided  on  all  floors  by  fire  walls,  with  openings 
protected  by  automatic  self-closing,  fireproof  doors ;  the 
appeal  was  granted  on  condition  that  the  building  be  main¬ 
tained  as  subdivided,  no  one  unit  to  exceed  10,000  sq.  ft.; 
since  the  adoption  of  said  resolution  a  one  and  two-story 
addition  has  been  erected,  increasing  the  area  of  Sections 
A,  C  and  D  only;  this  addition  consisted  of  the  roofing  over 
of  a  former  open  areaway  between  Sections  A,  B,  C  and 
D,  the  total  area  of  the  extension,  including  Section  A  and 
Section  D,  is  aproximately  15,000  sq.  ft.;  appellant  pro¬ 
poses  to  install  one  additional  fire  door  on  the  connecting 
opening  on  the  first  floor  between  the  two-story  extension 
and  boiler  room  known  as  Section  D ;  by  so  doing,  the  total 
area  of  each  of  the  remaining  sections,  Section  A  and  the 
extension  and  Sections  €  and  extension  will  be  but  11,000 
sq.  ft.,  and  requests  the  acceptance  of  the  existing  con¬ 
dition,  the  building  being  equipped  with  a  wet  pipe  auto¬ 
matic  sprinkler  system  with  city  main  connection  and  stand¬ 
ard  fire  pump  and  gravity  tank;  that  there  are  Foamite 
extinguishers  on  the  walls  and  an  interior  fire  alarm  system 
and  watchman  service;  and 

Whereas,  plans  have  been  submitted  to  the  building  super¬ 
intendent  and  approved  by  the  building  superintendent  and 
certificate  of  occupancy  issued  for  the  covering  of  the  alley- 
way  between  units  A,  C  and  D;  and 

Whereas,  this  appeal  was  granted  by  the  board  on  certain 
conditions  and  appellant  requested  a  correction  and  modi¬ 
fication  of  the  resolution  as  to  the  number  of  pumps. 

_  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  openings  in 
the  northerly  and  easterly  wall  of  building  known  as  ”D,' 
shown  on  the  plans  submitted  in  this  appeal,  shall  be  equipped 
with  approved  fire  doors  on  each  side  of  the  masonry  fire 
wall;  that  the  opening  in  the  dividing  partition  at  the  angle 
point  in  the  new  construction  over  the  alleyway  shall  be 
equipped  with  approved  fire  doors  on  the  first  story  and 
the  partition  shall  be  unpierced  on  the  second  story,  said 
partition  to  be  fireproof  construction;  that  all  buildings,  the 
lour  units  and  the  new  addition  over  the  alleyway  shall  be 
equipped  with  a  sprinkler  System  supplied  from  a  40,000- 
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gallon  gravity  tank  with  city  main  connection  and  one  fire 
pump ;  that  a  fire  alarm  system  and  watchman’s  service 
shall  be  maintained;  that  such  additional  fire-fighting  ap¬ 
pliances  as  shall  be  required  by  the  fire  department  shall  be 
installed;  that  the  buildings  shall  be  not  increased  in  height 
or  area,  and  that  the  conditions  as  to  use  and  occupancy  shall 
remain  substantially  unchanged. 


PETITIONS  FOR  VARIATIONS. 

171-32-S. 

PETITIONER — Samuel  Rosenblum,  for  Twenty-Three  East 
Sixty-Seventh  Street  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 23  East  67th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum  and  Francis  G. 
Hoyt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  24,  1932,  at  2 
p.  m.,  for  petitioner  to  consult  further  with  client. 


279-32-S. 

PETITIONER — David  J.  Comyns,  for  Sulken-IBlock  Realty 
Corp.,  owner. 

SUBJECT— Request  for  acceptance— re  Variation  of  the 
labor  law,  as  cited  in  a  decision  of  the  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 117  West  33rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  accepted. 

THE  VOTE  TO  ACCEPT  PETITION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . ’  0 

Absent  .  0 


86-32-S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Fred 
Koetzle,  owner. 

SUBJECT— Application  for  reopening— withdrawal— re  Va¬ 
riation  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner. 

I  "l—"  G  T'  T>D — 321  Palmetto  street,  Brooklyn. 

For  Petitioner :  Sidney  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  former 
tion  of  board  rescinded ;  petition  withdrawn 
THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com- 


ac- 


SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 34-36  Waverly  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Thomas  M.  Healy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  p 

Absent  .  p 

THE  RESOLUTION— 

( 126-32- S) 

Whereas,.  Empire  Biscuit  Co.,  owner,  filed,  March  11, 

1932,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  34-36  Waverly  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
14,  1931  (re  Order  No.  88428-LD),  reads: 

.  1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270  of 
the  Labor  Law.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  44,  1932,  reads: 

“In  reply  to  your  letter  of  Feb.  19th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  order  No.  88428-LD  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days,  had  elapsed,  and  request 
dismissal  and  rcissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 
and 

Whereas,  the  building,  erected  in  1921,  is  fireproof,  four 
stories  in  height,  47  ft.  6  in.  by  100  ft.  in  area;  OCCU- 
,  .  story>  office  and  shipping,  15  persons;  2nd  story, 

packing,  18  persons;  3rd  story,  baking,  1  person;  4th  story 
storage,  no  occupancy ;  EQUIPPED  with  a  fire  alarm  signal 
system;  EXITS:  an  interior  fireproof  stairway,  extending 
trom  the  first  story  to  roof,  enclosed  in  fireproof  partitions 
with  fireproof  doors  at  openings ;  horizontal  exits  at  first’ 
second  and  third  stories  leading  to  building  adjoining  at 
north  and  one  exit  door  from  fourth  story  to  roof  adjoining 
building  at  north;  ROOFS  of  adjoining  buildings  •  10  ft 
lower  at  north ;  20  ft.  higher  at  south ;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1921  under  plans  approved  by  all  departments  having  juris¬ 
diction,  Certificate  of  Occupancy  No.  10782  was  issued  No- 
vember  20  1921  (the  original  filed  with  this  petition);  the 
building  adjoining  at  north  is  of  mill  construction  and  under 


srsJ'ai,"' Guilfoy,e  and  As-  4 

Negative  ..  ^ .  t  whtdi  is  used  soleiy  for  storage  purposes  with  no  oecupancv! 

Absent  .  .  „  t!  ™  V,  “A  slory  leading  to  building  adjoining 

THE  1 «  St 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  n 

the  vote  to  withdraw— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As- 


r  .  -r  — -  petitioner  contends  there  is  no 

factory  occupancy  on  the  top  story;  that  the  building  is  pro¬ 
vided  with  adequate  means  of  exit. 

Resolved  that  the  board  of  standards  and  appeals  does 
fierefiy  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  fourth  story  shall  be  limited' to  use  of 
storage  only,  prohibiting  any  occupancy  other  than  storage  • 


Absent 


sT  ant  Chief  ’ K?Z.  ^  As*  .  that  *£  ^ncy  of  the  third  story  shall  £  limbed  To  foi 

Negative  y .  1  more  than  five  persons;  the  occupancy  of  the  remainder  of  the 

‘  -  8  .  0  building  otherwise  to  be  limited  to  the  legal  capacity  of  the  in- 

.  0  *er,or  *tM/s  >  a  second  means  of  exit  shall  be  provided 

from  the  fourth  story  by  means  of  an  opening  to  the  roof  of 
the  adjoining  building,  No.  32  Waverly  avenue,  equipped  with 
a  self-closing,  fireproof  door,  thence  across  said  roof  to  the 


126-32-S. 

PETITIONER — Empire  Biscuit  Co.,  owner. 
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bulkhead  of  the  stairway  of  No.  32  Waverly  avenue  direct 
to  the  street;  that  the  building  shall  be  not  increased  in 
height  or  area;  that  the  use  and  occupancy  shall  remain 
substantially  unchanged,  and  that  the  requirements  of  the 
labor  law  otherwise  shall  be  complied  with. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
225-32-SA. 

PETITIONER — Enterprise  Engineering  Co.,  Inc.,  owner; 
H.  M.  Ficken,  agent. 

SUBJECT — Enterprise  Type  Junior  “W”  Oil  Burner,  Model 
No.  1-2-3,  approval  of. 

APPEARANCES— 

For  Petitioner:  H.  M.  Ficken. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  'Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


237-32-SA 

PETITIONER — D.  B.  Smith  &  Co.,  Inc.,  owner. 
SUBJECT — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 


APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


263-32-SA 

PETITIONER — (Saul  S.  Streit,  for  Mueller  Brass  Co., 
owner. 

SUBJECT — Mueller  Streamline  Fitting,  approval  of. 
APPEARANCES— 

For  Petitioner:  Saul  S.  Streit  and  A.  P.  Relken. 
ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar. 


267-32-SA 

PETITIONER — William  G.  Shrive,  Jr.,  for  May  Oil  Burner 
Corp.,  owner. 

SUBJECT— Quiet  May  Gerotor  Pump,  approval  of. 
APPEARANCES— 

For  Petitioner:  William  G.  Shrive,  Jr. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


Adjourned  5.15  p.  m. 

WIlliam  J.  O  Gorman,  Secretary. 


PUBLIC  HEARING 

PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


Recommended  by  the  Bureau  of  Birc  Prevention. 
[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  he'd  by  the  board  of  standards  and  appeals  on 
June  24,  1932,  at  3  p.  m.,  Room  1013,  Municipal 

Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 
Matter  in  italics  is  new.  Matter  in  brackets  f  ]  old  matter 

to  be  omitted. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  discharge  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 


in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  pro¬ 
vided  with  a  receiver  terminal  or  fill  box  or  casing  provided 
with  means  for  locking  and  located  at  or  above  grade  [in 
front]  outside  of  the  building  [or  at  the  side  of  the  building 
but  not  beyond  the  front  wall  of  the  building  erected  on  the 
.The  fi'l  box  or  terminal  shall  be]  within  thirty 
U()>  feet  from  curb  or  private  right-of-zvay  and  located  as 
remote  as  practicable  from  any  building  opening  or  subway 
gratings  but  not  less  than  three  (3)  feet  therefrom.  [The 
distance  between  the  fill  line  terminal  and  the  curb  shall  not 
exceed  thirty  (30)  feet.] 


(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  [at 
the  tank]  and  a  swinging]  check  valve  [shall  be  provided  in 
the  fill  line],  both  gate  and  check  valve  to  be  located  at  the 
fill  box. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers . .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers . . .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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■ROPOSED  RULES  GOVERNING  THE  USE  OF  KOI7iimti.-m.,.  = 

’AINTS-  VARNISHES,  LACQUERS  AND  OTHER  FL^MMA^SURFAcTcoYtING0/ 


ecommended  by— Conference  of  Representatives  of  Fire  De¬ 
partment,  Board  of ■  Fire  Underwriters,  Merchants' 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  C  omme)  ce  and  Spraying  Industry .  Represented 
by  I  eter  C.  Spence,  Chief,  Bureau  of  Fire  Preven- 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  E.  J.  Cole,  Joseph  L.  Hernon,  Arthur  C. 
Bangs,  Real  Estate  Board;  F.  E.  Graham,  George 
H.  Cameron,  William  B.  White,  Board  of  Fire 
Underwriters;  James  H.  Abraham,  J.  W.  Richard¬ 
son  and  Inspector  Maher,  Bureau  of  Fire  Prevention. 

Final  draft  adopted  by  the  committee  on  May  18 
1932. 


(e) 


room^in  bC  admitted  t0  the  sPray  booth  or  spray 
capacity1  of "tl  amPunt  substantially  equal  to  the 

air  froni  L  °r  fans  used  for  exhausting 

i  trom  said  booth  or  room;  windows  or  other 

openmgs  not  used  for  ventilation  shall  be  kept 
closed  during  the  process  of  spray  coating  Ex- 

spJwinenorS  m” -be  kePf  JUnning  constantly  while 
J  '  ti°  or  nnxmg  and  for  a  sufficient  length  of 

resffiueseroffter  t0  exhaUst  ?U  vaPors,  fumes  or 
booth  nr  f  Sprayin-  materials  from  the  spray 
Dootn  or  spray  room.  F  y 

Rule  4. 


[353-30-SR] 

HEREBY  GIVEN  that  a  public  hearing 
11  be  held  by  the  board  of  standards  and  appeals  on  Friday, 
lie  10,  1932,  at  3  p.  m„  Room  1013,  Municipal  Building,  on 
oposed  Rules  Governing  the  Use  of  Equipment  for  Spray- 
P^nts,  Varnishes,  Lacquers  and  Other  Flammable 
rface  Loatin^s. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
jnying,  by.  the  spray  method,  paints,  varnishes,  enamels, 
quers,  stains  or  similar  flammable  materials  in  excess  of 
3  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

’  term  “spray  booth”  shall  include  the  following: 

(.a)  Cabinet  booth  ’  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed.,  and  under  which  canopy  spray 
^coating  operations  are  carried  on. 

|  (c)  1  unnel  booth’  shall  mean  a  compartment  con¬ 

sisting  of  two  sides  and  top,  equipoed  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

The  term  “spray  room”  shall  mean  a  fully  enclosed 
irn  within  the  exterior  walls,  or  the  area  between  fire 
|  s.  This  definition  shall  not  include  a  room  equipped 

spray  booths  wherein  all  the  spray  coating  operations 
i  carried  on  within  the  booths. 

Fireproof  or  fire-resisting  partitions  shall  be  constructed 
Required  by  the  Labor  Law  and  the  Rules  of  the  Board 
standards  and.  Appeals  for  factory  buildings.  All  openings 
•  e  equipped  with  self-closing,  fireproof  doors. 

Rule  3. 

Ventilation 

(a)  No  .  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

::  (c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 
which  will  provide  not  less  than  sixty  (60) 

I  /  \  c"an£es  a*r  per  hour  in  the  spray  room. 

[(d)  All. types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  mist  or 
vapors  within  such  enclosures. 


Specifications  for  Spray  Booths  and  Spray 

Rooms 


(a) 


(b) 


(c) 


(d) 


(e) 

(0 

(g) 


(h) 


(i) 


fncomhiSihl  Shal!  be  ,C°nS-ruCted  of  metal  or  other 
partmenf  b  matenal  satlsfactory  to  the  Fire  De- 

ofr  £nribKUti^i0r  baffIe  plates’  if  used>  shall  be 
cleaffing  bUShb  e  matenal  and  removable  for 

The  inner  side  of  walls,  ceilings  and  floor  shall  be 

clean!r  h  practlcable>  in  order  to  facilitate 
cleaning,  when  constructed  of  ferrous  metal  such 

surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

Exhaust  ducts  for  spray  booths  or  spray  rooms 
ial  be  constructed  of  material  not  less  than  the 
following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge 

When  of  diameter  of  over  24  inches  and  not  over 
.  36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge 

pdrtecT  ^  Str°ngIy  erected  and  rigidly  sup- 

Motors  shall  be  located  outside  of  ducts,  booths  or 
spray  rooms  so  that  no  inflammable  vapors  or 
residues  can  reach  them. 

mentdUC^-draftJS  USed  t0  create  an  air  move- 
mei  t  within  cabinet  or  tunnel  types  of  spray 

booths  or  spray  rooms,  the  air  shall  be  supplied 

room  3  outside  of  the  sPray  booth  or  spray 

room  with  fans  and  motors  entirely  outside  of  the 
spray  booth  or  spray  room. 

The.  exhaust  system  for  the  removal  of  vapors  or 
residues  of  spraying  materials  from  the  spravin°- 
equipment  shall  not  be  connected  with  any  other 

ornfl ,Iat,?g  system  or  discharged  into  a  chimney 
or  flue  used  for  the  purpose  of  conveying  <xa,es 
from  heating  elements  y  g  &a?es 

C!r?la!tg  dUGtS  Shal!  run  as  directly  as  prac- 
M  toA,  be  outer  air  and  be  protected  with  a 
hood.  When  not  terminating  above  the  roof  the 
exhaust  terminal  in  addition  shall  be  protected 
vith  a  fire  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  K  inch.  When  passing  through 

doub?e  ;iS°af  rfCe  d”Ct  sl,a”  “"‘*™*ed 
aouDie  With  a  1-inch  air  space.  The  outer  ninp 

shall  be  not  less  than  2  inches  from  any  wood- 

work  which  shall  be  covered  with  metal  Ven- 

feet  from  ,erm!n5Is  sha”  be  not  less  than  15 
eet  from  any  window  opening,  exterior  exit 
chimney  termination  or  unprotected  inS 

unless  exhausting  on  the  front  of  a  building  or’ 
where  there  are  openings  in  a  direct  line  less  than 
0  feet  from  any  opening  in  any  other  buildin-  ‘ 

fc™'  melal  3  AH  Shf  be  C°5s,rMted 
errous  metal.  All  exhaust  and  ventilating  tanc 

to  be  permanently  connected  to  their  source  of 

f”rIentKSUPP  y’  US,hg  metaIlie  conduit.  Rheostats 
in  fan  bases  not  permitted.  ostats 
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(j)  All  electrical  wiring  shall  be  enclosed  in  metal 

conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  only. 
Fixtures  to  be  of  the  rigid  stem  type,  enclosing 
all  wiring  and  equipped  with  vaporproof  globes 
and  keyless  sockets. 

(l)  No  motors,  switches,  rheostats,  lamps  or  other 
electrical  equipment  shall  be  located  in  spray 
rooms  or  within  10  feet  from  any  spray  compart¬ 
ment  or  spray  booth  unless  such  electrical  equip¬ 
ment  is  of  a  type  approved  for  use  in  explosive 
atmospheres. 

All  flame  or  spark  producing  machinery  within 
a  floor  area,  wherein  spray  coating  is  carried  on 
shall  be  discontinued  or  enclosed  by  partitions 
constructed  fireproof  or  fire-resisting.  This  rule 
shall  not  exclude  the  use  of  the  indirect  type  of 
bake  ovens,  provided  the  flame  compartment  is 
separately  enclosed,  taking  air  from  outside  of 
building. 

(m)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system  or  hot  air 
systems  satisfactory  to  the  Fire  Department. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  The  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advise 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

(b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

(d)  Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  iBrooms,  brushes  or  other  cleaning  implements 

made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 

(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 


able  for  paint  and  lacquer  fires.  At  least  on 
standard  sand  pail  shall  be  provided  for  each  10 
square  feet  of  booth  area  or  area  of  spray  rooi 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  c 
other  approved  type  may  be  provided,  one  fc 
each  300  square  feet  of  booth  or  spray  room  are; 
Where  the  spraying  hazard  is  extensive,  mounte 
type  of  extinguishers  shall  be  provided  as  may  t 
required  by  the  Fire  Department. 

(i)  The  interior  of  all  booths  installed  in  sprinklere 
buildings  shall  be  provided  with  sprinkler  heac 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  Main  supplies  of  spray  coating  materials  ar 
thinners  shall  be  kept  in  an  outside  storage  built 
ing,  storage  rooms  or  in  vented  metal  cabine 
in  accordance  with  the  following  amounts : 

(b)  Spraying  materials  not  in  excess  of  20  gallot 
shall  be  stored  in  metal  cabinets  or  wood  cabinet 
metal  covered  on  both  sides  including  the  doo 
All  cabinets  to  be  ventilated  at  top  and  bottom. 

(c)  Spraying  materials  in  excess  of  20  gallons  and  n< 
exceeding  40  gallons  shall  be  stored  in  doubl 
walled  metal  cabinets  vented  directly  to  the  outi 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  1 
stored  in  a  separate  exterior  storage  building 
fireproof  or  fire-resisting  material  with  ventilat< 
plain  glass  skylight  or  in  a  storage  room  co: 
structed  fireproof  in  a  fireproof  building  or  fir 
resisting  in  a  non-fireproof  building.  Storai 
rooms  shall  be  located  at  exterior  wall  windo 
opening,  window  openings  to  be  fireproofed  ai 
lower  half  provided  with  open  louvres  or  ve 
tilated  by  metal  duct  or  fan  at  least  8  inches 
diameter.  The  floors  of  all  storage  rooms  sh; 
be  waterproof  up  to  a  height  of  at  least  6  inch 
from  the  floor  and  be  properly  pitched  for  drai 
age  purposes  to  a  low  point  within  the  enclosui 
The  sill  of  the  door  shall  be  at  least  6  inches  abo 
the  finished  floor.  All  doors  to  be  tin-clad,  a 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall 
provided  with  an  automatic  sprinkler  head  f 
each  80  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprin 

lered  buildings  and  suppiled  from  house  supp 
tanks  or  house  lines,  as  described  in  Rule  53  of  t 
Sprinkler  Rules. 

(g)  The  maximum  amount  of  spraying  materials  to 
stored  in  a  storage  room  of  a  non-fireproof  buil 
ing  shall  be  determined  by  the  Fire  Departmei 

(h)  Mixing  or  thinning  of  coating  materials  shall 
conducted  in  a  storage  building  or  storage  roo: 
except  that  containers  of  total  capacity  not  e 
ceeding  ten  gallons  may  be  opened  and  their  co; 
tents  mixed  in  the  spray  room  or  room  in  whi 
booths  are  located  while  the  air  exhaust  syste 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  da; 

work  but  not  exceeding  twenty  gallons  in  toll 
to  each  booth,  may  be  kept  in  the  spray  room 
room  in  which  spray  booths  are  located ;  covers 
containers  must  be  kept  thereon  when  such  co 
tainers  are  not  actually  in  use.  This  amount 
in  addition  to  the  amount  allowed  in  Subdivision 
of  Rule  6. 

(j)  Gravity  feed  material  containers  for  supply!' 
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spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  having  a  factor  of  safety  of  two  when 
filled  with  the  heaviest  spraying  materials  used. 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  the  Board  of  Standards  and  Appeals.  Each 
tank  shall  be  provided  with  a  safety  valve  set  at 
a  pressure  not  exceeding  eighty  pounds.  All 
gravity  feed  containers  and  other  spraying  equip¬ 
ment  shall  be  approved  as  above. 

(l)  The  installation  of  all  electrical  wiring,  switches, 

lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 

Rule  7. 

General  Requirements 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking’’  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3, 

rbdivision  D — Air  Exhaust  System. 

E — .Air  Supply  and  Mixing. 

“  F — Use  of  Spray  Booth. 

Rule  4. 

jbdivision  A — Construction  of  Spray  Booths. 

B — Construction  of  Baffle  Plates. 

C — Cleaning  of  Booths. 

E — (Maintenance  of  Duct  Supports. 

F — Location  of  Motors. 

G — (Method  of  Induced  Draft. 

H — Termination  of  Ventilating  System. 

K — Electric  Lighting. 


E  Separation  of  Booths,  etc.,  from  flame  and 
sparks. 

M — Electrical  Equipment. 

N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A — Certificate  of  Fitness. 

tt  B  (Motor  vehicles,  in  booths  or  rooms. 

C— (Maintenance  of  Exhaust  fans. 

“  D — (Maintenance  of  Equipment. 

E — -Cleaning  Implements. 

F— Accumulation  and  Disposal  of  Waste  Mate¬ 
rials. 

G — Smoking,  Matches,  etc. 

H — Fire  Appliances. 

Rule  6. 

Subdivision  A — Storage  of  Spraying  Materials. 

B — Storage  of  Spraying  Materials  less  than  20 
gallons. 

C  Storage  of  Spraying  materials  not  exceeding 
40  gallons. 

D — -Storage  of  Spraying  materials  exceeding  40 
gallons. 

„  G  (Maximum  Storage  in  non-fireproof  buildings. 
u  H  (Spray  room  or  booth  mixing. 

I — Supplies  allowed  in  booth. 

J — Gravity  Feed  containers. 

L  'Smoking,  matches,  in  mixing  room. 

NOTE  .-—.Subdivisions  A,  B,  C  and  D  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved  exist¬ 
ing  automatic  sprinkler  system  where  the  general 
conditions  of  cleanliness  are  properly  maintained  at 
all  times. 

Rule  7. 

Subdivision  A— Posting  “No  Smoking”  signs. 

B— Clearance  of  combustible  material. 

C— Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 

Approval  Forms  and  Plans 

There  shall  be  filed  before  installation  with  the  Fire  D& 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  ap< 
plication  form  on  sheet  8  inches  by  10  inches,  which  form 
shall  give  the  proper  name  and  address  of  booth  user  and 
also  the  floor  on  which  the  booth  or  booths  are  to  be  in- 
stalled.  An  ink  drawing  of  the  floor  upon  which  the  booth 
will  be  located  shall  be  submitted  on  the  form  sheet ;  such 
drawing  shall  show  by  feet  and  inches  the  location  of’ exits 
chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  Fire  Department  for  examination  and  ap¬ 
proval.  Such  plan  shall  show  on  the  floor  plan  the  location 
of  all  booths,  storage  and  mixing  rooms,  exits  and  all 
chimneys  and  exterior  openings  within  15  feet  of  the  storage 
rooms  and  vent  ducts. 


RULES 


tEPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S 

Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be 


Resolved,  That  for  the  purpose  of  establishing  uniform 
actice  with  regards  to  the  reporting  of  structural  altera- 
>ns  made  under  the  requirements  of  the  labor  law,  the 
flowing  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend- 
t  of  buildings  and  structural  alterations  have  been  made 
comply  with  the  requirements  of  the  labor  law  relating 
exits  and  fire  protection,  or  with  an  order  -'if  the  State 


RULES 


FIRE  RETAkDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (?4)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2J4:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  04)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

(a)  One-half  (}4)  inch  plaster  boards,  or  three- 
eighths  ()4)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  ( lA )  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (18)  inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (^4)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-hreprool  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  ot  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build-  1 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings  , 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here-  1 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  111 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams  1 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  ^16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (J4)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (J/%)  inch  wood  sheathing, 
one-half  (J4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (Y&)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (J4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal; 

(0  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-Sa 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner . 

Bock  Oil  Burner,  Models  A,  B,  C  and  D.. 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

ialoroil  Burner — Type  AA .  1361-24-SA 

iarboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

iarboradiant  Oil  Burner,  Model  VSS _  4P.^o.<?a 

Carborundum  Burner . 57i_29-SA 

larter-Korth  Oil  Burner .  54-30-SA 

entury  Oil  Burner .  157-28-SA 

hallenger  ICleen  Heat  Burner,  Scries  No.  100  813-28-SA 

;ombustion  Fuel  Oil  Burner . ! .  1105-22-SA 

ombustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

ommonwealth  Automatic  Oil  Burner .  348-28-SA 

ook’s  Automatic  Oil  Burner .  955-27-SA 

ope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

rescent  Oil  Burner .  222-29-SA 

rown  Oil  Burner,  Type  XA .  426-29-SA 

rystal  Blue  Flame  Oil  Burner _ 


Burners  for  Domestic  and  Commercial  Use 

Name  of  Burner 


731-28-S A 
123-31-SA 


423-29-SA 
26-SA 


155-31-SA 


ahl  Vaporizing  Oil  Burner .  945. 

’Elia  Oil  Burner . 

elco  Heat  Oil  Burner .  420-31-SA 

ist-o-matic  Oil  Burner .  663-28-SA 

oherty  Oil  Burner .  943-26-SA 

isternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . ' .  600-31-SA 

.'onomy  Oil  Burner,  Type  A-l .  45-31-SA 

5ler  Automatic  Oil  Burner .  481-27-SA 

ectrol  Automatic  Oil  Burner .  259-25-SA 

ectromatic  Oil  Burner .  603-29-SA 

iterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

po  Oil  Gas  Burner . ; .  1431-23-SA 

irfield  Oil  Burner .  584-31-SA 

ultless  Oil  Burner .  493-24-SA 

Ji’d  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA 

ster  Oil  Burner .  715-26-SA 

anklin  Domestic  Oil  Burner .  560-26-SA 

elo  Oil  Burner .  47-30-SA 

r  Wood  Oil  Burner .  373-30-SA 

apco  Steam  Generator .  348-31-SA 

bert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

bert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

1  0il  Bnyner .  1231-23-SA 

odrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G'3 .  444-31-SA 

>dspeed  Automatic  Oil  Burner .  957-27-SA 

f  Oil  Burner .  382-26-SA 


Hardinge  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hart  Automatic  Oil  Burner . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO’ 

Hayward  Oil  Burner . 

Heatiator  Oil  Burner  . 

Hercules  Oil  Burner . 

Holby  Type  A  Fuel  Oil  Burner . .  .  ' 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner.  .  . 
International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner...'. 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Rleen  Heet  Oil  Burner . 

Kreager  Oil  Burner . ] 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NL . 

Lawrence  May  Oil  Burner . 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner 

Liberty  Automatic  Heater . 

Majestic  Oil  Burner . 

Marr  Oil  Heat  Machine . .  .  .  .  .  . 

May  Oil  Burner . 

Mayfield  Oil  Burner . 

Mayflower  Oil  Burner . 

Mcllvane  Oil  Burner . 

Melco  Automatic  Oil  Burner,  Type  “A”.., 
Merco  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108  208 
211,  311  and  114 .  ’  ’ 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner. . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 
National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . ’’ 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nii-Way  Oil  Burner . 

Oil-EIec-Tric  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30- A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner 

Pascoe  Oil  Burner . 

Petrc  Domestic  Burner.... 

Petro  Model  T  Oil  Burner 
Petro  Model  W  Oil  Burner 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2... 


Model  A. 


Calendar  No. 
.  813-25-SA 

690-30-SA 
1162-24-SA 
’  595-29-SA 

696-30-SA 
1346-23-SA 
510-29-SA 
688-29-SA 
1211-25-SA 
591-29-SA 
372-30-SA 
1305-24-SA 
938-22-SA 
852-26-SA 
846-25-SA 
62-24-SA 
367-30-SA 
443-28-SA 
670-30-SA 
1034-27-SA 
425-31-SA 
314-30-SA 
129-28-SA 
693-30-SA 
765-26-SA 
68-24-SA 
568-31-SA 
124-29-SA 
544-29-SA 
1032-25-SA 
637-29-SA 

327-31-SA 

673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
887-25-SA 
548-31-SA 
836-25-SA 
518-29-SA 

1071-27-SA 
255-31-SA 
801-28-SA 
584-28-S A 
1078-24-SA 
773-26-SA 
317-31-SA 
1359-24-SA 
394-30-SA 
113-26-SA 
1193-25-SA 
617-30-SA 
1029-26-SA 
161-26-SA 

451- 31-SA 

452- 31-SA 
7 8-28- S A 

735-30-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . .  40-31-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Kay  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31 -SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0 .  463-31-SA 

Silent  Automatic  Oil  Burner . 458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 


Name  of  Burner  Calendar  No. 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5IC  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sunway  Oil  Burner .  624-30-SA- 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA. 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spi'.o  Oil  Burner .  470-31-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Model  “K”  and 

Model  “JJ”  .  9 18-22- Si4 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


APPROVED  APPLIANCES 

■  -  -  . —  ■■  — 

FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Ballard  Duplex  Electric  Driven  Pump  Set....  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump . 603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Kraissl  Fuel  Oil  Pump .  60-28-SA 


Name  of  Pump  Calendar  No 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary . 52-37-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Quimby  Screw  Pump .  1193-21-S/ 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-S/ 

Rotary  Vacuum  Pump .  513-25-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Model  L .  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-S. 

Worthington  Show  Model  Duplex .  194-22-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 
of. 

Administrative  Applications. 

029-27- A — 39  Fifth  avenue,  Manhattan. 

030-27-A— 13-16  Central  Park  West,  Manhattan. 

031-27-A — 20-28  West  72nd  street,  Manhattan. 

D32-27-A— 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

J99-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

ilO-22-SA — Crocker  Gas  Valve,  approval  of. 

"99-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

.’75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

25-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

52-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

46-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

63-25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

54-25-SA — Koerting  Gear  Pump,  approval  of. 

37-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

37-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

14-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

12-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA— Kennedy  2K-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

359-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

125-31-SA  SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA  Cant  Pull  Anti-Syphon  Trap,  approval  of. 

250-31-SA  Lunkenheimer  2k2-Inch,  Figure  No.  8610, 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-  SA — 


379-31-SA- 

396-31-SA- 

491-31-SA- 

513-31-SA- 

530-31-SA- 

534-31-SA- 

592-31-SA- 

94-32-SA- 

125-32-SA- 

195-32-SA- 

197- 32-SA- 

198- 32-SA- 

200-32-SA- 

209-32-SA- 

225-32-SA- 

229-32-SA — ■ 

232-32-SA- 
237-32-SA- 

263-32-SA- 
267-32-SA- 


x,uuj\amcmicr  ^/2-in  cn,  figure  J\ 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

-The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

-Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37- A  and  No.  37-D,  approval  of. 

-Superfex  Oil  Burning  Heater,  approval  of 

-Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

-Fano-Flame  Oil  Burner,  approval  of. 

-Page  Fuel  Burner,  approval  of. 

-Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

-Todd  Spiro  Burner  (pump  type),  approval  of. 

-Beacon  Oil  Burner,  approval  of. 

-Moto-Heat  Oil  Burner,  approval  of. 

-S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 
Oil  Burner,  approval  of. 

-S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 
Oil  Burner,  approval  of. 

E.  C.  &  M.  Sprinkler  High  and  Low  Water 
Altitude  Regulator,  approval  of. 

Croker  4-inch  Siamese,  approval  of. 

Enterprise  Type  Junior  “W”  Oil  Burner, 
Models  1,  2  &  3,  approval  of. 

The  Camel  Automatic  Oil  Burner,  Model  30, 
Types  A,  B  and  C,  approval  of. 

Grant  Oil  Burner,  Model  C,  approval  of. 

'D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

Mueller  Streamline  Fitting,  approval  of. 

•Quiet  May  Gerotor  Pump,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-1J4-3  Mix,  t  uounds  of  hydrated  lime  per  bag  of 

uent. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

nent. 

l-2k2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

nent. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port- 
id  cement  shall  be  well  mixed  while  dry. 

Jydrated  lime  shall  not  be  used  in  ooncrete  which  is 
be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aoril 
19,  1920,  under  Cal.  No.  153-20-S.  ’ 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
.vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hvdrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
civen  heme  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1931 .  344 

Cases  filed  up  to  and  including  May  31,  1932 .  303 

Restored  to  calendar .  51 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend .  5 

Requests  for  modification .  44 

Requests  to  rescind .  3 

Requests  for  extension  of  time .  26 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  8 

Administrative  requests  .  0 

Requests  for  interpretation .  4 

Total  . 

Disposed  of  .  ®48 

Cases  pending  May  31,  1932 .  287 


DISPOSITION  OF  CASES. 

Withdrawn  .  8^ 

Dismissed  .  t 

Denied  . 

Granted  . . .  1 

Granted  on  condition .  20' 

Appliances  approved  .  2: 

Appliances  dismissed,  disapproved  or  withdrawn .  fi 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  13< 

Requests  to  reopen  denied . 

Requests  to  amend  granted .  i 

Requests  to  amend  denied .  i 

Requests  for  modification  granted .  41 

Requests  for  modification  denied . 

Requests  to  rescind  granted .  1 

Requests  to  rescind  denied .  i 

Requests  for  extension  of  time  granted .  2i 

Requests  for  extension  of  time  denied .  » 

Requests  for  extension  of  permit  granted .  ! 

Requests  for  extension  of  permit  denied .  i 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn .  u 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  .  64 


- 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al. 
cases  promptly,  for  the  reason  that  the  pendancy  of  a: 
appeal  or  petition  ties  the  hands  of  the  administrative  offii 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petitioi 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th 
appellant  or  petitioner  to  file  necessary  data,  or  by  an; 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan: 
and  data  required  by  law  are  supplied,  as  specified  on  th' 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  tc 

Name .  . 

Street . . . 

P.  O . 

Mv  Subscription  is  to  begin  with  the  issue  for . .  1932. 
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'elephone — WOrth  2-0184. 
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Ill  communications  should  he  addressed  to  the  chairman  of 

the  board 


CONTENTS 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m 

Special  meetings  as  published  in  'this  Bulletin. 

a  h  u  f  %rks  Calendar,  Tuesdays,  at  2  p.  m. 

I^nlLuT  R°°m  1013,  MuniciPaI  Building, 


6^  l/^HOURSJFOR  CONSULTATION 

%  10  £.M.  to  1  P.  M. 

.  .  person  ^siring  to  -consult  the  chairman  or  the 

gineerVfPertaimnevto  the  weCrtr  /-.f  fLo  ...m  . 


only  betw&ei 


;  .  C7 — . °  wwuh  me  ciiairm. 

'pertainm^vto  the  w<6k  of  the  board 

the  U>urs  of  ten  in  the  mornir 


en- 


the  afterno&n — Saturdays  excepted. 


.  will  be  seen 
morning  and  one  in 


CALL^F  CLERK’S  CALENDAR 

R^lrlin, Cyh7k'S  £aIei\daJ  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 

ested  property  owners  opportunity  to  file  objections,  if  any. 
and  wd  be  called  in  Room  1013,  Tuesday,  June  14,  1932 

definite0 day;*  At  thlS  Ca  eaCh  C3Se  is  set  for  hearing  on  3 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  21,  1932,  at  2  o’clock. 

The  Clerk's  Calendar  is  not  to  be  confused  with  the 

on  fixed  days?SCS  ^  3Ve  definiteI^  set  for  hearing 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  June  3,  1932,  10  A.  M. 

Minutes  of  Special  Meeting,  June  3,  1932,  2  P.  M. 

Minutes  of  Special  Meeting,  June  3,  1932,  3  P.  M. 

Minutes  of  Special  Meeting,  June  3,  1932,  4  P.  M. 

Minutes  of  Regular  Meeting,  June  7,  1932,  10  A.  M. 

Minutes  of  Regular  Meeting,  June  7,  1932,  2  P.  M. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Fuel  Oil  Rules. 

Elevator  Rules. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal  application  or  petition  will  be  entertained  in 
connection  w.th  which  court  proceedings  are  pending  or  n 
progress,  nor  accepted  that  are  not  filed  within  twenfy  day" 
from  the  date  of  the  action  of  the  Administrative  Official 
Any  communication  purporting  to  be  an  appeal  appli- 
cat.on  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

by  the  rules  o7Ihis'  Wd"  ,S  ^  0n  the  f°rm  reguired 

rrtf'^t4rithe-  t? 

peal,  application  or  petition,  and  if  he  fails  to  supply  ?he 
data  required  thereon,  within  twenty  days  his  case  Lv  k* 
dismissed  for  lack  of  prosecution.  may  b 

..  At  thltiw°f  fiIi,ng  an.  application,  the  appellant  or  peti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build 

cate  ol  said  IS™' 0  *  W“h  b-d  •  S- 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  a/V 

SC  °f  Same  'xp'di,ed  *  conforming”  ,o 

HENRY  L.  CONNELL,  Temporary  Chairman 
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DOCKET. 

New  Cases  Filed  up  to  June  8,  1932. 

Cal.  No.  Department.  Premises  Affected. 

327-32-A . F.D . 665  Greene  ave.,  Bklyn., 

_  L.  C.  39230 

326-32- A . B.B.B _ 1519  Avenue  M,  Bklyn., 

_ _  Decision 

325-32-A . B.B.Q - 87-37  188th  st.,  Hollis,  Q., 

_ _  Decision 

324-32-BZ . B.B.B. . .  .2786  86th  st.,  Bklyn., 

_  Applic.  5795-32 

323-32-S . F.D . 26  Whitehall  st.,  Man., 

_  L.  D.  94675 

322-32'BZ . B.B.B _ 610-622  Utica  ave.,  Bklyn., 

_  Applic.  5767-32 

321-32-BZ . B.B.B _ 249  Empire  blvd.,  Bklyn., 

_  Applic.  4186-32 

320-32- A . B.BjM - 1-7  Wall  st.,  Man., 

_  Viol.  1498-32 

319-32-BZ . B.B.Bx. .  .Northwest  corner  of  East  Tre- 

mont  ave.,  &  Dewey  ave.,  Bx., 

_ _  N.  B.  242-32 

318-32-BZ . B.B.B _ 9014  Kings  highway,  Bklyn., 

_  Applic.  5139-32 

317-32-BZ . B.B.B _ 9002-08  Kings  highway,  Bklyn., 

_ _  Applic.  5140-32 

316-32- A . F.D . 990-1000  Grand  st.,  Bklyn., 

_  Applic.  No.  3257-31 

315-32- A . F.D . 15-02  to  15-42  114th  st.,  College 

-  Point,  Q.,  F-95099 

314-32-BZ . B.B.B _ 1716-1718  Coney  Island  ave., 

-  Bklyn.,  Applic.  3641-32 

313-32-BZ . JB.B.Q _ 180-10  Jamaica  ave.,  Jamaica, 

_  Q.,  N.  B.  1309-32 

312-32- A . F.D . 251-257  Richards  st.,  Bklyn., 

_ _  F-95045 

311-32-BZ . B.B.B _ 3484-3498  Fulton  st.,  Bklyn., 

-  Applic.  3751-32 

310-32-S . F.D . 1360-1366  Fifth  ave.,  Man., 

. -  L.  D.  84312 

309-32- A . F.D . 1360-1366  Fifth  ave.,  Man., 

-  F-84310 

308-32- A . F.D . 18-22  E.  29th  st.,  Man., 

, -  F-89336 

307-32- A . F.D . 8-10  W.  36th  st.,  Man., 

-  F-85521 

306-32-A . F.D . 1-3  W.  54th  st.,  Man., 

-  F-94911 

305-32-BZ . B.B.Q _ 69-11  to  69-19  Roosevelt  ave., 

-  Woodside,  Q.,  N.  B.  1203-32 

304-32-SA . F.D . Ryan  &  Scully  Commercial  & 

Domestic  Oil  Burner, 

- -  Appliance 

Restored  to  Calendar. 

86-32-S . F.D . 321  Palmetto  st.,  Bklyn., 

-  L.  D.  91135 

478-31-BZ . B.B.Q _ 71-08  Amstel  blvd.,  Arverne,  Q., 

-  N,  B,  1292-32 


856-28-BZ . T.H.D . 1608-1620  Avenue  P,  Bklyn.,.. 

-  N.  B.  700-28 

828-25-BZ . B.B.Q _ Southeast  corner  of  Second  ave. 

&  Newtown  ave.,  L.  I.  C.,  Q., 

_  N.  B.  3680-32 

624-26-BZ . B.B.Q _ Southwest  corner  of  Nassau 

blvd.  &  Kissena  blvd.,  Flush- 
_  ing,  Q.,  N.  B.  10529-26 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  14,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

212-32-BZ. 

APPLICANT — 'Beth  Hamedrash  Hagodol  Nachlath  Zion 
of  South  Flatbush,  owner. 

PREMISES— 2171-2177  East  22nd  street  (Elmore  place), 
180  ft.  north  of  Avenue  V,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  “D”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building  which  does  not 
conform  with  the  area  requirements  of  the  building 
zone  resolution. 

234-32-BZ. 

APPLICANT— Alfred  A.  Lama,  for  Walter  Krechko  and 
Stella  Krechko,  owners. 

PREMISES — 35  Rockaway  avenue,  east  side,  80  ft.  south 
of  Chauncey  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

253-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Thomas  J.  Higgins,  for 
307  West  44th  Street  Garage  Co.,  Inc.  (long-term 
lease),  lessee. 

PREMISES — 307  West  44th  street,  Manhattan. 

APPLICATION,  under  sections  6,  7a,  7e  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  addition  of  two 
(2)  stories  to  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 

442-31-BZ. 

APPLICANT— William  V.  MdDevit,  for  M.  Palace, 
owner. 

PREMISES — 305-311  New  Dorp  lane,  120  ft.  north  of 
Clawson  street,  New  Dorp,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn ;  reopened  and  restored  to  Calendar 
March  22,  1932). 
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31-BZ. 

FLIC  AN T — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

EMISES — Northeast  corner  of  Bell  boulevard  and 
Northern  boulevard,  Bayside,  Borough  of  Queens. 

PLICATION,  under  section  7f  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21;  reopened  and  restored 
to  Calendar  May  20,  1932). 

31-BZ. 

?LICANT — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

iMISES — Southeast  corner  of  Northern  boulevard  and 
Bell  boulevard,  Bayside,  Borough  of  Queens. 

’Ll  CATION,  under  section  7f  of  the  buidling  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21;  reopened  and  restored 
to  Calendar  May  20,  1932). 

12-BZ. 

’Ll  CANT — /Nicholas  F.  Walsh,  for  Marguerite  H. 
Walsh,  owner. 

MISES— Northwest  corner  of  West  230th  street  and 
Bailey  avenue,  The  Bronx. 

"LIGATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


JUNE  14,  1932,  10  A.  M. 

Building  Zone  Applications. 

)TICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
and  appeals  of  a  public  hearing  under  the  provisions 
e  building  zone  resolution,  Tuesday  morning,  June  14, 
at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
blowing  matters : 

no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

no.  177-32-BZ — -Application,  April  4,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  J.  Krapp,  applicant,  on  be¬ 
half  of  Trebhus  Realty  Co.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  166  West  End  avenue, 
•northeast  corner  of  West  67th  street, 
Manhattan. 

ro.  130-32-BZ— ^Application,  March  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  J.  Millman,  applicant,  on  be¬ 
half  of  Rostfel  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  125-135  Kings 
highway,  northeast  corner  of  Stillwell 
avenue,  Brooklyn. 


cal.  no.  146-32-BZ — Application,  March  26,  1932,  under  sec¬ 
tion  21  of  the)  building  zone  resolution, 
of  Morris  Whinston,  applicant,  on  be¬ 
half  of  The  Rhinelander  Estate,  owner, 
and  the  Milans  Realty  Corp.,  lessee,  to 
permit  in  a  retail  use  and  “B”  area 
district  the  erection  of  a  stair  enclosure 
which  encroaches  into  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution; 
premises  66-68  West  38th  street,  Man¬ 
hattan. 

cal.  no.  230-32-BZ — Application,  May  2,  1932,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Evelyn  L.  Wood, 
owner,  to  permit  the  extension,  from  a 
business  district  into  a  residence  dis¬ 
trict,  of  a  business  use  (stores)  ;  prem¬ 
ises  southeast  corner  of  East  Burnside 
avenue  and  Walton  avenue.  The  Bronx. 

cal.  no.  504-25-BZ — Application,  May  13,  1925;  granted  on 
condition  for  a  garage  December  8, 
1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop;  premises  128-144  East  98th 
street,  west  side,  100  ft.  north  of  Win- 
throp  street,  Brooklyn. 

cal.  no.  340-31-BZ— Application,  July  2,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931 ;  reopened  and  restored  to  Calendar 
February  2,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy  (formerly  known  as  McCooey 
&  Conroy),  applicants,  on  behalf  of  Ed¬ 
ward  W.  Cropsey,  James  L.  Cropsey 
and  C.  &  M.  Holding  Co.,  owners,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2402-2418  Cropsey 
avenue,  southwest  corner  of  24th  ave¬ 
nue,  Brooklyn. 

CAL.  NO.  103-31-BZ — Application,  February  26,  1931 ;  dis¬ 
missed  for  lack  of  prosecution  June  23, 
1931;  reopened  and  restored  to  Calen¬ 
dar  March  4,  1932,  under  sections  7g 
and  21  of  the  building  zone  resolution, 
of  Kew  Garage  &  Repair  Co.,  Inc.,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  occupancy 
from  an  auto  laundry  to  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  north  side  of  Metro¬ 
politan  avenue,  20  ft.  8  in.  east  of  Cuth- 
bert  place,  Richmond  Hill,  Borough  of 
Queens. 

cal.  no.  36-20-BZ— -Application,  January  14,  1920;  granted 
on  condition  for  a  garage  February  25, 
1920 ;  reopened  for  amendment  March 
22,  1932,  under  section  21  of  the  building 
zone  resolution,  of  William  C.  Winters, 
applicant,  on  behalf  of  Schmeller  Bros., 
present  owners,  to  permit  in  a  business 
district  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
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vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  gasoline  service  sta¬ 
tion;  premises  3086-3096  Fulton  street, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  14,  1932,  2  P.  M. 

Appeals  front  Administrative  Orders. 

107-32-A— 123-133  William  street,  Manhattan. 

161-32-A— 535-545  East  79th  street,  Manhattan. 

277- 32-A — 64  West  124th  street,  Manhattan. 

293-32- A — 1220-1226  Broadway  and  35  West  30th  street, 
Manhattan. 

203-32-A _ 110-118  West  65th  street  and  1931-1939  Broad¬ 

way,  Manhattan. 

217-32-A — -83rd  street,  540  ft.  south  of  Central  avenue, 
Glendale,  Borough  of  Queens. 

Petitions  for  Variations. 

962-25-S— 117-119  West  26th  street,  Manhattan. 

278- 31-S— 149-151  Fifth  avenue,  921-923  Broadway  and  1-15 

East  21st  street,  Manhattan. 

192-32-S — 20  East  49th  street,  Manhattan. 

194-32- S— 1020  East  178th  street,  The  Bronx. 


JUNE  17,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  17, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  180-32-BZ — Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Benjamin  Albert  and  Abraham  Ger¬ 
ber,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south¬ 
west  corner  of  Gun  Hill  road  and  Paul¬ 
ding  avenue.  The  Bronx. 

cal.  no.  182-32-BZ — Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Henfred  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  4117-4119  New  Utrecht  ave¬ 
nue,  northeast  corner  of  42nd  street, 
Brooklyn. 

cal.  no.  101-32-BZ — Application,  February  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  S.  Clark,  applicant,  on 
behalf  of  Thema  Rosen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  garages  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  west 
side  of  Bailey  avenue,  182  ft.  south  of 
West  230th  street,  The  Bronx. 

cal.  no.  118-32-BZ — Application,  March  7,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  Frey,  applicant,  on  behalf  of 
Bessie  Rubin,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 


premises  southwest  corner  of  29th  a  - 
nue  and  154th  street,  Bayside,  Boron - 
of  Queens. 

cal.  no.  603-31-BZ — Application,  December  18,  1931,  uno 
sections  7a  and  21  of  the  building  zee 
resolution,  of  Stephen  Frontera,  app 
cant,  substituted  for  Albert  H.  Stir; 
on  behalf  of  Nancy  Marmelito,  own 
to  permit  in  a  residence  district  the  (■ 
tension  of  an  existing  garage  for  mi; 
than  five  (5)  motor  vehicles;  prank 
west  side  of  73rd  place,  180  ft.  south  ] 
Donnell  place,  Maspeth,  Borough 
Queens. 

cal.  no.  210-32-BZ — Application,  April  15,  1932,  under  sn- 
tion  21  of  the  building  zone  resoluti 
of  Martin  J.  Ort,  applicant,  on  beh 
of  Louis  Schwartz,  owner,  to  permit 
a  residence  use  and,  also,  “D”  area  d 
trict  the  erection  and  maintenance  oi 
garage  for  more  than  five  (5)  mo'i 
vehicles  which  occupies  more  than  si:', 
per  cent  (60%)  of  the  area  of  the  li 
premises  669  Ashford  street,  east  si: 
230  ft.  south  of  New  Lots  aven: 
Brooklyn.  { 

HENRY  L.  CONNELL, 
Temporary  Chairman ' 


JUNE  17,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

46-32-A — 141-145  Wooster  street,  Manhattan. 

144-32-A — Pier  No.  40,  foot  of  Van  Dyke  street,  Brookl 
167-32-A — Pier  No.  39,  foot  of  Van  Dyke  street,  Brookl 
186-32-A — Pier  No.  30,  foot  of  Irving  street,  Brooklyn 
172-32-A — Pier  No.  18,  foot  of  Joralemon  street,  Brookl 
169-32-A — Pier  No.  17,  foot  of  Joralemon  street,  Brookl 

155- 32-A — Pier  No.  15,  East  River,  foot  of  Montap 

street,  Brooklyn. 

156- 32-A — Pier  No.  16,  East  River,  foot  of  Montaj 

street,  Brooklyn. 

185-32-A — Pier  No.  26,  foot  of  Warren  street,  Brookl1 
188-32-A — Pier  No.  36,  foot  of  Pioneer  street,  Brookl 
158-32-A — Pier  No.  33,  Atlantic  Basin,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  21,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

514-29-BZ.  ’  ’ 

APPLICANT — Lewis  Sameroff,  present  owner. 

PREMISES — 253  Livonia  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z( 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  oci 
pancy  of  a  building  to  a  motor  vehicle  repair  sh( 
building  being  located  on  rear  of  a  plot  occup 
as  a  gasoline  service  station  (gasoline  service  s 
tion  was  granted  by  the  board)  ;  (reopened  P 
_  ruary  9,  1932). 

571-31-BZ. 

APPLICANT — Conroy  &  Hardy,  substituted  for  Raymc 
P.  McNulty,  for  Guardian  Garage,  Inc.,  owner 

PREMISES— 224-240  Clarkson  avenue,  south  side,  135 
4)4  in.  east  of  Rogers  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 
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X)  PERM II  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

20-32-BZ. 

.PPLICANT — Edward  P.  Doyle,  for  Bonafide  Holding 
Corp.,  owner. 

j 'REMISES  124-36  to  124-44  Metropolitan  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

I.PFLICA1  ION,  under  section  21  of  the  building  zone 
resolution, 

(0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

5-32-BZ. 

JosePh  H.  Gaus,  for  Mary  Beims,  owner. 

REMISES  123-05  101st  avenue  (Jerome  avenue),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

PPLICA  riON,  under  section  21  of  the  building  zone 

f  resolution, 

P  PERMIT,  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 


‘(1-32- BZ. 

j?PDIQANT— Charles 
owner. 

REMISES — ‘Southeast 
Utopia  parkway, 

’PLICATION,  under 
resolution, 

)  PERMIT,  partly  in 
residence  district, 
gasoline  service 


Firestone,  for  August  Battipaglia, 

corner  of  Nassau  boulevard  and 
Flushing,  Borough  of  Queens, 
section  21  of  the  building  zone 

a  business  district  and  partly  in  a 
the  erection  and  maintenance  of  a 
station. 


-32-BZ. 

TC  Benson’  for  S-  Klein,  Inc.,  owner. 

■n-MibiUb  6-16  Lott  avenue,  south  side,  from  East  98th 

■  t>t  T^tr^et  t0  DouSlass  street,  Brooklyn. 

'PLICATION,  under  section  21  of  the  building  zone 

|  resolution, 

;  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

32-BZ. 

iFLICANT— Lama  &  Proskauer,  for  Nicil  Mastranda 
owner.  ’ 

(SMI  SE'S— 357-363  East  29th  street,  east  side,  210  ft 

.  north  of  Avenue  D,  Brooklyn. 

-  Li  C  ATION,  under  section  21  of  the  building  zone 
resolution, 

'  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop  and  a  gasoline 
service  station. 


JUNE  21,  1932,  10  A.  M. 

,  Building  Zone  Applications. 

DaTu1CE  1 S 1  H  KrFB Y  G I V E N  by  the  board  of  stand- 
and  appeals  of  a  public  hearing  under  the  provisions 
i  unninSzone_ resolution,  Tuesday  morning,  June  21 
at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
-allowing  matters:  6 

No.  183-32-BZ— -Application,  April  5,  1932,  under  sec- 
tion  21  of  the  building  zone  resolution, 
°  bebatiano  Ladiso,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  114th  avenue  and  Dillon 
street,  Jamaica,  Borough  of  Queens. 

ntO.  221-32-BZ— Application,  April  23,  1932,  under  sec- 

^r00*!21  t]ie  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  on  behalf 


of  Pollwhit  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1016-1032  Liberty  ave¬ 
nue,  south  side,  80  ft.  west  of  Crescent 
street,  Brooklyn. 

cal.  no.  224-32-BZ  Application,  April  26,  1932,  under  sec- 
tion  21  of  the  building  zone  resolution, 
of  Frank  M  McCurdy,  applicant,  on  be- 
halt  of  Herbert  C.  Fett,  owner,  to  per¬ 
mit  m  a  residence  use  “D”  area  district 
the  erection  and  maintenance  of  an  ex¬ 
tension  at  the  rear  of  the  basement  and 
nrst  .  story  of  an  existing  building  • 
premises  54  Eighth  avenue,  west  side, 

Brooklyn  m‘  S°Uth  °f  Berkeley  P^ce,  ’ 

cal.  no.  233-32-BZ— Application,  May  3,  1932,  under  sec- 

tlfon.  f1  tllc  building  zone  resolution, 
°t  Alired  A.  Lama,  applicant,  on  behalf 
of  1  reselmina  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  • 
premises  267-271  Eastern  Parkway  Ex¬ 
tension,  northeast  corner  of  Rockaway 
avenue,  Brooklyn. 

cal.  no.  569-30-BZ— ^Application,  September  2,  1930;  with- 
drawn  March  17,  1931 ;  reopened  and  re¬ 
stored  to  Calendar  March  1,  1932,  under 
section  21  of  the  building  zone  resolu- 
ion  of  C  T.  McCurdy,  applicant,  on 
behalf  of  Peter  L.  Hackett,  owner,  to 
permit  in  a  business  district  the  erection 
a‘  .  maintenance  of  a  gasoline  service 
station;  premises  2923  Snyder  avenue 

'Brooklyn!  “H1"  °'  NoStra"d  — 
HENRY  L.  CONNELL, 
Temporary  Chairman. 


211-32 

214-32 

219-32 

227-32- 

135-32- 

226-32- 


286-32 

304-32- 


JUNE  21,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

12  East  33rd  street,  Manhattan. 

uXLn™  “d  ^  W 45th 

-A— 70  Greene  street,  Manhattan. 

-A— 70-74  Laight  street,  Manhattan. 

Petitions  for  Variations. 

'S~2'12  Manhattan.Street  and  745-753  Fifth  avenue- 

-S— 194-202  South  8th  street  and  310-318  Roeblin^ 
street,  Brooklyn.  a 

Appliances  Submitted  for  Approval, 

S A— Hubbard  Silent  Electric  Oil  Burner,  approval 

SA  'Ryan  &  Scully  Commercial  and  Domestic  Oil 
Burner,  approval  of. 


JUNE  24,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Application 

N'OTIClE  IS  HEREBY  GIVEN  by  ,he  board  of  sfand- 

-  '  of  a  r)u,lll(:  hearing  under  the  provisions 

1932  at  In  o’gt  T'  r<5olul,on’  Prih,  mmnhuTjum  24 
irf3;  *9  oclock.  m  Room  1013.  Municipal  Buildin-r  on 
the  following  matter:  on 

cal.  no.  208-32-BZ— -Application,  April  13,  1932,  under  sec- 


CALENDAR 


tion  21  of  the  building  zone  resolution, 
of  Richard  Shutkind,  applicant,  on  be¬ 
half  of  George  Del  Gaizo,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  209-211  Chrystie  street 
and  26  Stanton  street,  northwest  corner, 

Manhattan.  T 

HENRY  L.  CONN EIX, 


JUNE  24,  1932,  2  P.  M. 

SPECIAL,  MEETING. 


Appeals  from  Administrative  Orders. 

201- 32- A — 469  West  140th  street,  Manhattan 
151-32-A— 174-184  West  135th  street,  Manhattan. 

202- 32- A _ 97-101  Guernsey  street,  Brooklyn. 

Petitions  for  Variations. 

171-32- S — 23  East  67th  street,  Manhattan 
681-29-S— 133-157  West  50th  street  and  132-148  West  5ist 
street,  Manhattan. 

1.62-32- S — 910  31st  street  (Second  avenue),  northeast  c 

ner  of  23rd  avenue  (Potter  avenue),  Lon0 
Toi™rl  Pitv  Boroueh  of  Queens. 


JUNE  24,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

217-21-SR— Proposed  Amendments  to  Fuel  Oil  Rules 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  28,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

215-32-BZ.  „  i 

APPLICANT— Louis  De  Riviere,  lessee,  for  Betty  KerK: 


PREMISES— ^670-674  Halsey  street,  south  side,  125  ft.  west 
of  Patchen  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  , 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  an 

for  more  than  five  (5) 


open  air 
vehicles. 


garage 


motor 


PREMISES— 147-151  East  24th  street,  running  throug  i 
146-148  East  25th  street,  Manhattan. 

A P PLICATION ,  under  section  7c  of  the  building  n 
resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  pt 
in  a  business  district,  the  alteration  and  chang 
occupancy  of  an  existing  building  to  a  garagtf 
more  than  five  (5)  motor  vehicles. 

256-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Oscar  F.  Lundberg,  a 
owner. 

PREMISES— Northeast  corner  of  Osman  place  and  ia 
241st  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  o 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ni 
tenance  of  a  gasoline  service  station. 


273-32-BZ. 

APPLICANT— John  A.  Bolles,  for  Jamestone  Realty  (r 
owner. 

PREMISES— 30  West  59th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  o 
resolution, 

TO  PERMIT  in  a  residence  district  the  alterationa 
change  of  occupancy  of  part  of  the  first  story 
existing  building  from  dwelling  to  busines:  i 
(stores). 

305-32-BZ. 

APPLICANT— William  V.  McDevit,  for  Landgrove  la 
Corp.,  owner.  j 

PREMISES — North  side  of  Roosevelt  avenue,  85  fte 
of  69th  street,  Woodside,  Borough  of  Queen 

APPLICATION,  under  section  21  of  the  building:! 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  a 
tenance  of  a  gasoline  service  station. 


204-32-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Albeit 
Heights  Building  Corp.,  owner. 

PREMISE'S — 705-729  Gravesend  avenue,  east  side,  S) 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  buildingz 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  i: 
tenance  of  a  garage  for  more  than  five  (5)  c 
vehicles  and,  also,  a  gasoline  service  station. 


9 1  8-32-iBZ 

APPLICANT _ T.  A.  Taylor,  for  Frederic  E.  Gibert,  et  al., 

owners.  , 

PREMISES — 2-4  West  31st  street  and  298  Fifth  avenue, 

southwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  retail  district  a  manufacturing  occupancy 
of  25  per  cent  (in  excess  of  the  allowable  5  per 

cent) . 


236-32-BZ.  ^  „ 

APPLICANT — M.  Joseph  Harrison,  for  Two  Streets  Corp., 

owner. 


JUNE  28,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

123-32- A — 175  Rernsen  street,  Brooklyn. 

196-32- A — 1511  Richmond  terrace,  West  New  Br;i 
Borough  of  Richmond. 

231-32-A— 1062-1070  St.  Johns  place,  Brooklyn. 
238-32- A — 645-651  11th  avenue  and  601-603  Wes  ‘ 
street,  northwest  corner,  Manhattan 

Petitions  for  Variations. 

207-32JS— 122  East  130th  street,  Manhattan. 

228-32- S— 530-532  West  27th  street,  Manhattan.  * 

_L 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office.  .Tr. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NU, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  conve  = 
in  notifying  property  owners,  he  can  obtain  such 
from  The  O’Connell  Press,  176  Park  Row,  ManhaP 
three  cents  each,  postage  to  be  added  if  the  forms  ari 
supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING  ACTION  OF  BOARD — (Request  to  reopen  denied 

FRIDAY  MORNING,  JUNE  3,  1932.  THE  VOTE  TO  GRANT- 

Present:  Temporary  Chairman  Connell,  Commissioners  ^ffirmative:  Commissioner  Guilfoyle .  1 

Holland  and  Guilfoyle  and  Chief  McElligott.  ^Negative:  temporary  Chairman  Connell,  Com- 

_ _  missioner  Holland  and  Chief  McElligott _  3 

Absent  .  0 

building  zone  cases.  _ __1L* . 

101-32-BZ.  112-32-BZ. 

APPLICANT  Charles  S.  Clark,  for  Thema  Rosen,  APPLICANT— -Philip  J.  iSinnott,  for  Sancer  Realty  Corp 

owner.  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent  SUBJECT — Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21  of  the  building  zone  of  buildings),  under  section  21  of  the  building  zone 

resolution,  to  permit  in  a  business  district  the  erec-  resolution,  to  permit  in  a  residence  district  the 

tion  and  maintenance  of  garages  for  more  than  five  change  of  occupancy  of  part  of  the  first  story  of  an 

(5)  motor  vehicles  and,  also,  a  gasoline  service  sta-  existing  building  to  a  motor  vehicle  repair  shop. 

PRFiA/TTQP'1Q  a Tn?p'r''m7r>  PREMISES  AFFECTED— 2540  Belmont  avenue,  east  side, 

PREMISES  AFFECTED — West  side  of  Bailey  avenue,  182  135  ft.  8  in.  north  of  Fordham  road  The  Bronx 

ft.  south  of  West  230th  street,  The  Bronx.  APPEARANCES— 

APPEARANCES —  For  Applicant:  Martin  J.  Ort. 

For  Applicant:  Charles  S.  Clark  and  Philip  Rosen.  Eor  Opposition:  Placido  Cesa 

Yi!!iam  F'  Walsh'  ACTION  OF  BOARD — Report  of  committee  of  inspection 

ALilUJN  Oh  BOARD— Laid  over  to  June  17,  1932,  at  adopted;  application  denied. 

10  a.  m.,  for  inspection  and  report  by  a  committee  THE  VOTE  TO  ADOPT  REPORT— 
of  the  board.  Affirmative:  Temporary  Chairman  Connell,  Corn¬ 
ua  qo  R7  *  missioners  Holland  and  Guilfoyle  and  Chief 

118-32-oZ.  McElligott  .  4 

APPLICANT — George  Frey,  for  Bessie  Rubin,  owner.  Negative  . ’’  ’’’’ .  0 

SUBJECT — Application  (re  decision  of  the  superintendent  Absent  .  0 

of  buildings),  under  section  21  of  the  building  zone  THE  VOTE  TO  GRANT— 

resolution,  to  permit  in  a  business  district  the  erec-  Affirmative  .  0 

PRPAnicc  a4liSepnnCec-of  ,a  gasoline  service  station.  Negative:  Temporary  Chairman  Connell"  Com- 

rKtMlbJib  Ah  P  EC  I  ED— Southwest  corner  of  29th  ave-  missioners  Holland  and  Guilfoyle  and  Chief 

nue  and  154th  street,  Bayside,  Borousrh  of  Oueens  McElligott  .  '  < 

APPEARANCES—  ^  Absent  ...  „ 

For  Applicant :  Sidney  S.  Snyder.  THE  RESOLUTION—  . 

For  Opposition:  Henry  F.  Scheitlin,  Alderman  (112-32-BZ) 

Posthauer,  Catherine  Wells  and  William  J.  Whereas,  Philip  J.  Sinnott,  for  Sancer  Realtv  Coro 
Ar-TTOM  T  owner,  filed,  March  3,  1 932,  an  application,  under  the  building 

ACTION  OF  BOARD— Laid  over  to  June  17,  1932,  at  z°ne  resolution,  to  permit  in  a  residence  district  the  change 

10  a.  m.,  for  inspection  and  report  by  a  committee  of  occupancy  of  part  of  the  first  story  of  an  existing  building 

of  the  board.  to  a  motor  vehicle  repair  shop;  premises  2540  Belmont  ave- 

603-31-BZ.  -  of“  The  Bronx  /and'*’  *  ”°r,h  °'  F°rdham  r°ad'  Borou«'‘ 

APPLICANT— Stephen  Frontera,  substituted  for  Albert  ,  Whereas,  a  public  hearing  was  held  on  this  application 
QTTDTTrnm  SAtine.s.’  f?r  Nancy  Marmelito,  owner.  by  thf  board  of  standards  and  appeals,  at  its  special  meet- 

SUBJECT  Application  (re  decision  of  the  superintendent  "1§,’  J.une  3,  1932,  after  due  notice  by  publication  in  the 

of  buildings),  under  sections  7a  and  21  of  the  build-  ^ulktm  of  the  Board  of  Standards  and  Appeals;  and 

mg  zone  resolution,  to  permit  in  a  residence  dis-  .  hereas,  the  use  district  maps  accompanying  the  building 

tnct  the  extension  of  an  existing  garage  for  more  zone  resolution  show  that  East  Fordham  road  is  in  a  hnsi- 

than  five  (5)  motor  vehicles.  ]less  district;  Belmont  avenue  is  in  a  residence  dNtnVt  nnrt 

PREMISED  AFFECTED — West  side  of  73rd  place,  180  ft.  Cambrelling  avenue  is  in  a  residence  district;  and 

south  of  Donnell  place,  Maspeth,  Borough  of  Whereas  the  decision  of  the  superintendent  of  buildine-s 
Queens.  rendered  February  18,  1932  reads-  g  ’ 

APPEARANCES-  “Your  request  of  Feb.  6,  1932,  on  behalf  of  the 

Eor  Applicant :  Frederick  J.  Flynn  and  Charles  owners,  Sancer  Realty  Corporation,  for  a  certificate  of 

ACTION  dFaBOARD-€.aid  over  to  June  17.  1932.  at  STfirst  floor'of  fiVVTTbrick1 buMtag  M  No°25w 

.Aboard'"  “4  °f  RoaTin 

,4  o!  D7  -  aSf  prf™seil  are  located  in  a  residence  district  as 

APPTar-AM'r  ,c  i  n  i  establlshed  by  the  Building  Zone  Resolution.”; 

APPLICANT — Samuel  Rosenblum,  for  Vandee  Building  an^L 

Co.,  Inc.  owner;  request  for  reopening  made  bv  +.  whereas,  the  existing  building  is  of  fireproof  construc- 

gTTPTFrS131^5  .900dmarn-  architect.  t,10nAfivf  !l°r'fS  m  heiSht.  with  a  frontage  of  125  ft.  and  a 

SUBJECT  Application  for  reopening — modification — re  Ap-  depth  of  100  ft.;  to  be  occupied  as  a  motor  vehicle  renair 
plication  (decision  of  the  superintendent  of  build-  sh?p:  and  .  P 

mgs),  under  section  21  of  the  building  zone  resolu-  ,  IIKREAS^  a  committee  of  the  board  visited  these  nrerms^c 
ti°n,  to  permit  in  a  business  district  the  erection  and  and /'eports  as  follows:  p 

maintenance  of  a  gasoline  service  station.  <<Cab  ^o.  112-32-BZ. 

PREMISES  AFFECTED— South  side  of  Metropolitan  ave-  Premises  2540  Belmont  avenue,  135  ft.  8  in  north  nf 

nue,  north  side  of  85th  avenue,  and  east  side  of  Fordham  road,  The  Bronx. 

APPEARANCES-  Jamaica’  Borough  of  Queens-  KEPORT  OF  COMMITTEE  OF  INSPECTION. 

For  Applicant :  Charles  Goodman  and  Louis  Jacobs.  sisting  of  TeSpoJary  ChaffiXn^Con^ 
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sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21 — hardship — 
to  permit  in  a  residence  district  the  change  of  occupancy 
of  the  first  story  of  an  existing  building  to  a  motor 
vehicle  repair  shop. 

“The  premises  in  question  have  a  frontage  of  125  ft. 
on  Belmont  avenue  and  a  depth  of  100  ft.  and  are  now 
developed  with  a  five-story  building,  used  above  the  first 
story  as  a  factory. 

“The  applicant  seeks  to  use  a  portion  of  the  southerly 
front  of  the  building,  first  story,  area  approximately  40 
ft.  by  50  ft.,  for  use  as  a  motor  vehicle  repair  shop. 

“It  seems,  in  considering  this  appeal,  it  is  logical  to 
briefly  review  conditions  under  which  this  building  was 
erected. 

“Under  Cal.  No.  687-23-BZ  this  board  granted  an 
application  for  a  five-story  building,  located  on  the  north¬ 
east  corner  of  East  Fordham  road  and  Belmont  avenue, 
with  a  frontage  of  approximately  51  ft.  on  East  Ford- 
ham  road  and  a  depth  of  135  ft.  8  in. 

“The  variation  granted  under  that  application  was  for 
the  extension  of  a  business  use  into  a  residence  district, 
the  extension  being  35  ft.  8  in.  Subsequently,  under  date 
of  December  13,  1927,  the  board  granted  an  extension  of 
this  building  for  a  distance  of  125  ft.  in  the  residence 
use  district,  which  extension  is  the  building  under  appeal 
in  this  application,  and  which  extension  was  also  granted 
for  business  use.  At  that  time  specific  conditions  were 
placed  in  the  resolution  prohibiting  any  manufacturing 
use  or  occupancy  of  any  nature  or  description.  On 
January  4,  1928,  the  board  modified  that  resolution  to 
permit  manufacturing  use  allowed  in  a  business  use  dis¬ 
trict. 

“It  would  seem,  therefore,  from  the  above,  that  the 
factory  use  permitted  in  both  these  buildings,  namely, 
the  building  on  the  corner  as  referred  to  and  the  exten¬ 
sion,  which  is  the  building  under  appeal,  under  the  build¬ 
ing  zone  resolution  would  occupy  25  per  cent  of  the 
floor  area  for  factory  use. 

“The  committee  found,  at  the  time  of  the  inspection, 
that  both  of  these  buildings,  above  the  first  story,  were 
being  used  in  their  entirety  for  factory  work,  excepting 
two  or  three  sections  which  were  vacant  at  the  time  of 
the  inspection,  but  which  the  committee  was  informed 
had  been  occupied  for  factory  use  before  they  became 
vacant. 

“The  committee  also  found  that  the  portion  of  the 
building  on  the  first  story,  sought  to  be  used  for  an 
automobile  repair  shop,  is  now  being  used  as  an  automo¬ 
bile  repair  shop  and  has  been  so  occupied  for  the  last 
three  years,  although  no  permit  for  such  occupancy 
seems  to  have  been  granted  by  any  departments  in 
authority. 

“Both  of  these  buildings  were  erected  subsequent  to 
1924. 

“It  was  noticed  by  the  committee  of  inspection  that 
the  structural  conditions  of'  the  building  under  appeal 
above  the  first  story,  which  is  being  used  wholly  for 
factory  use,  violates  a  great  many  of  the  requirements 
of  section  270  of  the  labor  law. 

“There  have  been  filed  with  this  appeal  nine  objec¬ 
tions  and  no  consents. 

“Tbe  committee  is  of  the  opinion  that  this  application 
is  not  substantiated  under  section  21 — hardship — and 
recommends  denial  of  the  appeal. 

“(ISigned)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 
and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  report  of  which  inspection  was 
read  and  adopted  at  this  hearing  and  which  report  recom¬ 


mends  the  denial  of  the  application  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


122-32-BZ. 

APPLICANT — Samuel  J.  Kessler,  for  William  Peat, 
owner. 

SUBJECT — ‘Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 416-426  West  204th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kessler. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 


adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  o 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  () 

Absent  .  () 

THE  RESOLUTION— 

(122-32-BZ) 


Whereas,  Samuel  J.  Kessler,  for  William  Peat,  owner, 
filed,  March  9,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  416-426  West  204th  street,  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  3,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  204th  street  is  in  a  residence 
district;  West  203rd  street  is  in  an  unrestricted  district; 
Columbus  avenue  is  in  an  unrestricted  district,  and  Amster¬ 
dam  avenue  is  in  a  business  and  unrestricted  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  3,  1932  (re  N.  B.  25-1932),  reads: 

Public  garage  in  residence  district  is  prohibited. 
Article  II,  Section  3,  Building  Zone  Resolution.”’; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  (2)  stories  in  height,  with  a  frontage  of  150 
ft.  and  a  depth  of  99  ft.  11  in.;  to  be  occupied  as  a  garage 
for  more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  and  adopted  at  this  hearing,  the 
report  reading: 

“Cal.  No.  122-32-BZ. 

“Premises  416-426  West  204th  street,  Manhattan. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  May  23,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles. 

“The  premises  in  question  have  a  frontage  of  150  ft. 
on  West  204th  street  and  100  ft.  in  depth  and  are  at 
the  present  time  vacant  and  unimproved,  except  for  the 
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construction  of  masonry  walls,  which  were  erected  as 
part  of  the  proposed  ice  plant,  permission  for  which  was 
granted  hy  this  board  under  Cal.  No.  853-26-BZ. 

Immediately  abutting  the  premises  to  the  east,  extend¬ 
ing  to  Columbus  avenue,  is  vacant  property  in  the  un- 
restneted  district,  being  used  at  the  present  time  for  the 
storage  of  lumber. 

“Both  sides  of  Columbus  avenue  from  202nd  street  to 
20  .  street  and  extending  eastward  to  the  Harlem  River 
are  in  the  unrestricted  use  district. 

W  est  203rd  street,  both  sides,  and  extending  to  202nd 
street,  between  Columbus  avenue  and  westward  of  Am¬ 
sterdam  avenue,  is  in  an  unrestricted  use  district  There 
are  located  in  this  unrestricted  use  district  various  uses 
such  as  garages,  power  houses,  etc. 

“Opposite  the  premises  under  appeal,  on  the  north 
side  of  \\  est  204th  street  and  Columbus  avenue  is  a 
large  one-story  garage  extending  from  West  204th  street 
to  ^  West  205th  street. 

“Immediately  abutting  the  property  to  the  west,  for  a 
distance  of  150  ft.  in  the  residence  district,  there  are 
three  five-story  apartment  houses,  which  apartment 
houses  were  in  existence  at  the  time  the  board  granted 
the  application  for  an  ice  plant  on  the  property  under 
appeal,  and  which  apartment  houses  do  not  object  to  the 
granting  of  this  application. 

“The  north  side  of  West  204th  street,  extending  north- 
v  ard  beyond  \\  est  205th  street,  in  the  residence  use 
Pr°Perties  are  all  vacant. 

timic  ant  haVe  been  fiIed  with  this  application  no  objec¬ 
tions  and  no  consents.  J 

The  committee  _  is  of  the  opinion  that,  due  to  the 
surrounding  conditions  and  the  location  of  the  property 
under  appeal,  with  reference  to  the  unrestricted  use^lis- 
tnct,  the  property  would  hardly  lend  itself  to  develop¬ 
ment  with  a  conforming  use,  and  the  committee  is  fur- 

not1"  a°ffpthte  r°n  t  iat  -the  ffrantinS  of  this  appeal  would 
"°Laff<Ict  fhe  Properties  on  the  north  side  of  West 
~04th  street  and  northward  therefrom. 


The  committee,  therefore,  recommends  the  granting 
of  this  appeal  under  section  21— hardship— with  such 
ertiesliardS  ^  WI  protect  the  immediately  abutting  prop- 

“ (Signed)  HENRY  L.  CONNELL, 

T emporary  Chairman. 

“JAMES  P.  BORLAND, 

“JOHN  GUIRFOYLE.” 

and 

WHERF.as  this  report  recommends  the  granting  of  this  ap¬ 
plication  under  section  21 — hardship.  1 

hefebv0/:l:hat  the  board  °,f  standards  and  appeals  does 
heieb\  make  a  variation  in  the  application  of  the  use  dis- 

lict  regulations  of  the  building  zone  resolution,  and  that 
!  f  api?  Ration  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  limited  to  one  story  in  height  above 

subject3 of  thi  3n  ar 3  ?e  S'T  °f  the  Premises  which  is  the 
subject  of  this  application;  that  said  building  shall  be  fire- 

tHe  rear  and  ^able  walls  shall  be  un- 
hlci  Lhr°,ug  \th%  any  skyI;shts  in  roof  shall  be  set 

han  n  fl  'I?  ^^l  0t  !10t, leSS  than  15  ft-  and  not  less 
lla  a°  ?'i  f  ?  th^  wester]y  lot  line,  said  skylights  to  be 
&  fed  with  plain  glass,  protected  with  wire  guards  above 
and  below;  that  the  front  elevation  shall  be  finished  in  fare 
brick  with  architectural  terra  cotta  or  stone  trim  ;  that  any 
gasoline  storage  shall  be  located  not  less  than  75  ft.  from 
the  westerly  lot  line ;  that  no  portable  gasoline  tanks  shall  be 
perated  or  maintained  on  or  from  the  premises-  that  all 
advertising  signs  shall  be  confined  to  one  projecting  electric 
sign  indicating  the  name  and  nature  of  the  business  con- 

Sin  °n  tHe  PrumiSej’  and  that  aI1  Permits  shall  be  obtained 
within  six  months  and  any  work  involved  shall  be  completed 
within  eighteen  months  from  the  date  of  this  action 


Adjourned  1.40  p.  m. 

William  J.  O'Gorman,  Secretary. 


minutes 


BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING  AmoM  nr  DnAT,n  ^ 

FRIDAY  AFTERNOON  TTJNF  4  i<rn>  N  BOARD— .Request  for  preferential  hearing 

«  VT  ’  JLmil  3-  1932-  granted  and  set  for  hearing  June  14  1939  at  | 

Tn,  es  nt  -  Temporary  Chairman  Connell,  Commissioners  ,  P-  m, 

iolland  and  Guilfoyle  and  Assistant  Chief  Kidney.  THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR- 

1  -  I NO — 

APPEARS  FROM  ADMINISTRATIVE  ORDERS  Affirmative :  Temporary  Chairman  Connell  Com- 

PPmiTAXTm  v,  .  nnssioners  Holland  and  Guilfoyle  and  As- 

— Margaret  Gibbons,  owner.  sistant  Chief  Kidnev .  4 

REJECT  Appeal  from  an  order  of  the  fire  comm;.  Negative  . " . ^ .  0 

1  sioner.  “  Absent  .  . 

''REMISES  AFFECTED— 469  West  140th  street,  Man-  _ HI’ . 

nattan.  o _ro  qo  a 

PPEARANCES _ 

For  Appellant:  Margaret  Gibbons  APPELLANT— Walter  M.  Fowler  and  James  K.  Peck, 

For  Administration:  Inspector  Maher  of  fire  de-  '  Anallary  Equity  Recovers  of  Gurney  Elevator  Co., 

partment.  hre  de  oTTRT1J2f  ZqmtMe  Life  Assurance  Society,  owner. 

,  CTION  OF  BOARD— Raid  over  to  June  24,  1932,  at  J  of  Vffil Zg  1  "  dedsi°n  of  thc  superintendent 

2  P-  .m,>  ^or  hre  department  to  make  a  further  in-  PRFMTSF^t  tPPRT,'Ti7n  „D„  « 

spection  of  the  burner.  J  L  I  S  AbFEcrEI) — 383-399  Seventh  avenue,  145-165 

3-32- A  -  SaS.  Stree‘  an"  148'168  WESt  33"“  ■*«*. 

PPELLANT-Watson  Elevator  Co.,  Inc.,  for  Shire  Realty  ACTONOF^mT  W, 

Corp.,  owner.  J  WiN  Jr  CUAWIJ — 'Appeal  withdrawn  on  written  re- 

TBJECT  'Request  for  preferential  hearing — re  Appeal  THF  VOTF  TD  wiTunn  aw 

DEMISES  AFFE^T°ED— 1220-12^6 n^roadwaydamfS  35  ^  Affirmative  :  Temporary  Chffirman  Connell,  Com- 

i>PEAS^trMt' ssraJ°s„vnd  Guilfoyle  a"d  As-  , 

|  For  Appellant:  d.  v.  jenkins.  mST. . 1 . ::::::::::  0 
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PETITIONS  FOR  VARIATIONS. 

681-29-S. 

PETITIONER — Roxy  Theatres  Corp.,  owner.  _ 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  (previously  dismissed  for 
lack  of  prosecution). 

PREMISES  AFFECTED— 133-157  West  50th  street  and 
132-148  West  51st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  24,  1932,  at 
2  p.  m.,  on  written  request  of  petitioner  s  repre¬ 
sentative. 


PETITIONER — 'Morris  Whinston,  for  Messrs  Process  Fur 
Cleaners,  lessee. 


SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 910  31st  street  (Second  ave¬ 
nue),  northeast  corner  of  23rd  avenue  (Potter  ave¬ 
nue),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Petitioner :  Morris  Whinston. 

For  Administration:  Plan  Examiner  Reuben  Jarmul 
of  bureau  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1932,  at 
2  p.  m.,  to  give  petitioner  an  opportunity  to  apply 
to  the  building  department  for  a  certificate  of  occu-  ' 
pancy. 


Adjourned  2.55  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

~  '  ~  '  ~ 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  JUNE  3,  1932,  3  P.  M. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


RULES. 

40-32-SR. 

SUBJECT — Uniform  Certificate  of  Occupancy,  Adoption 


APPEARANCES— 

Messrs.  R.  P.  Miller,  S.  Becker,  William  D.  Brush, 
Benjamin  Saltzman,  George  A.  Brown,  Thomas 
Duggan,  A.  B.  Comins,  Assistant  Corporation 
Counsel  William  Kennedy,  Thomas  Larkin, 
Matthew  Del  Gaudio,  Anson  Getman  and  others. 
ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar. 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  meeting 

FRIDAY  AFTERNOON,  JUNE  3,  1932,  4  P.  M. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


RULES. 

217-21-SR. 

PETITIONER — Edward  S.  Silver,  for  Perfection  Stove  Co. 
SUBJECT — Proposed  Amendments  to  Fuel  Oil  Rules. 


APPEARANCES— 

David  F.  Kaufman,  Harry  F.  Tapp  and  E.  De 
Wyrall. 

For  Administration:  Inspector  Maher  of  fire  de-; 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  24,  1932,  at 
2  p.  m. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  f  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 
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BOARD  OF  STANDARDS  AND  APPEALS 


regular  meeting 

TUESDAY  MORNING,  JUNE  7,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Wednesday  morning,  June  1,  1932,  and  the  minutes  of  the 
-egular  meeting  of  the  board  held  on  Wednesday  afternoon, 
fune  1.  1932,  were  approved  as  printed  in  Bulletin  No.  23, 
fol  XVII. 


BUILDING  ZONE  CASES. 

08-32-BZ. 

APPLICANT — Richard  Shutkind,  for  George  Del  Gaizo, 
owner. 

iUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
'REMISES  AFFECTED — 209-211  Chrystie  street  and  26 
Stanton  street,  northwest  corner,  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  J.  Flynn. 

For  Opposition:  Joseph  Platker. 
iCTION  OF  BOARD: — 'Laid  over  to  June  24,  1932,  at 
10  a.  m.,  for  inspection,  and  report  by  a  committee 
of  the  board. 


SUBJECT  Application  for  reopening— reconsideration  under 
section  21~V  ,  area  requirements— re  Application 
(.decision  of  the  tenement  house  commissioner), 
un  er  sections  <c  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  use  and  “E”  area 
district  the  erection  and  maintenance  of  an  apartment 
AU^ier  C  area  requirements. 

PREMISES  AFFECTED— 1608-1620  Avenue  P  and  1602- 

APPEARAnS-  StrCet’  S°Uthwest  COrner’  Brooklyn. 

ArTTn^o^noAl!1  Harry  Finkelstein. 

‘  CTI°N  QF  BOARD— Application  reopened;  to  be  set 

THE  VOTE  to  fREOPEN™  complete<i- 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney....  4 

Negative  .  n 

Absent  .  ° 


0-32-BZ. 

PP LI  CANT — 'Martin  J.  Ort.  for  Louis  Schwartz,  owner. 

OBJECT — 'Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and,  also, 
“D”  area  district  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  which 
occupies  more  than  60  per  cent  of  the  area  of  the 
lot. 

REMISES  AFFECTED — 669  Ashford  street,  east  side, 
230  ft.  south  of  New  Lots  avenue,  Brooklyn. 

P  P  E A  RAN  CES — 

For  Applicant :  Samuel  Fish. 

For  Opposition :  Matthew  Kinsella,  Milton  E.  Sahn, 
Joseph  H.  Rose  and  John  Barreca. 

mON  OF  BOARD — 'Laid  over  to  June  17,  1932,  at 
JO  a.  nu  on  request  of  representative  for  attorney 
in  objection. 


(-31-BZ. 

‘PLICANT — Joseph  P.  Powers,  for  Frank  Coiro,  owner. 
rBJECT — Application  for  reopening — modification,  so  as 
to  permit  the  _  installation  of  a  gasoline  service  sta¬ 
tion— re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 


828-25-BZ. 

APPLI(otne?rAlfred  H'  ECClCS’  f°r  Henry  Gerken’ 

SUBJECT— Application  for  reopening-modification-re  Ap¬ 
plication  (decision  of  the  superintendent  of  build- 
ngs)  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 

PREMISES  AFFF CTF n^js  th+ln  five  (5)  motor  vehicIes- 
n,«T  TED  'Southeast  corner  of  Second  ave- 

Queens  Newt°wn  avenue»  Astoria,  Borough  of 

APPEARANCES— 

For  APPlicant:  Alfred  H.  Eccles 
ACTION  OF  BOARD— Application  reopened;  to  be  set 

the  voteto  reopen-  papers  are  comple*ed- 

Affirmative:  Temporary  Chairman  Connell,  Com- 
missioners  HoHand  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . .  * 

Absent  .  .  ® 

.  0 

624-26-BZ. 

APPLICANT— John  De  Hart,  for  H.  L.  Corp  owner- 
request  for  reopening  made  by  Kenlon- Michels  Co.’, 

SUIB J ECT— Application  for  reopening-restoration  to  Cal- 

the  timerTOUl^lf?nteK  0"  certain  "editions  and 
the  time  in  which  to  obtain  permits  and  complete 

work  has  expired — re  Application  (decision  of  the 

thoT  Mth”dent  °f  buildings),  under  section  21  of 

dltrk  “I10"’-10  Permit  in  a  ^ness 

service  station  a"d  ma,nta’a"“  °<  a  gasoline 

PREMISES  AFFECTED  Southwest  corner  of  Nassan 

b0ulevard'  Flushi"S.  Bor. 

APPEARANCES— 

For  Appli^nt:  John  Kenlon. 


EMISES  AFFECTED — 71-08  Amstel  boulevard,  north  „ 

^C„0ff^OfBeaCh72"dS,ree,'ArVerne'Bt>r-  ACTIOL°rF|  BOARDLppiication'  reopened  ,o  be  se, 

THE  VOTETO  REOratl"  PaPCrS  are  comple,ed- 

Affirmative :  Temporary  Chairman  Connell  Com- 

S«an°tncrhie?Seyand  a"d  A" 

Negative  .  4 

Absent  .  0 

• . .  0 

305-32-BZ. 


ough  of  Queens 
FEARANCES— 

For  Applicant :  Joseph  P.  Powers. 

TION  OF  BOARD — Application  reopened ;  to  be  set  for 
Calendar  Call  when  papers  are  completed. 

E  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negat’ 


Negative  .  0  APPLICANT— William  V  MrD.vli  t  r  j 

Absent  .  0  f,Tr„T„  Corp.,  owner.  •  McDevit-  for  Landgrove  Realty 

28-BZ.  SUBJECT— Request  for  preferential  hearing— re  Applica 

PLICANT  James  A.  Palmer,  for  Paul  Werblin,  unde/tSlon"  oftteSS?™  °f  bfdi"Ss>' 

ss&srst  ter* marfe  by  Seelig  *  ^  ,0 


main- 
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PREMISES  AFFECTED— North  side  of  Roosevelt  ave¬ 
nue,  83  ft.  east  of  69th  street,  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  FI.  Haaren. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  June  28,  1932,  at 
2  p.  m. 

THE!  VOTE  TO  GRANT  EARLY  HEARING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  . 0 


181-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Queens  Brook 
Holding  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1301-1319  65th  street,  northeast 
corner  of  13th  avenue,  Brooklyn. 

APPEAR  AN  CES — N  one. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


1149-24-BZ. 

APPLICANT — iCroker  Fire  Prevention  Corp.  (formerly 
known  as  Croker  National  Fire  Prevention  Engi¬ 
neering  Co.),  for  Herman  W.  J.  Bruning,  owner. 

(SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the ‘building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  an  existing  garage  for  six  (6)  motor 
vehicles  (previously  granted  for  a  temporary  period; 
reopened  April  5,  1932). 

PREMISES  AFFECTED— 63-63  Schaeffer  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Opposition:  None.  • 

ACTION  OF  BOARD — Application  granted  on  condition 
for  temporary  period. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(1149-24-BZ) 

Whereas,  Croker  Fire  Prevention  Corp.,  fur  Herman  W. 
J.  Bruning,  owner,  filed,  September  19,  1924;  reopened  April 
5,  1932,  the  permit  having  expired,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  an  existing  garage  for  six  (6)  motor  ve¬ 
hicles;  premises  63-63)4  Schaeffer  street,  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
!by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  7,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Schaeffer  street  is  in  a  residence 
district ;  Covert  street  is  in  a  residence  district,  and  Bush- 
wick  avenue  is  in  a  business  district ;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  16,  1932,  reads : 

“Garage  in  residential  district  being  used  by  non¬ 
residents  without  certificate  of  occupancy  from  this' 
bureau  in  violation  of  art.  1,  Sect.  5  of  the  building 
code.  A  temporary  certificate  was  obtained  through, 
the  Board  of  Standards  and  Appeals,  which  has  ex¬ 
pired.  1 

“You  are  required  to  discontinue  use  of  garage  until!, 
a  certificate  of  occupancy  has  been  obtained  from  this! 
bureau.  • 

“The  building  and  premises  to  which  this  notice  refer- 
is  known  as  Number  63-63)4  Schaeffer  St.,  said  building 
being  occupied  as  a  garage  for  more  than  5  cars,  and, 
located  in  the  Borough  of  Brooklyn,  in  The  City  oi( 
New  York.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft.  and, 
a  depth  of  18  ft.;  to  be  occupied  as  a  garage  for  six  (6) 
motor  vehicles,  four  spaces  rented  to  persons  not  residing  or 
premises ;  and 

Whereas,  applicant  at  hearing  withdrew  that  part  of  ap¬ 
plication  requesting  a  permanent  variation;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  tc. 
relief  under  section  21  on  the  grounds  of  practical  difficult) 
and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  doe; 
hereby  make  a  variation  in  the  application  of  the  use  dis-, 
trict  regulations  of  the  building  zone  resolution,  and  tha, 
the  application  be  and  it  hereby  is  granted  for  a  temporary 
period  of  two  years  on  condition  that  the  structure  shall  b(. 
restricted  to  a  masonry  structure,  roofed  with  the  same  kinc, 
of  roof  as  is  now  on  premises,  one  story  in  height,  locatei 
on  the  rear  of  the  lot  for  a  width  of  50  ft.  and  a  depth  cyj 
approximately  20  ft.,  for  use  of  six  cars  of  the  pleasure  typ> 
only,  prohibiting  taxicabs  or  trucks,  four  spaces  to  be  renter 
to  persons  not  residing  on  the  premises ;  granted  only  sc 
long  as  the  present  owner  of  the  premises  resides  in  th^ 
two-story  frame  dwelling  located  on  the  front  portion  o 
the  lot ;  that  there  shall  be  no  storage  of  gasoline  other  thai 
in  tanks  of  cars  stored  on  the  premises ;  that  the  resolutioi 
as  of  October  23,  1928,  otherwise  shall  be  complied  withj 
and  that  all  permits  shall  be  obtained  within  three  month: 
and  any  work  involved  shall  be  completed  within  six  month:, 
from  the  date  of  this  action. 


62-31-BZ.  cv  i 

APPLICANT — William  F.  Dovle,  for  Esther  Zotter;  rc 
quest  for  reopening  made  by  Martin  J.  Ort.  i 
SUBJECT — Application  for  reopening — modification— re  Ap 
plication  (decision  of  the  superintendent  of  build 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  an  existing  business  building 
and  change  of  occupancy  to  a  motor  vehicle  repair 
shop.  ■ 

PREMISES  AFFECTED — 3489  Fort  Hamilton  parkway 
south  side,  425  ft.  west  of  Chester  avenue,  Brooklyn 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu 
tion  modified.  -  ; 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 1 

Absent  . * 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . • 

Negative  .  * 

Absent  .  ( 


MINUTES 


HE  RESOLUTION— 

(G2-31-BZ) 

Whereas,  Edwin  H.  Snackenberg  for  the  owner  requested 
reopening  and  modification  of  this  case  granted  by  the 
ard  at  its  meeting  May  19,  1931;  and 
Whereas,  William  h .  Doyle,  for  Esther  Zotter,  owner, 
ed,  February  5,  1931,  an  application,  under  the  building 
ne  resolution,  to  permit  in  a  business  district  the  altera- 
n  and  extension  of  an  existing  business  building  and  the 
ange  of  occupancy  to  a  motor  vehicle  repair  shop;  premises 
39  Fort  Hamilton  parkway,  south  side,  425  ft.  west  of 
fester  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
i'„  May  19,  1931,  after  due  notice  by  publication  in  the 
1  let  in  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
le  resolution  show  that  Fort  Hamilton  parkway  is  in  a 
iness  and  residence  district;  Minna  street  is  in  a  residence 
trict ;  36th  street  is  in  an  unrestricted  district,  and 
ester  avenue  is  in  a  residence  district;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings, 
tiered  January  30,  1931  (re  Applic.  No.  785-1931),  reads: 

“1.  Extension  of  existing  building  in  business  dis¬ 
trict  changing  of  occupancy  of  same  to  an  auto  repair 
shop  in  violation  of  Art.  II,  Section  4(2-29),  zone 
resolution.  Above  application  is  therefore  denied.” ; 

i/hereas,  the  existing  building  is  of  non-fireproof  con- 
ction,  one  story  in  height,  with  a  frontage  of  25  ft. 
a  depth  of  65  ft.  and  50  ft. ;  occupied  as  a  garage  for 
'  motor  vehicles ;  it  is  proposed  to  erect  a  one-story  rear 
nsion  to  cover  the  area  of  the  lot  to  a  depth  of  80  ft. 
the  pui  pose  of  conducting  a  motor  vehicle  repair  shop 
'in  a  business  use  district;  and 

Jhereas,  Fort  Hamilton  parkway,  between  36th  street 
Chestei  avenue,  on  the  south  side  of  parkway,  is  now 
•tically  developed  entirely  with  non-conforming  uses* 
f-  of  which  were  granted  by  this  board  for  gasoline 
ce  station  and  garages;  on  the  north  side  of  Fort' Hamil¬ 
parkway,  between  these  intersecting  streets,  is  Green- 
1  Cemetery:  the  board  feels  that  the  application,  there- 
|  seems  to  be  justified,  under  section  21 — hardship;  and 
hereas,  this  application  was  granted  by  the  board  at  its 
mg  May  19,  1931,  on  certain  conditions,  and  owner, 
igh  her  agent,  Martin  J.  Ort,  requested  a  modification 
'  signs  and  windows  at  rear. 

\soIvcd,  that  the  board  of  standards  and  appeals  does 
>y  make  a  variation  in  the  application  of  the  use  de¬ 
regulations  of  the  building  zone  resolution,  and  that 
[application  be  and  it  hereby  is  granted  for  a  building 
[story  in  height  above  grade  to  cover  the  area  of  the 
running  from  Fort  Hamilton  parkway  south  80  ft., 
and  gable  walls  to  be  unpierced  throughout  their  entire 
t  and  length,  except  for  one  door  opening  in  the  rear 
3  8  in.  in  width,  equipped  with  self-closing,  fireproof 

[and  three  4  ft.  by  6  ft.  fireproof  windows  with  fenestra 
and  wire  glass,  said  openings  to  be  used  only  so  long 
otor  vehicle  repair  shop  is  in  ownership  of  present 
'  ancI  only  while  she  is  owner  and  occupant  of  dwelling 
|tr  the  building  to  be  built  of  masonry  construction, 

[ ndition  that  there  shall  be  no  open  flames,  forges  or 
used  or  operated  on  the  premises;  that  all' repair 
[  shall  be  confined  to  minor  repairs  of  automobiles', 
ill  power-driven  machinery  shall  be  confined  to  not  more 
me-half  horsepower  each  electric  machines  -  that  any 
shall  be  limited  to  those  now  on  building  as  shown  on 
graphs  filed  with  this  application,  and  that  all  permits 
3e  obtained  within  six  months  and  any  work  involved 
be  completed  within  one  year  from  the  date  of  this 


-BZ. 

[JCANT— McCooey  &  Conroy,  for  Mary  De  Ltica 
request  for  reopening  made  by  the  owner’- 
EL  I —Application  for  reopening— extension  of  time— 


bui1^PJ\Cati°ni  (decisi.on  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 

resolution,  to  permit  in  a  business  district  the  change 

for  S'"07  °  a  l,UiIding  occu^d  as  a  warehoufe 
five  5  manufacturing-  to  a  garage  for  more  than 

P R E MIf  ES  A FFBC T ED-'ia st  side  of  ,01*  street,  146 
of  Queens  L'b  y  aVenue’  °20ne  Park'  Bo™>gh 

APPEARANCES— None. 

AC1ION  (JP 'POARD — Application  reopened  and  time  ex- 

T.HE  VOTE  TOREOPeS™*18  a"d  C°n,I’le,e  work- 
Affir, native:  Temporary  Chairman  Connell,  Com- 

™sJt2trd  Guilfo,le  a,,d  As- . 

Negative  . '  .  4 

Absent  . .  0 

THE  VOTE  TO  EXTEND  TIME- .  ° 

Affirmative :  Temporary  Chairman  Connell  Com- 

~cL^SLand  Guilfoy,e  an’d  As- 

Negative  .  '  .  4 

Absent  .  0 

the  resolution-  .  ° 

(231-31-BZ) 

filed  HMayASi5MiC9Cq0i0ey  &  Cc|nr0-V’  for  Mar>'  De  Luca,  owner 

Te“sf ‘L3 

"wL®”  Brough  of  Queens,-  a„T  L'ber,y 

by  the  hoard  ofSardTand  aTp^s'L0" 

December  IS  ion  ,  a  app<:als'  a*  a  special  meet  ng, 

iivSIflSAS 

VS 

sid“west'ofTois?rsetSrerefed  diS'riCt:  Liber,y  a™tuc.  couth 

Liberty  avenue,  south  side!  easT  n“J 

business  district;  and  eet'  is  in  a 

renlrSALn,e2dJS:’r°eldbe 

Your  request  for  a  certificate  of  occupancy  to  chano-A 
the  occupancy  of  premises  on  the  east  side  of  101st 
146  feet  south  of  Liberty  Avenue,  from  warehouse  for’ 

hght  manufacturing  ‘o  a  public  garage,  is  hereby  den  ed 

for  the  reason  that  same  is  located  in  a  bush  esfdistric 
and  ”*  »  contrary  to  Sec.  4,  Subd.  16  of  the  Zone  Law.”; 

five*"  motor  yeWdes ;  ™  3  g3rage  for 

niends 

.ons  so  as  to  safeguard  the  adjoining  property  wne'  a nd 
which  report  is  herein  incorporated;  and 
Whereas,  the  report  reads: 

‘‘Cal.  No.  231-31-BZ. 

Premises  east  side  of  101st  street,  146  ft.  south  of  Libertv 
avenue,  Ozone  Park,  Borough  of  Queens  ^ 

REPORT  OF  COMMITTEE  OF  INSPECTION 

.  “0n  Dfember  9,  1931.  a  committee  of  the  board  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspect  he 
premises  under  appeal  in  this  case. 
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“This  is  an  application  under  section  21  of  the  building 
zone  resolution — hardship — to  permit  in  a  business  use 
district  a  change  of  occupancy  of  a  building  occupied  as  a 
warehouse  for  light  manufacturing  to  a  garage  for  more 
than  five  motor  vehicles. 

“The  premises  in  question  are  at  present  occupied  by 
a  one-story  building  for  which  permission  has  been 
granted  for  the  storage  of  five  automobiles.  It  would 
seem  from  the  records  of  the  building  department,  Bor¬ 
ough  of  Queens,  that  at  the  time  the  present  building 
was  erected  it  was  filed  for  garage  usage,  the  property 
having  been  acquired  by  the  owner  in  1925,  and  at  that 
time  the  property  was  in  an  unrestricted  use  district. 

“However,  the  east  side  of  101st  street,  between 
Liberty  avenue  and  Rockaway  boulevard,  was  changed 
to  a  business  use  district  by  the  Board  of  Estimate  in 
May  of  1926.  Application  to  the  bureau  of  buildings 
having  been  filed  for  garage  use  in  September,  1926,  that 
application  was  denied  as  the  premises  then  were  wholly 
within  a  business  use  district.  The  applicant  then  re¬ 
quested  permission  to  change  the  occupancy  from  a 
garage  to  a  warehouse.  Plans  were  therefore  approved 
by  the  building  superintendent.  It  would  seem,  however, 
that  no  certificate  of  occupancy  had  been  issued. 

“Abutting  the  premises  under  appeal  to  the  north 
and  running  to  Liberty  avenue,  a  distance  of  approx¬ 
imately  147  ft.,  the  board  under  Cal.  No.  219-29-BZ 
granted  an  application  for  a  gasoline  service  station 
and  garage,  the  development  of  which,  however,  has  not 
yet  taken  place.  The  time  for  obtaining  permits  and 
completion  of  work  for  this  development  was  extended  by 
this  board  on  April  14,  1931. 

“Abutting  the  property  to  the  south  and  running  to 
Rockaway  boulevard  the  properties  are  vacant  and  un¬ 
improved. 

“The  west  side  of  101st  street  .north  of  Rockaway 
boulevard  and  continuing  north  of  Liberty  avenue,  is 
wholly  within  the  unrestricted  use  district. 

“West  of  this  property  is  the  elevated  structure  of  the 
Long  Island  Railroad. 

“Rockaway  boulevard  in  this  locality  is  also  in  the 
unrestricted  use  district  and  101st  street  terminates  at 
the  south  on  Rockaway  boulevard. 

“North  of  Liberty  avenue,  on  the  east  side  of  101st 
street,  is  also  in  the  unrestricted  use  district. 

“Immediately  abutting  the  property  in  the  rear,  facing 
on  102nd  street,  the  property  is  in  the  residence  use 
district  and  deveolped  with  detached  private  dwellings, 
all  of  which  object  to  the  granting  of  this  appeal. 

“101st  street,  between  Liberty  avenue  and  Rockaway 
boulevard,  while  roughly  graded  is  not  as  yet  paved. 

“The  committee  is  of  the  opinion  that,  due  to  the 
surrounding  unrestricted  use  district,  non-conforming 
uses,  garage  and  gasoline  station,  abutting  to  the  north, 
the  unrestricted  use  of  Rockaway  boulevard,  which  is 
the  termination  of  101st  street,  the  property  could  not  be 
expected  to  be  developed  for  a  conforming  business  use 
and  give  a  reasonable  return  and,  therefore,  recommends 
the  granting  of  this  appeal  with  such  safeguards  as 
would  protect  the  abutting  property  owners  to  the  west. 

“(iSigned)  HENRY  L.  CONNELL, 
Temporary  Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  the  committee  of  inspection  was  of  the  opinion 
that  due  to  the  general  surrounding  conditions  the  property 
cannot  be  developed  with  a  conforming  use  and  give  a  reason¬ 
able  return  on  the  investment  and  that  a  denial  of  the 
application  would  constitute  unnecessary  hardship  and  prac¬ 
tical  difficulty  as  within  the  meaning  of  section  21  of  the 
building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  December  18,  1931,  on  certain  conditions,  and 


owner,  through  her  attorneys,  Conroy  &  Hardy,  requested  a 
extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  use  district  regulations  o 
the  building  zone  resolution,  and  that  the  application  be  an 
it  hereby  is)  granted  on  condition  that  the  building  shall  b 
limited  to  one  story  in  height  above  grade,  approximatel 
50  ft.  by  95  ft.  in  area  and  that  the  rear  and  gable  wall 
shall  be  unpierced  throughout  their  entire  height  and  length 
that  the  underside  of  the  ceiling  in  the  first  story  sha 
be  fire-retarded  in  accordance  with  the  rules  of  the  boar 
of  standards  and  appeals ;  that  any  skylights  installed  i 
the  roof  shall  be  protected  with  wire  guards  above  an 
below;  that  the  use  of  these  premises  shall  be  for  the  pur 
pose  of  a  storage  garage  for  more  than  five  motor  vehicle 
and  not  in  any  sense  to  be  construed  as  a  motor  vehicl 
repair  shop;  that  any  advertising  of  the  non-conforming  us 
shall  be  confined  to  one  projecting  electric  sign,  indicatin 
the  name  and  nature  of  the  business  conducted  on  the  prem‘ 
ises;  that  the  side  lot  lines  and  rear  lot  lines  where  no: 
occupied  by  a  building  shall  be  fenced  with  a  man-proc’ 
fence  not  less  than  7  ft.  in  height  with  no  openings  therein 
that  all  permits  required  shall  be  obtained  within  six  month 
and  all  work  completed  within  six  months  from  June  If 
1932. 


4-31-BZ. 

APPLICANT — John  Somyak,  owner;  request  for  reopenin 
made  by  Rockaway  News  Supply  Co.,  Inc. 
SUBJECT — Application  for  reopening — 'modification — re  Ar 
plication  (decision  of  the  superintendent  of  builc 
ings),  under  section  21  of  the  building  zone  resolr 
tion,  to  permit  in  a  business  district  the  erectio 
and  maintenance  of  a  garage  for  the  storage  of  mor 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 84-01  to  84-05  Barry  plao 
southwest  corner  of  'Beach  84th  street,  Rockawa 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  S.  Marcell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolutio 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(4-31-BZ) 

Whereas,  John  Somyak,  owner,  filed,  January  5,  1931,  a 
application,  under  the  building  zone  resolution,  to  permit  i 
a  business  district  the  erection  and  maintenance  of  a  garag 
for  the  storage  of  more  than  five  motor  vehicles ;  premise 
84-01  to  84-05  Barry  place,  southwest  corner  of  Beach  84t 
street,  Rockaway  Beach,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  b 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
November  17,  1931,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Barry  place  is  in  a  business  dis 
trict ;  Beach  84th  street  is  in  a  business  district ;  Beach  85t 
street  is  in  a  business  district;  Java  place,  east  side,  is  i 
a  business  district,  and  Java  place,  west  side,  is  in  an  ur 
restricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  building: 
rendered  February  16,  1931  (re  Plan  No.  Alt.  6391-1930, 
reads : 
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“3.  The  use  or  occupancy  of  present  storage  building 
for  the  storage  of  more  than  five  motor  vehicles  or  the 
extension  of  such  building  for  the  storage  of  more  than 
five  motor  vehicles  in  a  business  district  is  contrary  to 
article  2,  section  6,  Building  Zone  Resolution.”; 
and 

Whereas,  the  premises  consist  of  a  corner  lot,  75  ft.  by 
11$  ft.,  upon  which  is  located  two  frame  buildings,  one  and 
two  stories  in  height,  also  a  one-story  cement  block  building 
termed  in  the  certificate  of  occupancy  as  a  wagon  shed;  it 
is!  proposed  to  erect  a  one-story  building  on  the  corner,  57 
ft.  2  in.  by  74  ft.  1  in.  (which  includes  the  wagon  shed 
building),  for  the  purpose  of  conducting  a  garage  for  the 
storage  of  thirty  trucks,  owned  and  operated  by  the  appli¬ 
cant  in  connection  with  the  existing  business  use  on  the 
premises,  within  a  business  use  district ;  and 
Whereas,  these  premises  under  appeal  were  subject  to  an 
inspection  by  a  committee  of  the  board,  which  reported 
favorably  on  the  granting  of  this  application,  with  such 
safeguards  as  would  protect  adjoining  property  owners,  and 
report  of  which  committee  is  herewith  incorporated,  reading.1 
“Cal.  No.  4-31-BZ. 

“Premises  84-01  to  84-05  Barry  place,  southwest  corner 
of  Beach  84th  street,  Rockaway  Beach,  Borough  of 

Queens. 

REPORT  OF  COMMITTEE  OE  INSPECTION. 

“On  November  5,  1931,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution — hardship — to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 

“The  premises  in  question  which  are  now  vacant  and 
have  a  frontage  of  25  ft.  on  Barry  place  are  a  portion 
of  a  total  plot  which  has  approximately  118  ft.  frontage 
on  Barry  place  and  is  75  ft.  in  depth.  Sixty  feet  of  this 
property  is  now  used  for  the  business  of  a  news  depot. 
Adjoining  the  news  depot  are  two  buildings  now  used 
for  the  storage  of  trucks  in  the  conduct  of  the  business 
conducted  on  the  premises.  The  applicant  seeks  to 
enlarge  one  of  these  buildings,  one  story  in  height  above 
grade,  to  include  the  premises  under  appeal,  to  be  used 
for  the  storage  of  trucks  in  the  ownership  and  operation 
of  the  business  conducted  on  the  premises. 

“Barry  place  westward  terminates  at  the  Long  Island 
Railroad,  also  known  as  Java  place,  a  distance  of  about 
200  ft.  from  the  property  under  appeal,  and  eastward 
terminates  at  Beach  84th  street. 

“Opposite  the  premises  under  appeal  are  two  very  old 
dilapidated  two-story  buildings  used  for  dwelling  pur¬ 
poses. 

“There  have  been  filed  with  this  appeal  thirteen  ob¬ 
jections  and  twenty-two  consents,  the  greater  portion  of 
the  objectors  being  located  on  Beach  84th  street  and 
Beach  85th  street,  and  under  the  existing  conditions 
would  not,  in  the  opinion  of  the  committee,  be  seriously 
affected  by  the  granting  of  this  appeal. 

“The  committee  is  further  of  the  opinion  that  a  well- 
constructed  building,  one  story  in  height,  and  allowing 
no  vehicular  entrance  on  Beach  84th  street  and  used 
wholly  and  solely  for  the  storage  of  trucks  used  in  the 
conduct  and  operation  of  the  business  conducted  on  the 
premises,  prohibiting  any  gasoline  storage  of  any  nature 
or  description,  would  not  seriously  affect  adjoining  and 
abutting  properties  and  would  greatly  improve  the  pres¬ 
ent  condition  existing  on  the  premises. 

“The  committee,  therefore,  recommends  granting  of 
this  appeal,  with  such  safeguards  as  will  protect  adjoin¬ 
ing  and  abutting  properties. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 


“JAMES  P.  HOLLAND, 

,  “JOHN  GUILFOYLE.” 

and 

W  hereas,  the  board  deems  that  a  denial  of  this  application 
would  devolve  a  hardship  upon  the  applicant  as  within  the 
PuJXiew  °f  section  21  of  the  building  zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  November  17,  1931,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  these  conditions  as  to  dis¬ 
tances  stated,  and  now  requests  a  further  modification  as  to 
gasoline  storage. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  a 
building  to  be  erected  at  the  intersection  of  Barry  place  and 
Beach  84th  street,  Rockaway  Beach,  for  a  distance  of  ap¬ 
proximately  79  ft.  westward  from  the  building  line  on  Beach 
84th  street  to  the  extreme  westerly  lot  line  of  the  proposed 
building,  on  condition  that  the  building  shall  be  erected  one 
story  in  height,  fireproof  throughout,  the  rear  wall  running 
westerly  from  Beach  84th  street  to  be  unpierced  throughout 
its  entire  height  and  length  and  the  westerly  wall  of  the  pro¬ 
posed  building  shall  be  unpierced  with  the  exception  of  one 
opening  not  more  than  3  ft.  8  in.  wide,  equipped  with  a  self¬ 
closing,  fireproof  door ;  there  shall  be  no  openings  of  any 
nature  or  description  on  Barry  place,  except  windows,  the 
sills  of  which  shall  be  not  less  than  6  ft.  above  the  sidewalk 
level;  all  vehicular  openings  to  the  garage  shall  be  confined 
to  the  Beach  84th  street  frontage,  two  in  number,  each 
opening  not  more  than  12  ft.  wide,  with  curb  cuts  directly  in 
front  thereof  not  more  than  14  ft.  wide  each;  there  shall  be 
no  gasoline  sold  on  or  from  the  premises ;  any  gasoline  stored 
on  the  premises  to  be  confined  to  one  (1)  550-gallon  tank 
and  one  (1)  pump  other  than  that  stored  in  tanks  of  cars 
stored  on  the  premises;  the  use  of  this  building  shall  be 
wholly  and  solely  for  the  storage  of  trucks  owned  and 
operated  in  connection  with  the  news  depot  business  con¬ 
ducted  on  the  premises  and  for  the  use  of  its  present  owners ; 
the  front  elevation  on  Beach  84th  street  and  Barry  place 
shall  be  finished  with  face  brick  and  architectural  terra  cotta 
or  stone  trim ;  there  shall  be  no  advertising  signs  of  any 
nature  or  description  permitted  on  the  proposed  new  build¬ 
ing;  any  skylights  installed  shall  be  set  back  from  the  rear 
lot  lines  not  less  than  15  ft.,  glazed  with  ^-inch  plate  glass, 
protected  with  wire  guards  above  and  below;  that  this  use 
shall  be  confined  to  the  present  owners  of  the  premises  and 
shall  not  run  with  the  land  or  be  a  basis  for1  a  future  ap¬ 
plication  either  for  a  public  garage  or  a  gasoline  service 
station;  that  all  permits  required  shall  be  obtained  within 
six  months  from  May  17,  1932,  and  all  work  completed 
within  one  year  from  November  17,  1932. 


APPROVAL  OF  PLANS. 

263-31-BZ. 

APPLICANT — Elias  Bernstein,  for  Weissglass  Dairies, 
Inc.,  owner;  request  for  reopening  made  by  Maurice 
G.  Uslan,  architect. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  under  date  of  May  17,  1932. 

PREMISES  AFFECTED — 2014  Forest  avenue,  south  side, 
20.03  ft.  east  of  Maple  avenue,  Mariners  Harbor, 
Borough  of  Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved  as  being  in  ac¬ 
cordance  with  resolution. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


Adjourned  12.15  p.  m. 

Wir.i.TAM  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  7,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

46-32-A. 

APPELLANT — Frederick  E.  Goldsmith  and  Louis  E.  Felix, 
for  512  West  56th  Street  Corp.,  owner. 

SUBJ ECT — (Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 141-145  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  J.  S.  Moscowitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1932,  at 
2  p.  m.,  on  written  request  of  appellant.  Final 
disposition. 


151-32-A. 

APPELLANT — Haughton  Elevator  &  Machine  Co.,  for 
Young  Men’s  Christian  Association,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 174-184  West  135th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant :  Elmer  J.  Heinsius. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1932,  at 
2  p.  m.,  pending  submission  of  device  to  and  report 
of  Elevator  Rules  Committee. 


202-32-A. 

APPELLANT— Jessie  Thomson,  adjoining  owner;  C.  H. 

Leibfried  Manufacturing  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  Revocation  of  Certificate  of  Occu¬ 
pancy  No.  66712,  Permit  No.  3731-1931. 
PREMISES  AFECTED— 97-101  Guernsey  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1932,  at 
2  p.  m.,  on  request  of  both  adjoining  owner  and 
owner  of  property.  Final  disposition. 


191-32-A. 

APPELLANT — John  J.  Gilmartin,  for  Lawyers  Title  & 
Trust  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 6  Maiden  lane,  Manhattan. 
APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  6 

THE  RESOLUTION— 


(191-32-A) 

Whereas,  John  J.  Gilmartin,  for  Lawyers  Title  &  Trust 
Co.,  owner,  filed,  April  8,  1932,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  6  Maiden  lane, 
Borough  of  Manhattan ;  and 


Whereas,  the  order  of  the  fire  commissioner,  dated  March 
24,  1932  (re  Order  No.  93376-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story. 

“Sec.  580-581,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
21  ft.  by  90  ft.  in  area;  OCCUPIED  for  office  purposes, 
twenty-five  persons  per  story ;  and 

Whereas,  the  appellant  claims  the  present  standpipe  sys¬ 
tem  was  installed  when  the  building  was  erected  in  1907 
under  plans  approved  by  the  departments  having  jurisdiction; 
the  standpipe  system  is  fed  from  a  3,300-gallon  house  tank  the 
bottom  of  which  is  12  ft.  above  the  hose  outlet  at  top  story; 
furthermore,  the  appellant  proposes  to  rearrange  the  house 
supply  tank  connection  so  as  to  maintain  a  reserve  of  2,500 
gallons  solely  for  standpipe  purposes. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  elevation  of  the  tank 
and  the  reserve  capacity  for  the  standpipe  system,  on  condi¬ 
tion  that  the  elevation  of  the  bottom  of  the  tank  shall  be  not 
less  than  12  ft.  above  the  top  story  hose  outlet  and  that  a 
reserve  of  not  less  than  2,500  gallons  shall  be  maintained  for 
the  standpipe  supply  at  all  times ;  that  the  hose  in  the  top 
story  shall  be  equipped  with  ^-inch  nozzles ;  that  the  building 
shall  be  not  increased  in  height  or  area  and  that  the  stand¬ 
pipe  system  shall  comply  with  the  rules  in  all  other  respects. 


PETITIONS  FOR  VARIATIONS. 

178-32-S. 

PETITIONER — Henry  J.  Nurick,  for  Calmor  Holding  Co., 
owner. 

SUBJECT — -Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 330-338  Morgan  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Henry  J.  Nurick  and  William  E. 
Popkin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


85-32-S 

PETITIONER — John  J.  Gilmartin,  for  A.  Arent  Co.  (New 
York  Corp.),  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 531-535  Eighth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  ° 

Absent  .  0 
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124-32-S. 

PETITIONER— Morris  Whinston,  for  Milans  Realty  Corp., 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  decision 

_ _  ot  the  superintendent  of  buildings 

PREMISES  AFFECTED— 66-68  West  38th  street,  Man- 

APPEARANCES— 

For  Petitioner:  Morris  Whinston 
For  Administration:  Assistant  Engineer  Samuel 

bureau  of  buildings. 

THE  VOTE- 30ARD— Petition  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . n 

Absent  .  Q 


141-32-S 

PETITIONER— William  F.  Doyle,  for  Midblock  Realty 
Corp.,  owner.  * 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
hiiq  decisions  of  tlie  fire  comtniQcinn^*- 
P—L  AWECTED^kS  SHSHU  Man- 

APPEARANCES— 

For  Petitioner:  Samuel  Falk. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment  and  Assistant  Engineer  Samuel  Becker 
a  °*  bureau  of  buildings. 

THE1  VO TE— B Peti t*on  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com- 
missioned  Hnllanrl  *  a 


THE  RESOLUTION— 

(124-32-S) 

WheReas  Morris  Whinston,  for  Milans  Realty  Corp. 
lessee,  filed,  March  10,  1932,  a  petition  for  a  variation  from 
he  requirements  of  the  labor  law,  as  cited  in  a  decision  of 

West  Sfflh"  fr'lrV  taMings,  affecting  premises  66-68 
West  38th  street,  Borough  of  Manhattan ;  and 

\Vhereas,  the  decision  of  the  superintendent  of  buildings 
Cnder?d  ¥arch  13’  !932  (Alt.  Applic.  No.  333-32),  reads: 
..bis  amendment  is  disapproved  with  the  following 
objections  repeated:  8 

“4*  JQnteri?r  siair  enclosure  is  of  unlawful  thickness, 
^ec.  ~63,  subd.  2  and  Sec.  270  subds.  3  and  4  of  the 
Cabor  Law.  Reconsideration  denied  ”  • 

tnd  ’ 

Whereas,  the  building  is  non-ffireproof,  erected  in  1920 
our  stories  in  height,  41  ft.  8  in.  by  98  ft.  9  in.  in  area  at 

)CCUPIEDnd  i  ,l  ^  8  in>  by  88  ft  9  in'  in  area  above ; 

a  SL°ry’  restaurant>  HO  persons;  upper 
tones,  offices  and  showrooms,  5  per  cent  manufacturing 

•YTTCPerSOn-S  per  St-0ry:  Iocated  within  a  retail  district; 
sXUb.  an  interior  iron  stairway,  extending  from  the  first 

•it?  r°°ff  jnclosed  111  4-mch  fireproof  block  partitions, 
fireproof  doors  at  openings;  an  exterior  iron  stairway 
n  the  rear  of  the  building,  extending  from  the  roof  of  first 
ory  extension  to  the  top  story,  with  egress  from  roof  of 
rst  story  extension  by  means  of  fireproof  enclosed  stairs 
admg  to  a  fireproof  passageway  in  cellar  then  by  stairs 
•entrance  hall,  first  story,  and  to  the  street;  ROOF'S  of 
homing  buildings:  about  10  ft.  higher  at  east;  and 

Whereas,  the  petitioner  proposes  to  construct  a  fireproof 
■closed  stairs  on  the  rear  of  the  building  and  use  5  per  cent 
the  Hoor  area  for  manufacturing  incidental  to  the  business 
■rmitted  in  a  retail  district;  and 

W  hereas,  the  petitioner  claims  the  existing  interior  stairs 
Ckei!uOS-jd  WIth  4-inch  fireproof  block  partitions,  plastered 
1  both  sides,  making  a  total  thickness  of  6  inches ;  further- 
3re,  the  petitioner  contends  the  building  is  small  in  area 
d  conforms  in.  all  respects  to  the  labor  law  except  as  to 
’2  exit  under  this  petition. 

Resolved  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  requirements  of  the  labor  law 
the  petition  be  and  it  hereby  is  granted,  as  to  objection 
<  the  superintendent  of  buildings,  Item  4  only,  on  condition 
■  the  stairway  in  question  shall  be  enclosed  with  not 
s  than  4  inches  of  hollow  tile  with  1  inch  of  cement  mortar 
(  each  S]de<  making  a  total  thickness  of  6  inches,  said  en¬ 
sure  extending  from)  the  cellar  through  to  the  roof  -  that 
:  occupancy  above  the  first  story  shall  be  limited  to  not 
r  re  than  twenty Jfive  persons  per  story ;  that  the  factory 
v  rk  permitted  on  the  premises  shall  be  limited  to  5  per  cent 
rail  requirements;  that  the  labor  law  shall  be  complied  with 
i  all  other  respects  and  the  building  shall  be  not  increased 
■  height  or  area. 


lfoyle  and  As- 


.  .  - 

missioners  Holland  and  Gu 

sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(141-32-S) 

WHEmAJS’  WMHun  F.  Doyle,  for  Midblock  Realty  Corp 
owner,  filed,  March  23,  1932,  a  petition  for  a  variation  fron 
the  requirements  of  the  labor  law,  as  cited  in  an  order  anc 

Eas f  50th °s t comnilssi^er. .  affecting  premises  10-1 S 
Last  oOth  street,  Borough  of  Manhattan;  and 

arv30EREi thre  °f  S6  fire  commi'ssioner,  dated  Janu- 
ary  30,1931  (re  Order  No.  82311-LD),  reads: 

.  Enclose  the  interior  stairway  (in  building  No.  10) 
in  partitions  of  Fire-Resisting  material  extending  from 
st  story  to  3  above  roof,  all  openings  to  be  protected 
with  appi-OTcd  fire  doors  as  per  rules  of  the  Board  of 
and  btandards  and  APPeals-  Sec.  271  of  the  Labor  Law.”; 

Whereas  the  decision  of  the  fire  commissioner,  rendered 
November  24,  1931,  reads:  a 

will  reply  to  your  letter  of  October  1st,  1931 
in  which  you  refer  to  Order  No.  82311-LD,  and  submit 
a  proposition  to  make  alterations  regarding  the  extend- 
mg  of  the  existing  exterior  iron  stairway  now  in  the 
rear  of  No.  12  East  50th  Street  to  take  in  two  windows 
on  the  rear  of  the  premises  No.  10  East  50th  Street,  and 
a  so  to  cut  the  parapet  wall  on  the  second  story,  further 
proposing  to  provide  one  fireproof  window  and  one  case¬ 
ment  window,  glazed  with  rough  wire  glass  and  with 
metal  trim  on  each  of  the  three  upper  stories. 

You  are  advised  that  the  alternative  method  pro- 

P°?ed  y°ur  et!er  ,°f  0ct°ber  1st,  1931,  is  acceptable 
provided  the  work  done  conforms  with  Section  274  of 
the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  APPeals  relating  to  fire  escapes  and  further  pro¬ 
vided  that  there  is  an  opening  cut  in  party  wall  on 
the  second  story.  J 

“Plans  for  these  structural  changes  should  be  filed  in 

ilws  oM916  ”  U  dmgS  35  rCqUired  by  Chapter  503’ 
and 

MarehT^Veldsf ’’  *  *re  con""issionw-  rendered 

This  will  reply  to  your  letter  of  January  13,  1932 
in  which  you  request  an  inspection  and  the  removal  of 
violation  No.  82311-LD. 

An  inspection  has  been  made,  the  report  of  which 

Ar!CS,thTnn,°  dismissal  can  be  granted  for  Order 
No.  8~311-LD,  due  to  this  means  of  exit  provided  not 
complying  with  Section  274  of  the  Labor  Law  and  the 
Rules  of  the  Board  of  Standards  and  Appeals. 

Section  274  of  the  Labor  Law,  insofar  as  it  is  ap- 
idicahde  to  this  case,  reads  : 

‘“A  safe  and  unobstructed  exit  shall  be  provided  to 
the  street  from  the  foot  of  such  fire  escape  as  required  in 
subdivision  9,  of  Section  273.’ 

“?„ecti°nn  273-  subdivision  9,  of  the  Labor  Law  reads : 

9.  \\  hen  not  erected  on  the  front  of  the  building 

safe  and  unobstructed  egress  shall  be  provided  from  the 
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foot  of  the  fire  escape  by  means  of  an  open  court  or 
courts  or  a  fireproof  passageway  having  an  unobstructed 
width  of  at  least  three  feet  throughout,  leading  to  the 
street,  or  by  means  of  an  open  area  having  communica¬ 
tion  with  the  street.  Such  fireproof  passageway  shall 
be  adequately  lighted  at  all  times  and  the  light  shall  be  so 
arranged  as  to  insure  their  reliable  operation,  when 
through  accident  or  other  cause  the  regular  factory 
lighting  is  extinguished.’ 

“The  egress  from  this  fire  escape  at  rear,  at  present 
maintained  is  through  a  store  in  building  No.  11  East 
49th  St.,  which  is  directly  back  of  above  premises.  This 
passageway  to  street  is  non-'fi reproof. 

“It  is  obvious  that  the  exit  from  the  termination  of 
the  fire  escape  does  not  meet  with  the  requirements  of 
the  Tabor  Taw.” ; 

and 

Whereas,  the  building,  erected  in  1900.  is  non-fi reproof, 
five  stories  in  height,  42  ft.  10  in.  by  100  ft.  in  area  at  first 
and  second  stories  and  42  ft.  10  in.  by  00  ft.  in  area  above; 
OCCUPIED :  1st  story,  stores,  4  persons ;  2nd  story,  massage 
parlor,  20  persons ;  3rd  story,  corset  fitting  and  shirts,  13 
persons;  4th  story,  dyeing  shoes,  14  persons;  5th  story, 
millinery  and  leather  goods,  13  persons;  EQUIPPED  with 
a  fire  alarm  signal  system ;  EXIT'S :  two  interior  wooden 
stairways,  extending  from  the  first  story  to  roof  (the  west¬ 
erly  stairway  extends  only  to  top  story,  enclosed  in  metal 
lath  and  cement  mortar  partitions  (the  westerly  stairway  in 
wood  lath  and  plaster  partitions),  with  fireproof  doors  at 
openings ;  a  fire  escape  on  the  rear  of  the  building,  having 
fireproof  openings  along  the  course  thereof,  extending  from 
the  yard  level  to  the  roof,  with  EGRESS  from  the  termina¬ 
tion  of  the  fire  escape  by  means  of  door  in  wood  fence  lead¬ 
ing  to  yard  adj  oining  at  south ;  and 
Whereas,  the  petitioner  claims  that  all  work  agreed  upon 
by  the  fire  commissioner  in  lieu  of  complying  with  Order 
No.  82311-TD  has  been  completed;  that  the  present  door 


in  fence  is  3  ft.  in  width  and  was  accepted  as  egress  from 
the  adjoining  yard  at  south  under  Cal.  No.  385-23-S;  that 
the  same  egress  should  be  accepted  for  the  premises  in 
question;  furthermore,  the  petitioner  contends  the  present 
exits  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  82311-TD,  Item  1,  on  condition  that  a  second  means  of 
exit  satisfactory  to  the  fire  department  shall  be  provided  for 
both  buildings,  No.  12  and  No.  10  East  50th  street,  terminat¬ 
ing  in  the  yard  of  No.  12  East  50th  street,  with  egress 
from  termination  of  this  means  of  exit  through  an  opening 
in  the  fence,  not  less  than  3  ft.  wide,  to  the  yard  of  No. 
11  East  49th  street,  thence  through  the  building,  11  East 
49th  street,  to  the  street ;  a  letter  of  consent  of  the  owner^ 
of  the  premises  No.  11  East  49th  street  agreeing  to  this; 
means  of  egress  shall  be  filed  with  the  fire  department,  and; 
further,  that  the  certificate  of  occupancy  now  in  force  as 
to  the  use  of  these  two  premises,  10  and  12  East  50th  street, 
shall  be  complied  with  in  all  respects,  and,  further,  on  con-! 
dition  that  the  labor  law  shall  be  complied  with  in  all  other' 
respects  and  neither  building  be  increased  in  height  or  areaj 


APPTIANCE  SUBMITTED  FOR  APPROVAL 
491-31-SA. 

PETITIONER — Perfection  Stove  Co.,  owner.  i 

SUBJECT — Superfex  Oil  Burning  Heater,  approval  of.  t 
APPEARANCES— 

For  Petitioner :  Arnold  Goldstein. 

For  Administration:  Inspector  Maher  of  fire  de-[ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  .Cal¬ 
endar  pending  test  and  report  of  fire  department. 


Adjourned  4.00  p.  m. 

William  J.  O’Gorman,  Secretary 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


Recommended  by  the  Bureau  of  Fire  Prevention. 
[217-21-SR] 

NOTICE  I'S  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  June 
24,  1932,  at  4  p.  m.,  Room  1013,  Municipal  Building,  on 
proposed  amendments  to  the  Fuel  Oil  Rules. 

Matter  in  italics  is  new.  Matter  in  brackets  |  ]  old  matter 

to  be  omitted. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  [discharge]  supply  line  in  the  tank  or 
otherwise  trapped  to  prevent  escape  of  oil  vapor.  The  fill 
pipe  shall  be  made  up  with  screwed  or  flanged  fittings 
securely  held  in  place  and  shall  be  oil  tight.  Each  fill  pipe 
shall  be  provided  with  a  receiver  terminal  or  fill  box  or 
casing  provided  with  means  for  locking  and  located  at  or 
above  grade  [in  front]  outside  of  the  building  [or  at  the 
side  of  the  building,  but  not  beyond  the  front  wall  of  the 
building  erected  on  the  premises.  The  fill  box  or  terminal 


BUITDING  CODE  ON  SATE. 

‘  Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $125;  by  mail  $1.35. 


shall  be]  within  thirty  (30)  feet  from  curb  or  private  right- 
of-zvay  and  located  as  remote  as  practicable  from  any  build¬ 
ing  opening,  subway  gratings  or  elevated  column,  but  not 
less  than  three  (3)  feet  therefrom.  [The  distance  between 
the  fill  line  terminal  and  the  curb  shall  not  exceed  thirty 
(30)  feet.] 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 

fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  [at 
the  tank]  and  a  swing [ing]  check  valve  [shall  be  provided  ini 
the  fill  line],  both  gate  and  check  valve  to  be  located  at  the 
fill  box.  ;  j 

(c)  Where  there  is  a  storage  system  of  volatile  inflam¬ 
mable  oil,  and  a  storage  system  for  fuel  oil  to  be  used  in  the 
same  premises,  the  fill  boxes  shall  terminate  as  far  as  possible 
from  each  other,  and  the  cover  of  the  fuel  oil  fill  box  shall  be 
painted  green  and  cover  of  gasoline  fill  box  red,  or  covers  of. 
fill  boxes  to  have  one  inch  ( 1 ")  raised  letters  stamped  there-, 
on  reading — Fuel  Oil,  Gasoline. 

(d)  The  terminal  of  fuel  oil  fill  pipe  1  shall  be  provided | 
with  a  left  handed  thread,  and  the  fill  pipe  to  be  of  a  different 
size  than  that  required  for  fill  pipes  to  gasoline  tanks. 


ETECTRICAT  CODE  ON  SATE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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REVISED  ELEVATOR  RULES 

iULES  FOR  1HE  CONSTRUCTION,  MAINTENANCE  AND  OPERATION  OF  El  EVA 
TORS  (ADOPTED  JULY  30,  1918,  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
EFFECTIVE  AUGUST  26,  1918;  REVISED  MAY  13,  1919)  AND  REVISED  JUNE 

12,  1931,  EFFECTIVE  DECEMBER  12,  1931. 


[340-19-SR] 


12.  Car  Enclosure. 


ELEVATOR  RULES 

Definitions 

1.  Alteration. 

An  '“Alteration”  of  an  elevator,  dumbwaiter,  or  escalator, 
a  change  in  the  use,  classification,  operation,  control, 
laracter  of  power  supply,  capacity  or  speed  of  the  elevator, 
calator  or  dumbwaiter,  application  for  which  is  filed 
.  the  Bureau  after  the  Rules  become  effective. 

2.  Auxiliary  Power  Elevator. 

An  “auxiliary  power  elevator”  is  one  having  a  source  of 
echanical  power,  such  as  shafting,  in  common  with  other 
achinery. 

3.  Bi-Parting  Door  or  Gate. 

A  bi-parting  door  or  gate”  is  a  vertical-slide,  horizontal- 
de,  or  swing  door  or  gate  consisting  of  two  or  more 
ctions  so  arranged  that  the  sections,  or  pairs  of  sections, 
en  away  from  each  other,  and  so  interconnected  that  both 
:tions  operate  simultaneously. 

4.  Board. 

Wherever  the  word  “Board”  is  used  in  these  Rules,  unless 
;cifically  stated  otherwise,  it  shall  mean  the  Board  of 
andards  and  Appeals. 

5.  Bottom  Clearance. 

Bottom  clearance”  of  the  elevator  car  is  the  vertical  dis- 
oe  between  any  obstruction  in  the  pit,  exclusive  of  the  com- 
lsating  device,  buffers,  and  'buffer  supports,  and  the  lowest 
nt  on  the  understructure  of  the  elevator  car  exclusive  of 
:  safeties,  car-frame  channels,  and  guide  shoes,  when  the 
floor  is  level  with  the  lower  terminal  landing. 

6.  Bottom  Overtravel. 

‘Bottom  overtravel”  of  the  elevator  car  is  the  distance 
car  floor  can  travel  below  the  level  of  the  lower 
minal  landing,  until  the  fully  loaded  car  rests  on  the 
iers,  and  includes  the  resulting  buffer  compression. 

Jottom  overtravel  of  the  counterweight  is  the  distance 
counterweight  can  travel  below  its  position  when  the  car 
1,1  form  is  level  with  the  upper  terminal  landing,  until  the 
nterweight  rests  on  the  buffers,  and  includes  the  resulting 
ter  compression. 

r.  Buffer. 

J  ‘‘buffer”  is  a  device  designed  to  absorb  the  impact  of 
car  or  counterweight  at  the  lower  limits  of  travel. 

1.  Bureau. 

Wherever  the  word  “Bureau”  is  used  in  these  Rules,  un- 
specifically  designated  otherwise,  it  shall  mean  the 
eau  of  Buildings. 

^  Car  or  Counterweight  Safety. 
cfr  or  counterweight  safety”  is  a  mechanical  device 
! oh€d  to  the  car  or  counterweight  frame  to  stop  and  hold 
car  or  counterweight  in  case  of  predetermined  overspeed, 

::  tall,  or  through  slackening  of  the  cables. 

0.  Car  Door  or  Gate. 

car  door  or  gate”  is  the  door  or  gate  in  or  on  the  ele- 
>r  car  ordinarily  used  for  entrance  and  exit. 

1*  Car  Door  or  Gate  Electric  Contact. 

car  door  or  gate  electric  contact”  is  a  device  to  open 
control  circuit,  or  an  auxiliary  circuit,  when  the  car 
'  or  gate  is  open  more  than  two  inches  from  full  closure 
i  thus  prevent  operation  of  the  elevator  in  a  direction  to 
'e  the  car  away  from  the  landing. 


The  car  enclosure  or  cab”  of  an  elevator  is  the  enclosure 
consisting  of  railings,  doors  or  gates,  walls,  and  the  top  or 
cover  built  upon  the  platform. 

13.  Car  Frame. 

A  car  frame”  (sling)  is  the  supporting  frame  to  which 
the  car  platform,  upper  and  lower  sets  of  guide  shoes,  and 
the  hoisting  cables  are  usually  attached. 

14.  Car-Leveling  Device. 

A  “car-leveling  device”  is  any  mechanism  or  control  which 
will  move  the  car  within  a  limited  zone  toward  and  stop 
the  car  at  the  landing.  A  car-leveling  device  may  also  be 
used  for  emergency  operation  of  the  car  throughout  its  entire 
travel  and  for  safe-lifting  purposes. 

15.  Car  PlAtform. 

The  “car  platform”  is  the  structure  which  forms  the  floor 
of  the  car  and  directly  supports  the  load. 

16.  Chain-Driven  Elevator. 

A  ‘  chain-driven  elevator”  is  an  elevator  machine  con¬ 
nected  to  a  reversible  motor,  engine  or  turbine  by  a  chain. 

17.  Contract  Load. 

The  contract  load”  is  the  load  specified  in  the  contract 
for  the  purchase  of  the  elevator,  or  in  the  application  for 
the  building  permit. 

18.  Contract  Speed. 

Contract  speed”  is  the  speed  specified  to  be  attained  by 
the  elevator  in  the  up  direction  with  contract  load  in  the  car 
in  the  purchase  contract  or  in  the  application  for  the  building 
permit. 

19.  Control. 

The  control  of  an  elevator  is  the  system  of  regulation 
by  which  the  starting,  stopping,  direction  of  motion,  accelera¬ 
tion,  speed,  and  retardation  of  the  elevator  are  governed. 

19.1.  Generator-Field  Control. 

Generator-field  control”  is  a  system  in  which  con¬ 
trol  is  primarily  accomplished  by  the  use  of  an  in¬ 
dividual  generator  for  each  elevator,  in  which  the 
voltage  applied  to  the  hoisting  motor  is  adjusted  by 
varying  the  strength  and  direction  of  the  generator 
field. 

19.2.  Multi-Voltage  Control. 

Multi-voltage  control”  is  a  system  in  which  con¬ 
trol.  is  accomplished  primarily  by  impressing  suc¬ 
cessively  on  the  armature  of  the  hoisting  motor  a 
number,  of  substantially  fixed  voltages  such  as  may 
be  obtained  from  multi-commutator  generators  com¬ 
mon  to  a  group  of  elevators. 

19.3.  Rheostatic  Control. 

“Rheostatic  control”  is  a  system  in  which  control 
is  accomplished  primarily  by  varying  resistance  and 
reactance  in  the  armature  and  field  circuit  of  the 
hoisting  motor. 

20.  Conveyor. 

A  “conveyor”  is.  a  device  intended  for  the  continuous 
movement  of  materials  only  and  operating  without  the  ser¬ 
vices  of  an  operator  thereon. 

21.  Door  Closer. 

A  “door,  closer”  is  a  device,  operated  by  gravity  or  other 
means,  which  will  automatically  close  a  door  when  released 
by  the  operator  or  by  suitable  automatic  means. 

22.  Double-Belted  Elevator. 

A  “double-belted  elevator”  is  an  auxiliary  power  elevator 
in  which  the  direction  of  motion  is  changed  without  r evens' 
of  the  prime  mover. 
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23.  Dumbwaiter. 

A  “dumbwaiter”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  car,  the  maximum  horizontal  sectional  area 
of  which  is  9  square  feet,  whose  maximum  compartment 
height,  if  provided  with  a  fixed  or  removable  bottom,  is  4 
feet,  the  maximum  capacity  of  which  is  500  pounds,  and 
which  is  used  exclusively  for  carrying  freight  or  materials. 

24.  Electric  Elevator. 

An  “electric  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  through  an  electric  motor  directly 
applied  to  the  elevator  machinery. 

25.  Elevator. 

An  “elevator”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  ear  or  platform  which  moves  in  guides  in  a 
substantially  vertical  direction. 

Dumbwaiters,  hoists,  endless  'belts,  conveyors,  chains, 
buckets,  and  similar  machines  used  for  the  purpose  of  ele¬ 
vating  materials,  and  tiering  or  piling  machines  are  not 
included  in  the  term  “Elevator.” 


26.  Elevator  Car. 

An  “elevator  car”  is  the  load-carrying  unit,  including  its 
platform,  car  frame  and  enclosure,  if  any. 


27.  Elevator  Landing. 

An  “elevator  landing”  is  that  portion  of  a  floor,  balcony 
or  platform  immediately  adjacent  to  the  hoistway  opening 
used  to  receive  and  discharge  passengers,  freight  or  materials. 

28.  Elevator  Machine. 

An  “elevator  machine”  is  the  machinery  and  its  equipment 
used  in  raising  and  lowering  the  elevator  car. 

28.1.  Traction  Machine. 

A  “traction  machine”  is  an  elevator  machine  in 
which  the  motion  of  the  car  and  counterweight  is  ob¬ 
tained  by  means  of  traction,  between  the  driving 
drum,  sheave,  or  sheaves  and  the  connecting  hoisting 
cables. 

28.2.  Winding-Drum  Machine. 

A  “winding-drum  machine”  is  an  elevator  machine 
in  which  the  cables  are  fastened  to  and  wind  on  a 
drum. 


28.3.  Direct-Drive  Machine. 

A  “direct-drive  machine”  is  one  in  which  the  power 
is  transmitted  directly  to  the  driving  sheave  or  sheaves 
without  intermediate  mechanism  or  gears. 

28.4.  Worm-Geared  Machine. 

A  “worm-geared  machine”  is  one  in  which  the 
power  is  transmitted  to  the  driving  sheaves  or  drum 
through  worm  gearing. 

28.5.  Spur-Geared  Machine. 

A  “spur-geared  machine”  is  one  in  which  the  power 
is  transmitted  to  the  driving  sheaves  or  drum  through 
spur  gearing. 

29.  Emergency  Release. 

An  “emergency  release”  is  a  device  to  make  inoperative 
door  or  gate  electric  contacts  or  door  interlocks  in  case  of 
emergency. 


30.  Emergency  Stop  Switch. 

An  “emergency  stop  switch”  (safety  switch)  is  a  devi 
in  the  car  used  to  cut  off  the  power  from  the  elevat< 
machine  independently  of  the  operating  devices. 

31.  Escalator. 

An  escalator  is  a  moving  inclined  continuous  stairway  < 
runway  used  for  raising  or  lowering  passengers. 

32.  Final  Terminal  Stopping  Device. 

A  “final  terminal  .stopping  device”  is  an  automatic  devi. 
for  stopping  the  car  and  counterweight  from  contract  spee 
within  the  top  clearance  and  bottom  overtravel,  independent 
of  the  operation  of  the  normal  terminal  stopping  device,  ai 
the  operating  device. 

33.  Freight  Elevator. 

A  freight  elevator  is  an  elevator  used  for  carrvii 
freight  or  materials  and  on  which  only  the  operator  and  tl 


persons  necessary  for  handling  the  freight  or  materials  are 
permitted  to  ride. 

34.  Gravity  Elevator. 

A  “gravity  elevator”  is  an  elevator  in  which  gravity  is 
the  source  of  power. 

35.  Hand  Power  Elevator. 

A  “hand  power  elevator”  is  an  elevator  driven  by  manual 
power. 

36.  Hoist. 

A  “hoist”  is  all  the  machinery,  apparatus  and  equipment, 
(except  cranes)  for  raising  or  lowering  freight  by  means  of 
a  sling  or  hook. 

37.  Hoistway. 

A  “hoistway”  is  any  shaftway,  hatchway,  well  hole,  or 
other  vertical  opening  or  space  in  which  an  elevator  or 
dumbwaiter  is  designed  to  operate. 

38.  Hoistway  Door  or  Gate. 

A  “hoistway  door  or  gate”  is  the  hinged  or  sliding  portion 
of  the  hoistway  enclosure  giving  access  to  the  elevator  at 
any  landing. 

39.  Hoistway-Door  or  Gate  Electric  Contact. 

A  “hoistway-door  or  gate  electric  contact”  is  a  device  to 
open  the  control  circuit,  or  an  auxiliary  circuit,  when  the 
hoistway  door  or  gate  at  which  the  car  is  standing  is  open 
more  than  2  inches  from  full  closure,  and  thus  prevent  opera-; 
tion  of  the  elevator  car  away  from  the  landing. 

39.1.  Door  Unit  Contact  System. 

A  “door  unit  contact  system”  is  a  contact  system 
which  meets  the  requirements  of  the  contact  definition 
above,  but  does  not  require  all  the  hoistway  doors  to 
be  closed. 

39.2.  Hoistway  Unit  Contact  System. 

A  “hoistway  unit  contact  system”  is  a  contact 
system  which  meets  the  requirements  of  the  contact 
definition  above,  and  also  requires  all  hoistway  doors 
to  be  closed. 

40.  Hoistway-Door  Interlock. 

A  “hoistway-door  interlock”  is  a  device,  the  purpose  of 
which  is : 

First:  To  prevent  the  operation  of  the  elevator 
machine  to  move  the  car  away  from  a  landing  unless 
the  hoistway  door  at  that  landing  is  locked  in  the 
closed  position. 

Second:  To  prevent  the  opening  of  the  hoistway 
door  from  the  landing  side  (except  by  special  key), 
unless  the  car  is  at  rest  within  the  landing  zone,  or 
is  coasting  through  the  landing  zone  with  its  operating 
device  in  the  stop  position. 

40.1.  Door  Unit  Interlock  System. 

“Door  unit  interlock  system”  is  an  interlock  sys¬ 
tem  which  meets  the  requirements  of  the  interlock 
definition  above,  but  does  not  require  all  the  hoistway 
doors  to  be  locked  in  the  closed  position. 

40.2.  Hoistway  Unit  Interlock  System. 

“Hoistway  unit  interlock  system”  is  an  interlock 

system  which,  in  addition  to  fulfilling  the  require¬ 
ments  given  under  the  definition  of  interlock,  will 
also  prevent  the  operation  of  the  car  unless  all  hoist¬ 
way  doors  are  locked  in  the  closed  position. 

41.  Hoistway  Enclosure. 

A  “hoistway  enclosure”  is  any  structure  which  separates 
the  hoistway,  either  wholly  or  in  part,  from  the  floors  or 
landings  through  which  the  hoistway  extends. 

42.  Hydraulic  Elevator. 

A  “hydraulic  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  from  liquid  under  pressure. 

42.1.  Plunger  Elevator. 

A  “plunger  elevator”  is  a  hydraulic  elevator  having 
a  ram  or  plunger  directly  attached  to  the  under  side 
of  the  car  platform. 

42.2.  Rope-Geared  Hydraulic  Elevator. 

A  “rope-geared  hydraulic  elevator”  is  an  elevator 
in  which  the  motion  of  the  car  is  obtained  by 
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multiplying  the  travel  of  a  piston  or  ram  by  a  system 
ot  sheaves  over  which  the  hoisting  ropes  operate. 
43.  Installations. 

43.1.  Existing  Installation 

An  “existing  mstafta+Ii-wn” 


An  existing  installation”  of  an  elevator,  dumb¬ 
waiter  or  escalator  is  an  installation  the  application 
tor  which  was  filed  with  the  Bureau  before  these 
Kules  become  effective  in  accordance  with  1 1 
Applications. 

43.2.  New  Installation. 

A  new  installation”  of  an  elevator,  dumbwaiter 
or  escalator  is  a  complete  elevator,  dumbwaiter  or 
escalator  installation  the  application  for  which  is 
hied  with  the  Bureau  after  these  Rules  become 
effective  in  accordance  with  1.1,  Applications. 

44.  Landing  Zone. 

The  “landing  zone”  is  the  space  within  18  inches  above 
t  below  the  landing. 

45.  Manually  Operated  Door  or  Gate. 

A  “manually  operated  door  or  gate”  is  a  door  or  gate 
/hich  is  opened  and  closed  by  hand. 

46.  Normal  Terminal  Stopping  Device. 

A  “normal  terminal  stopping  device”  is  an  automatic 
evice  for  stopping  the  elevator  car  within  the  overtravel 
idependently  of  the  operating  device. 

47.  Operating  Device. 

The  “operating  device”  is  the  car  switch,  push  button, 
>pe,  wheel,  lever,  treadles,  or  similar  devices  used  by  the 
lerator  to  actuate  the  control. 

48.  Operation. 

Operation  ’  is  the  method  of  actuating  the  control. 

48.1.  Automatic  Operation. 

“Automatic  operation”  is  operation  by  means  of 
buttons  or  switches  both  in  the  car  and  at  the  landings, 
the  momentary  pressing  of  which  will  cause  the  car 
to  start  and  stop  automatically  at  the  floor  cor¬ 
responding  to  the  button  pressed. 

48.1.1.  Single  Automatic  Opera- 
tion. 

Single  automatic  operation”  is  automatic 
operation  by  means  of  one  button  at  each 
landing,  so  arranged  that  if  any  car  or 
landing  button  has  been  pressed  the  pressure 
of  any  other  such  button  will  be  without 
effect  on  the  operation  of  the  car  until  the 
response  to  the  first  button  has  been  com¬ 
pleted. 

48.1.2.  Non-  Selective  Collective 
Automatic  Operation. 

“Non-selective  collective  automatic  opera¬ 
tion  is  automatic  operation  by  means  of  one 
button  in  the  car  for  each  landing  level  served 
and  one  button  at  each  landing.  All  stops 
registered  by  the  momentary  pressure  of 
landing  or  car  buttons  are  made  in  the  order 
in  which  the  landings  are  reached  after  the 
uttons  have  been  pressed,  but  irrespective  of 
i  s  direction  of  travel,  of  the  number  of  but¬ 
tons  pressed  or  of  the  sequence  in  which  thev 
are  pressed. 

48.1.3.  Selective  Collective  Auto¬ 
matic  Operation. 

“Selective  collective  automatic  operation” 
is  automatic  operation  by  means  of  one  but- 
ton  in  the  car  for  each  landing  level  served 
and  by  Up”  and  “Down”  buttons  at  the 
landings.  All  stops  registered  by  the  mo¬ 
mentary  pressure  of  the  car  buttons  are 
made  as  defined  under  non-selective  col¬ 
lective  automatic  operation,  but  the  stops 
registered  by  the  momentary  pressure  of  the 
landing  buttons  are  made  in  the  order  in 
which  the  landings  are  reached  in  each  direc- 


tion  of  travel  after  the  buttons  have  been 
pressed.  With  this  type  of  control,  all  “Up” 
landing  calls  are  answered  when  the  car  is 
traveling  m  the  “Up”  direction  and  all 
uown  landing  calls  are  answered  when  the 
car  is  traveling  in  the  “Down”  direction 
(except  m  the  case  of  the  uppermost  or 
owermost  calls,  which  are  answered  as  soon 
as  they  are  reached,  irrespective  of  the  direc¬ 
tion  of  travel  of  the  car). 

48.2.  Car-Switch  Automatic  Floor-Stop 
Operation. 

Car-switch  automatic  floor-stop  operation”  is 
operation  in  which  the  stop  is  initiated  by  the  oper- 
ator  fromwithm  the  car  with  a  definite  reference 
,  |fn4}ng.at  which  it  is  desired  to  stop  after 
which  the  slowing  down  and  stopping  of  the  elevator 
is  automatically  effected.  eievator 

Car-Switch  Operation. 

Car-switch  operation”  is  operation  in  which  the 

”"f  tZ  “r, is  Kdirec"' and  «■&  Z 

control  of  the  operator  by  means  of  a  switch  in  the 

48.4  Continuous-Pressure  Operation. 

Continuous-pressure  operation”  is  operation  with 
Sfe  car  aT/af f  5?  Up  and  down  switch  £ 

tne  car  and  at  each  landing  (except  the  terminal 
andings  where  one  button  or  switch  may  suffice! 
any  °„e  of  which  may  be  used  to  coLXe IS 
ment  of  the  car  in  the  direction  for  which  the  button 

as  t  Z  thC  swit.c\ actuated,  but  Sly  so  long 
as  the  button  or  switch  is  manually  held  in  the 
pe rating  position.  Landing  stops  are  not  automatic. 
Operation. 

Dual  operation”  is.  a  system  of  operation  in  which 
the  elevator  is  arranged  to  be  operated  as  Ln  ^uto 

through  ia  "din"  “; 
w  k  switches,  or  as  a  manual-operation  ele¬ 
vator  by  an  operator  in  the  car  who  may  either  use 
a  car  switch  or  the  buttons  provided  in  [he  car 

oLaC si  it 3 tCd *+bu  an  Operator>  uP°n  the  throwing 
be  started h  Tk  ?  or,.swl}ch^  the  car  can  no  longe? 
be  used  tlbsL  Hi  knd,ng  buttons  •  these  buttons  may 

iB*' opera,or  ,hat  the  car  is  ^ 

4,?-6>  Pre-Register  Operation. 

nals  tn  ?^1Ster  °p€ration”  *?  operation  in  which  sig- 

signal,  visual,  audible,  or  otherwise  tn  L 

S.CP  after  which  , he  landing  s™p1s  £,£££  ' 

48  7.  Signal  Operation. 

huttonTorTSes'’ (orZSfZ  ft  ",ea"!  °j  sin«1' 

car  in  the  group  approaching  the  landinc  fn  tkl 
corresponding  direction,  irrespective  of  tkTg  the 
m  which  the  buttons  ar^  prS  ,he  !e<>Uence 

With  this  type  of  operation  the  car  can  be  «t*r 
only  by  means  of  a  starting  switch  oVbuttont  t£e 

49.  Overhead  Structure, 
stqjpo^ting^tm^tu^  Cffie^>hoijt- 
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50.  Passenger  Elevator. 

A  “passenger  elevator”  is  an  elevator  designed  to  carry 
persons. 

51.  Platform  Elevator. 

A  “platform  elevator”  is  an  elevator  the  platform  of 

which  is  supported  by  ropes  at  two  or  more  points  at  or  below 
the  platform  level,  and  which  is  not  provided  with  an  under¬ 
slung  frame  or  sling  having  guide  shoes  so  arranged  as  to 
prevent  the  tipping  of  the  platform. 

52.  Pit. 

A  “pit”  is  that  portion  of  an  elevator  hoistway  extending 
below  the  level  of  the  bottom  landing  saddle  to  provide  for 
bottom  overtravel  and  clearance,  and  for  parts  which  require 
space  below  the  bottom  limit  of  car  travel. 

53.  Power  Elevator. 

A  “power  elevator”  is  an  elevator  in  which  the  motive 
power  is  obtained  otherwise  than  manually  or  from  gravity. 

54.  Power-Operated  Door  or  Gate. 

A  “power-operated  door  or  gate”  is  a  door  or  gate  opened 
and  closed  by  power  otherwise  than  by  hand,  gravity,  springs, 
or  the  movement  of  the  car. 

54.1.  Power-Operated  Door  or  Gate, 

Manually  Controlled. 

A  “power -operated  door  or  gate,  manually  con¬ 
trolled,”  is  a  door  or  gate  which  is  opened  and  closed 
by  power  other  than  by  hand,  gravity,  springs,  or 
the  movement  of  the  car,  the  door  movement  in  each 
direction  being  controlled  by  the  elevator  operator. 

54.2.  Power-Operated  Door  or  Gate, 

Automatically  Opened. 

A  “power -operated  door  or  gate,  automatically 

opened”  is  a  door  or  gate  which  is  opened  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car,  the  opening  of  the  door  'being 
initiated  by  the  arrival  of  the  car  at  or  near  the 
landing.  The  closing  of  such  door  or  gate  may  be 
under  the  control  of  the  elevator  operator  or  may  be 
automatic. 

54.3.  Power-Opened,  Self-Closing  Door 

or  Gate. 

A  “power -opened,  self -dosing  door  or  gate”  is  a 
door  or  gate  which  is  opened  by  power  other  than 
by  hand,  gravity,  springs,  or  the  movement  of  the 
car,  and  when  released  by  the  operator  is  closed  by 
energy  stored  during  the  operation  of  opening. 

54.4.  Power-Closed  Door  or  Gate. 

A  “power-closed  door  or  gate”  is  a  door  or  gate 
which  is  manually  opened  and  is  closed  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car. 

55.  Power-Operated  Door  or  Gate  Device. 

A  “power- operated  door  or  gate  device”  is  a  device  or 
assemblage  of  devices  to  open  and  close  the  hoistway  door 
and  car  door  or  gate  by  power  other  than  by  hand,  gravity, 
springs,  or  the  movement  of  the  car. 

56.  Self-Closing  Door  or  Gate. 

A  “self-closing  door  or  gate”  is  a  door  or  gate  which  is 
opened  manually  and  closes  when  released. 

57.  Sidewalk  Elevator. 

A  “sidewalk  elevator”  is  a  sidewalk  type  freight  elevator 
which  serves  no  floors  above  the  sidewalk  or  ground  level, 
and  which  has  no  opening  into  the  structure  at  its  top  limit 
of  travel. 

58.  Sidewalk  Type  Elevator. 

A  “sidewalk  type  elevator”  is  an  elevator  the  platform  of 
which  is  supported  at  two  or  more  points  at  or  below  the 
platform  level  and  which  is  provided  with  an  underslung 
frame  or  sling  and  guide  shoes  so  arranged  as  to  prevent 
the  tipping  of  the  platform. 

59.  Single-Belted  Elevator. 

A  “single-belted  elevator”  is  an  elevator  machine  connected 
by  a  belt  to  a  reversible  motor,  engine  or  turbine. 


60.  Steam  Elevator. 

A  “steam  elevator”  is  an  elevator  in  which  the  motion  oi 
the  car  is  obtained  from  a  steam  engine  directly  applied  U 
the  elevator  machinery. 

61.  Structure. 

“Structure”  shall  mean,  for  the  purposes  of  these  Rules 
a  building  or  construction  of  any  kind. 

62.  Superintendent. 

Wherever  the  word  “Superintendent”  is  used  in  thesr 
Rules,  unless  specifically  stated  otherwise,  it  shall  mean  th< 
Superintendent  of  the  Bureau  of  Buildings. 

63.  Top  Clearance. 

The  “top  clearance”  of  the  elevator  car  is  the  distance 
the  car  floor  can  travel  above  the  level  of  the  upper  termina 
landing  without  any  part  of  the  car  or  devices  attache< 
thereto  coming  in  contact  with  the  overhead  structure. 

The  top  clearance  of  the  elevator  counterweight  is  th(! 
shortest  vertical  distance  between  any  part  of  the  counter 
weight  structure  and  the  nearest  part  of  the  overhead  struc 
ture  or  any  other  obstruction  when  the  car  floor  is  leve 
with  the  lower  terminal  landing. 

64.  Top  Overtravel. 

The  “top  overtravel”  of  the  elevator  car  is  the  distant 
provided  for  the  car  floor  to  travel  above  the  level  of  tin 
upper  terminal  landing  until  the  car  is  stopped  by  the  norma 
terminal  stopping  device. 

65.  Travel  (Rise). 

The  “travel”  (rise)  of  an  elevator  or  dumbwaiter  is  th< 
vertical  distance  between  the  bottom  terminal  landing  ant, 
the  top  terminal  landing. 

RULE  1.  SCOPE  AND  PURPOSE 

1.1.  Application. 

These  Rules  shall  apply  only  to  elevator,  dumbwaiter  ant 
escalator  installations  when  application  for  any  of  the  fol 
lowing  permits  is  filed  with  the  Bureau  after  these  Rule 
become  effective : 

1.  For  construction  of  a  new  structure; 

2.  For  changes  in  an  existing  structure  involving  altera 
tions  of  the  existing  elevator,  dumbwaiter  or  escalato 
installation ; 

3.  For  the  construction  of  a  new  elevator,  dumbwaite 
or  escalator  installation. 

1.2.  Scope. 

These  Rules  cover  the  construction,  inspection,  maintenanc 
and  operation  of  elevators,  dumbwaiters,  escalators  and  thei 
hoistways  (except  devices  inclined  at  an  angle  of  forty-fiv' 
degrees  or  less  for  carrying  one  or  two  persons,  belt,  bucket 
scoop,  roller  or  similarly  inclined  or  vertical  freight  con 
veyors,  telescopic  ash  hoists,  tiering  or  piling  machines,  ski] 
hoists,  wharf  ramps,  or  apparatus  in  kindred  classes,  lif 
bridges  and  elevators  used  only  for  handling  building  mate 
rials  and  workmen  during  construction).  The  use  of  sucl 
excepted  types  of  apparatus  may  be  permitted  at  the  dis 
cretion  of  the  Superintendent. 

Amusement  devices,  stage  and  orchestra  lifts,  and  elevator 
of  capacity  exceeding  30,000  pounds  and  platform  area  ex 
ceeding  300  square  feet  when  suspended  by  cables  near  ead 
corner  of  the  hoistway  and  at  additional  positions  may  b 
used  subject  to  the  discretion  of  the  Superintendent. 

1.3.  Purpose,  Interpretation  and  Excep 
tions. 

The  purpose  of  these  Rules  is  to  provide  reasonable  safet 
for  life  and  limb.  In  case  of  practical  difficulty  or  unneces 
sary  hardship  the  Board  may  grant  exceptions  from  th 
literal  requirements  or  permit  the  use  of  other  devices  o: 
methods,  -but  only  when  it  is  clearly  evident  that  reasonabl 
safety  is  secured. 

1.4.  Old  Installations. 

Existing  elevators  moved  to  new  hoistways,  shall  comph 
with  these  Rules. 
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Equipment  legally  installed  prior  to  the  adoption  of  these 
Rules  may  be  used  without  being  reconstructed  to  comply 
with  these  Rules  and  shall  be  maintained  by  the  owner  in 
safe  operating  condition. 

Existing  installations  may  be  altered  to  receive  the  benefit 
of  any  provisions  of  these  Rules  provided  the  safety  require¬ 
ments  covering  such  provisions  are  met.  When  the  alteration 
consists  solely  of  a  change  in  the  character  of  electric  power 
supply,  only  such  parts,  the  operation  of  which  is  thereby 
affected,  need  be  changed  (except  that  in  all  such  cases 
electrically  released  brakes  shall  be  installed  and  the  use  of 
single  speed  induction  motors  for  contract  speeds  exceeding 
110  feet  per  minute  is  forbidden). 

Ordinary  repairs  or  replacements  on  existing  installations 
may  be  made  with  parts  of  equivalent  material  and  at  least 
the  equivalent  in  strength  and  design  to  those  replaced,  with¬ 
out  complying  with  these  Rules.  Damaged  or  defective  parts 
shall  be  wholly  or  partly  replaced  at  the  discretion  of  the 
Superintendent  (except  that  broken  parts  subject  to  bending, 
tension  or  torsional  stresses  and  parts  upon  which  the  sup¬ 
port  of  the  car  depends  shall  not  be  welded). 

RULE  2.  HOISTWAY  CONSTRUC¬ 
TION  FOR  POWER  PASSENGER. 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

2.1.  Hoistway  Construction. 

2.1.1.  Fire  Resistive  Hoistway  Enclosures. 

2.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter 
5  of  the  Code  of  Ordinances,  and,  in  factory 
buildings,  with  Title  3,  Sections  261  and  270  of 
the  Labor  Law  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  one  story). 

21.1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 
enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that,  they  must  first  comply  with  2.3.11, 
Automatic  Fire  Doors  Functioning  by  Heat) .  For 
elevators  whose  contract  load  is  2,000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

2.1. 1.3.  Design  and  Construction  of  Projec¬ 
tions. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  by  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11,  United  States 
Gage).  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees  from  the  hori¬ 
zontal.  If  plates  or  guards  are  used  they  shall 
be  smooth  and  firmly  and  permanently  fastened 
to  the  hoistway  enclosure. 

2.1. 1.4.  Recesses. 

Recesses  other  than  landing  openings  in  the  gen¬ 
eral  surface  of  the  hoistway  enclosure  which  are 
opposite  a  car  opening  shall  be  filled  in  flush  with 
the  general  surface  of  the  hoistway  to  comply 
with  21.2.3,  Materials  for  Enclosures  (except 
where  the  corresponding  opening  in  the  car  en¬ 
closure  is  provided  with  solid  panel  car  doors). 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for  pro¬ 
jections  in  21.1.3,  Design  and  Construction  of 
Projections. 


2.1. 1.5.  Strength  of  Hoistway  Enclosures. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism  and  interlocks. 

2.1.2.  Non-Fire  Resistive  Hoistway  Enclo¬ 
sures. 

2.1.2.1.  Use  and  Enclosure  of  Non-Fire  Re¬ 
sistive  hoistway  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  sidewalk  elevators  the  travel 
of  which  does  not  exceed  one  story.  Where 
non-fire  resistive  construction  is  permitted,  hoist- 
w'ays  shall  be  enclosed  to  the  full  height  of  the 
hoistway  (except  on  sides  used  for  loading  or 
unloading). 

2.1. 2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  sidewalk  elevators  shall  be 
enclosed  from  door  lintel  to  ceiling  on  the  sides 
used  for  loading  or  unloading.  The  enclosure  on 
such  sides  shall  be  at  most  5  inches  from  the 
edge  of  the  car  platform. 

2. 1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 

latticed  partitions,  of  incombustible  material,  grill 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grill  work  is  used, 
the  wire  shall  be  at  least  0.0915  inches  in 
diameter _  (Number  13  Steel  Wire  Gage),  and 
the  maximum  size  of  mesh  shall  be  2  inches. 
\\  here  expanded  metal  is  used  its  minimum  thick¬ 
ness  shall  be  0.094  inches  (Number  13  United 
States  Gage). 

The  maximum  spacing  between  vertical  barj 
shall  'be  1  inch  (except  where  used  as  furring 
material  in  order  to  comply  with  21.2.2,  En¬ 
closures  of  Hoistway  Sides  Used  for  Loading  and 
Unloading) .  In  this  case  the  maximum  spacing 
between  vertical  bars  shall  be  4  inches. 

2.1. 2.4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 

openings  in  the  enclosures  shall  be  covered  with  . 
a  netting  of  square  mesh  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

(l)  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

(4)  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  -inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

2.1. 2.5.  Protection  of  Inward  Projections. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11  United  States 
Gage)  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees,  and  preferably 
75  degrees,  from  the  horizontal.  If  plates  or 
guards  are  used  they  shall  be  smooth  and  firmly 
and  permanently  fastened  to  the  hoistway  en¬ 
closure. 

2.1. 2.6.  Recesses  to  Be  Filled. 

Recesses,  other  than  landing  openings,  in  the 
general  surface  of  the  hoistway  enclosure  of  a 
freight  elevator,  which  are  opposite  a  car  open¬ 
ing  shall  be  filled  in  flush  with  the  general 
surface  of  the  hoistway  to  comply  with  2.12  3 
Materials  for  Enclosures. 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for 
projections  in  21.2.5,  Protection  of  Imvard  Pro¬ 
jections. 
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21.2.7.  Strength  of  Hoistway  Enclosure. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  and  gates 
with  their  operating  mechanism  and  interlocks. 

2.1.3.  Clearance  Between  Cars,  Counter¬ 
weights,  and  Hoistway  Enclosures  of 
Elevators. 

2.1.3.1.  Clearance  Between  Cars,  Enclosures 
and  Counterweights. 

The  hoistway  of  an  elevator  shall  have  a 
clearance  of  at  least  94  inch  between  the  sides 
of  the  car  and  the  hoistway  enclosure  and  of  at 
least  1  inch  'between  the  car  and  its  counter¬ 
weights. 

2.1. 3. 2.  Clearance  Between  Platforms  and 
Landing  Thresholds. 

The  minimum  clearance  between  the  car  plat¬ 
forms  and  the  landing  saddles  shall  be  at  least 
y2  inch  for  elevators  using  side-post  construction 
and  94  inch  for  elevators  using  corner-post  con¬ 
struction.  The  maximum  permissible  clearance 
in  each  case  shall  be  ll/2  inches. 

2.1.3.3.  Clearance  Between  Hoistway  En¬ 
closure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly 
within  the  hoistway  in  which  case  the  maximum 
permissible  clearance  shall  be  7 l/2  inches). 

9.1.3.4.  Furring. 

If  furring  out  be  necessary  to  comply  with  the 
foregoing  requirements,  the  furring  shall  conform 
to  2.1.23,  Materials  for  Enclosures. 

2.1.3.51  Clearance  of  Cars  in  Adjoining  Hoist¬ 
ways. 

The  clearance  'between  cars  operated  in  adjoin¬ 
ing  hoistways  shall  be  at  least  2  inches. 

2.1.4.  Pits,  Overtravel  and  Clearances. 

9.1.4.1.  Pits. 

Pits  shall  be  provided  at  the  bottom  of  ele¬ 
vator  hoistways. 

2.1.4.2.  Pit  Dimensions. 

A  pit  for  sidewalk  type  elevators  shall  be  at 
least  2  feet  deep  measured  from  the  saddle  of 
the  lowest  landing. 

Pits  for  elevators  having  a  contract  speed  of 
100  feet  per  minute  or  less  (except  sidewalk 
type,  elevators),  shall  have  a  depth  such  that  the 
vertical  clearance  between  the  lowest  projection 
under  the  car  platform  and  any  obstruction  in 
the  pit  shall  'be  at  least  24  inches  when  the  buffers 
are  fully  compressed. 

The  pit  for  elevators  having  a  contract  speed 
exceeding  100  feet,  but  not  exceeding  250  fee* 
per  minute  where  spring  buffers  are  permit¬ 
ted  and  used  shall  be  at  least  3]/2  feet  deep  meas¬ 
ured  from  the  saddle  of  the  lowest  landing. 

The  pit  depth  for  elevators  having  a  contract 
speed  exceeding  250  feet  per  minute  where  oil  or 
equivalent  bqffers  are  required,  shall  be  at  least 
the  sum  of  the  following  two  distances  measured 
from  the  saddle  of  the  lowest  landing : 

(il)  The  length  of  the  fully  extended  buffer, 
having  a  buffer  stroke  as  determined  by 
3. 2.2.1,  Required,  Types  of  Buffers. 

(2)  The  distance  between  the  upper  surface 
of  the  car  platform  and  the  under  surface 
of  the  buffer  strike  plate,  plus  3  inches. 

The  above  gives  minimum  requirements,  but 
additional  pit  depth  shall  be  provided  as  necessary 
to  allow  clearance  for  compensating  rope  sheaves 
and  any  vertical  movement  thereof,  and  to  com¬ 


ply  .with  3.4.3,  Terminal  Stopping  and  Safety 
Devices. 

When  the  car  rests  on  the  fully  compressed 
buffer  there  shall  be  at  least  2  feet  clearance 
vertically  between  the  lowest  projection  of  the 
under  side  of  the  car  platform  (except  guide  shoes 
and  aprons  attached  to  the  sill)  and  any  obstruc¬ 
tion  in  the  pit,  exclusive  of  compensating  device, 
buffers  and  buffer  supports  (except  for  sidewalk 
type  elevators). 

When  practical  difficulties  make  it  essential,  the 
pit  depth  required  above  may  be  reduced  subject 
to  the  approval  of  the  Superintendent.  If  such 
reduction  in  pit  depth  involves  precompression  of 
either  car  or  counterweight  buffer  or  both,  the 
amount  of  precompression  so  allowed  shall  not  re¬ 
duce  the  extension  of  the  buffer  plunger  to  less 
than  50  per  cent  of  the  buffer  stroke  as  determined 
by  3. 2.2.1,  Required  Types  of  Buffers,  or  to  less 
than  18  inches,  whichever  is  greater,  and  shall  not 
permit  precompression  of  buffers  having  a  stroke 
of  18  inches  or  less. 

In  no  case  shall  the  depth  of  any  depression 
or  trench  in  the  pit  be  included  in  the  pit  depth 
or  clearance. 

The  walls  of  the  pit  shall  be  substantially 
vertical.  The  horizontal  sectional  area  of  the  pit 
shall  include  the  continuation  of  the  horizontal 
clearance  about  the  car  platform,  required  to 
permit  the  passage  of  the  counterweight  and  its 
guide  rails,  the  car  guide  rails  and  any  cables, 
ropes  or  tapes  extending  below  the  lower  terminal 
landing  saddle. 

The  floor  of  the  pit  shall  be  approximately  level 
(except  that  this  requirement  may  be  waived  if 
old  foundation  footings  are  encountered  in  a  new 
installation  and  it  is  inadvisable  to  remove  the 
footing,  but  the  maximum  permissible  encroach¬ 
ment  shall  be  15  per  cent  of  the  cubical  contents 
of  the  pit).  The.  hazard  due  to  an  uneven  pit 
should  be  recognized  and  precautions  taken  to 
minimize  this  hazard. 

2.I.4.3.  Top  Clearances. 

The  top  clearances  for  passenger  and  freight 
elevators  (except  sidewalk  type  elevators)  shall 
be  as  given  in  2.1.4.3.1,  Car  Clearance,  and 
2.1.4.3.2,  Counterweight  Clearance. 

2.1.4.3.1.  Car  Clearance. 

When  the  car  is  at  its  top  landing,  the  cleai 
distance  between  the  top  of  the  crosshead  of  the 
car  and  the  corresponding  point  of  any  obstruc¬ 
tion  in  the  upper  limit  of  the  hoistway  vertically 
above  it,  shall  be  at  least  the  sum  of  the  fol¬ 
lowing  four  items: 

1.  The  clearance  between  the  bottom  of  the 
counterweight  buffer  and  its  striking  block, 
which  shall  be  at  least  6  inches. 

2.  The  stroke  of  the  counterweight  buffer  used. 

3.  Two  feet. 

4.  One-half  the  counterweight  buffer  stroke 
corresponding  to  the  required  governor  trip¬ 
ping  speed  of  the  car  as  determined  by 
3.2.2.1,  Required  Types  of  Buffers. 

Item  4  may  be  omitted  if  provision  is  made 

to  eliminate  the  jump  of  the  car  at  counter¬ 
weight  buffer  engagement. 

When  the  car  crosshead  is  2  feet  from  the 
nearest  obstruction  above  it,  no  projection  on  the 
car  shall  strike  any  part  of  the  overhead  structure. 

2.1.4.3.2.  Counterweight  Clearance. 

When  the  car  is  level  with  the  bottom  landing, 
the.  clear  distance  between  the  top  of  the  counter¬ 
weight  and  the  corresponding  point  of  any  ob¬ 
struction  in  the  upper  limit  of  the  hoistway  ver¬ 
tically  above  it,  shall  be  at  least  the  sum  of  the 
following  four  items: 


744 


RUL 


1.  The  clearance  between  the  top  of  the  car 
buffer  and  its  striking  block,  which  shall  be 
at  least  3  inches. 

2.  The  stroke  of  the  car  buffer  used. 

3.  Six  inches. 

4.  One-half  the  car  buffer  stroke  correspond¬ 
ing  to  governor  tripping  speed  of  the  car 

as  determined  by  3.22.1,  Required  Types  of 

Buffers. 

Item  4  may  be  omitted  if  provision  is  made 
to  eliminate  the  jump  of  the  counterweight  at 
car  buffer  engagement. 

•  .^w11  t?le  p**  depth  has  been  reduced  as  pro¬ 
vided  for  in  2.1.42.  Pit  Dimensions,  the  top  clear¬ 
ances  may  be  modified  to  conform  therewith  sub¬ 
ject  to  the  approval  of  the  Superintendent. 
2.I.4.4.  Overtravel  for  Sidewalk  Type  Ele¬ 
vators. 

An  overtravel  of  at  least  6  inches  at  the  top 
and  at  least  3  inches  at  the  bottom  shall  be  pro- 

\  idea  for  sidewalk  type  elevators  (except  as  re- 
quired  by  3. 3. 3.1,  Enclosures  Required) . 

2.1.5.  Hoistway  Windows,  Bulkheads  and 
Machine  Rooms. 

2.1. 5.1.  Window  Entrances  to  Freight  Eleva¬ 
tors. 

Windows  in  the  hoistway  enclosure  walls  toward 
which  the  car  of  a  freight  elevator  has  an 
entrance,  shall  (except  in  the  case  of  elevators 
ia\  mg  car  gates  equipped  with  electric  contacts) 
be  provided  with  vertical  bars  or  grating  having 
clearances  as  specified  in  2.1.3,  Clearance  Between 
tars  Lounterzv  eights  and  Hoistway  Enclosures 
of  Elevators.  The  soffit  of  the  recess  formed  by 
or  between  the  vertical  bars  shall  be  beveled  as 
specified  for  projections  in  2.12.5,  Protection  of 
Inward  Projections. 

2. 1.5.2.  Protection  of  Hoistway  Windows. 

Windows  in  the  hoistway  enclosure  less  than 
seven  floors  above  the  sidewalk  level  and  less 
than  three  floors  above  the  roof  of  an  adjacent 
structure  shall  be  fitted  with  vertical  metal  bars 
at  least  54  mch  in  diameter  with  maximum  spac¬ 
ing  of  10  inches. 

2.1.5.3.  Access  to  Machine  Rooms,  Pits  and 
Overhead  Machinery  Spaces. 

Safe  and  convenient  access  to  the  machine 
rooms,  pits  and  overhead  machinery  spaces  shall 
be  provided.  Where  the  entrance  to  machine 
rooms  and  overhead  machinery  spaces  is  more 
tnan  5  feet  above  the  adjacent  floor  or  roof  sur- 

,95’  access  sbad  'be  provided  by  means  of  a  metal 
ladder  or  stairs  having  a  maximum  angle  of  in- 

funej-°i  60  dc^recs  from  the  horizontal.  Where 
the  difference  in  level  is  5  feet  or  less,  vertical 
ladders  may  be  used.  The  ladder  or  stairs 
shall  be  fitted  with  a  metal  hand-rail  above 
the  outside  stringers.  When  the  entrance  door 
opens  outward  a  platform  shall  be  provided 
within  8  inches  below  the  door  sill.  The  platform 
shall  be  at  least  2  feet  wide  and  shall  project  at 
least  2  feet  beyond  the  lock  jamb  of  the  door. 

A  guard  rail  shall  be  provided  at  the  edge  of 
this  p  at  form  (except  where  the  ladder  or  stairs 
join  the  platform). 

Access  to  pits  over  5  feet  deep  may  be  provided 
by  means  of  fixed  vertical  metal  ladders.  Where 
the  buffer  cylinder  is  over  5  feet  high  a  fixed 
inclined  metal  ladder  shall  be  provided. 

The  use  of  elevator  machine  rooms  and  over- 

rC-j!!achin£ry  spaces  as  Pub,ic  thoroughfares  is 
forbidden.  Doors  to  elevator  machine  rooms  and 
overhead  machinery  spaces  shall  be  fitted  with 
locks  which  permit  the  door  to  be  opened  from 
the  inside  without  a  key. 

Where  it  is  impractical  to  provide  access  to 


overhead  sheaves  and  governors  from  outside  the 
hoistway,  access  may  be  provided  from  within  the 
hoistway,  if  an  emergency  switch  suitably  marked 
is  placed  inside  the  hoistway  which,  when  opened, 
will  prevent  operation  of  the  elevator  during  the 
inspection  of  the  overhead  machinery. 

2.1. 5.4.  Lighting. 

proYisi?n  for  adequate  artificial 
light  shall  be  made  in  machine  rooms,  pits  and 

Whpei  i°L  ?V<?h*ad.  machinery  of  elevators. 
Sf,e  e^ectrjc  l«ht  ,s  available  the  illumination 
shah  'be  based  on  at  least  y2  watt  per  square  foot 
of  floor  area. 

The  machine  room  lighting  switch,  if  electric 

j!1-  used)  orthe  lamp,  if  eleotricity  is  un¬ 
available,  shall  be  within  easy  reach  of  the 
machine  room. 

ftiJi  •  practi9al, th€,  elevator  service  switch  and 
the  lighting  switch  shall  be  located  on  the  lock 

BoTh  °f-fthn  mud?jnu  room  entrance  door. 
Both  these  swipes  shall  be  of  the  enclosed  type. 

v5u\  ^ead  Room  In  Bulkheads. 

Bulkheads  of  elevators  shall  be  constructed  with 
a  minimum  head  room  of  6  feet  above  the  plat- 
form  required  in  21.6,  Machine  Supports,  Loads 
on  Supports  and  Factors  of  Safety. 

2.I.5.6.  Enclosure  of  and  Access  to  Elevator 
Machines. 

sub^uT  mnChinef  sha"  bc  surrounded  by 

located  ?n  L  C°’k  °r-  °lher  enc|os“«  unless 
located  in  machine,  engine  or  pump  rooms  in 

charge  of  an  attendant,  0r  unless  otherwise  s«- 

cured  against  unauthorized  access. 

All  machine  enclosures  shall  provide  12  inches 

horizontal  or  vertical  clearance  as  necessary  to 

requireCCmaintenance  ^  ^  machinery  as 

3  I  5-7'  Machfrie*  Parted  EXP°S'd  M°™* 

Exposed  gears,  sprockets,  tape  sheaves  and 

levels  shall  ta£CS  .Trough  the  secondary 

J€|,s  guarded  in  accordance  with  the 

2  1  6  S*  Wierr*d  *°  in  22-r  Standard.  Guard,. 

2.1.6.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

^  Supports. 

Machinery  and  sheaves  shall  be  so  sunoorteri 
and  held  as  effectually  to  prevent  any  parTfrom 

beT'sfeef  ••  r  The,  supp<>^Vbeams  shall 
not  rennirpri  ^einforced_  concrete.  Beams  are 
n  t  required  under  machinery  supported  on  in 
dependent  foundations  or  on  the  floor  of  the 
machme  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

2.1.6. 2.  Loads  on  Supports. 

.  UK  0n  overhead  beams  and  their  supports 
shall  be  computed  as  follows:  suPPorts 

the  total  load  on  overhead  beams  shall  be  as 

si  “  ,he  ;,eightof 

Sl£\ ste ,h' raaxim™ 

and  similar  equipment.  The  load  suspended  Wi’ 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams  nsi0ns 

21.6.3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistwiv 
is  forbidden  (except  for  idler  or  deflecVffig  shaves 
with  their  guards  and  frames,  devices  for  limit 

sories).  retardmE  “r  SpWd  a"« 

2-!.6.4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams,  based  cm  the 
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ultimate  strength  of  the  material,  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  2.1.62,  Loads  on  Supports,  shall  be  at  least  the 


following : 

For  steel  .  4 

For  reinforced  concrete .  7 


2.1. 6.5.  Allowable  Deflections. 

The  allowable  deflections  of  overhead  beams 
and  their  immediate  supports  shall  be  as  follows: 

(1)  For  overhead  machine  beams  of  all  alter¬ 
nating  current  installations  and  for  direct 
current  installations  where  the  car  speed  is 
over  150  feet  per  minute,  the  deflection 
under  static  load  shall  be  1/2000  of  the 
span  or  less. 

(2)  For  overhead  machine  beams  of  direct  cur¬ 
rent  installations  where  the  car  speed  is 
150  feet  per  minute  or  less,  the  deflection 
under  static  load  shall  be  1/1666  of  the 
span  or  less. 

(3)  For  overhead  sheave  beams  the  deflection 
under  static  load  shall  be  1/1333  of  the 
span  or  less. 

(4)  For  overhead  beams  immediately  support¬ 
ing  the  machine  beams  the  deflection  under 
static  load  shall  be  1/1666  of  the  span  or 
less. 

2.1.7.  Platforms  Under  Machinery. 

2.1.7.1.  Materials  and  Strength  of  Platforms. 
A  flooring  of  iron,  steel,  or  reinforced  concrete 

capable  of  sustaining  a  concentrated  load  of  300 
pounds  on  any  4  square  inches  of  the  structure, 
shall  be  provided  at  the  top  of  the  hoistway, 
either  immediately  below  the  sheaves  or  at  the 
level  of  the  top  of  the  machine  beams  (except  in 
the  case  of  sidewalk  type  elevators).  It  is  not 
required  that  the  platform  or  its  supports  shall 
be  capable  of  supporting  300  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

If  the  floor  consists  of  a  metal  grating,  the 
mesh  or  opening  between  the  bars  shall  reject  a 
ball  \l/2  inches  in  diameter. 

2. 1.7.2.  Extent  of  Grating  or  Flooring. 

The  grating  or  flooring  shall  fill  the  entire 
hoistway  when  the  cross  sectional  area  is  50  square 
feet  or  less ;  otherwise  the  platform  shall  extend 
at  least  2  feet  beyond  the  general  contour  of 
the  sheaves  or  machines,  and  to  the  entrance  to 
the  hoistway  at  or  above  the  level  of  the  plat¬ 
form. 

2.1.7.3.  Handrails  and  Toeboards  Required. 
If  the  platform  does  not  entirely  cover  the 

hoistway  the  open  or  exposed  sides  shall  be  pro¬ 
vided  either  with  a  standard  handrail  and  toeboard 
or  with  a  screen  and  railing  at  least  42  inches 
high. 

21.7.4.  Deflecting  Sheave  Cradles. 

Where  no  slab  or  grating  complying  with 

2. 1.7.1,  Materials  and  Strength  of  Platforms,  is 

provided  over  the  entire  area  of  the  hoistway 
below  the  deflecting  or  secondary  sheaves  ex¬ 
tending  below  the  machine  level,  they  shall  be 
provided  with  cradles  which  comply  with  the  re¬ 
quirements  for  guards  referred  to  in  2.2.1,  Stand¬ 
ard  Guards  (except  in  the  case  of  sidewalk  type 
elevators). 

2.1.8.  Stops  for  Counterweights. 

Where  winding  drum  machines  are  used  a  permanent 
beam  or  bar  shall  be  provided  at  the  top  of  the  counter¬ 
weight  guides  and  beneath  the  counterweight  sheaves  to 
prevent  the  counterweights  from  being  drawn  into  the 
sheaves.  It  shall  be  of  such  strength  that  the  cables  will 
be  pulled  out  of  the  sockets  before  there  is  any  undue 
deflection  of  the  beam. 


The  bars  or  beams  shall  be  so  located  that  the  center  of 
resistance  is  in  line  with  the  center  of  gravity  of  the 
counterweight  or,  if  more  than  one  stop  is  used,  they 
shall  be  located  symmetrically  with  respect  to  the  counter¬ 
weight. 

2.1.9.  Pipes  and  Wiring. 

2.1. 9.1.  Electrical  Conductors. 

The  electrical  conductors  installed  in  or  under 

an  elevator  or  counterweight  hoistway  (except  the 
flexible  cables  connecting  the  car  with  the  fixed 
wiring)  shall  be  encased  in  metal  conduits. 

2. 1.9.2.  Electrical  Conduits  or  Cables  to  Be 
Continuous. 

Electrical  conduits  or  cables  shall  be  continuous 
between  outlets  or  terminals  situated  entirely  out-, 
side  the  hoistway;  and  openings,  terminals,  out¬ 
lets  or  junctions  within  the  hoistway  are  forbid¬ 
den  (except  in  those  used  to  furnish  or  control 
power,  light,  heat  or  signals  for  the  elevator 
hoistway  and  hoistway  doors).  The  interruption, 
of  long  runs  to  support  or  pull  in  conductors  is 
authorized  and  pull  boxes  may  be  installed  for 
this  purpose. 

Pipes,  conduits  and  armored  cables  shall  be 
securely  fastened  to  the  hoistway  construction. 

2. 1.9.3.  Pipe  Installations. 

The  installation  of  soil,  waste  or  vent  pipes 
and  pipes  conveying  gases  or  liquids  which  if 
discharged  into  the  hoistway  would  endanger  life, 
in  or  under  any  elevator  or  counterweight  hoist-, 
way  is  forbidden.  Low  pressure  steam  or  hot 
water  pipes  used  only  for  heating  the  elevator 
hoistways  may  be  installed  in  the  hoistways. 

2. 1.9. 4.  Voltage  of  Car  Control  Systems. 

No  part  of  any  electric  circuit  having  a  rated 

system  or  circuit  voltage  in  excess  of  750  volts 
direct  current,  or  550  volts  alternating  current,, 
shall  be  used  for  any  control  or  operating  circuit. 
Circuits  of  higher  rated  system  or  circuit  voltage 
may  be  used  in  machine  rooms  or  bulkheads  for 
the  operation  of  motors,  provided  all  operating  and 
signal  wiring  is  thoroughly  insulated  from  such 
power  circuits  and  all  machine  frames  and  hand- 
ropes  are  permanently  grounded. 

2. 1.9. 5.  Electric  Wiring. 

Live  parts  of  electrical  apparatus  in  elevator 
hoistways  shall  be  suitably  enclosed  to  protect 
against  accidental  contact.  Metal  coverings  shall 
be  permanently  grounded.  Wiring  shall  comply 
with  the  requirements  of  the  Department  of 
Water  Supply,  Gas  and  Electricity. 

2.1.10.  Thoroughfare. 

2.1.10.1.  Thoroughfares  Under  Elevator 
Hoistways  or  Counterweights. 
Thoroughfares  under  elevator  hoistways  or 
counterweights  are  forbidden  unless: 

(1)  Buffers  are  provided  conforming  to  the  re¬ 
quirements  of  3.2.2,  Car  and  Counteriveight 
Buffers  for  Elevators;  and 

(2)  The  car  and  counterweights  are  provided 
with  safety  devices  conforming  to  the  re¬ 
quirements  of  3.3.5,  Car  and  Counterweight 
Safeties  and  Speed  Governors ;  and 

(3)  A  structure  is  provided  under  the  hoistway 
sufficiently  strong  to  withstand  without  in¬ 
jury  the  impact  of  the  car  with  contract 
load  or  the  impact  of  the  counterweight 
when  either  is  descending  at  contract  speed, 
or  at  governor  tripping  speed  where  a  gov¬ 
ernor-operated  safety  is  used. 

2.2.  Hoistway  Guards  and  Screens. 

2.2.1.  Standard  Guards. 

The  standard  railings  mentioned  in  these  Rules  shall  be 
of  metal  and  shall  be  between  40  and  46  inches  high  with 
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an  intermediate  rail  midway  between  the  top  rail  and  floor. 
The  uprights  and  handrail  shall  be  made  of  angles  measur- 
,  ing  at  least  2  by  2  inches  or  the  equivalent  and  the  mid¬ 
rail  of  angles  measuring  at  least  1  by  2  inches. 

The  toeboards  mentioned  in  these  Rules  shall  be  of  metal 
at  least  as  thick  as  Number  16  United  States  Gage,  at  least 
6  inches  high  or  of  fireproofed  wood  at  least  1  by  6  inches, 
i  Guards  for  cables  and  machinery  mentioned  in  these 
Rules  shall  conform  to  the  Safety  Code  for  Mechanical 
,  Power- Transmission  Apparatus  of  the  American  Stand¬ 
ards  Association,  U927. 

2.2.2.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
(  wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
!  type  and  shall  be  capable  of  sustaining  a  live  load  of 
300  pounds  per  square  foot.  The  maximum  permissible 
dimensions  of  sidewalk  openings  shall  be  5  feet  at  right 
angles  to  and  6  feet  parallel  to  the  building  line  (except 
by  permission  of  the  Borough  President).  The  side  of 
the  opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions 
make  this  impractical  this  distance  may  be  increased 
subject  to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used  the  line  of  the 
hinges  shall  be  at  right  angles  to  the  building  line.  Where 
the  covers  open  toward  any  obstruction  the  space  between 
the  fully  opened  cover  and  such  obstruction  shall  be  at 
least  18  inches.  Where  vertically  lifting  covers  are  used 
there  shall  be  a  clearance  of  at  least  2  feet  between  the 
cover  and  any  obstruction  above  it  when  the  elevator  is 
at  the  top  of  its  overtravel. 

!  Hatch  covers  shall  be  self-closing  and  the  fastening,  or 
holding,  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch 
;  opening  is  in  an  area  inaccessible  to  the  public). 

;  Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lifting 
;  type  covers  may  be  used,  or  doors  may  be  provided  com* 

'  plying  with  2.3.5,  Hoistway  Doors  for  Freight  Elevators, 
and  shall  be  provided  with  interlocks  complying  with 

2.3.2,  Door  Interlocks. 

2.2.3.  Counterweight  Runway  Enclosures. 

2.2.3.1.  Counterweight  Runways  Outside  of 
the  Hoistway. 

Runways  for  counterweights  located  outside  of 
the  elevator  hoistway  shall  be  solidly  enclosed 
throughout  their  height  (except  that  when  the 
runway  is  located  outside  of  the  structure  it  shall 
be  enclosed  to  a  height  of  at  least  7  feet  from  the 
ground). 

2.2.3.2.  Counterweight  Runways  Inside  of  the 
Hoistway. 

Each  counterweight  runway  of  elevators  lo¬ 
cated  in  the  elevator  hoistway  shall  be  enclosed 

from  a  point  12  inches  above  the  floor  of  the  pit 
to  a  point  at  least  7  feet  above  the  floor  of  its 
own  pit  and  any  other  pit  adjacent  to  such 
counterweight  runway  (except  where  compensating 
chains  or  cables  which  practically  compensate  for 
the  weight  of  the  hoisting  cables  are  attached  to 
the  counterweight).  In  this  case  counterweight 
enclosures  may  be  omitted  on  the  side  facing  the 
elevator.  Such  enclosures  shall  be  made  of  metal 
at  .least  as  thick  as  Number  16  United  States 
Gage. 

2.2.5.3.  Access  to  Counterweight  Runways. 

Access  shall  be  provided  for  inspection,  main¬ 
tenance  and  repair  of  all  counterweights  and 
cables.  Doors  to  counterweight  runway  enclosures 
shall  be  self-closing.  If  the  counterweight  is 
located  in  the  same  hoistway  as  the  car  and  can 
be  inspected  at  mid-travel  from  the  car,  hinged 
sections  are  unnecessary  in  the  counterweight 
screen. 

.2.4.  Cable  Enclosures. 

Where  cables  pass  through  floors  outside  the  hoistway 

^closures,  Mich  cablej  shall  be  guarded  to  a  height  of  at 


i.SioVrmrd0mTLChfl,'00r  With  3  Slaundard  p°wcr  «*»- 

than  necSfarv  fnVrt,  7*  °Penmg;s  shall  be  not  greater 
necessary  for  the  free  passage  of  the  cables. 

2.3.  Landings. 

2.3.1.  Hoistway  Doors  for  Passenger  Ele¬ 
vators.  6 

2.3.I.I.  Automatic  Fire  Doors  Functioning  by 

acUt?mati^  fire  do°G  the  functioning  oi 

loJkLv  UdnTIMlent  °n  l.he  action  of  heat,  shall 
of* anv  d  g  opeVing  m  Ae  hoistway  enclosure 

ot  any  passenger  elevator  or  any  exit  leading 

themst^uct^°e.StWay  Ianding  d0°r  t0  the  outside  oi 

2.3.i,2  Protection  of  Landing  Openings. 

n  ing  openings  in  passenger  elevator  hoist- 

honzontai?UreS  bfi  protected  by  doors  sliding 
swSnl  J  vertically,  combination  sliding  and 

balaneetf doorsf  ’  SW'ng,"g  d<WrS'  °r  by 

do^fart  n’Sdn?"5'  Sl‘d'"g  °r  counterbalanced 
floors  are  used  the  car  gate  or  door  and  the  hoist- 

«vay  doors  shall  be  so  interlocked  that  the  car  gate 

or  door  cannot  start  to  open  until  the  landing  dir 

*  m  !/S  fully  opened  Position  and  so  that 

the  landing  door  cannot  start  to  close  until  the 
ar  gate  or  door  is  fully  closed.  (See  2.112 
Landing  Openings  to  Be  Protected).  ’ 

2.3  1  3.  Clearances  of  Hoistway  Doors. 

sideof  dlSt?nce  between  the  hoistway 

i  m  uOI-tWay  door  opposite  the  car  open- 

St  edge  of  ,he  landi"e  sadd|c 

For  automatic-operation  elevators  the  maximum 
d  stance  between  the  hoistway  side  of  the  hoist¬ 
way  door  opposite  the  car  opening  and  the  hoist¬ 
way  edge  of  the  landing  *all  be  1  tach  for 
swinging  doors  and  2  inches  for  sliding  dSrs 
or  existing  installations  of  automatic-operation 
elevators  accessible  to  the  general  publiiTwh™ 
clearance  exceeds  inches  for  swing" * 
doors  or  2 inches  for  sliding  doors  the  soace 
between  the  hoistway  side  of  the  hoLway  d«r 

Kndoit!1  a  boIstway  edge  the  landing  saddle  shall 
7?  ?  !?  ttumfdiately  by  suitable  m  “ns  ' 

•c  j  j?°r  sbdes  in  two  or  more  sections  the 
specified  dimension  applies  to  that  section  which 
closes  against  the  lock  jamb. 

No  hardware  (except  that  required  for  inter 

into1  the  1?dl.cator  aud  signal  devices)  shall  project 

saddle  7  ^y°nd  tbe  line  of  landing 

2v3  1.4  Hoistway  Door  Interlocks 

2U°,/wy/dt00,r  interlocks  which  conform  to 
2  3  2,  Door  Interlocks,  shall  be  used  on  the  hoist 

Ss  ofrhv°fl  pa,S.Senger  levators.  The  hoistway 
doors  of  hydraulic  passenger  elevators  shall  also 

b^ti  .prov,ded  with  a  door  closer  or  with  a  device 
which  will  compensate  for  the  creeping  of  the 
car  away  from  the  landing  caused  by  leakage  in 
the  valve  or  m  the  cylinder.  g 

2.3.1. 5.  Emergency  Releases  Required  on 
D°°rS  f°r  Passenf>er  Ele- 

f..-  Pr?v'slon  s,bad  lbe  made  to  render  the  car  opera¬ 
tive  independent  of  -the  position  of  the  hoistwav 
doors  in  case  of  fire,  panic,  or  other  emergendef 
by  means  of  an  emergency  release  conforming  to 

~-vt’Eme>9' cncy  Releases  (except  that  elevators 

provided3"  ^Ithtarted  fr°m  a  land'ng  sha11  not  be 
provided  with  an  emergency  release 

equipped  for  dual  operation  in  which  case  an 
“nopre“tiveejeVa'0r  «»«»  shall  U 
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2.3. 1.6.  Hand  Opening  of  Hoistway  Doors. 

Hoistway  doors  shall  be  arranged  to  be  opened 
by  hand  from  the  hoistway  side  (except  when 
locked  “out  of  service”).  Neither  the  main 
exit  doors  nor  the  doors  at  the  lower  terminal 
landing  shall  be  locked  “out  of  service”  while  the 
elevator  is  in  operation. 

Hoistway  doors  for  passenger  elevators  shall 
be  so  arranged  that  it  is  unnecessary  to  reach 
back  of  any  panel,  jamb,  or  sash  to  operate 
them. 

2.3. 1.7.  Opening  of  Hoistway  Doors. 

If  the  entire  control  of  a  passenger  elevator 
is  located  on  the  car,  the  hoistway  doors  shall 
be  so  arranged  that  they  cannot  be  opened 
from  the  landing  side  (except  as  provided  in 

23.1.8,  Emergency  Landing  Openings  and  Keys). 
If  the  control  is  not  located  entirely  on  the  car, 
the  hoistway  doors  shall  be  so  arranged  that, 
unless  the  car  is  at  the  landing,  the  doors  cannot 
be  opened  from  the  landing  side  (except  as  pro¬ 
vided  in  23.1.8,  Emergency  Landing  Openings 
and  Keys). 

2.31.8.  Emergency  Landing  Openings  and 
Keys. 

A  service  key  shall  be  provided  to  open  the 
hoistway  door  from  the  landing  side  at  the  land¬ 
ing  where  the  car  is  normally  parked  out  of  ser¬ 
vice.  This  key  shall  open  this  door  only  when 
the  car  is  at  the  landing  and  shall  open  no  other 
hoistway  door. 

An  emergency  key  shall  be  provided  which 
will,  irrespective  of  the  position  of  the  car, 
open  from  the  landing  side  the  hoistway  door 
at  the  landing  where  the  car  is  normally 
parked,  the  lowest  landing,  and  such  other  hoist¬ 
way  doors  and  emergency  doors  as  are  specified 
below.  It  shall  open  no  other  hoistway  door. 
Such  an  emergency  key  shall  be  placed  in  a 
break  glass  receptacle  clearly  marked  “FOR 
FIRE  DEPARTMENT  AND  EMERGENCY 
USE  ONLY,”  at  the  landing  of  each  elevator 
or  group  of  elevators  that  is  nearest  the  main 
entrance  to  the  structure. 

For  an  elevator  operating  in  a  blind  hoistway, 
the  first  hoistway  door  above  the  blind  portion 
of  the  hoistway  shall  be  so  arranged  that  it  can 
be  opened  from  the  landing  side  by  the  emergency 
key  specified  above,  irrespective  of  the  position 
of  the  elevator  car. 

If  an  elevator  is  installed  in  a  single  hoist¬ 
way,  the  emergency  key  shall  open  all  hoistway 
doors  and  where  the  elevator  is  installed  in  a 
single  blind  hoistway,  then  provision  shall  be 
made  for  emergency  hoistway  doors  at  every 
third  floor,  but  not  more  than  36  feet  apart, 
to  permit  access  to  the  elevator  in  the  blind 
portion  of  the  hoistway. 

Emergency  doors  shall  be  at  least  30  inches 
wide  and  6  feet  6  inches  high  (clear  opening), 
and  shall  be  easily  accessible  and  free  from  fixed 
obstructions.  Such  doors  shall  be  self-closing 
and  shall  not  be  openable  from  the  hoistway  side, 
but  need  not  be  provided  with  interlocks  or  elec¬ 
tric  contacts.  The  emergency  key  required  above 
shall  open  all  such  emergency  hoistway  doors. 

2.3. 1.9.  Hangers  for  Power  Operated  Hoist¬ 
way  Doors. 

Hangers  for  power  operated  hoistway  doors 
shall  be  designed  to  withstand  a  downward  thrust 
of  five  times  and  an  upward  thrust  of  four  times 
tile  weight  of  the  door. 

2.3.1.10.  Hanger  Stops  and  Guards. 

Means  shall  be  provided  to  prevent  hangers  for 
all  sliding  hoistway  doors  from  jumping  the 


tracks.  Stops  shall  also  be  provided  to  prevent 
the  hanger  carriage  from  leaving  the  ends  of  the 
track,  or  suitable  stops  may  be  provided  on  the 
door  only. 

2.3.1.11.  Vision  Panels. 

For  elevators  which  can  be  operated  from  out¬ 
side  of  the  hoistway,  hoistway  doors  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wire  glass  with  a  maximum  area  of  80 
square  inches. 

2.3.2.  Door  Interlocks. 

2.3. 2.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Door  Interlocks. 

These  Rules  recognize  two  systems  of  door 
interlocks:  (1)  THE  DOOR  UNIT  SYSTEM, 
in  which  the  interlock  prevents  the  operation  of 
the  elevator  machine  to  move  the  car  away  from 
the  landing  unless  the  hoistway  door  at  that 
landing  at  which  the  car  is  stopping,  or  is  at  rest, 
is  locked  in  the  closed  position. 

(2)  THE  HOISTWAY  UNIT  SYSTEM,  in 
which  the  interlocks  prevent  the  operation  of  the 
elevator  machine  to  move  the  car  away  from  the 
landing  unless  all  its  hoistway  doors  are  locked  in 
the  closed  position. 

The  interlock  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car 
leveling  device. 

In  both  of  these  interlock  systems  the  inter¬ 
lock  shall  prevent  the  opening  of  the  hoistway 
door  from  the  landing  side  (except  by  a  special 
key)  (See  Rules  23.1.7,  Opening  of  Hoistway 
Doors,  and  23.1.8,  Emergency  Landing  Open¬ 
ings  and  Keys),  unless  the  car  is  at  rest  within 
the  landing  zone ;  or  is  coasting  through  the 
landing  zone  with  its  operating  device  in  the 
“STOP”  position. 

2.3. 2.2.  Use  of  the  Door  Unit  System. 

The  door  unit  interlock  system  may  -be  used 
only  where  there  is  a  regular  operator  in  the 
car  and  where  the  elevator  can  be  operated  only 
from  inside  the  car. 

2. 3. 2.3.  Closed  Position  of  Hoistway  Doors. 

For  elevators  employing  a  type  of  operation 
that  does  not  require  the  presence  of  an  oper¬ 
ator  in  the  car,  the  hoistway  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  Y  inch  of  contact  with  the  door 
jamb,  or,  in  the  case  of  bi-parting  doors,  when  the 
doors  are  within  Y  inch  of  contact  with  each 
other.  (See  also  Multiple  Dwelling  Law,  Sec¬ 
tion  51.) 

For  elevators  where  the  hoistway  door  is  not 
equipped  with  a  door  closer,  the  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  inch  of  contact  with  the  door 
jamb,  or  in  the  case  of  bi-parting  doors,  only 
when  the  doors  are  within  Y  inch  of  contact  with 
each  other.  (See  also  Multiple  Dwelling  Law, 
Section  51.) 

Where  the  hoistway  door  of  an  elevator  re¬ 
quiring  the  presence  of  an  operator  in  the  car  is 
equipped  with  a  door  closer  the  door  shall  be 
considered  to  be  in  the  closed  position  (and  the 
car  may  be  started)  when  the  door  is  within  4 
inches  of  being  fully  closed  against  the  jamb 
(or  in  the  case  of  a  bi-parting  door  when  the 
sections  are  within  4  inches  of  contact  with  each 
other),  if  at  this  position  and  any  other  up  to 
full  closure  as  defined  in  this  section,  the  door 
cannot  be  opened  from  the  landing  side  more 
than  4  inches  from  the  jamb  (or  the  sections 
more  than  4  inches  from  each  other  in  the  case 
pf  a  bi-parting  door),  provided  the  door  closer 
is  of  a  type  which  will  eventually  close  the  dooi 
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to  the  fully  closed  position  as  defined  in  this 
section,  and  lock  it  in  this  position.  (See  also 
Multiple  Dwelling  Law,  Section  61.) 

2.3.2.4.  Design  of  Interlocks. 

The  interlocks  for  all  hoistway  doors  shall  be 
so  designed  that  the  door  is  locked  in  the  closed 
position  as  defined  in  2. 3.2.3,  Closed  Position  of 
Hoistway  Doors,  before  the  car  can  be  operated. 

2.3. 2.5.  Use  of  Springs  and  Electric  Circuits 
in  Interlocks. 

The  functioning  of  door  interlocks  to  prevent 
the  movement  of  the  car  shall  be  independent  of 
the  action  of  a  spring  in  tension,  or  of  the  closing 
of  an  electric  circuit.  If  springs  are  used  they 
shall  be  in  compression.  If  an  electric  circuit  is 
used  its  interruption  shall  prevent  the  movement 
of  the  car. 

2.3. 2.6.  Tests  and  Approvals  of  Interlocks. 
Each  type  and  make  of  door  interlock  shall  be 

approved  by  the  Superintendent  on  the  basis  of 
the  engineering  tests  listed  in  8.1,  Tests  of  Inter¬ 
locks,  made  by  or  under  the  supervision  of  a 
competent  designated  laboratory.  Approved  inter¬ 
locks  shall  be  suitably  marked  for  identification 
as  provided  in  2.3.27,  Identification  of  Interlocks. 

2.3. 2.7.  Identification  of  Interlocks. 

Approved  interlocks  shall  be  suitably  and 

plainly  marked  for  identification.  The  marking 
shall  be  permanent  and  so  placed  as  to  be  readily 
visible  when  the  interlocks  are  mounted  in  posi¬ 
tion.  Auxiliary  appliances  forming  a  part  of, 
or  used  in  conjunction  with,  an  interlock,  shall 
be  similarly  marked.  Marking  shall  include  the 
following:  Manufacturer’s  name  or  trade-mirk, 
type,  or  style  letter  or  number,  and  rated  voltage. 
2.3.3.  Hoistway  Door  Electric  Contacts. 

2.3. 3.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Contacts. 

These  Rules  recognize  two  systems  of  hoist¬ 
way-door  electric  contacts : 

1.  The  Door  Unit  System  in  which  the  con¬ 
tact  prevents  the  normal  operation  of  the 
car  unless  the  hoistway  door  at  which  the 
car  is  standing  is  in  the  closed  position. 

2.  The  Hoistway  Unit  System  in  which  the 
contact  prevents  the  normal  operation  of 
the  car  unless  all  its  hoistway  doors  are 
in  the  closed  position. 

.The  contact  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car¬ 
leveling  device. 

2.3.3. 2.  Use  of  Door  Unit  System. 

The  Door  Unit  System  may  be  used  only  on 
elevators  where  there  is  a  regular  operator  in  the 
car,  and  where  the  elevators  can  be  operated  only 
from  inside  the  car. 

2.3. 3. 3.  Closed  Position  of  Electric  Contacts. 
Where  the  hoistway-door  contacts  are  not  a 

part  of  an.  interlock  system,  the  door  shall  be 
considered  in  the  closed  position  when  within  2 
inches  of  full  closure  against  the  jamb.  (See 
2.3.5A,  Interlocks  and  Electric  Contacts,  third 
paragraph.) 

2.3. 3.4.  Design  of  Electric  Contacts. 
Hoistway-door  contacts  shall  be  designed  so 

that  they  are  positively  opened  by  a  lever  or 
other  device  attached  to  and  operated  by  the  door. 

2.3.3. 5.  Use  of  Springs  or  Electric  Circuits  in 
Contacts. 

The  functioning  of  a  hoistway-door  electric 
contact  to  prevent  the  movement  of  the  car  shall 
be  independent  of  the  action  of  ^  spring  or  springs 
in  tension,  and  of  the  closing  of  an  electric  cir¬ 
cuit.  If  springs  are  used,  they  shall  be  in  com¬ 
pression.  The  interruption  of  electric  circuit 
shall  prevent  the  movement  of  the  car. 


2.3.4. 


2.3.5. 


2.3. 3. 6.  Tests  and  Approvals  of  Electric 
Contacts. 

Each  type  and  make  of  hoistway-door  electric 
contact  shall  be  approved  by  the  Superintendent 
on  the  basis  of  the  engineering  tests  listed  below 
made  by,  or  under  the  supervision  of,  a  com¬ 
petent  designated  laboratory. 

1.  Endurance  Test. 

2.  Current-Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Insulation  Test. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks 
2.3  3.7.  Identification  of  Approved  Contacts. 

.  .  Approved  contacts  shall  be  suitably  marked  for 
identification  as  called  for  in  2.3.27,  Identification 
of  Interlocks. 

Emergency  Releases. 

2.3.4.I.  Location  and  Covering  of  Emergency 
Releases. 

The  emergency  release  shall  be  in  the  car, 
plainly  visible  to  the  occupants  of  the  car,  shall 
be  easily  accessible  to  the  operator,  and  shall  be 
provided  with  a  breakglass  cover  and  with  means 
tor  breaking  the  glass. 

2  3.4.2.  Operative  Position  of  Emergency  Re¬ 
leases. 

•f  *be  car  Un<^er  emergency  conditions, 

it  shall  be  necessary  for  the  operator  to  hold  the 
emergency  release  in  the  operative  position. 

2.3. 4. 3.  Design  and  Construction  of  Emer¬ 
gency  Releases. 

Emergency  releases  shall  be  constructed  so  that 
they  cannot  be  readily  tampered  with,  or 
plugged  in  the  release  position.  Rods,  con¬ 
nections,  and  wiring  used  in  the  operation  of  the 
emergency  release,  which  are  accessible  from  the 
car,  shall  be  enclosed  and  protected  from  injury. 

2.3.4.4.  Tests  and  Approvals  of  Emergency 

XvCiCclSCS. 

Each  make  and  type  of  emergency  release  shall 
e  tested  and  approved  by  the  Superintendent  as 
o  compliance  with  2.3.4.1,  Location  and  Covering 
of  Emergency  Releases;  2.3A.2,  Operative  Pos'i 
tion  of  Emergency  Releases;  and  2.3A.3,  Design 
and  Construction  of  Emergency  Releases,  and  as 
rjretmS  t  lC  requirements  of  8-l-6,  Insulation 

Hoistway  Doors  for  Freight  Elevators. 

<6. 0.5.1.  Doors  Required. 

Each  landing  opening  in  a  freight  elevatoi 

whiYh^If enCf°SU-f,  •Sha,l1  'be  equiPP«1  with  a  doo; 
which,  d  not  within  the  hoistway,  shall  be  set 

within  4  inches  of  the  face  of  the  landing  saddle 
(except  at  the  upper  landing  of  one  story  sidewalk 
e  evators  and  such  other  openings  as  are  covered 
in  2.3.J.3,  Size  of  Hoistway  Doors). 

Doors  shall  comply  with  the  fire  resistive  re- 
quirements  for  doors  in  such  enclosures 
2.3.52.  Strength  of  Hoistway  Doors 
Hoistway  doors  shall  withstand  a  force  of  75 
K*  aPpl'ed  Perpendicularly  to  the  door  at  any 
point  without  being  sprung  from  their  guides.  ‘ 
2.3d>.3.  Size  of  Hoistway  Doors. 

fu  w;Sy,^rS,W5en  cIoSed  sha,J  euard  the 

tend  Tlif.m  Snding  °Pen>ngs  and  shall  ex- 
tend  the  full  height  from  the  landing  saddle  to 

the  top  of  the  landing  opening  (See  2. 1.1.2  l  and- 
mg  Openings  to  Be  Protected) . 

2.3. 5.4.  Interlocks  and  Electric  Contacts. 

Hoistway  doors  for  freight  elevators  (except 
hatch  covers  for  sidewalk  elevators)  shall  be 
provided  with  interlocks  or  electric  contacts  and 

form'  Jr'0*5  -and  ekctric  contacts  shall  con¬ 
form  to  the  requirements  of  2.3.2,  Door  Inter- 


749 


locks,  and  2.3.3,  Hoistway  Door  Electric  Contacts, 
respectively. 

Where  electric  contacts  are  provided  on  a 
hoistway  door  and  are  not  a  part  of  an  interlocked 
system  the  lock  or  latch  and  contact  shall  be  so 
arranged  as  to  insure  the  door  being  in  a  position 
to  be  locked  or  latched  when  or  before  the  con¬ 
tact  is  closed. 

Door  electric  contacts  and  door  locks  or  latches 
shall  be  so  located  as  normally  to  be  inaccessible 
from  the  landing  side. 

2.3.5. 5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Freight  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative).  No  emergency  releases  shall  be  re¬ 
quired  on  sidewalk  elevators. 

2.3. 5. 6.  Vision  Panels. 

Hoistway  doors  for  elevators  which  can  be 
operated  from  outside  the  hoistway  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wired  glass,  with  a  maximum  area  of  80 
square  inches. 

2.3.6.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

2.3.7.  Landings  for  Passenger  and  Freight 
Elevators. 

2.3.7. 1.  Landing  Saddle. 

The  landing  saddle  shall  be  constructed  and 
maintained  so  that  persons  will  not  readily  slip 
thereon. 

2.3.7.2.  Railroad  Tracks. 

Where  there  is  a  railroad  track  upon  any  ele¬ 
vator  landing,  the  tops  of  the  rails  shall  be  flush 
with  the  floor  for  a  distance  of  6  feet  from  the 
threshold. 

2.3.8.  Lighting  at  Landings. 

When  the  car  of  an  elevator  is  in  service  at  the 
landing,  the  landing  edges  of  the  saddle  and  car  platform 
shall  be  plainly  visible.  The  illumination  on  the  landing 
saddle  shall  be  at  least  1  foot  candle. 

RULE  3.  POWER  PASSENGER, 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

3.1.  Limitations  for  Platform  and  Side¬ 
walk  Type  Elevators. 

3.1.1.  Platform  Elevators  Forbidden. 

The  use  of  platform  elevators  is  forbidden. 

3.1.2.  Sidewalk  Type  Elevators. 

Sidewalk  type  elevators  shall  comply  with  the  require¬ 
ments  of  3,  Pouter  Passenger,  Freight  and  Sidezmlk  Type 
Elevators,  unless  specifically  exempted. 

The  maximum  contract  speed  of  sidewalk  type  elevators 
shall  be  35  feet  per  minute  and  the  maximum  platform 
area  shall  be  50  square  feet. 


3.2.  Guides,  Buffers  and  Counterweights 
for  Passenger,  Freight  and  Side¬ 
walk  Type  Elevators. 


3.2.1.  Guide  Rails. 

3. 2.1.1.  Material. 

Car  and  counterweight  guide  rails  for  elevators 
shall  be  of  steel. 

3.2. 1.2.  Fastenings  and  Joints. 

Guide  rails  shall  be  securely  fastened  with  iron 
or  steel  brackets  (or  their  equivalent)  of  such 
strength,  design  and  spacing  that  the  deflection 
of  the  guide  rails  and  their  fastenings  shall  be 
Ya  inch  or  less  under  normal  operation. 

When  rail  brackets  used  in  connection  with 
freight  elevators  or  sidewalk  type  elevators  are  so 
located  that  they  receive  the  full  thrust  of  the 
guide  shoes  when  the  car  platform  is  level  with 
the  landing,  the  thrust  due  to  concentrated  loads 
on  the  car  may  be  of  high  magnitude.  Special  at¬ 
tention  shall  therefore  be  given  to  the  attachment 
of  the  brackets  in  such  cases.  Where  the  dis¬ 
tance  between  rail  supports  is  greater  than  14  feet 
the  rails  shall  be  suitably  backed  or  bracketed 
to  secure  sufficient  rigidity  for  satisfactory  opera¬ 
tion. 

Joints  of  guide  rails  (except  for  sidewalk  ele¬ 
vators  the  travel  of  which  is  15  feet  or  less)  shall 
be  accurately  machined  with  tongue  and  groove 
through  the  webs  at  right  angles  to  the  base  and 
through  the  flanges  parallel  to  the  base,  and  fitted 
with  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail ;  or  accurately 
machined  with  tongue  and  groove  through  the 
webs  and  with  the  backs  of  the  flanges,  where 
the  fishplates  bear,  accurately  machined  at  right 
angles  to  the  tongue  and  groove  and  fitted  with 
finished  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail. 

Guide  rails  shall  withstand  the  application  of 
the  “safety”  when  stopping  a  fully  loaded  car 
or  the  counterweight. 

3.2. 1.3.  Size  of  Guide  Rail  Fastenings  and 
Bottoming  of  Guide  Rails. 

Guide  rails  and  their  fastenings  shall  be  se¬ 
cured  in  position  by  clips  or  through  bolts  of  at 
least  the  sizes  given  in  the  following  table: 

SIZE  OF  GUIDE  RAIL  FASTENINGS 
W eight  of  Rails  in  Diameter  of  BoUsl 

Pounds  per  Foot  in  Inches 


&H-7J4 

14 

22  J4 

30 


V* 

X 

Va 


Bolt  holes  in  steel  beams  for  bracket  bolts 
shall  not  exceed  the  diameter  of  the  bolt  by  more 
than  1/16  of  an  inch.  Such  holes  for  bolts  shall 
be  either  drilled,  punched  or  cut  with  a  torch. 
If  cut  with  a  torch,  bolt  holes  shall  be  cut  of 
smaller  diameter  and  drifted  to  the  required 
diameter. 


The  guide  rails  shall  be  extended  at  the  top  and 

bottom  to  prevent  guide  shoes  running  off  within 
the  limits  of  the  bottom  overtravel  and  the  top 
clearance. 


3. 2. 1.4.  Cast  Iron  Guide  Rails  Forbidden. 

The  use  of  cast  iron  guide  rails  is  forbidden. 

3. 2.1. 5.  Weight  of  Steel  Guide  Rails. 

The  weights  of  steel  guide  rails  (except  for 
sidewalk  elevators  the  travel  of  which  is  15  feet 
or  less)  shall  be  at  least  those  given  in  the  fol¬ 
lowing  table : 
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Maximum 

Permissible 

Total  Minimum 

Weight  of  Weight  of 
Car  and  Load,  or  Each  Car 
Total  Weight  of  Guide  Rail 
Counterweights 
Per  Pair  of 

Rails  ( Pounds  per 

(Pounds)  Foot) 


Minimum  Weight  of  Each 
Counterweight  Guide  Rail 
(  Pounds  per  foot) 


With  Without  Guide 

Guide  Rail  Safeties 
Rail  1  to  1  2  to  1 

Safeties  Roping  Roping 


4,000 

7/4 

7J4 

G'A 

6J4 

15,000 

14 

14 

7J4 

7J4 

27,500 

22 

22  J4 

7J4 

14 

40,000 

30 

30 

1V2 

14 

Where  7j4-pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  6  feet  or  less,  the  load  per¬ 
mitted  under  the  preceding  table  may  be  doubled 
for  counterweights  with  guide  rail  safeties. 
Where  7 -pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  l]/2  feet  or  less,  the  load 
permitted  under  the  preceding  table  may  be  in¬ 
creased  to  5,000  pounds  for  cars  with  guide  rail 
safeties. 

The  maximum  weights  of  car  and  load  as  given 
in  the  preceding  table  for  each  pair  of  guide 
rails  are  intended  to  apply  when  only  one  safety 
device  gripping  both  rails  in  a  horizontal  plane  is 
used.  When  two  such  safety  devices  are  used  on 
the  same  guide  rail  and  arranged  so  that  both 
will  be  applied  at  practically  the  same  time  and 
with  substantially  equal  retarding  force  the  total 
weight  may  exceed  that  shown  in  the  table  but 
shall  in  any  case  be  within  the  maximum  weight 
given  in  the  table  multiplied  by  the  following 
factors  based  on  distance  between  safeties: 


Distance  between 
safeties  in  feet 


Car  Duplex  Safeties 

Multiply  maximum  load 
given  in  the 


18  (or  over) 

2.0 

15 

1.83 

15 

1.67 

0 

1.50 

6 

1.33 

Counterweight  Duplex 

Safeties 

15  (or  over) 

2.0 

10 

1.67 

A 

1.33 

3.2. 1.6.  Use  of  Single  Pair  of  Car  Guide 
Railsi 

Whenever  practicable  a  single  pair  of  car  guide 
rails  shall  be  used  for  passenger  elevators. 


3.2.3. 


Such  speed  retarding  devices  shall  be  so  designed 
that  the  retarding  force  is  quickly,  but  gradually 
applied,  substantially  constant,  and  the  retarding 
distance  is  at  least  the  sliding  distance  specified 
in  3.3.6,  Car  Safety  Test,  for  Undercar  Safeties. 
For  contract  car  speeds  in  excess  of  500  feet 
per  minute  the  corresponding  reduced  buffer  stroke 
shall  be  at  least  18  inches. 

3. 2.2.2.  Oil  Gages  Required. 

Oil  buffers  shall  be  provided  with  means  for 
gaging  the  amount  of  oil  in  them. 

3. 2.2.3.  Location  of  Car  Buffers. 

Buffers  shall  preferably  be  located  symmet¬ 
rically  with  reference  to  the  center  of  the  car. 
3.2.2  4.  Location  of  Counterweight  Buffers. 

Counterweight  buffers  similar  to  those  re¬ 
quired  for  cars  shall  be  installed  symmetrically 
under  the  counterweights  of  passenger  and  freight 
elevators. 

3. 2.2.5.  Form  of  Buffer  Test. 

Buffers  shall  be  tested  by  running  on  to  them 
with  contract  load  at  contract  speed  with  final 
limit  switches  operative  (except  as  follows: 

If  the  buffer  stroke  has  been  reduced  due  to 
the  use  of  a  speed  retarding  device  as  permitted  in 

3.2.2.1.  Required  Types  of  Buffers,  the  car  or 
counterweight  shall  be  run  on  the  buffer  at  the 
speed  corresponding  to  the  buffer  stroke  used). 

3. 2.2.6.  Buffer  Compression  Switch. 

Where  the  car  or  counterweight  oil  buffer  is 

compressed  more  than  25  per  cent  of  its  stroke 
when  the  car  is  level  with  the  lower  or  upper 
terminal  landing,  respectively,  buffers  shall  be 
provided  with  a  switch  which  shall  prevent  move¬ 
ment  of  the  car,  in  a  direction  to  compress  the 
buffers  at  a  speed  greater  than  one-half  the 
contract  speed  until  the  buffers  are  restored  to 
their  normal  position. 

3. 2.2.7.  Tests  and  Approvals  of  Buffers. 

Each  type  and  size  of  oil  buffer  used  shall  be 
approved  by  the  Superintendent  on  the  basis  of 
the  engineering  tests  listed  in  8.2,  Tests  of 
Buffers,  made  by  or  under  the  supervision  of  a 
competent  designated  testing  laboratory.  Ap¬ 
proved  buffers  shall  be  marked  by  the  manu¬ 
facturer  with  the  range  of  speed  and  load  for 
which  they  have  been  approved. 

Counterweights. 

3.2.3. 1.  Counterweight  Guides  Required. 
Counterweights  shall  run  in  guides. 

3. 2.3. 2.  Clearance  Between  Counterweights 
and  Protection  of  Counterweight 
Cables. 


3.2.2.  Car  and  Counterweight  Buffers. 

3.2.2. 1.  Required  Types  of  Buffers. 

Buffers  of  the  spring,  oil  or  equivalent  type 

shall  be  installed  under  the  cars  of  elevators 
(except  sidewalk  elevators  having  a  travel  of  15 
feet  or  less). 

Spring  buffers  or  their  equivalent  may  be  used 

with  elevators  having  a  contract  speed  of  250  feet 
per  minute  or  less. 

Oil  buffers  or  their  equivalent  shall  be  used 
with  elevators  having  a  contract  speed  greater 
than  250  feet  per  minute.  The  minimum  total 
stroke  of  oil  buffer  shall  be  based  an  an  average 
retardation  of  32.2  feet  per  second  per  second, 
based  on  governor  tripping  speed. 

Where  speed  retarding  devices  indejiendcnt  of 
normal  and  final  stop  switches  ar<  provided  for 
retarding  car  or  counterweight  or  both  to  a 
definite  limiting  speed  before  the  buffer  is  en¬ 
gaged,  the  required  corresponding  buffer  stroke 
need  be  based  only  on  retardation  from  such 
speed  rather  than  from  governor  tripping  speed. 


If  two  counterweights  run  in  the  same  guides 
the  car  counterweight  shall  be  above  the  machine 
counterweight  and  there  shall  be  a  clearance  of 
at  least  8  inches  between  the  counterweights.  The 
cables  of  the  machine  counterweight  shall  be 
covered  or  protected  by  metal  or  fibre  sleeves 
firmly  attached  to  the  cable.  These  sleeves  shall 
be  at  least  6  inches  longer  than  the  car  counter¬ 
weight.  The  ends  of  the  sleeves  shall  be  care¬ 
fully  reamed  before  being  placed  on  the  cables. 

3. 2.3. 3.  Independent  Car  Counterweights. 

If  an  independent  car  counterweight  is  used  it 
shall  not  be  of  sufficient  weight  to  cause  undue 
slackening  in  any  of  the  cables  during  accelera¬ 
tion  or  retardation  of  the  car. 

3.2.3.4.  Counterweight  Tie-rods  and  Suspen¬ 
sion  Members. 

Counterweight  sections,  however  carried,  shall 
be  secured  by  at  least  two  tierods  passing  through 
holes  in  all  the  sections,  or  bv  other  approved 
means.  The  tierods  and  suspension  rods  shjll 
have  lock  nuts  and  cotter  pins  at  each  end.  Si  si- 
pension  rods  shall  be  free  from  welds. 
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3.3.  Car  Construction  and  Safeties  for 
Passenger,  Freight  and  Sidewalk 
Type  Elevators. 

3  3.1.  Car  Construction. 

3.3. 1.1.  Materials  for  Car  Frames  and  Plat¬ 
forms. 

Elevator  cars  shall  have  metal  car  frames  and 
metal  outside  frames  of  platforms.  Where  wood 
platform  flooring  is  used,  the  under  side  of  car 
platforms  shall  be  covered  with  metal  at  least  as 
thick  as  Number  27  United  States  Gage  (except 
where  fireproofed  wood  is  used,  and  except  for 
sidewalk  elevators  the  travel  of  which  does  not 
exceed  one  story). 

3.3. 1.2.  Allowable  Working  Stresses  for  Car 
Frame  Members. 

The  stresses  of  rolled  steel  sections  or  annealed 
cast  steel  in  the  construction  of  car  frames  and 
platforms,  based  on  the  static  load  imposed  on 
them,  shall  be  within  the  values  given  in  the  fol¬ 
lowing  table  for  steels  meeting  the  standard  speci¬ 
fications  of  the  American  Society  for  Testing 
Materials,  Designation,  A  7-29,  for  steel  having  an 
ultimate  strength  of  from  55,000  to  65,000  pounds 
per  square  inch  for  rolled  sections  or  cast  steel, 
and  46,000  to  56,000  pounds  per  square  inch  for 
rivets.  Elevators  of  the  plunger  type  which  are 
without  counterweights  are  exempted  from  these 
requirements. 

Allowable  Working  Stresses  for  Car  Frame 
Members 

(For  steels  meeting  the  standard  specifications  of 
the  American  Society  for  Testing  Materials, 
Designation,  A  7-29) 


Passenger  Elevators 


Maximum 

Allowable 

Stress 
( Pounds  per 

Loading  square  inch) 

Basis 

Tension  . 

Bending . 

Shear  on  shop  rivets . 

Bearing  of  shop  rivets . 

Shear  on  bolts  in  clearance 

holes . 

Bearing  on  bolts  in  clearance 

holes . *. . 

Bolts  or  threaded  portions  of 

rods  in  tension . 

Compression  . 

10,000 

10,000 

8,000 

16,000 

7,000 

14,000 

6,000 

11,700-49  L/R 

Net  area 
Gross  section 
Net  area 

Net  area 

Gross  section 

Gross  section 

Gross  section 
Gross  area 

Freight 

Elevators 

Tension . 

12,000 

Net  area 

Bending  of  car  frame  mem- 

ber  and  platform  framing 

at  entrance  . 

12,000 

Gross  section 

Bending  of  platform 

stringers  . 

15,000 

Gross  section 

Shear  on  shop  rivets . 

9,500 

Net  area 

Bearing  of  shop  rivets . 

19,000 

Net  area 

Shear  on  bolts  in  clearance 

holes . 

8,000 

Gross  section 

Bearing  on  bolts  in  clearance 

holes . 

16,000 

Gross  section 

Bolts  or  threaded  portions  of 

rods  in  tension . 

8,000 

Gross  section 

Compression  . 

14,000-59  L/R 

Gross  area 

T^=effective  free  length 

of  member  in  inches. 

R=least  radius  of  gyration  in  inches. 

3. 3. 1.3.  Special  Steels. 

For  steels  of  greater  strength  the  allowable 
working  stresses  may  be  increased  proportion¬ 
ately,  based  on  ultimate  strength. 

3.3. 1.4.  Use  of  Cast  Iron  and  Cast  Steel. 

The  use  of  cast  iron  in  the  construction  of  any 

member  of  car  frames  or  platforms  subject  to 
tension,  torsion  or  bending  is  forbidden  (except 
for  compensating  cable  anchorages,  releasing  car¬ 
riers  and  guide  shoe  stands).  Plunger  heads  in 
tension  shall  be  cast  steel. 

3.3. 1.5.  Use  of  Other  Materials  Than  Steel. 

When  material  other  than  steel  is  used  in  the 

construction  of  car  frames  or  platforms,  the 
maximum  allowable  working  stress  shall  be  13 
per  cent  of  the  ultimate  strength  of  the  material 
for  passenger  and  15.6  per  cent  for  freight  ele¬ 
vators. 

3. 3. 1.6.  Reductions  in  Section  and  Reinforce¬ 
ment  of  Holes. 

Local  reductions  in  section  of  a  member  in 
bending  through  bolt  holes  for  the  fastening  of 
hoist-rope  or  compensating  rope  hitches,  auxiliary 
apparatus  on  the  cross  head  or  safety  plank, 
sheave  boxes,  and  the  fastening  of  platform  to 
safety  plank,  may  be  disregarded.  Holes  in  webs 
of  cross  heads  for  sheave  pins  shall  be  reinforced 
by  means  of  a  plate  at  least  50  per  cent  thicker 
than  the  web  and  riveted  to  it. 

3.3. 1.7.  Deflection  of  Cross-head  and  Safety 
Planks. 

The  deflection  of  cross-head  and  safety  planks 
shall  be  inch  or  less  for  each  10  feet  of  span 
under  static  conditions  with  the  contract  load 
substantially  uniformly  distributed  over  the  car 
platform  (except  for  sidewalk  elevators  the  travel 
of  which  is  15  feet  or  less). 

3.3. 1.8.  Slenderness  Ratio. 

The  slenderness  ratio  L/R  for  members  not 
normally  subject  to  compression  shall  be  within 
200;  for  members  normally  subject  to  compres¬ 
sion  this  ratio  shall  be  within  120  (except  for 
sidewalk  elevators  the  travel  of  which  is  15 
feet  or  less).  Loadings  resulting  from  buffer  or 
safety  operation  are  abnormal  loadings. 

3.3.1.9.  Treatment  of  Occasional  Stresses. 

The  stresses  which  occur  when  the  load  is 
moved  from  the  hoistway  landing  to  its  proper 
position  on  the  car  of  freight  elevators,  especially 
heavy  duty  freight  elevators,  may  be  dealt  with  as 
stresses  which  occur  only  occasionally  in  conjunc 
tion  with  the  maximum  live  load,  and  may  exceed 
the  stresses  given  in  3.3. 1.2,  Allowable  Working 
Stresses  for  Car  Frame  Members,  for  freight  ele¬ 
vators  so  long  as  the  deflection  of  car  frame  or 
platform  members  is  considered. 

3.3.1.10.  Car  Platform  Aprons. 

When  car  leveling  devices  are  used,  the  car 
platform  shall  be  provided  with  a  substantial  ver¬ 
tical  apron  flush  with  its  outer  edge,  extending 
a  sufficient  distance  below  the  car  floor  so  that 
there  shall  'be  no  horizontal  opening  into  the 
hoistway  while  the  car  is  within  the  landing  zone 
and  the  hoistway  door  is  fully  or  partially  open. 

3.3.1.11.  Bow  Irons  and  Stanchions  for  Side¬ 

walk  Elevator  Hatch  Covers. 

Sidewalk  elevators  using  hinged  hatch  covers 
shfill  be  provided  with  bow  irons  at  least  7 1/2 
feet  high  (except  that,  where  necessary  to  permit 
closing  the  covers,  the  Superintendent  may  permit 
lower  bow  irons). 

Sidewalk  elevators  using  vertically  lifting 
covers  shall  be  provided  with  stanchions  framed 
together  at  the  upper  ends  of  sufficient  strength 
to  lift  and  support  the  hatch  cover.  Stanchions 
shall  be  provided  with  suitable  buffer  springs,  and 
shall  be  of  such  height  as  to  permit  the  sidewalk 
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hatch  cover  to  be  completely  closed  when  the 
car  platform  is  level  with  the  first  landing  below 
the  sidewalk. 

3.3.1.12.  Guide  Shoes  for  Sidewalk  Type  Ele¬ 
vators. 

Guide  shoes  for  sidewalk  type  elevators  shall 
be  at  least  24  inches  long  unless  two  sets  of  shoes 
are  used  spaced  18  inches  on  centers. 

Where  vertical  lift  covers  are  used  on  sidewalk 
elevators  the  vertical  distance  between  the  centers 
of  the  guide  shoes  remaining  on  the  guide  rails 
when  the  car  platform  is  level  with  the  sidewalk 
shall  be  at  least  one-third  of  the  height  of  the 
hatch  cover  stanchions. 

Where  single  guide  shoes  24  inches  long  are 
used,  6  inches  of  the  shoe  may  be  off  the  rails 
when  the  platform  is  level  with  the  top  landing. 

3.3.1.13.  Railroad  Track. 

If  there  is  a  railroad  track  on  the  elevator  car, 
the  tops  of  the  rails  shall  be  flush  with  the  car 
floor. 

3.3.1.14.  Lighting. 

Elevator  cars  shall  be  lighted  at  all  times  when 

in  use  (except  sidewalk  elevators).  Electric 
light  shall  be  used  if  available.  The  minimum 
illumination  shall  be  1  foot  candle  at  the  landing 
edge  of  the  car  platform.  A  light  socket  or 
receptacle  shall  be  provided  under  the  car  plat¬ 
form  and  on  top  of  the  car  for  inspection  pur¬ 
poses  (except  sidewalk  elevators). 

3.3.1.15.  Use  of  Glass. 

The  use  of  glass  in  elevator  cars  is  forbidden 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  operation 

Jof  the  car  and  as  a  vision  panel  in  the  car  door). 

The  use  of  any  piece  of  glass  exceeding  1  square 
foot  in  area  is  forbidden  unless  laminated  or 
otherwise  shatter-proof,  but  the  total  area  of  such 
glass  used  in  the  car  in  connection  with  lighting 
fixtures  whether  in  one  or  more  pieces,  shall  be 
at  most  4  square  feet. 

&3.1.16.  Design  of  Lighting  Fixtures  for 
Passenger  Elevators. 

Lighting  devices,  or  luminaires,  for  passenger 
elevators  provided  with  glass  or  metal  shades,  or 
reflectors,  shall  be  of  the  railroad-train-lighting 
type  with  integral  base,  husk  and  spring-clamp 
holder.  If  suspended  glass  bowls  or  glass  plates 
are  used  such  bowls  or  plates  shall  rest  in,  and 
be  fastened  to,  a  metal  supporting  ring  provided 
with  at  least  three-point  suspension.  Such  glass 
bowls  or  plates  shall  not  be  drilled  for  attach¬ 
ment  to  ring  suspensions. 

Glass  bowls  larger  than  10  inches  in  diameter 
shall  be  of  laminated  or  otherwise  shatter-proof 
glass  or  surrounded  by  a  guard  made  of  wire 
at  least  0.0286  inches  in  diameter  (Number  22, 
Steel  Wire  Gage)  and  of  a  mesh  which  will  reject 
a  one-half  inch  diameter  ball.  Guards  shall  be 
securely  fastened  to  the  holder  or  suspension. 

3.3.2.  Car  Compartments. 

If  an  elevator  car  has  more  than  one  compartment, 
each  compartment  shall  be  equipped  with  an  operating 
device;  there  shall  be  an  operator  in  each  compartment 
which  is  in  use  with  exclusive  control  of  that  car  door 
or  gate  and  hoistway  door;  and  it  shall  be  impossible 
to  start  the  car  unless  both  operating  devices  are  in  the 
starting  position. 

When  any  compartment  is  out  of  use  its  car  door  or 
gate  shall  be  locked  in  the  closed  position,  and  when  so 
locked  the  car  may  be  started  with  the  operating  device 
in  that  compartment  in  the  “off”  position. 

Each  compartment  shall  be  equipped  with  an  emergency 
stop  switch  and  with  an  emergency  release  effective  for 
the  door  or  gate  of  that  compartment  and  the  correspond¬ 
ing  hoistway  door. 
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Each  compartment  shall  be  provided  with  the  emergency 
exits  required  by  3.3.3,  Car  Enclosures,  and  the  upper 
compartment  shall  have  a  trap  door  in  the  floor  connecting 
with  the  top  exit  of  the  compartment  below.  Special 
freight  elevators  upon  which  no  persons  are  permitted  to 
ride  are  exempted  from  this  requirement. 

1  wo  single  elevators  may  be  used  in  a  single  hoist¬ 
way  provided  both  elevators  are  equipped  with  all  the 
safeguards  required  by  these  Rules  for  a  single  ele¬ 
vator  both  with  relation  to  each  other  and  to  top  and 
bottom  terminals  and  after  an  installation  of  the  same 
type  has  satisfactorily  met  such  tests  as  may  be  required 
by  the  Superintendent. 

3.3.3.  Car  Enclosures. 

3.3  3.1.  Enclosures  Required. 

Cars  for  passenger  elevators  shall  be  enclosed 

at  the  sides  and  top  (except  the  opening  necessary 
for  entrance  or  exit).  An  emergency  exit  shall 
not  be  considered  a  car  opening. 

Cars  for  freight  elevators  shall  be  enclosed  at 
the  sides  (except  at  the  opening  necessary  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  or  to  the  cross-head  if  the  cross-head  is 
lower.  The  section  of  such  car  enclosures  oppo¬ 
site  the  counterweight  shall  extend  to  the  cross- 
head  or  car  top. 

Cars  for  sidewalk  elevators  shall  be  enclosed 

at  the  sides  (except  at  the  openings  used  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  above  the  platform  (except  that  where  the 
travel  is  less  than  iy2  feet,  the  height  of  the  en 
closure  may  be  reduced  subject  to  the  approval 
of  the  Superintendent). 

Tops  are  not  required  on  sidewalk  elevators 
and  shall  not  be  used  unless  the  clearance 
between  the  top  and  any  obstruction  above  it 
when  the  car  is  at  the  limit  of  its  top  overtravel 
is  at  least  2  feet. 

3.3. 3.2.  Deflection  and  Securing  of  En¬ 
closures. 

The  deflection  of  elevator  car  enclosures  shall 
be  J4  inch  or  less  if  subjected  to  a  force  of  seventy- 
five  pounds  applied  perpendicularly  to  the  car  en¬ 
closure  at  any  point.  The  car  enclosure  shall  be 
secured  to  the  car  floor  and  sling  or  frame  in  such 
a  manner  that  it  cannot  work  loose  or  become  dis¬ 
placed  in  ordinary  service. 

3.3. 3. 3.  Materials  and  Design. 

The  enclosures,  including  the  top,  sides  and 
car  doors  for  passenger  and  freight  elevators 
(except  sidewalk  elevators  the  travel  of  which 
does  not  exceed  one  story)  if  of  non-fireproof 
wood  or  other  combustible  material,  shall  be 
covered  on  the  exterior,  including  the  top,  with 
sheet  metal  at  least  Number  27  United  States 
Gage.  Openings  other  than  as  required  for 
entrance  and  for  ventilation  in  the  sides  or  top 
of  passenger  elevator  car  enclosures  (except 
emergency  exits)  are  forbidden.  Vent  openings 
less  than  7  feet  above  the  car  platform  shall 
reject  a  ball  2  inches  in  diameter. 

The  enclosures  of  freight  elevators,  if  of  open 
work,  shall  reject  a  ball  2  inches  in  diameter  The 
enclosure  of  sidewalk  elevators,  if  of  open  work 
shall  reject  a  ball  4  inches  in  diameter. 

For  freight  elevators  where  the  clearance  from 
any  part  of  the  hoistway  structure  or  the  counter¬ 
weight  is  less  than  5  inches,  openings  which  will 
pass  a  ball  y2  inch  or  larger  in  diameter  shall  be 
covered  with  wire  netting  with  a  mesh  y2  inch 
square  or  less  made  of  wire  at  least  0.0348  inches 
in  diameter  (Number  20  Steel  Wire  Gage)  to 
a  height  of  at  least  6  feet  from  the  car  floor. 

The  use  of  cast  iron  for  car  tops  is  forbidden. 

3.3.3.4.  Number  of  Entrances  to  Elevator 
Cars. 

More  than  two  entrances  to  an  elevator  car 
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are  forbidden  (except  that  where  conditions  make 
additional  openings  essential,  such  additional  open¬ 
ings  may  be  provided  at  the  discretion  of  the 
Superintendent). 

3.33.5.  Access  to  Hand-Ropes  on  Freight 
Elevators. 

If  the  car  enclosure  on  a  freight  elevator  is 
cut  away  to  provide  access  to  the  hand-rope,  the 
enclosure  shall  be  cut  low  enough  to  prevent 
injury  to  the  operators’  hand. 

3. 3. 3.6.  Tops  or  Covers  for  Freight  Elevator 
Cars. 

Freight  elevator  cars  (except  for  sidewalk 
elevators  as  provided  in  3.3.3. 1,  Enclosures  Re¬ 
quired,  and  except  on  the  ends  of  freight  ele¬ 
vator  platforms  12  feet  or  more  long  where  there 
are  no  openings  above  the  lowest  landing)  shall 
be  equipped  with  solid  top  covers,  or  wire  grill 
work  having  a  mesh  which  will  reject  a  ball  1)4 
indies  in  diameter  and  made  of  wire  at  least 
0.135  inches  in  diameter  (Number  10  Steel 
Wire  Gage)  or  its  equivalent.  The  top  or 
cover  shall  be  sufficiently  strong  to  sustain  a  load 
of  150  pounds  applied  on  any  4  square  inches.  It 
is  not  required  that  the  top  and  its  supports  be 
capable  of  supporting  150  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

Where  no  car  gate  is  provided  the  front  sec¬ 
tion  of  the  elevator  car  top  shall  be  hinged  along 
a  line  approximately  18  inches  from  the  front  of 
the  car.  Additional  hinged  panels  may  be  pro¬ 
vided  if  desired. 

Where  a  freight  elevator  car  is  entirely  en¬ 
closed  (except  the  sides  used  for  loading  and  un¬ 
loading)  and  the  top  is  unprovided  with  a  hinged 
section,  an  emergency  exit  shall  be  provided  in  the 
top  as  required  by  3.3.37,  Emergency  Exits  from 
Passenger  Elevator  Cars. 

3. 3.3. 7.  Emergency  Exits  from  Passenger 
Elevator  Cars. 

Passenger  elevator  cars  shall  be  provided 
with  an  emergency  exit  located  in  the  top 
of  the  car.  When  the  space  between  the  car  en¬ 
closure  and  the  nearest  wall  surface  exceeds  8 
inches,  a  guard  rail  to  the  level  of  the  top  of  the 
cross-head  shall  be  provided  on  that  side  of  the 
enclosure  roof  where  the  emergency  exit  is  lo¬ 
cated. 

Where  there  is  an  elevator  in  an  adjacent  hoist¬ 
way  without  intervening  enclosures,  an  emergency 
exit  or  exits  shall  also  be  located  in  the  side  of 
the  car  adjacent  to  each  such  adjoining  car. 

Top  emergency  exits  shall  be  at  least  16  inches 
wide  and  at  least  400  square  inches  in  area  (ex¬ 
cept  that  where  the  reduced  size  of  the  car  plat¬ 
form  area  makes  it  impossible  to  install  exits  of 
the  size  specified,  the  Superintendent  may  permit 
smaller  exits,  but  in  any  case  at  least  14  by  22 
inches). 

Top  exit  panels  shall  be  held  in  place  by 
thumb  screws  arranged  so  that  the  exit  covers 
can  be  readily  opened  from  both  the  inside  and 
outside  of  the  car.  If  not  hinged,  the  cover 
shall  be  secured  to  the  car  by  a  length  of  chain. 

Top  exit  covers  shall  open  outward.  Any 
equipment  and  working  platform  mounted  above 
the  top  of  the  car  shall  be  so  located  as  not  to 
obstruct  access  to  or  from  the  top  emergency 
exit.  If  a  working  platform  is  placed  so  as  to 
cover  any  of  the  required  area  of  the  top  emer¬ 
gency  exit  it  shall  be  provided  with  a  trap  door, 
without  a  catch,  opening  upward. 

Side  emergency  exits  shall  comply  with  the  fol¬ 
lowing  requirements: 

1.  Exit  panels  shall  be  either  of  the  hinged  or 
removable  type. 

2.  Exit  panels  shall  open  inward. 

3.  The  removable  type  of  exit  panel  shall  be 
held  securely  in  place  by  at  least  four 


fastenings  arranged  so  that  they  can  be 
operated  by  hand  from  both  the  inside  and 
outside  of  the  car,  and  so  designed  that  they 
cannot  readily  be  removed  from  the  panel. 

4.  The  hinged  type  of  panel  shall  be  provided 
with  a  lock  arranged  so  that  it  may  be  oper¬ 
ated  from  the  inside  of  the  car  by  means 
of  a  removable  key  and  from  the  outside  of 
the  car  by  means  of  a  non-removable  handle. 
A  key  shall  be  kept  in  each  car  mounted 
under  a  break  glass  cover. 

5.  Where  the  size  of  the  car  permits,  side 
exits  shall  have  a  clear  width  of  at  least  16 
inches  and  shall  extend  from  the  floor  or 
kick  plate  to  the  soffit  moulding  frame,  but 
in  any  case  shall  be  at  least  5  feet  in  clear 
height. 

6.  Side  exits  shall  be  located  so  that  they  are 
unobstructed  by  car  frame  members  and, 
wherever  possible,  traveling  cables  and  other 
hoistway  equipment  shall  not  be  located  in 
line  with  or  so  arranged  as  to  obstruct  the 
exit.  Exits  from  adjacent  cars  shall  be 
directly  opposite  each  other  to  allow  easy 
transfer  of  passengers. 

7.  Exit  panels  shall  conform  to  3.3.3.2,  De¬ 
flection  and  Securing  of  Enclosures,  as  re¬ 
gards  deflection. 

8.  On  automatic  operation  elevators  side  exits 
shall  be  provided  with  electric  contacts  to 
prevent  the  operation  of  the  car  when  the 
panel  is  opened  or  removed. 

3.3. 3. 8  Car  Doors  or  Gates  Required. 

A  car  door  or  gate  shall  be  provided  at  each 
entrance  on  both  passenger  and  freight  elevator 
cars  (excepting  freight  elevators  handling  motor 
vehicles,  or  hand  trucks  of  over  2,000  pounds 
capacity).  Sidewalk  elevator  cars  shall  have  a 
gate  on  the  sides  used  for  loading  or  unloading 
at  the  sidewalk  level,  which  gate  shall  extend 
from  the  car  platform  to  the  top  of  the  enclosure. 
Each  car  door  or  gate  shall  be  provided  with  a 
car  door  or  gate  electric  contact  complying  with 

3.3.3.10,  Requirements  for  Electric  Contacts; 

3.3.3.11,  Design  of  Contacts;  3.3.3.12,  Use  of 
Springs ■  or  Electric  Circuits  in  Contacts;  and 
3.3.3.13,  Tests  and  Approvals  of  Contacts. 

For  passenger  and  freight  elevators  employing 
a  type  of  operation  not  requiring  the  presence  of 
an  operator  in  the  car,  power  car  doors  or  gates, 
other  than  those  closed  by  hand,  shall  be  driven 
by  a  mechanism  so  designed  and  set  that  tne 
force  necessary  to  prevent  the  closing  of  the  gate 
shall  be  less  than  30  pounds,  and  further  that 
the  kinetic  energy  of  the  gate  plus  all  parts  con¬ 
nected  rigidly  thereto,  computed  for  the  average 
closing  speed  shall  be  less  than  5  foot-pounds, 
provided  that  if  the  same  mechanism  also  closes 
the  hoistway  door,  the  total  kinetic  energy  shall 
be  less  than  7  foot-pounds. 

For  automatic  operation  passenger  elevators 
having  power  closed,  power  operated,  automati¬ 
cally  released  self-closing  car  doors  or  gates,  and 
manually  closed  or  self-closing  hoistway  doors, 
the  closing  of  the  car  gate  or  car  door  shall  be 
prevented  unless  the  hoistway  door  is  in  the  closed 
position. 

Car  gates  or  doors  for  freight  elevators  when 
closed  shall  guard  the  full  opening  to  a  height 
of  6  feet,  or  to  the  top  of  the  enclosure. 

A  weight  used  to  close  a  car  door  or  gate  auto¬ 
matically  shall  run  in  metal  guides  from  which 
it  cannot  become  dislodged,  or  it  shall  be  boxed 
in.  The  bottoms  of  the  guides  or  boxes  shall  be 
so  constructed  as  to  retain  the  weight  if  the  rope 
breaks. 

closed  shall  guard  the  full  height  and  width  of  the 

Car  gates  or  doors  for  passenger  elevators  when 
opening. 
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contacts  shall  be  suitably  marked  for  identification. 

1.  Endurance  Test. 

2.  Current  Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Test  of  Insulation. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

3.3.3.14.  Emergency  Releases  Required  on 
Car  Doors  or  Gates. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  car  gate 
or  door  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation,  in  which  case,  an 
emergency  release  shall  be  installed  which  shall 
be  so  arranged  that  when  operating  without  an 
operator  in  the  car,  the  emergency  release  shall  be 
inoperative),  this  emergency  release  shall  be  sep¬ 
arate  and  independent  from  the  emergency  re¬ 
lease  required  by  2.3. 1.5,  Emergency  Releases  Re¬ 
quired  on  Hoistway  Doors  for  Passenger  Ele¬ 
vators,  and  23.5.5,  Emergency  Releases  Required 
on  Hoistway  Doors  for  Freight  Elevators,  and 
shall  be  placed  within  5  inches  of  such  other 
emergency  release.  Emergency  releases  are  not 
required  on  sidewalk  elevators. 

3.3.3.15.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  the  Structure. 

Freight  elevator  cars  operating  in  hoistways 
outside  the  structure,  which  are  enclosed  only  at 
the  ground  landing  shall  be  protected  on  the  ex¬ 
posed  side  or  sides  by  independently  operated 
gates  equipped  with  electric  contacts. 


For  automatic  operation  elevators  the  car  gate 
or  door  shall  be  so  located  with  respect  to  the 
car  platform  sill  that  the  total  distance  from  the 
face  of  the  hoistway  door  to  the  face  of  the  car 
door  or  gate  shall  be  5  54  inches  or  less.  (See 
also  2.3. 1.3,  Clearances  of  Hoistway  Doors). 

Where  the  car  door  consists  of  two  or  more 
sections  the  554-inch  dimension  shall  apply  to  the 
section  nearest  to  the  edge  of  the  car  platform 
sill. 

Where  tire  hoistway  door  consists  of  two  or 
more  sections  the  554-inch  dimension  shall  apply 
to  that  section  which  closes  against  the  lock 
jamb. 

Car  gates  of  the  scissors  or  pantograph  type 
used  for  passenger  elevators  shall  be  of  such  de¬ 
sign  that  when  fully  expanded  they  will  reject 

a  ball  3  inches  in  diameter.  For  freight  elevators 
(except  sidewalk  elevators)  such  gates  when  fully 
expanded  shall  reject  a  ball  454  inches  in 
diameter. 

For  sidewalk  elevators  the  openings  between 
vertical  bars  in  the  gate  shall  not  exceed  18  inches 
when  the  gate  is  fully  expanded. 

3. 3. 3.9.  Sliding  Car  Doors  and  Hangers  for 
Power  Operated  Car  Doors. 

Sliding  car  doors  may  be  solid,  may  be  provided 
with  open  grill  or  bars  which  shall  reject  a  ball 

3  inches  in  diameter  or  may  be  provided  with 
glass  vision  panels  in  accordance  with  3.3.1.15, 
Use  of  Glass.  Open  grills,  bars  or  glass  may  ex¬ 
tend  the  full  height  of  the  door  panel. 

Sliding  car  doors  shall  be  guided  top  and 
bottom. 

Hangers  for  power  operated  car  doors  shall  be 
designed  to  withstand  a  downward  thrust  of  five 
times  and  an  upward  thrust  of  four  times  the 
weight  of  the  door. 

3.3.3.10.  Requirements  for  Electric  Contacts. 

An  electric  contact  on  the  car  door  or  gate 

shall  prevent  the  operation  of  the  car  unless  the 
door  or  gate  is  within  2  inches  of  full  closure 
against  the  jamb  (except  that  for  elevators  em¬ 
ploying  a  type  of  operation  requiring  the  pres¬ 
ence  of  an  operator  in  the  car  where  the  car  door 
or  gate  is  provided  with  a  door  closer  and  the 
requirements  specified  in  23.2.3,  Closed  Position 
of  Hoistway  Doors,  are  fully  met,  the  electric 
contact  on  the  car  door  or  gate  may  permit  the 
starting  of  the  car  when  the  door  or  gate  is  within 

4  inches  of  full  closure  against  the  jamb). 

The  car  door  or  gate  electric  contact  shall  per¬ 
mit  the  operation  of  the  car  when  the  emergency 
release  is  in  temporary  use  or  when  the  car  is 
being  moved  by  a  leveling  device. 

Automatic  operation  elevators  may  be  operated 
with  an  open  gate  if  there  is  no  person  in  the  car. 

3.3.3.11.  Design  of  Contacts. 

Car  door  or  gate  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or  other 
device  attached  to  and  operated  by  the  door  or 
gate. 

3.3.3.12.  Use  of  Springs  or  Electric  Circuits 
in  Contacts. 

The  functioning  of  a  car  door  or  gate  contact 
to  prevent  the  movement  of  the  car  shall  be  inde¬ 
pendent  of  the  action  of  a  spring  or  springs  in 
tension,  and  of  the  closing  of  an  electric  circuit. 
If  springs  are  used  they  shall  be  in  compression. 
The  interruption  of  the  electric  circuit  shall  pre¬ 
vent  the  movement  of  the  car. 

3.3.3.13.  Tests  and  Approvals  of  Contacts. 

Each  type  and  make  of  car  door  and  gate  con¬ 
tact  shall  be  tested  and  approved  by  the  Superin¬ 
tendent  on  the  basis  of  the  following  engineering 
tests,  made  by  or  under  the  supervision  of  a  com¬ 
petent  designated  testing  laboratory.  Annroved 


3.3.4.  Cars  Counterbalancing  One  Another. 

Arrangement  of  elevator  cars  to  counterbalance  one 
another  is  forbidden. 

3.3.5.  Car  and  Counterweight  Safeties  and 

Speed  Governors. 

3.3. 5.1.  Requirements  for  and  Application  of 
Car  Safeties. 

Elevator  cars  suspended  by  cables  shall  be  pro¬ 
vided  with  a  car  safety  or  safeties  attached  to 

the  car  frame  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  15  feet  which 
are  not  required  to  have  car  safeties)  When 
one  safety  is  used  it  shall  be  located'  beneath 
the  car  frame.  When  duplex  safeties  are  used 
at  least  one  shall  be  located  beneath  the  car 
frame.  The  safety  or  safeties  shall  be  capable 
of  stopping  and  sustaining  the  car  with  contract 
load. 

The  application  of  the  safety  or  safeties  shall 
nobcause  the  car  platform  to  become  out  of  level 
in  excess  of  (4  inch  per  foot  measured  in  any 
direction. 

When  the  car  safety  or  safeties  apply,  no  de¬ 
crease  in  the  tension  of  the  governor  cable  or 
motion  of  the  car  in  the  descending  direction  shall 
release  the  car  safety  or  safeties. 

Car  safeties  shall  be  operated  by  speed  gover¬ 
nors  (except  that  broken  rope  type  car  safeties 
may  be  used  for : 

1.  Sidewalk  elevators  having  a  travel  between 
15  and  35  feet; 

2.  Freight  elevators  inside  the  building  having 
a  travel  of  15  feet  or  less,  a  maximum 
contract  speed  of  35  feet  per  minute,  and 
a  maximum  platform  area  of  50  square 
feet). 

3.3.5. 2.  Requirements  for  and  Application  of 
Counterweight  Safeties. 

Counterweight  safeties,  where  provided,  shall 
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be  capable  of  stopping  and  sustaining  the  weight 
of  the  counterweight. 

The  application  of  counterweight  safeties  where 
provided,  shall  not  cause  the  counterweight  frame 
to  become  out  of  level  in  excess  of  inch  per 
foot  in  any  direction. 

When  the  counterweight  safety,  where  pro¬ 
vided,  is  applied,  no  decrease  in  the  tension  of 
the  governor  cable  or  motion  of  the  counterweight 
in  the  descending  direction  shall  release  the 
counterweight  safety. 

Counterweight  safeties  shall,  where  provided, 
be  operated  by  speed  governors  (except  as  pro¬ 
vided  in  3. 3. 5. 4,  Application  of  the  Safeties). 

3.3. 5.3.  Design  of  Car  and  Counterweight 
Safeties. 

Sleeve  bearings  for  car  and  counterweight 
safety  drums  and  screw  shafts  shall  be  of  non- 
ferrous  material. 

Jaws  and  other  parts  of  car  and  counterweight 
safeties  of  the  sliding  type,  if  made  of  forged 
steel  of  an  ultimate  strength  of  at  least  55,000 
pounds  per  square  inch  and  cast  steel  of  an  ultimate 
strength  of  at  least  65,000  pounds  per  square  inch, 
may  in  action,  be  stressed  to  17,000  pounds  per 
square  inch.  For  steels  of  greater  strength,  the 
allowable  stress  may  be  increased  proportionately 
based  on  ultimate  strength. 

Car  and  counterweight  safeties  may  be  released 
by  reversing  the  direction  of  motion  of  the 
machine. 


3  3.5.4.  Application  of  Governor  Controlled 
Safeties. 


The  car  speed  governor  shall  be  set  to  cause  the 
application  of  the  safety  at  a  speed  between  40 
per  cent  and  15  per  cent  above  the  contract  speed, 
provided  that  no  governor  shall  be  required  to  trip 
at  less  than  175  feet  per  minute.  For  contract 
speed  between  500  and  700  feet  per  minute  the 
maximum  governor  tripping  speed  shall  be  33  1/3 
per  cent  above  the  contract  speed,  and  for  con¬ 
tract  speed  exceeding  700  feet  per  minute,  25  per 
cent  above  contract  speed. 

The  counterweight  safety,  if  provided,  may  be 
operated  by  the  same  governor  and  governor  rope 
used  to  operate  the  car  safety  provided  it  com¬ 
plies  with  the  requirements  for  and  application 
of  counterweight  safeties.  Provision  shall  be 
made  to  cause  the  application  of  the  coimter weight 
safety  at  a  speed  greater  than  the  car  safety,  but 
at  HO  per  cent  or  less  above  that  at  which  the  car 
safety  applies.  Broken  rope  safeties  of  the  in¬ 
stantaneous  type  may  be  used  on  counterweights 
within  the  limits  of  the  following: 

Total  Weight  of 


Contract  Speed  in 
Feet  Per  Minute 
250 
200 
160 
125 


Counterweight 
in  Pounds 
2,000 
3,000 
4,000 
5,000 


3.3. 5. 5.  Recognized  Types  of  Safeties. 

The  following  four  types  of  safeties  are  recog¬ 
nized  : 


1.  Type  I,  Instantaneous. 

2.  Type  W.C.,  Wedge  Clamp,  with  constant 
retarding  force. 

3.  Type  G.W.C.,  Gradual  Wedge  Clamp,  with 
gradually  increasing  retarding  force. 

4.  Type  F.G.C.,  Flexible  Guide  Clamp,  with 
constant  retarding  force. 

Each  safety  shall  be  marked  for  identification, 
preferably  with  letters  cast  on  the  safety  jaws. 

The  distance  between  the  safety  jaws  shall  be 
at  least  the  thickness  of  the  guide  rail  plus  3/32 
inches,  and  the  jaws  shall  not  drag  against  the 
nil. 


3. 3.5.6.  Marking  of  Safeties. 

Safeties  shall  be  marked  by  the  manufacturer 
with  the  range  of  weight  and  speed  for  which 
they  are  designed;  such  weight  to  include  the 
complete  car  structure,  the  safety,  the  contract 
load  in  the  car,  and  all  moving  equipment,  the 
weight  of  which  is  borne  by  the  safety. 

3. 3.5. 7.  Instantaneous  Safeties. 

Instantaneous  safeties  of  the  broken  rope  type 

shall  only  be  used  in  accordance  with  3.3.5.1,  Re¬ 
quirements  for  and  Application  of  Car  Safeties. 

Governor  controlled  safeties  of  the  instantane¬ 
ous  type  may  be  used  on  elevators  having  a  con¬ 
tract  speed  of  100  feet  per  minute  or  less  pro¬ 
vided  that  the  elevator  speed  is  110  feet  per 
minute  or  less  on  uptravel  with  the  contract  load 
in  the  car.  On  overspeed  such  safeties  shall  be 
applied  by  the  governor.  On  the  parting  of  the 
hoisting  cables  such  safeties  shall  apply  instantly 
and  independently  of  the  speed  action  of  the 
governors.  • 

3w3. 5. 8.  Safeties  for  Ascending  Cars. 

Car  safeties  for  stopping  ascending  cars  are 
forbidden.  If  an  ascending  car  is  to  be  stopped 
on  account  of  over-speed,  a  safety  shall  be  ap¬ 
plied  to  the  counterweight  for  this  purpose.  The 
car  safety  may  be  permitted  to  stop  the  ascending 
car  above  the  upper  terminal  landing,  provided 
the  retardation  of  the  ascending  car  under  such 
conditions  is  within  32.2  feet  per  second  per 
second.  The  governor  may  open  the  motor  circuit 
and  apply  the  brake  in  case  of  over-speed  in  the 
up  direction. 

3. 3. 5. 9.  Location  of  Governor. 

The  governor  shall  be  located  where  it  cannot 
be  struck  by  the  car  in  case  of  over-travel  and 
where  there  is  sufficient  space  for  full  movement 
of  governor  parts. 

3.3.5.10.  Opening  of  Motor  Control  and 
Brake  Control  Circuits. 

Wlhere  governor  controlled  safeties  are  used, 
the  motor  control  circuit  and  the  brake  control 
circuit  shall  be  opened  before  or  at  the  time  the 
governor  trips  by  a  switch  located  on  the  gover¬ 
nor  or  car  safety  device. 

3.3.5.11.  Materials,  Design  and  Replacement 
of  Governor  Cables. 

Governor  cables  shall  be  of  iron,  steel,  monel 
metal,  or  phosphor  bronze.  The  cable  shall  be  at 
least  inch  in  diameter.  The  use  of  tiller  rope 
construction  for  governor  cables  is  forbidden 
(except  that  tiller  rope  may  be  used  for  the  por¬ 
tion  of  the  cable  wound  on  the  safety  drum). 
Such  rope  shall  be  of  corrosion  resisting  metal. 

Replacements  for  existing  governor  cables  shall 
be  of  the  same  size,  material  and  construction 
as  the  cable  originally  furnished  by  the  manu¬ 
facturer  (except  that  where  a  cable  of  either 
different  material  or  construction  is  employed,  a 
test  of  the  car  or  counterweight  safety  shall  be 
made  with  the  new  cable  to  demonstrate  that  it 
will  successfully  operate  the  safety). 

Governor  ropes  shall  run  clear  of  governor  jaws 
during  the  normal  operation  of  the  elevator. 

The  size,  material  and  construction  of  the  gov¬ 
ernor  rope,  together  with  the  proper  tripping 
speed  of  the  governor,  shall  be  stamped  on  the 
governor  stand  or  given  on  a  brass  plate  attached 
to  it  in  letters  at  least  %  inch  in  height. 

3.3.5.12.  Operation  of  the  Governor. 

The  arc  of  contact  between  the  governor  rope 
and  its  driving  sheave  shall,  in  conjunction  with 
a  tension  device,  provide  sufficient  traction  to 
cause  proper  operation  of  the  governor. 

The  design  and  length  of  governor  jaws  shall 
be  such  that  no  serious  cutting,  tearing,  or  de¬ 
formation  of  the  rope  shall  result  from  the  opera¬ 
tion  of  the  safety. 
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3.3.6. 


The  governor  shall  so  function  that  the  safety 
rope  will  pull  through  the  governor  jaws  on  the 
application  of  a  stress  exceeding  that  required  to 

operate  the  safety  so  as  to  stop  the  car  (except 
in  the  case  of  instantaneous  type  safeties). 

Governors  shall  have  a  protective  covering  over 
sheave,  jaws  and  exposed  gears. 

3.3.5.13.  Slack  Cable  Devices. 

Winding-drum  machines  shall  be  provided  with 
a  slack-cable  device  which  will  cut  off  the  power 

and  stop  the  elevator  machine  if  the  car  is  ob¬ 
structed  in  its  descent. 

Slack-cable  switches  shall  be  so  constructed  that 
they  will  not  automatically  reset  when  the  slack 
in  the  cable  is  removed. 

3.3.5.14.  Application  of  Car  Safeties. 

The  use  of  car  safeties  which  depend  for 
application  upon  the  completion  or  maintenance  of 
an  electric  circuit  is  forbidden.  Car  safeties 
shall  be  applied  mechanically. 

3.3.5.15.  Use  of  Gripping  Surfaces  of  Safeties. 
The  use  of  the  gripping  surfaces  of  car  or 

counterweight  safeties  to  guide  the  car  or 
counterweights  is  forbidden. 

3.3.5.16.  Pawls  and  Ratchets. 

Pawls  and  ratchets  shall  be  considered  insuf¬ 
ficient  as  a  safety  device. 

Car  Safety  Test. 

3.3. 6.1.  Car  Safety  Test  Required. 

An  over  speed  test  with  contract  load  in  the 
car  shall  be  made  of  the  safeties  of  each  new 
elevator  before  the  elevator  is  placed  in  regular 
service  (except  that  governor  controlled  instant¬ 
aneous  type  safeties  shall  be  tested  at  contract 
speed,  the  governor  being  tripped  by  hand  and 
broken  rope  instantaneous  type  safeties  shall  be 
tested  by  obtaining  the  necessary  slack  rope  to 
cause  them  to  function).  For  wedge  clamp, 
gradual  wedge  clamp  and  flexible  guide  clamp 
safeties,  this  test  shall  be  made  to  determine 
whether  the  safety  will  operate  within  the  al¬ 
lowable  limits  of  the  maximum  and  minimum 
stopping  distances.  Over-speed  tests  shall  be 
made  with  all  electric  apparatus  intact  (except 
for  the  over-speed  contact  on  the  governor). 

For  alternating  current  elevators,  where  the 
contract  load  is  unable  to  bring  about  over-speed, 
the  safety  governor  shall  be  tripped  by  hand  at 
maximum  obtainable  speed. 

No  test  of  the  safeties  with  safe  lifting  load 
in  the  car  shall  be  made. 

3. 3. 6.2.  Maximum  and  Minimum  Stopping 
Distances  of  Wedge  Clamp  Safeties. 
The  maximum  stopping  distance  of  car  and  - 
counterweight  safeties  of  the  wedge  clamp  type 
with  constant  retarding  force  shall  be  within  that 
shown  by  Figure  1,  Curve  III,  for  cars  with 
contract  load  and  for  the  counterweight,  and  the 
minimum  stopping  distance  shall  be  at  least  that 
shown  by  Curve  I  for  cars  with  150  pound  load, 
and  Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3.63.  Maximum  and  Minimum  Stopping 
Distances  of  Gradual  Wedge  Clamp 
Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  Gradual  Wedge 
Clamp  type,  G.W.C.,  with  increasing  retarding 
force  shall  be  within  that  shown  by  Figure  2, 
Curve  III,  for  cars  with  contract  load  and  for 
the  counterweight,  and  the  minimum  stopping 
distance  shall  be  at  least  that  shown  by  Figure 


2,  Curve  I,  for  cars  with  150  pound  load,  and 
Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3. 6. 4.  Maximum  and  Minimum  Stopping 
Distances  of  Flexible-Guide  Clamp 
Safeties. 

1  he  maximum  stopping  distance  of  the  car  and 
counterweight  safeties  of  the  Flexible-Guide 
Clamp  Type,  F.G.C.,  shall  be  within  that  shown 
by  Figure  3,  Curve  III,  for  the  car  with  contract 
load  and  for  the  counterweight,  and  the  minimum 
stopping  distance  shall  be  at  least  that  shown  by 
Figure  3,  Curve  I,  for  cars  with  150  pound  load 
and  Curve  II  for  cars  with  contract  load  and 
for  counterweights. 


FIG.  1.  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 


CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
W.C.  (WEDGE  CLAMP) 


STOPPING  DISTANCE  IN  FEET. 
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FIG.  2.  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 


CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
G.W.C.  (GRADUAL  WEDGE  CLAMP) 


3. 3. 6.5.  Pull-Out  of  the  Governor  Cable. 

For  elevators  having  a  contract  speed  of  475 

feet  per  minute  or  more,  the  pull-out  of  the 
governor  cable  from  its  normal  running  position 
until  the  safety  jaws  begin  to  apply  pressure  to 
the  guide  rails  shall  be  30  inches  or  less. 

3. 3. 6. 6.  Stopping  Distance. 

Stopping  distance  is  actual  slide  as  indicated  by 
the  marks  on  the  rails. 
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FIG.  3.  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 

CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
F.G.C.  (FLEXIBLE  GUIDE  CLAMP) 


3.3.7.  Capacity  and  Loading. 

3. 3. 7.1.  Contract  Load  of  Elevators. 

The  contract  load  of  a  passenger  elevator  in 
pounds  shall  be  at  least  the  amount  given  by 
Curve  A  in  Figure  4  corresponding  to  the 
effective  platform  area  of  the  car. 

The  minimum  contract  load  of  freight  elevators 
in  business  buildings,  public  buildings,  residence 
buildings  and  mixed  occupancy  buildings  shall  be 
determined  on  the  basis  of  the  curve  for  passenger 
elevators  (except  elevators  used  for  lifting  auto¬ 
mobiles  and  carriages  and  elevators  not  traveling 
above  the  street  level).  The  minimum  contract 
load  of  freight  elevators  in  warehouses  and  all 
elevators  not  traveling  above  the  street  level 
(except  automobile  and  carriage  elevators)  shall 
be  determined  on  the  basis  of  50  pounds  per 
square  foot  for  the  first  100  square  feet  of  plat¬ 
form  area  and  25  pounds  for  each  additional 


square  foot.  The  minimum  contract  load  of  ele¬ 
vators  lifting  automobiles  and  carriages  shall  be 
determined  on  the  basis  of  50  pounds  per  square 
foot  for  the  first  80  square  feet  of  platform  area 
and  20  pounds  for  each  additional  square  foot. 

For  passenger  and  freight  elevators  having 
effective  platform  areas  above  120  square  feet 
(except  elevators  used  for  lifting  automobiles 
and  carriages,  elevators  not  traveling  above  the 
street  level  and  freight  elevators  in  warehouse) 
the  contract  load  shall  be  at  least  100  pounds  per 
square  foot. 

3. 3. 7. 2.  Posting  of  Information. 

A  metal  plate  shall  be  fastened  in  a  conspicuous 
place  in  passenger  elevator  cars,  bearing  the  fol¬ 
lowing  information  in  at  least  %  inch  letters  or 
figures  stamped,  etched  or  raised  on  the  surface 
of  the  plate: 

The  Contract  load  of  the  elevator  in  pounds. 
( See  also  33.7.4,  One  Piece  Loads  on  Elevators, 
Paragraph  5). 
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EFFECTIVE  AREA  OF  PLATFORM  (Square  Feet) 
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TOTAL  PASSEtVEER  elevator  capacity  (lb) 
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EFFECTIVE  PLATFORM  AREA  CAPACl TY(L3.  PEPEQ.FT) 

FIG.  4.  PLOT  SHOWING  PASSENGER-ELEVA¬ 
TOR  CARRYING  CAPACITY  CORRESPOND¬ 
ING  TO  EFFECTIVE  PLATFORM  AREA 

The  inspection  certificate  posted  in  passenger 
elevator  cars  shall  state  the  allowable  number  of 
passengers  permitted  to  be  carried  by  the  elevator 
equal  to  its  rated  load  in  pounds  divided  by  150. 

A  similar  metal  plate  shall  be  placed  upon  the 
cross-head  of  passenger  and  freight  elevators 
and  on  the  bow  iron  or  frame  of  sidewalk  type 
elevators,  bearing  the  following  information : 

1.  The  weight  of  the  complete  car,  including 
the  safeties. 

The  contract  car  speed  in  feet  per  minute 

at  which  the  elevator  is  designed  to  travel 
(except  sidewalk  type  elevators). 

The  cable  data  required  by  3.5.12,  Informa¬ 
tion  on  Capacity  Plates. 

The  capacity  of  freight  elevators  shall  be 
indicated  in  a  conspicuous  place  in  the  car  in 
letters  and  figures  at  least  1  inch  high  by  the 
word  “CAPACITY,”  followed  by  figures  giving 
the  contract  load  in  pounds. 

3. 3. 7.3.  Carrying  of  Passengers  on  Freight 
Elevators. 

The  use  of  new  freight  elevator  installations  to 
carry  passengers  is  forbidden  unless  they  con¬ 
form  to  all  the  requirements  of  these  Rules  cover¬ 
ing  passenger  elevators. 

The  carrying  of  passengers  on  existing  freight 
elevators  shall  be  permissible  provided  the  ele¬ 
vator  conforms  in  all  respects  to  the  requirements 
of  the  rules  for  existing  passenger  elevators. 

3.3  7.4.  One  Piece  Loads  on  Elevators. 

Passenger  and  freight  elevators  may  be  used 
for  carrying  safes  or  other  one  piece  loads  greater 
than  the  contract  load  of  the  elevator  when  the 
following  requirements  are  met: 

1.  A  “locking  device”  is  provided  which  will 
hold  the  car  at  any  landing  independently 
of  the  hoisting  cables  while  the  safe  or  other 
object  is  being  loaded  or  unloaded. 


2. 


3. 


5. 


8. 


9. 


The  .  locking  device”  shall  be  so  designed 
that  it  cannot  be  unlocked  unless  the  entire 
weight  of  the  car  and  load  is  suspended  on 

the  cables. 

The  wrench  or  other  device  for  operating 
the  ‘‘locking  device”  shall  be  removable. 
The  locking  device”  shall  be  designed  to 
withdraw  the  bars  should  it  come  in  contact 
with  the  landing  locks  if  the  car  is  operated 
on  the  up  motion. 

A  metal  plate  shall  be  provided  in  the  ele¬ 
vator  car  which  shall  bear  the  words 
“Capacity  Lifting  Safes”  in  letters  followed 
by  figures  giving  the  capacity  in  pounds  for 
lifting  safes  for  which  the  machine  is  de¬ 
signed,  the  letters  and  figures  to  be  at  least 
J/4  inch  high,  stamped,  etched,  or  raised  on 
the  surface  of  the  plate. 

The  car  platform,  car  frame,  sheaves,  shafts, 
cables  and  locking  device  shall  be  designed 
for  the  specified  “Capacity  Lifting  Safes” 
with  a  factor  of  safety  of  at  least  five. 

The  car  safeties  shall  be  designed  to  stop 
and  hold  the  specified  “Capacity  Lifting 
Safes”  with  the  cables  intact. 

Where  there  is  a  passageway  under  the 
hoistway  the  machine  shall  be  designed  to 
operate  with  the  “Capacity  Lifting  Safes” 
at  slow  speed  and  the  car  safety  shall  be 
designed  to.  stop  and  hold  the  car  and 
Capacity  Lifting  Safes”  independently  of 
the  cables. 

For  traction  machines  additional  counter¬ 
weights  shall  be  added  so  that  the  total 
overbalance  is  at  least  equal  to  45  per  cent 
of  the  “Capacity  Lifting  Safes.” 

3.3  7.5.  Locking  Device  Required. 

The  locking  device  specified  in  3. 3. 7. 4.  One 
Ptece  Loads  on  Elevators,  paragraph  1,  shall  be 
provided  for  any  passenger  elevator  installed  for 
carrying  safes  or  other  one  piece  loads  where 
the  weight  of  such  safes  or  one  piece  loads  equals 
or  exceeds  75  per  cent  of  the  contract  load. 

3.3.7.6.  Maximum  “Capacity  Lifting  Safes.” 

lhe  maximum  “Capacity  Lifting  Safes”  of 
any  traction  elevator  shall  be  1-1/3  times  the 
contract  load  of  the  elevator. 

33.7.7.  Special  Switches. 

Elevator  machines  equipped  for  carrying  safes 
or  other  concentrated  loads  greater  than  the  con¬ 
tract  load  of  the  elevator  shall  be  provided  with 
special  switches  near  the  machine  for  operating 
under  such  conditions. 

3.3.8.  Contract  Load  Test. 

Try  neW  feVator  sha11  be  with  con- 

nt  Y Yw  he  iar  l,lnder  the  supervision  of  the  Super- 
mtendent  before  the  elevator  is  placed  in  regular  service. 

The  brakes,  limit  switches,  buffers,  car  safety  and  speed 
“  vernor  sba11  be  caused  to  function  in  each  test,  and 
approval  of  any  elevator  shall  be  granted  only  upon  satis 
factory  completion  of  such  test. 

3.4.  Machines,  Stopping  Devices,  Con¬ 
trol  and  Operation. 

3.4.1.  Machines  and  Machinery. 

3.4_1.1.  Design  of  Drums  and  Sheaves. 

Drums  and  leading  sheaves  shall  be  of  cast  iron 
or  steel,  and  shall  have  finished  grooves  which 
may  be  faced  with  materials  other  than  iron  and 
steel  having  sufficient  traction.  U  grooves  shall 
**  at.m.ost  1/16  inch  larger  than  the  cables. 

Hoisting  rope  sheaves  for  traction  machines 
shall  have  sheave  grooves  designed  so  that  the 
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traction  will  not  be  materially  decreased  by  the 
wear  of  the  grooves. 

The  diameters  of  sheaves  or  drums  for  hoist¬ 
ing  or  counterweight  cables  shall  be  at  least  forty 
times  the  diameter  of  the  cable  (except  for  side¬ 
walk  elevators  and  except  where  conditions  make 
impractical  the  use  of  sheaves  of  such  size,  in 
which  case  the  Superintendent  may  permit  the 
use  of  smaller  diameter  sheaves).  Openings  in 
drums  shall  be  drilled  at  an  angle  of  less  than 
45  degrees  with  the  run  of  the  rope  and  be  pro¬ 
vided  with  a  rounded  corner  with  a  radius  at 
least  equal  to  that  of  the  rope. 

3. 4.1. 2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
(the  contract  load  plus  the  weight  of  the  car, 
cables,  counterweights,  and  so  forth)  to  be  used 
in  the  design  of  elevator  hoisting  machines  shall 
be  at  least : 

For  wrought  iron  or  wrought  steel .  8 

For  cast  iron,  cast  steel  or  other  materials..  10 

3. 4.1. 3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

3. 4. 1.4.  Friction  Gearing  or  Clutch  Mech¬ 
anisms  for  Passenger  Elevators. 

The  use  of  friction  gearing  or  clutch  mech¬ 
anisms  for  connecting  the  drums  or  sheaves  to  the 
main  driving  gear  is  forbidden. 

3.4. 1.5.  Use  of  Belt  or  Chain-driven  Ma¬ 
chines. 

The  use  of  belt  or  chain-driven  machines  is 
forbidden. 

3.4.1.6.  Cast  Iron  Toothed  Worm  Gears. 
The  use  of  worm  gearing  with  cast  iron  teeth 

is  forbidden. 

3.4.1. 7.  Brakes  Required. 

Winding  drum  and  traction  machines  shall  be 
equipped  with  brakes  applied  automatically  by 
springs  or  gravity  when  the  operative  device  is 
at  the  “stop”  position.  Electric  elevator  machines 
shall  be  equipped  with  electrically  released  brakes. 

The  release  of  brakes  before  power  has  been 
applied  to  the  motor  is  forbidden. 

3. 4.1. 8.  Action  of  the  Brake  Magnet. 

No  single  ground,  short-circuit  or  counter¬ 
voltage  shall  prevent  the  action  of  the  brake  mag¬ 
net  from  allowing  the  brake  to  set  in  the  intended 
manner  during  normal  operation. 

No  motor-field  discharge,  counter-voltage,  single 
ground  or  accidental  short-circuit  shall  retard  the 
action  of  the  brake  magnet  in  allowing  the  brake 
to  set  during  emergency  stops. 

3.4.2.  Hydraulic  Elevatdr  Machines. 

3.4.2.1.  Construction  of  Hydraulic  Elevator 
Machines. 

Hydraulic  elevator  machines,  whether  of  the 
vertical  or  horizontal  type,  shall  be  so  constructed 
and  so  roped  that  the  piston  will  'be  stopped  before 
the  car  can  be  drawn  into  the  overhead  work. 
Stops  of  ample  strength  shall  be  provided  to  bring 
the  piston  to  rest  when  under  full  pressure  with¬ 
out  causing  damage  to  the  cylinder  or  cylinder 
head. 

3.4. 2.2.  Metal  Guide  Rails  and  Shoes  Re¬ 
quired  for  Traveling  Sheaves. 

Traveling  sheaves  for  vertical  hydraulic  ele¬ 
vators  shall  be  guided.  Guide  rails  and  guide 
shoes  shall  be  of  metal. 

3. 4.2.3.  Side  Frames  and  U-Strap  Connec¬ 
tions. 

Side  frames  of  traveling  sheaves  for  vertical 
hydraulic  elevators  shall  be  either  structural  or 
forged  steel. 

The  use  of  the  construction  commonly  known 
as  the  “U-strap  connection”  between  the  piston 
rods  and  the  traveling  sheaves  is  forbidden. 


3. 4.2.4.  Equalizing  Cross-Heads  and  Washers. 

Where  more  than  one  piston  rod  is  used  on  the 
vertical  pulling  type,  an  equalizing  cross-head  shall 
be  provided  for  attaching  the  rods  to  the  traveling 
sheave  frame  to  insure  an  equal  distribution  of 
load  on  each  rod. 

Equalizing  or  cup  washers  shall  be  used  under 
the  piston  rod  nuts  to  insure  a  true  bearing. 

3.4  2.5.  Gas  Releases. 

Cylinders  of  hydraulic  elevator  machines  shall 
be  provided  with  means  for  releasing  air  or  other 
gas. 

3.4.2.6.  Factor  of  Safety  and  True  Bearing  of 
Piston  Rods  of  Hydraulic  Elevators. 

Piston  rods  of  tension  type  hydraulic  elevators 
shall  have  a  factor  of  safety  of  at  least  eight, 
based  on  the  cross  sectional  area  at  the  root  of 
the  thread.  A  true  bearing  shall  be  maintained 
under  the  nuts  at  both  ends  of  the  piston  rod  to 
prevent  eccentric  loading  on  the  rods. 

3.4.2.7.  Outlets  of  Pressure  Tanks. 

Outlets  of  pressure  tanks  shall  be  located  to 

prevent  the  probability  of  the  entrance  of  air  or 
other  gas  into  the  elevator  cylinder. 

3.4.2.8.  Packing  of  Automatic  Stop  Valves. 
Automatic  stop  valves  for  elevators  shall  be 

packed  with  cup  leathers,  or  other  means  shall  be 
used  to  prevent  sticking  of  the  valve  stems. 

3.4.2.9.  Relief  Valves. 

Each  pump  connected  to  the  pressure  tank  of  a 
hydraulic  elevator  shall  be  equipped  with  a 
relief  valve,  so  installed  that  it  cannot  be  shut 
off.  The  relief  valve  shall  be  of  sufficient  size 
and  so  set  as  to  pass  the  full  capacity  of  the  pump 
at  full  speed  without  exceeding  the  safe  working 
pressure  of  the  pump  or  tank.  The  relief  valve 
shall  be  piped  to  discharge  into  the  discharge 
tank  or  the  pump  suction.  Two  or  more  relief 
valves  may  be  used  to  obtain  the  capacity. 

3.4.2.10.  Automatic  By-Passes. 

Elevator  pumps,  unless  equipped  with  pressure 
regulations  which  control  the  motive  power,  shall 
be  equipped  with  automatic  by-passes. 

3.4.2.11.  Pressure  Tanks. 

Pressure  tanks  shall  be  made  and  tested  in  ac¬ 
cordance  with  the  requirements  of  the  American 
Society  of  Mechanical  Engineers’  Boiler  Code  for 
unfired  pressure  vessels,  1930. 

3.4.2.12.  Gages 

Each  pressure  tank  shall  be  provided  with  a 
water  gage  glass  having  brass  fittings  and  valves, 
attached  directly  to  the  tank  and  so  located  as 
to  show  the  level  of  the  water  when  the  tank  is 
more  than  half  filled. 

Each  pressure  tank  shall  have  a  pressure  gage 
which  correctly  indicates  pressure  to  at  least  one 
and  one-half  times  the  normal  working  pressure 
allowed  in  the  tank.  This  gage  shall  be  con¬ 
nected  to  the  tank  by  a  brass  or  other  corrosion 
resisting  pipe  in  such  a  manner  that  the  gage 
cannot  be  shut  off  from  the  tank  (except  by  a 
cock  with  a  “T”  or  lever  handle,  the  T  or  lever 
being  set  in  line  with  the  direction  of  the  flow). 
The  cock  shall  be  in  the  pipe  near  the  gage. 

Pressure  tanks  shall  be  provided  with  a  *4  inch 
pipe  size  valved  connection  for  attaching  an  in¬ 
spectors’  gage  while  the  tank  is  in  service. 

3.4.2.13.  Vacuum  Relief  Valves. 

Pressure  tanks  that  may  be  subject  to  vacuum 
shall  be  provided  with  one  or  more  vacuum  relief 
valves. 

Vacuum  relief  valves  shall  have  openings  of 
sufficient  size  to  prevent  the  collapse  of  the  tank 
if  a  vacuum  occurs.  If  necessary  more  than  one 
vacuum  relief  valve  may  be  used  to  obtain  suf¬ 
ficient  capacity. 
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3.4.2.14.  Inspection  of  Pressure  Tanks. 

Pressure  tanks  shall  be  so  located  and  supported 
that  inspection  may  be  made  of  the  entire  ex¬ 
terior. 

3.4.2.15.  Discharge  Tanks. 

Discharge  tanks  open  to  the  atmosphere  shall  be 
so  designed  that  when  completely  filled  the  factor 
of .  safety  shall  be  at  least  four  based  on  the 
ultimate  strength  of  the  material.  Discharge 
tanks  shall  be  covered  to  prevent  the  entrance 
of  foreign  material  and  provided  with  a  suitable 
vent  to  the  atmosphere. 

3.4.2.16.  Hydraulic  Elevators  Operated  by 
Steam  or  Gas. 

Hydraulic  elevators  operated  from  a  pressure 
tank  where  the  fluid  pressure  is  obtained  by 
directly  admitting  steam,  air  or  other  gas  to  the 
tank,  shall  comply  with  all  the  rules  governing 
hydraulic  elevators. 

3.4.2.17.  Design  of  Plunger  Elevators. 

In_  the  design  of  plunger  elevators  adequate 
provision  shall  be  made  to  stop  the  plunger  as 
well  as  the  car. 

3.4.3.  Terminal  Stopping  and  Safety  Devices. 
3. 4.3.1.  Normal  Terminal  Stopping  Devices 
Required. 

Elevators  shall  be  provided  with  upper  and 
low'er  normal  terminal  stopping  devices,  arranged 
to  stop  the  car  automatically  from  any  speed  at- 

Itained  in  normal  operation  within  the  top  and 
bottom  overtravel  independent  of  the  operating 
devices,  the  final  terminal  stopping  device  and 
the  buffers  (except  that  in  the  case  of  hand-rope 
or  rod  operating  devices  the  normal  terminal 
stopping  device  may  operate  in  conjunction  with 
the  operating  devices). 

3.4i,3.2.  Installation  of  Normal  Terminal 
Stopping  Devices. 

Normal  terminal  stopping  devices  shall  be  in¬ 
stalled  as  follows : 

1.  Electric  elevators  having  winding  drum 
machines  (except  sidewalk  type  elevators 
and  except  those  operated  by  hand-rope, 
wheel  or  lever  devices)  shall  have  stopping 
switches  on  the  car  or  in  the  hoistway 
operated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
(except  those  operated  by  hand-rope  devices) 
shall  have  stopping  switches  on  the  car,  or 
in  the  machine  room,  or  in  the  hoistway, 
operated  by  the  movement  of  the  car. 
Where  such  stopping  devices  are  located  in 
the  machine  room,  a  safety  switch  shall  be 
provided  which  will  stop  the  machine  should 
the  driving  member  fail. 

3.  All  electric  elevators  with  hand-rope  or  rod 
operating  devices  shall  have  stop  balls  se¬ 
curely  fastened  to  the  rope  or  rod  arranged 
to  center  the  operating  device,  and  (except 
for  sidewalk  type  elevators)  if  wind¬ 
ing  drum  machines  are  used  they  shall  also 
have  an  additional  device  to  center  the 
operating  device  automatically. 

4.  Hydraulic  elevators  having  a  contract  speed 
.  in  excess  of  100  feet  per  minute  shall  have 
an  automatic  stop  valve  independent  of  the 
normal  control  valve  or  valves  operated 
either  by  the  car  or  the  machine. 

5.  Hydraulic  elevators  having  a  contract  speed 
of  100  feet  per  minute  or  less  with  hand- 
rope  or  rod  operating  devices  shall  have 
stop  balls  on  the  operating  device. 

6.  Electric  elevators  having  winding  drum 
machines  with  lever  or  wheel  operating  de¬ 
vices  shall  have  a  device  to  center  the  oper¬ 
ating  device  automatically. 

7.  Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  hand-rope  or 
pull  chain  operating  devices  shall  have  a 


stopping  device  on  the  machine  and  on  the 
operating  device. 

Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  either  auto¬ 
matic  or  continuous  pressure  operation  shall 
have  a  stopping  device  on  the  machine  and 
in  the  hoistway.  These  stopping  devices 
shall  not  control  the  same  switches  unless 
two  or  more  separate  and  independent 
switches  are  provided,  two  of  which  shall  be 
closed  to  complete  the  motor  and  brake 
circuit  in  each  direction  of  travel. 

3. 4.3. 3.  Final  Terminal  Stopping  Devices  Re¬ 
quired. 

Electric  elevators  (except  sidewalk  type  ele¬ 
vators)  shall  be  provided  with  upper  and  low'er 
final  terminal  stopping  devices  arranged  to  stop 
the  car  and  counterweight  automatically  from  con¬ 
tract  speed  within  the  top  clearance  and  bottom 
overtravel  independently  of  the  operation  of  the 
normal  terminal  stopping  devices  and  the  oper¬ 
ating  device,  but  with  buffers  operative.  This 
requirement  may  necessitate  the  use  of  auxiliary 
stopping  devices  for  the  car  and  counterweight. 

Final  limit  switches  and  oil  buffers  shall  be 
located  so  that  the  engagement  of  the  buffer  and 
the  opening  of  the  limit  switch  will  occur  as 
nearly  simultaneously  as  possible.  When  spring 
buffers  are  provided,  the  final  limit  switches  shall 
be  opened  before  the  buffer  is  engaged. 

Where  means  are  provided  to  prevent  jumping 
of  the  car  or  counterweight  it  shall  only  be  neces¬ 
sary  that  the  limit  switch  open  before  the  buffer 
is  fully  compressed. 

3. 4. 3. 4.  Installation  of  Final  Terminal  Stop¬ 
ping  Devices. 

Final  terminal  stopping  devices  shall  be  in¬ 
stalled.  in  connection  with  electric  elevators  (ex¬ 
cept  sidewalk  type  elevators)  as  follows: 

lv  Electric  elevators  having  winding  drum 
-  machines,  shall  have  stopping  switches  on 
the  machines  and  also  in  the  hoistway  oper¬ 
ated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
shall  have  stopping  switches  in  the  hoistway 
operated  by  the  movement  of  the  car. 

3. 4.3. 5.  Action  and  Switches  of  Final  Ter¬ 
minal  Stopping  Devices. 

The  final  terminal  stopping  device  shall  act  to 
prevent  movement  of  the  car  in  both  directions. 

1  he  normal  and  final  terminal  stopping  devices 
shall  not  control  the  same  switches  on  the  con¬ 
troller  unless  two  or  more  separate  and  inde¬ 
pendent  switches  are  provided,  two  of  which  shall 
be  closed  to  complete  the  motor  and  brake  circuit 
in  each  direction  of  travel.  When  2-phase  or  3- 
phase  alternating  current  is  used  to  operate  the 
elevator  the  above  switches  shall  be  of  the  multi- 
pole  type.  In  the  case  of  hand-rope,  rod,  wheel 
or  lever  operating  devices  the  normal  and  final 
terminal  stopping  devices  may  control  the  same 
switch  on  the  controller. 


i  utt.  iinai  ici  milieu  stopping  device  con- 
trots  the  same  controller  switch  or  switches  a‘ 
the  operating  device  or  the  normal  terminal  stop' 
device,  it  shall  be  connected  into  the  control 
circuit  on  the  oppsite  side  of  the  line. 

3.4.3.6.  Prohibited  Types  of  Terminal  Stop¬ 
ping  Devices. 

The  use  of  chain,  rope  or  belt  driven  machine 
terminal  stopping  devices  is  forbidden  for  ele¬ 
vators  having  winding  drum  machines 

3.4.3.7.  Automatic  Terminal  Stopping  De¬ 
vices  Required. 

Electric  elevators  having  winding  drum  ma¬ 
chines  (except  sidewalk  type  elevators)  driven  by 
2-phase  or  3-phase  alternating  current  shall  have 
an  automatic  terminal  stopping  device  arranged 
to  open  the  main  line  circuit  to  the  motor  and 
brake  directly.  This  device  shall  prevent  move- 
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ment  of  the  machine  in  either  direction  before  or 
coincident  with  the  operation  of  the  final  ter¬ 
minal  stopping  device. 

3. 4.3. 8.  Enclosure  of  Terminal  Stopping 
Switches. 

Normal  and  final  terminal  stopping  switches, 
whether  on  the  car,  in  the  machine  room,  or  in 
the  hoistway,  shall  be  of  the  enclosed  type. 

3.4.3. 9.  Mounting  of  Terminal  Stopping  De¬ 
vices. 

Normal  and  final  terminal  stopping  devices, 
where  on  the  car  or  in  the  hoistway,  shall  be 
securely  mounted  in  such  a  manner  that  the 
movement  of  the  switch  lever  or  roller  to  open 
the  contacts  shall  be  as  nearly  as  possible  in  a 
direction  at  right  angles  to  a  line  drawn  between 
the  faces  of  the  car  guide  rails. 

3.4.3.10.  Location  of  Operating  Cams. 

The  cams  for  operating  the  terminal  stopping 
switches  shall  be  of  metal  and  shall  be  so  located 
and  of  sufficient  length  to  maintain  the  switch  in 
the  open  position  when  the  car  is  in  contact  with 
the  overhead  structure  or  resting  on  the  fully 
compressed  buffer  wifh  the  overhead  structure 
and  the  buffer  in  their  normal  position. 

3.4.4.  Operation  and  Control. 

3. 4.4.1.  Maximum  Speed  for  Direct  Hand 
Operated  Elevators. 

The  operation  of  elevators  having  a  contract 
speed  in  excess  of  100  feet  per  minute  by  direct 
hand  operated  ropes,  cables  or  rods  is  forbidden. 

3. 4.4. 2.  Maximum  Speed  of  Elevators  Oper¬ 
ated  by  Wheels  or  Levers;  Marking 
of  Hydraulic  Elevator  Operating 
Devices. 

The  operation  of  elevators  having  a  contract 
speed  in  excess  of  150  feet  per  minute  by  wheel 
or  lever  mechanisms  is  forbidden  (except  hydrau¬ 
lic  elevators). 

Hydraulic  elevators  operated  by  a  wheel  op¬ 
erating  device  shall  be  provided  with  an  indicat¬ 
ing  device  in  the  car  to  show  the  position  of  the 
control  valve.  Such  device  shall  be  marked  and 
shall  indicate  “up,”  “down”  and  “off.”  The 
wheel  operating  device  shall  be  marked  to  indi- 
dicate  the  direction  of  motion. 

3. 4.4.3.  Access  to  Operating  Ropes  or  Cables 
from  Outside  of  the  Hoistway. 

The  operation  of  elevators  by  a  rope  or  cable, 
access  to  which  is  obtained  from  the  outside  of 
the  hoistway,  is  forbidden. 

3  4.4.4.  Overhead  Tension  Weights. 

Overhead  tension  weights  for  hand  ropes  shall 
be  secured  by  chains  or  cables  attached  to  the 
weights  and  to  a  suitable  anchorage. 

3. 4.4.5.  Hand-rope  Guards. 

Guards  which  will  keep  the  hand-ropes  on  the 
sheaves  shall  be  installed. 

3.4.4. 6.  Centering  Devices  Required. 

Freight  elevators  (except  sidewalk  type  eleva¬ 
tors)  operated  by  means  of  a  direct  operated  hand- 
rope,  shall  be  provided  with  a  centering  device 
which  will  insure  the  operating  mechanism  being 
placed  in  the  stop  position  when  it  is  desired  to 
stop  the  car. 

3.4.4.7.  Arrangement  and  Number  of  Oper¬ 
ating  Devices. 

The  handle  of  car  switch  operating  devices 
shall  be  arranged  to  return  to  the  “stop”  position 
and  lock  there  automatically  when  the  hand  of 
the  operator  is  removed. 

Where  more  than  one  operating  device  is  used 
in  a  car  (except  in  automatic  operation  eleva¬ 
tors)  the  operating  devices  shall  be  so  interlocked 
that  only  one  can  be  used  at  a  time.  If  a  single 
operating  device  is  used,  it  shall  be  so  located 
as  to  be  near  the  car  opening  serving  the  greatest 
number  of  landing  openings. 


3. 4.4.8.  Emergency  Stop  Switches. 

An  emergency  stop  switch,  which  will  cut  off 
the  source  of  power,  shall  be  provided  in  the  car 
adjacent  to  the  operating  device  for  electric  eleva¬ 
tors.  If  the  stop  button  of  an  automatic  opera¬ 
tion  or  continuous  pressure  operation  elevator  is 
a  red  button  marked  “stop,”  it  may  be  used  as 
the  emergency  stop  switch. 

One  lead  to  the  emergency  stop  switch  shall 
be  run  to  the  car  through  a  separate  and  inde¬ 
pendent  traveling  cable  where  electric  elevators 
have  winding  drum  machines. 

3. 4.4.9.  Disconnecting  Switch  Required. 

A  manually  operated  multi-pole  disconnecting 
(service)  switch  shall  be  installed  in  the  main 
line  of  electric  elevator  machinery. 

This  switch  shall  be  located  adjacent  to  and 
visible  from  the  elevator  machine  or  motor  gen¬ 
erator  set.  Provision  for  closing  the  disconnect¬ 
ing  switch  from  any  other  part  of  the  building 
is  forbidden.  When  practicable  this  switch  shall 
be  located  in  the  machine  room  at  the  lock-jamb 
side  of  the  entrance  door. 

3.4.4.10.  Independent  Breaks  Required  with 

Metal-to-Metal  Contacts. 

Where  metal-to-metal  contacts,  gravity  or 
spring  opened,  or  a  combination  of  the  two,  are 
used  on  controller  switches  for  stopping  elevator 
machines  at  least  two  independednt  breaks  shall 
be  provided. 

3.4.4.11.  Use  of  Springs  or  Electric  Circuits 
as  Circuit  Breakers. 

Breaking  the  circuit  to  stop  an  automatic-con¬ 
trol  elevator  at  the  terminals  shall  be  independent 
of  the  operation  of  springs  in  tension  or  the  com¬ 
pletion  of  another  electric  circuit.  If  springs  are 
used  they  shall  be  in  compression.  The  interrup¬ 
tion  of  the  electric  circuit  shall  prevent  the 
movement  of  the  car. 

3.4.4.12.  Grounding  of  Frames. 

The  frame  of  the  electric  elevator  machine,  the 
frame  of  the  controller,  the  operating  rope  if  used, 
and  the  frames  of  electric  appliances  in  or  on  the 
elevator  car  shall  be  effectively  grounded. 

3.4.4.13.  Enclosure  of  “Slack  Cable”  Switches. 
The  electric  “slack  cable”  switches  shall  be 

enclosed. 

3.4.4.14.  Forbidden  Types  of  Control  Sys¬ 
tems. 

The  use  of  control  systems  which  depend  on  the 
completion  or  maintenance  of  an  electric  circuit 
for  the  interruption  of  the  power  and  for  the  ap¬ 
plication  of  electro-mechanical  brakes  at  the  ter¬ 
minals,  for  the  operation  of  safeties  or  the 
closing  of  a  contactor  by  an  emergency  stop 
button,  is  forbidden  (except  that  dynamic-braking 
and  speed  control  devices  are  exempt  from  these 
requirements). 

3.4.4.15.  Arrangement  of  Operating  Levers. 
“Car-switch”  and  hand-operating  levers  shall 

be  so  arranged  that  the  movement  of  the  lever 
toward  the  opening  which  the  operator  usually 
faces  will  cause  the  car  to  descend  and  the  move¬ 
ment  of  the  lever  away  from  the  opening  will 
cause  the  car  to  ascend. 

3.4.4.16  Rope  Locks  Required. 

Freight  elevators  operated  by  hand-ropes  shall 
be  equipped  with  rope  locks  for  holding  the  car 
at  any  landing  (except 

1.  Sidewalk  type  elevators  ; 

2.  Elevators  equipped  with  an  emergency 
switch ;  and 

3.  Elevators  equipped  with  interlocks  or  elec¬ 
tric  contacts). 

3.4.4.17.  Operation  of  Directional  Switches 
or  Operating  Valves  on  Passenger 
Elevators. 

On  mechanically  operated  passenger  elevators 
the  operation  of  directional  switches  or  operating 
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valves  shall  not  depend  solely  upon  belts  or  upon 
cast  or  malleable  iron  chains.  If  a  hand-rope  is 
used  the  cable  shall  be  securely  anchored  to  the 
operating  sheave  or  drum. 

3.4.4.18.  Automatic  Fire  Alarm  Circuit 
Breakers. 

T  he  use  of  a  circuit  breaker  operated  auto¬ 
matically  by  a  fire  alarm  system  to  cut  off  the 
power,  or  interrupting  the  operating  circuit  of  a 
passenger  elevator  is  forbidden. 

3.4.4.19.  Automatic  Operation  Elevators. 
Automatic  operation  elevators  (except  sidewalk 

elevators  the  travel  of  which  does  not  exceed  one 
story)  shall  comply  with  the  following  require¬ 
ments  : 

!•  ^  the  car  has  started  for  a  given  landing 
it  shall  be  impossible  for  an  impulse  to  be 
given  from  any  landing  to  send  the  car  in 
the  reverse  direction  until  it  has  reached 
the  destination  corresponding  to  the  first 
impulse.  It  shall  be  permissible  to  stop  the 
car  at  any  intermediate  landing  to  take  on 
or  discharge  passengers  or  attendants  going 
in  the  original  direction. 

2.  If  the  car  has  been  stopped  to  take  on 
or  discharge  passengers  or  freight  and  is 
to  continue  in  the  direction  determined  by 
the  first  impulse,  it  is  permissible  to  start 
the  car  by  the  closing  of  the  car  gate. 

3.  It  shall  be  impossible  to  start  the  car  under 
normal  operation  unless  every  hoistway  door 
is  closed  and  locked  in  the  closed  position. 
The  use  of  devices  employing  locks  and 
contacts  of  a  type  where  the  contact  is 
made  when  the  door  is  closed  and  the  lock¬ 
ing  of  the  door  takes  place  subsequently 
is  forbidden. 

4.  Where  the  elevator  is  used  by  the  general 
public  no  buttons  shall  be  provided  at  any 
landing  to  send  the  car  to  any  other  land¬ 
ing. 

5.  The  floating  platform  construction  may  be 
used  to  permit  operation  of  the  car  from 
the  landing  buttons  with  the  car  gate  open 
when  there  is  no  passenger  in  the  car 
under  the  following  conditions : 

Each  landing  door  shall  be  flush  with 
the  hoistway  edge  of  its  landing  saddle  and 
lintel  within  a  tolerance  of  one-quarter  of 
an  inch,  plus  or  minus. 

1  he  platform  shall  prevent  the  operation 
of  the  car  from  the  car  push  buttons  unless 
the  platform  is  depressed. 

It  shall  be  impossible  to  operate  the 
elevator  from  the  car  push  buttons  unless 
the  car  gate  is  closed. 

The  platform  shall  operate  when  a 
weight  of  30  pounds  is  placed  on  it  at  any 
point. 

The  platform  shall  be  so  constructed  that 
there  is  no  pocket  or  recess  capable  ot 
holding  refuse  or  dirt  beneath  the  platform. 

The  entire  platform  within  the  enclosure 
and  the  platform  threshold  sill  shall  float. 

The  installation  of  handrails  in  the  eleva¬ 
tor  car  is  forbidden. 

6.  An  inspector’s  switch  shall  be  installed  on 
the  controller  to  render  all  landing  buttons 
inoperative,  and  when  the  opening  of  the 
emergency  stop  switch  or  button  does  not 
cancel  all  registered  car  and  hall  calls,  the 
inspector’s  switch  on  the  controller  shall 
also  render  all  car  buttons  inoperative  and 
there  shall  be  furnished  in  the  car  an  Up 
and  Down  inspection  switch  or  button 
which  will  enable  the  inspector  to  operate 
the  elevator  in  either  direction  as  long  as 
the  switch  or  button  is  held  in  contact. 


3.4.4.20.  Continuous  Pressure  Operation. 

1  he  use  of  continuous  pressure  operation  for 
passenger  elevators  is  forbidden  (except  when  they 
are  provided  with  all  of  the  safety  devices  re¬ 
quired  for  automatic  operation  elevators). 

3.4.4.21.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  electric  elevator  driven  by  a  polyphase 
alternating  current  motor  shall  be  provided  with 
a  device  which  will  (except  in  the  case  of  alter¬ 
nating  current  motors  used  in  motor  generator 
sets)  prevent  starting  the  motor  if 
!•  The  phase  rotation  is  in  the  wrong  direc¬ 
tion  ;  or 

2.  There  is  failure  in  any  phase. 

3.4.4.22.  Starting  of  Electric  Elevators  After 
Failure  of  Power. 

Electric  elevators  operated  by  hand  cables,  lever 
or  wheel  operating  devices,  shall  be  so  arranged 
that,  in  case  of  failure  of  power,  or  the  opening 
of  car  gate,  landing  door  or  limit  switches,  it 
will  be  necessary  to  return  the  operating  device 
to  the  “OFF”  position  before  the  elevator  can 
again  be  started. 

3.4.4.23.  Use  of  Overload  Circuit-Breakers. 

If  an  overload  circuit-breaker  is  used  for  a 

direct  current  rheostatic  control  electric  elevator, 
the  wiring  shall  be  arranged  so  that  the  circuit  of 
the  brake-magnet  coil  is  opened  at  the  same  time 
that  the  line  circuit  is  opened. 

3.4.4.24.  Sidewalk  Elevator  Key  Switch. 

Sidewalk  elevators  the  hatch  opening  of  which 
is  located  in  the  sidewalk  or  other  area  accessible 
to  the  public  shall  be  provided  with  a  device 
which  shall  normally  prevent  the  car  from  open¬ 
ing  or  closing  the  sidewalk  hatch  cover.  A 
switch  which  can  be  operated  only  by  a  special 
key  and  which  when  closed  will  permit  the 
car  to  open  and  close  the  sidewalk  hatch  cover 
shall  be  installed  on  the  building  wall  above  the 
sidewalk  at  the  right  hand  side  of  the  hoistway 
when  facing  the  building  wall  and  not  over  18 
inches  horizontally  distant  from  the  hoistway.  A 
detachable  flexible  cord  5  feet  or  less  in  length 
with  a  continuous  pressure  button  on  the  free 
end.  may  be  used  in  lieu  of  the  key  switch  when 
desired. 

It  shall  be  necessary  that  the  key  or  button 
be  held  manually  in  position  to  keep  the  circuit 
closed.  The  elevator  may  also  be  operated  from 
the  sidewalk  or  exterior  area  level  by  means  of 
the  key  switch  or  button. 

3.4.4.25.  Installation  of  Condensers. 

Ihe  installation  of  condensers  the  operation  of 
which  will  hold  in  any  magnet  or  keep  alive  any 
circuit  so  as  to  interfere  with  the  proper  opera¬ 
tion  of  any  new  or  existing  elevator  apparatus  is 
forbidden. 

3.4.5.  Limits  of  Speed. 

3-4.5. 1.  Maximum  Speed  of  Freight  and 
Passenger  Elevators. 

The  maximum  contract  speed  of  passenger  and 
freight  elevators  (except  as  otherwise  specified  in 
3.4.52,  Maximum  Speed  of  Sidezvalk  Type  Ele¬ 
vators;  3A.5.3,  Maximum  Speed  of  Freight  Ele¬ 
vators  Without  Regular  Operators,  and  3A.5.4, 
Maximum  Speed  of  Continuous  Pressure  Opera¬ 
tion  Freight  Elevators )  shall  be  limited  only  by 
the  top  and  bottom  clearances  as  determined  by 
2.1.4,  Pits,  Overtravel  and  Clearances. 

3. 4.5.2.  Maximum  Speed  of  Sidewalk  Type 
Elevators. 

The  maximum  contract  speed  of  sidewalk  type 
elevators  shall  be  35  feet  per  minute. 


763 


RULES 


3.45.3.  Maximum  Speed  of  Freight  Eleva¬ 
tors  Without  Regular  Operators. 

The  maximum  contract  speed  of  freight  ele¬ 
vators  without  a  regular  operator  (except  side¬ 
walk  type  elevators)  unless  provided  with  auto¬ 
matic  operation  or  continuous  pressure  operation, 
shall  be  100  feet  per  minute. 

3. 4. 5. 4.  Maximum  Speed  of  Continuous  Pres¬ 
sure  Operation  Freight  Elevators. 

The  maximum  contract  speed  of  electric  freight 
elevators  with  continuous  pressure  operation  (ex¬ 
cept  sidewalk  type  elevators)  shall  be  150  feet  per 

minute. 

3.5.  Cables  and  Signal  Systems  for 
Elevators. 

3.5.1.  Cables. 

3. 5. 1.1.  Materials  for  Cables. 

Car  and  counterweight  cables  shall  be  iron 
or  steel  without  covering  (except  that  where  lia¬ 
bility  to  excessive  corrosion  or  other  hazard  ex¬ 
ists,  marline-covered  cables  are  permitted  for 
freight  elevators).  The  use  of  marline-covered 
cables  for  passenger  elevators  is  forbidden.  1  he 
use  o-f  chains  for  hoisting  is  forbidden .  (except 
for  sidewalk  elevators  the  travel  of  which  does 
not  exceed  15  feet). 

3. 5. 1.2.  Information  on  Capacity  Plates. 

Where  winding  drum  machines  are  used,  the 
capacity  plate  required  in  3.3.72,  Posting  of  In¬ 
formation,  shall  bear  the  following  information: 


CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting 

Car  Counter¬ 
weight 

Machine 

Counterweight 

Where  traction  machines  or  drum  machines 
without  counterweights  are  used,  the  capacity 
plate  required  in  3.3.72,  Posting  of  Information, 
shall  bear  the  following  information  : 


CABLE  SPECIFICATIONS 


Number 

Diameter 
in  Inches 

Rated 

Strength 

Ultimate 
in  Pounds 

Hoisting  Cables 

Where  hydraulic  machines  are  used  the  ca¬ 
pacity  plate  required  is  3.3.72,  Posting  of  Infor¬ 
mation,  shall  bear  the  following  information: 


CABLE  SPECIFICATIONS 


Cable 

N  umber 

Diameter 
in  Inches 

Rated 

Strength 

Ultimate 
in  Pounds 

Hoisting 

Car  Counter¬ 
weight 

In  addition  a  metal  tag  shall  be  attached  to  the 
cable  fastenings.  On  this  tag  shall  be  given  the 
diameter,  rated  ultimate  strength,  and  material  of 
the  cable,  and  the  date  of  the  cable  installation. 


3. 5. 1.3.  Load  Limit  for  Cables  of  Unknown 
Strength. 

Where  the  rated  ultimate  strength  and  material 
are  not  known,  the  loads  shall  be  limited  to  the 
loads  allowed  for  iron  cable  of  the  same  diameter. 

3. 5. 1.4.  Factors  of  Safety. 

The  factor  of  safety  based  on  static  loads  for 
car  and  counterweight  cables  for  elevators 
shall  be  at  least  the  values  given  in  the  follow¬ 
ing  figures  corresponding  to  the  contract  speed 
of  the  car. 

The  factor  of  safety  based  on  static  loads  for 

chains  used  for  hoisting  sidewalk  elevators  shall 
be  at  least  5,  and  for  cables  7. 

factor  of  safety 


FIG.  5.  FACTORS  OF  SAFETY  FOR  HOISTING 
AND  COUNTERWEIGHT  CABLES  FOR 

PASSENGER  ELEVATORS 

3.5. 1.5.  Number  and  Diameter  of  Cables  and 
Computed  Load. 

The  number  and  diameter  of  the  cables  shall  be 
determined  by  using  the  factor  of  safety  found  in 
3.51.4,  Factors  of  Safety,  together  with  the  rated 
ultimate  strength  of  the  cable.  The  computed 
load  on  the  cables  shall  be  the  weight  of  the  car, 
plus  its  contract  load,  plus  the  weight  of  hoisting 
cables  and  the  compensation. 

The  minimum  number  of  cables  used  with  trac¬ 
tion  elevators  shall  be  3.  The  minimum  number 
of  cables  used  with  winding  drum  elevators  shall 
be  2. 
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factor  of  safety 


AND  COUNTERWEIGHT  CABLES  FOR 
FREIGHT  ELEVATORS 

The  use  of  hoisting  ropes  less  than  )4-inch  in 
diameter  for  elevators  is  forbidden  (except  that 
where  conditions  make  impractical  the  use  of 
rope  of  the  size  specified,  the  Superintendent  may 
permit  the  use  of  rope  7/ 16  of  an  inch  in 
diameter) . 

3. 5. 1.6.  Anchoring  of  Cables  to  Winding 
Drums. 

Cables  anchored  to  winding  drums  shall  have 
at  least  one  turn  of  cable  on  the  winding  drum 
when  the  car  or  counterweight  has  reached  the 
extreme  limit  of  its  overtravel. 

3.5. 1.7.  Lengthening  cr  Repairing  Cables  by 
Splicing  Forbidden. 

The  repair  or  lengthening  of  car  or  counter¬ 
weight  cables  by  splicing  is  forbidden. 

3.5  1.8.  Securing  Winding  Drum  Ends  of 

Cables. 

The  winding  drum  ends  of  car  or  counter¬ 
weight  cables  shall  be  secured  by  clamps  on  the 
inside  of  the  drums  or  by  one  of  the  methods 
specified  in  the  following  paragraphs  for  fasten¬ 
ing  cables  to  cars  or  counterweights. 

3. 5. 1.9.  Fastening  Car  and  Counterweight 
Ends  of  Cables. 

The  car  and  counterweight  ends  of  cables  shall 
be  fastened  by  individual  tapered  babbitted  sockets, 
or  by  other  methods  approved  by  the  Superin¬ 
tendent  (except  that  spliced  eyes  and  return  loops 
are  forbidden).  Other  fastenings  may  be  used  for 
compensating  counterweight  cables  and  for 
plunger  elevators. 


Adjustable  shackle  rods  shall  be  used  to  attach 

cables  to  cars  and  counterweights  in  such  a  man¬ 
ner  that  all  portions  of  the  cable  (except  the  por¬ 
tion  in  the  socket)  shall  be  readily  visible. 


3.5.1.10.  Method  of  Socketing  Cables. 

If  a  babbitted  socket  is  used,  the  length  of  the 
socket  shall  be  at  least  4.75  times  the  diameter 
of  the  cable.  The  hole  at  the  small  end  shall  be 
as  given  in  the  following  table : 


Nominal  Diameter  of 
Cable  in  Inches 


Inside  Diameter  of  Small  End  of 
of  Cable  Socket 


)4  to  7/16  inclusive 


)4  to  Ya  inclusive 


Vs  to  1)4  inclusive 


1)4  to  1)4  inclusive 


shall  not  be  more  than  1/ 16  inch 
larger  than  actual  cable  diameter. 

shall  not  be  more  than  3/32  inch 
larger  than  actual  cable  diameter. 

shall  not  be  more  than  )4  inch 
larger  than  actual  cable  diameter. 

shall  not  be  more  than  3/16  inch 
larger  than  actual  cable  diameter. 


The  small  end  of  the  socket  shall  be  free  from 
cutting  edges.  The  hole  at  the  large  end  of  the 
socket  shall  be  at  least  2%  times  the  diameter 
of  the  cable.  A  socket  shall  be  drop-forged  steel, 
steel  casting,  or  formed  in  a  substantial  block  of 
cast  iron.  The  socket  shall  be  of  such  strength 
that  the  cable  will  break  before  the  socket  is 
perceptibly  deformed. 

The  ends  of  wire  rope  shall  be  served  with  three 
seizings  at  each  side  of  any  point  at  which  the 
rope  is  to  be  cut. 

Only  annealed  iron  wire  shall  be  used  as  seiz¬ 
ing  wire.  The  wires  should  be  wound  tight  and 
even.  The  twisted  ends  of  the  seizings  shall  be 
so  placed  that  they  fall  into  the  valleys  between 
strands  and  away  from  the  end  of  the  rope. 

The  first  two  seizings  shall  be  at  least  )4-inch 
long,  and  the  third  seizing  at  least  J^-inch  long. 
The  first  seizing  shall  be  close  to  the  cut  and 
the  second  seizing  shall  be  spaced  within  2% 
inches  from  the  first  seizing.  The  third  seizing 
shall  be  at  a  distance  from  the  second  seizing 
equal  to  the  length  of  the  socket. 

The  use  of  tape  as  a  substitute  for  annealed- 
iron-wire  seizing  is  forbidden. 

The  ropes  thus  served  shall  be  slipped  into 
the  socket  a  sufficient  distance  for  manipulating 
and  after  removing  the  first  two  seizings  the 
strands  shall  be  opened  up  and  the  hemp  center 
cut  out  as  close  as  possible  to  the  remaining 
seizing. 

Then  all  grease  shall  be  wiped  off  the  extended 
strands  and  the  lubricant  carefully  removed  by 
washing  with  gasoline.  The  ends  of  the  strands 
shall  then  be  bent  in  and  bunched  close  together, 
and  the  rope  pulled  back  as  far  as  possible  so 
that  the  strands  rest  in  the  basket  with  the  third 
seizing  slightly  projecting  outside  the  mouth  of 
the  socket. 

The  socket,  now  being  ready  for  pouring  the 
babbitt,  shall  be  warmed  and  shall  be  held  vertical 
and  truly  axial  with  the  rope  to  be  socketed. 
Tape  or  waste  may  be  wound  around  the  rope  at 
the  base  of  the  socket  to  prevent  the  metal  from 
seeping  through,  but  must  be  removed  after  the 
babbitt  has  cooled  off.  Pure  babbitt  only,  free  of 
dross,  shall  be  used,  heated  to  a  temperature  just 
sufficient  to  produce  fluidity'-. 

If  the  seizing  and  socketing  has  been  done 
properly,  the  original  and  uniform  relation  of 
tension  obtained  by  correct  manufacture  will  be 
undisturbed ;  any  loss  of  rope  lay  is  a  clear  in¬ 
dication  of  careless  seizing  and  socketing. 
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3.5.1.11.  Reroping  and  Shortening  of  Cables. 

Whenever  an  elevator  is  reroped  or  its  ropes 
shortened,  the  top  car  and  counterweight  clear¬ 
ances  shall  be  at  least  those  specified  in  2.1.43, 
Top  Clearances. 

3.5.2.  Emergency  Signals. 

3. 5. 2.1.  Emergency  Signals  or  Telephones 
Required. 

Automatic  operation  passenger  or  freight  eleva¬ 
tors  (except  sidewalk  elevators  the  travel  of 
which  does  not  exceed  15  feet)  shall  be  provided 
with  an  audible  emergency  signal  operative  from 
the  car  and  located  outside  of  the  hoistway,  or 
shall  be  provided  with  a  telephone.  The  emer¬ 
gency  alarm  shall  be  clearly  audible  in  the  office, 
power  house,  or  room  in  which  an  employee  is 
ordinarily  located. 

3. 5.2.2.  Telephone  Connection  Required. 

Passenger  elevators  in  private  residences  shall 
be  provided  with  a  telephone  permanently  con¬ 
nected  to  a  central  exchange. 

3. 5. 2.3.  Signal  Systems  on  Freight  Elevator 
Hoistways. 

The  hoistway  of  every  freight  elevator  (ex¬ 
cept  automatic-operation  and  continuous  pressure 
operation  and  sidewalk  elevators)  shall  be  pro¬ 
vided  with  a  signal  system  by  means  of  which 
signals  can  be  given  from  any  landing  whenever 
the  elevator  is  desired  at  that  landing. 

RULE  4.  HAND  POWER 
ELEVATORS 

4.1.  Hoistway  Construction. 

4.1.1.  Fire  Resistive  Hoistway  Enclosures. 

4.1.1. 1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter  5 
of  the  Code  of  Ordinances,  and,  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  sidewalk  elevators,  the  travel 
of  which  does  not  exceed  one  story). 

4.1. 1.2.  Landing  Openings  to  Be  Protected. 
Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18,  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that  they  must  first  comply  with  2.3.1. 1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2,000'  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

4.1. 1.3.  Strength  of  Hoistway  Enclosures. 
The  hoistway  enclosure  adjacent  to  a  landing 

opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism. 

4.1.2.  Non-fire  Resistive  Hoistway  Enclo¬ 
sures. 

Non-fire  resistive  hoistway  enclosures  shall  be  permit¬ 
ted  only  for  sidewalk  elevators,  the  travel  of  which  does 
not  exceed  one  story.  Where  non-fire  resistive  construc¬ 
tion  is  permitted,  hoistways  shall  be  enclosed  to  a  height 
of  6  feet  (except  on  the  sides  used  for  loading  or  un¬ 
loading)  . 

4.1. 2.1.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 
latticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grillwork  is  used. 


the  wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage),  and  the  max¬ 
imum  size  of  mesh  shall  be  2  inches.  Where 
expanded  metal  is  used,  its  minimum  thickness 
shall  be  0.094  inches  (Number  13  United  States 
Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 

4.1.3.  Clearance  Between  Cars  and  Hoistway 
Enclosures. 

4.1. 3.1.  Clearance  Between  Car  Platforms 
and  Landing  Saddle. 

The  maximum  clearance  between  the  car  plat¬ 
form  and  the  landing  saddle  shall  be  3  inches  for 
freight  elevators  and  2  inches  for  passenger  ele¬ 
vators  (except  that  where  the  operating  rope  is 
located  at  the  side  of  the  platform,  this  clearance 
shall  not  exceed  1  inch). 

4.1. 3.2.  Clearance  Between  Hoistway  Enclo¬ 
sure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly  with¬ 
in  the  hoistway  in  which  case  the  maximum  per¬ 
missible  clearance  shall  be  7^  inches). 

4.1.4.  Overtravel  for  Hand  Elevators. 

An  overtravel  of  at  least  18  inches  shall  be  provided 
at  the  top  for  hand  elevators  (except  for  sidewalk  ele¬ 
vators).  No  overtravel  is  required  at  the  bottom. 

4.1.5.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

41.5.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  inde¬ 
pendent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

4. 1.5.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows: 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves  and 
similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 

4.1. 5. 3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  'beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

4.1.5  4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams  based  on  the 
ultimate  strength  of  the  material  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  4. 1.5.2.  Loads  on  Supports,  shall  be  at  least  the 


following: 

For  steel .  4 

For  reinforced  concrete .  7 


4.1.6.  Gratings  Under  Machinery. 

A  metal  grating  capable  of  supporting  50  pounds  per 
square  foot  shall  be  installed  under  the  overhead 
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machinery.  Openings  in  such  gratings  shall  reject  a  ball 
1J4  inches  in  diameter. 

4.1.7.  Thoroughfares  Under  Elevator  Hoist¬ 
ways  or  Counterweights. 

Thoroughfares  under  hoistways  or  counterweights  are 
forbidden  unless  there  is  a  structure  under  the  hoistway 
or  counterweight  sufficiently  strong  to  withstand  the  im¬ 
pact  of  the  car  with  contract  load,  or  the  impact  of  the 
counterweight,  when  either  is  dropped  freely  in  its  guides 
from  the  upper  limit  of  overtravel,  provided  that  for  cars 
or  counterweights  equipped  with  broken  rope  safeties 
and  speed  retarders,  the  impact  shall  be  computed  for  the 
maximum  attainable  speed. 

4.2.  Hoistway  Guards  and  Screens. 

4.2.1.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of  300 
.  pounds  per  square  foot.  The  maximum  permissible  dimen¬ 
sions  of  sidewalk  openings  shall  be  5  feet  at  right  angles 
to  and  6  feet  parallel  to  the  building  line  (except  by 
,  permission  of  the  Borough  President).  The  side  of  the 
opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions  make 
this  impractical  this  distance  may  be  increased  subject 
to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used,  the  line  of  the  hinges 
shall  be  at  right  angles  to  the  building  line.  Where  the 
covers  open  toward  any  obstruction  the  space  between  the 
fully  opened  cover  and  such  obstruction  shall  be  at  least 
18  inches.  Where  vertical  lifting  covers  are  used,  there 
shall  be  a  clearance  of  at  least  2  feet  between  the  cover  and 
any  obstruction  above  it  when  the  elevator  is  at  the  top 

!of  its  overtravel. 

Hatch  covers  shall  be  self-closing  and  the  fastening  or 
holding  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch  open¬ 
ing  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lift¬ 
ing  type  covers  may  be  used,  or  doors  may  be  provided 
complying  with  4.3,  Hoistway  Doors.  Such  doors  shall 
be  so  arranged  that  they  can  only  be  opened  or  unlocked 
from  the  outside  of  the  hoistway  when  the  car  is  at  the 
landing. 

4.2.2.  Counterweight  Runways  Outside  of  the 
Hoistway. 

Runways  for  counterweights  located  outside  of  the  ele¬ 
vator  hoistway  shall  be  solidly  enclosed  throughout  their 
height  (except  that  when  the  runway  is  located  outside 
of  the  building  it  shall  be  enclosed  to  a  height  of  at  least 
7  feet  from  the  ground). 

.3.  Hoistway  Doors. 

4.3.1.  Automatic  Fire  Doors  Functioning  by 
Heat. 

No  automatic  fire  door,  the  functioning  of  which  is 
dependent  on  the  action  of  heat,  shall  lock  any  landing 
opening  in  the  hoistway  enclosure  of  any  passenger  ele¬ 
vator  or  any  exit  leading  from  any  hoistway  landing  door 
to  the  outside  of  the  structure. 

4.3.2.  Protection  of  Landing  Openings. 

Landing  openings  in  hoistway  enclosures  shall  be  pro¬ 
tected  by  sliding  or  swing  doors  complying  with  the  fire 
resistive  requirements  for  doors  in  such  enclosures. 

In  addition  to  such  doors  landing  openings  in  hoistway 
enclosures  shall  be  furnished  with  gates  at  least  30  inches 
high  which  close  when  the  car  leaves  the  landing  unless 
the  landing  doors  are  made  in  two  parts,  one  above  the 
other,  the  lower  part  extending  at  least  30  inches  above 
the  floor,  and  arranged  to  open  only  after  the  upper  part 
has  been  opened  and  which  must  be  closed  before  the  top 
part  is  closed. 


4.3.3.  Opening  of  Hoistway  Doors. 

Hoistway  doors  of  elevators  serving  more  than  two 
floors  shall  not  be  openable  from  the  landing  side  unless : 

1.  I  he  word  “ELEVATOR”  is  conspicuously  dis¬ 
played  on  the  landing  side  of  the  doors,  and, 

2.  Unless  the  hoistway  door  is  equipped  with  two 
spring  locks  or  latches,  one  of  which  is  at  least  6 
feet  above  the  floor. 

4.3.4.  Hanger  Guards  and  Stops. 

Means  shall  be  provided  to  prevent  hangers  for  all 
sliding  hoistway  doors  from  jumping  the  tracks.  Stops 
shall  also  be  provided  to  prevent  the  hanger  carriage 
from  leaving  the  ends  of  the  track,  or  suitable  stops  may 
be  provided  on  the  door  only. 

4.3.5.  Vision  Panels. 

For  elevators  which  can  be  operated  from  outside  of 
the.  hoistway,  hoistway  doors  may  be  provided  with  a 
vision  panel.  Such  panels  shall  be  of  clear  wired  glass 
with  a  maximum  area  of  80  square  inches. 

4.3.6.  Strength  of  Hoistway  Doors. 

Hoistway  doors  shall  withstand  a  force  of  75  pounds 
applied  perpendicularly  to  the  door  at  any  point  without 
being  sprung  from  their  guides. 

4.3.7.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  the  full  width 
of  the  landing  openings  and  shall  extend  the  full  height 
f i  om  the  landing  saddle  to  the  top  of  the  landing  opening. 

4.3.8.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
the  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

4.4.  Car  Construction  and  Safeties. 

4.4.1.  Car  Construction. 

4.4. 1.1.  Car  Enclosures. 

Cars  (except  for  sidewalk  elevators)  shall  be 
enclosed  on  the  top  and  sides  not  used  for 
entrance. _  Enclosures  shall  be  of  solid  or  open¬ 
work  rigidly  braced  with  steel.  Where  slats,  bars 
or  wire  mesh  are  used,  the  openings  shall  reject  a 
ball  2  inches  in  diameter.  Where  sheet  metal  is 
used,'  it  shall  be  at  least  as  thick  as  Number  16 
United  States  Gage.  Where  wire  mesh  is  used 
the  wire  shall  be  at  least  0.135  inches  in  diameter 
(Number  10  Steel  Wire  Gage).  Enclosures 
shall  not  deflect  more  than  inch  when  a  force 
of  75  pounds  is  applied  perpendicularly  to  the 
enclosure  at  any  point.  The  car  enclosure  shall 
be  securely  fastened  to  the  car  platform  or  frame 
so  that  it  cannot  work  loose  or  become  displaced 
in  ordinary  service. 

Cars  for  sidewalk  elevators  shall  be  enclosed 
on  the  sides  not  used  for  entrance  to  the  spring 
of  the  bow  iron  but  at  least  4  feet  above  the 
platform.  If  the  enclosure  is  openwork  of  bars, 
slats  or  wire  mesh  the  openings  shall  reject  a 
ball  4  inches  in  diameter.  Wire  mesh  enclosures 
shaH  be  of  wire  at  least  0.0015  inches  in  diameter 
(Number  13  Steel  Wire  Gage). 

4.4.1. 2.  Materials  and  Factors  of  Safety. 

Car  frames  and  platforms  shall  be  of  metal  or 

sound  seasoned  wood  designed  with  a  factor  of 
safety  of  at  least  four  for  metal  or  six  for  wood 
on  the  contract  load  uniformly  distributed.  The 
frame  members  shall  be  seeurelv  bolted  and 
braced. 

4. 4. 1.3.  Use  of  Glass. 

The  use  of  glass  is  forbidden  in  elevator  cars 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  opera¬ 
tion  of  the  car).  The  maximum  size  of  a  piece 
of  glass  shall  be  1  square  foot  unless  laminated 
or  otherwise  shatterproof,  but  the  total  area  of 
CMr'h  glass  used  in  the  car  in  connection  with 
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lighting  fixtures,  whether  in  one  or  more  pieces, 
shall  be  at  most  4  square  feet. 

4.4.1. 4.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  Structures. 

Elevator  cars,  operating  in  hoistways  outside 
of  structures,  which  are  enclosed  only  at  the 
ground  landing,  shall  be  protected  on  the  exposed 
sides  by  independently  operated  gates  or  by  self¬ 
closing  gates. 

4.4.2.  Car  Compartments. 

Hand  elevator  cars  upon  which  persons  are  permitted 
to  ride  shall  have  only  one  compartment. 

4.4.3.  Car  Safeties. 

If  the  rise  of  an  elevator  exceeds  15  feet  it  shall  be 
equipped  with  an  approved  safety  device  attached  to  the 
under  side  of  the  car  which  will  immediately  stop  and 
hold  the  car  and  contract  load,  if  the  suspension  means 
breaks. 

4.4.4.  Capacity  and  Loading. 

4.4. 4.1.  Minimum  Contract  Load  of  Passen¬ 
ger  Elevators. 

The  contract  load  of  passenger  elevators  shall 
be  at  least  50  pounds  per  square  foot  of  platform 
area  inside  of  the  car  enclosure. 

4.4.4. 2.  Information  Plate  Required. 

A  metal  plate  shall  be  fastened  in  a  conspicu¬ 
ous  place  in  the  elevator  car  and  shall  bear  the 
following  information,  in  at  least  x/\  inch  letters 
or  figures,  stamped,  etched  or  raised  on  the  sur¬ 
face  of  the  plate: 

1.  The  contract  load  of  the  elevator  in  pounds. 

2.  The  maximum  number  of  passengers  to  be 
carried,  based  on  150  pounds  per  person  (if 
a  passenger  elevator). 

4. 4. 4. 3.  Tests. 

A  contract  load  test  of  every  new  hand  power 
elevator  as  to  operation  of  the  car  safety,  brake 
and  speed  retarding  devices  shall  be  made  before 
the  elevator  is  placed  in  regular  service. 

4.5.  Guides,  Buffers  and  Counterweights. 

4.5.1.  Guide  Rails. 

Car  and  counterweight  guide  rails  shall  be  of  steel  or 
wood  (except  that  where  the  car  travel  exceeds  35  feet  and 
in  structures  over  150  feet  tall,  the  rails  shall  be  of 
steel).  Joints  in  steel  rails  shall  be  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates.  Joints 
in  wood  rails  shall  be  tongued  and  grooved  or  doweled 
and  screwed  to  backing  pieces  or  brackets.  Guide  rails 
shall  be  securely  fastened  with  through  bolts,  wood 
screws,  or  clips  of  such  strength,  design  and  spacing 
that  the  maximum  deflection  of  the  guide  rails  and 
their  fastenings  under  normal  operation  shall  be  T4 
inch  or  less,  particularly  where  in  contact  with  the  guide 
shoe  when  the  car  is  at  the  landing.  Guide  rails  shall  with¬ 
stand  the  application  of  the  safety  when  stopping  a  fully 
loaded  car  or  the  counterweight.  The  guiding  surfaces 
of  the  guide  rails  for  elevators  requiring  safeties  shall 
be  finished  smooth.  Guide  rails  shall  be  “bottomed”  on 
suitable  supports  and  extended  at  the  top  to  prevent  guide 
shoes  running  off  in  case  the  overtravel  is  exceeded. 

4.5.2.  Car  and  Counterweight  Buffers. 

Car  buffers  of  the  spring  type  or  their  equivalent  shall 
be  installed  in  the  pits  of  passenger  elevators. 

Buffers  shall  be  located  symmetrically  with  reference  to 
the  center  of  the  car. 

4.5.3.  Counterweights. 

Counterweights  shall  run  in  guide  rails  and  shall  not  be 
boxed  unless  incombustible  material  is  used. 

Sections  of  counterweights  for  passenger  elevators, 
whether  carried  in  frames  or  otherwise,  shall  be  secured 
by  at  least  two  tie-rods  passing  through  holes  in  the 
section.  The  tie-rods  shall  have  lock  nuts  at  each  end. 
The  lock  nuts  shall  be  secured  by  cotter  pins. 

4.6.  Machines  and  Suspension  Members. 

4.6.1.  Machines  and  Machinery. 

4. 6. 1.1.  Brakes  Required. 

Elevators  shall  be  equipped  with  a  hand  brake 


operating  in  both  directions  of  motion  or  a  com¬ 
bined  automatic  brake  and  speed  retarder  oper¬ 
ating  in  both  directions  of  motion  (except  when 
motive  power  is  derived  through  use  of  a  self¬ 
locking  or  non-overhauling  worm  gear  drive). 

46.1.2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
to  be  used  in  designing  parts  of  hoisting  machines 
shall  be  at  least  eight  for  wrought  iron  or  steel 
and  ten  for  cast  iron  or  other  materials. 

4.6. 1.3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

4.6.1. 4.  Suspension  of  Sheaves  or  Idlers. 

The  suspension  of  sheaves  or  idlers  in  cast  iron 

stirrups  from  the  under  p  p  of  the  supporting 
beams  is  forbidden. 

4.6. 1.5.  Conversion  to  Power  Elevator  For¬ 
bidden. 

Equipping  a  hand  power  elevator  machine  with 
any  means  or  attachment  for  applying  any  other 
power  is  forbidden,  unless  such  elevator  is  per¬ 
manently  and  completely  converted  into  a  power 
elevator  complying  with  the  requirements  for 
power  elevators. 

4.6.1. 6.  Rope  Gripping  Attachments  or  Clutch 
Mechanisms. 

The  application  of  power  to  hand  elevators  by 
means  of  rope  gripping  attachments  or  clutch 
mechanisms  is  forbidden. 

4.6.2.  Suspension  Members. 

46.2.1.  Suspension  Fastening  Tag. 

A  metal  tag  shall  be  attached  to  the  suspension 
fastenings  stating  the  sizes,  rated  ultimate 
strength  and  material  of  the  suspension  and  the 
date  of  its  installation. 

4.6.2.2.  Suspension  Members  and  Factor  of 
Safety. 

The  number  of  suspension  members  for  both 
car  and  counterweight  shall  be  at  least  two. 
Suspension  members  shall  be  of  iron,  steel  or 
marline  covered. 

The  factor  of  safety  used  in  determining  the 
size  of  the  suspension  member  shall  be  at  least 
five,  based  on  the  weight  of  the  car  and  its  con¬ 
tract  load. 

4. 6. 2.3.  Adjustment  of  Suspension  Members. 

Suspension  members  shall  be  so  adjusted  that 
either  the  car  or  the  counterweight  shall  bottom 
before  the  counterweight  or  the  car  strikes  any 
part  of  the  overhead  structure. 

4.6.2  4.  Securing  of  Suspension  Members. 

Suspension  members  secured  to  a  winding  drum 
shall  have  at  least  one  complete  turn  of  the  sus 
pension  member  around  the  winding  drum  when 
the  car  or  counterweight  has  reached  the  extreme 
limit  of  its  overtravel. 

The  drum  end  of  cables  shall  be  secured  by 
clamps  or  sockets  inside  the  drum. 

4. 6. 2.5.  Platform  Elevators. 

Platform  elevators  shall  not  be  used  for  passen¬ 
ger  service  or  for  a  travel  of  over  15  feet  and 
shall  not  have  a  platform  area  greater  than  50 
square  feet. 

RULE  5.  DUMBWAITERS 

5.1.  Hoistway  Construction. 

5.1.1.  Fire  Resistive  Hoistway  Enclosures. 

5. 1.1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  dumbwaiters  shall  com¬ 
ply  with  Section  373  of  Article  18  of  Chapter  5 
of  the  Code  of  Ordinances  and,  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  dumbwaiters  the  travel  of 
which  not  exceed  one  story). 
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5.1. 1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 
enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law. 

5.1.2.  Use  of  Non-Fire  Resistive  Hoistway 
Enclosures. 

5. 1.2.1.  Non-Fire  Resistive  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  dumbwaiters  the  travel  of 
which  does  not  exceed  one  story.  Where  non¬ 
fire  resistive  enclosures  are  permitted,  hoistways 
for  power  dumbwaiters  shall  be  enclosed  to  the 
full  height  of  the  hoistway  (except  on  the  sides 
used  for  loading  or  unloading). 

5. 1.2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  power  dumbwaiters  shall  be 
enclosed  from  floor  to  ceiling  (except  for  the 
landing  opening). 

5. 1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or  lat¬ 
ticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  grillwork  is  used,  the 
wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage)  and  the  maximum 
size  of  mesh  shall  be  2  inches.  Where  expanded 
metal  is  used  its  minimum  thickness  shall  be 
0.094  inches  (Number  13  United  States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 

5. 1.2.4.  Netting  Required  on  Enclosures. 

When  either  of- the  following  conditions  exists, 
openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  y2  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

1.  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

2.  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  y2  inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

5.1.3.  Supports  and  Factors  of  Safety. 

5. 1.3.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete  (except  that 
where  the  travel  does  not  exceed  four  floors  or 
50  feet,  wood  beams  may  be  used).  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

5. 1.3. 2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves,  con¬ 
troller  (if  used)  and  similar  equipment.  The 
load  suspended  from  the  beams  shall  include 
the  sum  of  the  tensions  of  all  cables  suspended 
from  the  beams. 

5.1. 3.3.  Factors  of  Safety. 

The  factor  of  safety  for  overbad  beams  and 


their  immediate  supporting  beams,  based  on  the 
ultimate  strength  of  the  material  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation  A  7-29,  the  loads  being  assumed  as 
in  5.13.2,  Loads  on  Supports,  shall  be  at  least 
the  following : 

For  steel .  4 

For  reinforced  concrete . ’  7 

For  timber .  9 

5.1.4.  Thoroughfares  Under  Dumbwaiters  and 
Their  Counterweights. 

Thoroughfares  under  hoistways  of  dumbwaiters  or 
their  counterweights  are  forbidden  unless  there  is  a 
structure  under  the  hoistway  sufficiently  strong  to  with¬ 
stand,  without  injury,  the  impact  of  the  car  with  contract 
load,  or  the  impact  of  the  counterweight,  when  either  is 
dropped  freely  in  its  guides  from  the  upper  limit  of 
overtravel ;  provided  that,  for  cars  or  counterweights 
equipped  with  governor  operated  safeties,  the  impact  shall 
be  computed  for  governor  tripping  speed 

When  broken  rope  safeties  are  used]  the  impact  shall 
be  computed  for  a  free  drop  of  the  car  from  one-third  of 
its  travel. 

5.1.5.  Counterweight  Runway  Enclosures. 

Runways  for  counterweights  located  outside  of  the 
dumbwaiter  hoistway  shall  be  solidly  enclosed  throughout 
ieir  height  (except  that  when  the  runway  is  located  out¬ 
side  of  the  structure  it  shall  be  enclosed  to  a  height  of  at 
least  i  feet  from  the  ground). 

5.1.6.  Cable  Enclosures. 

Where  cables  of  power  dumbwaiters  pass  through 
floors  outside  the  hoistway  enclosures,  such  cables  shall 
be  guarded  to  a  height  of  at  least  6  feet  from  each  floor 
with  a  standard  power  transmission  guard.  Floor  open¬ 
ings  shall  be  not  greater  than  necessary  for  the  free 
passage  of  the  cables. 

5.2.  Landings. 

5.2.1.  Doors  at  Dumbwaiter  Landings. 

5.2.1. 1.  Doors  Required  on  Dumbwaiter 
Landing  Openings. 

Landing  openings  in  power  dumbwaiter  en¬ 
closures  and  in  fire  resistive  enclosures  for  hand 
power  dumbwaiters  shall  be  equipped  with  doors. 

5.2. 1.2.  Doors  at  Power  Dumbwaiter  Land¬ 
ings. 

Hoistway  doors  for  power  dumbwaiters  shall 
be  equipped  with  electric  contacts  and  locks  which 
will  prevent  the  operation  of  the  machine  while 
any  hoistway  door  is  open  and  prevent  the  open¬ 
ing  of  the  door  unless  the  car  is  at  a  landing. 

5.3.  Dumbwaiter  Construction. 

5.3.1.  Car  Construction. 

5.3. 1.1  strength  and  Stiffness. 

umbvv'aiter  cars  shall  be  of  such  strength  and 

fbff  ??  th6y  T1!  not  deform  appreciably 
if  the  load  leans  or  falls  against  the  sides  of  the 
car. 

5.3  1.2.  Materials  and  Construction. 

Gars  shall  be  made  of  wood,  fireproofed  wood 
or  metal,  reinforced  at  the  point  of  suspension. 

Meta!  cars  if  sectional,  shall  be  rigidly  riveted, 
welded  or  bolted  together.  Cars  may  be  provided 
with  hinged,  removable  or  movable  shelves  and 

des<irediay  SUC^  odier  sectl’onal  parts  as  are 

5.3. 1.3.  Allowable  Loads. 

Dumbwaiter  cars,  machines  and  suspension 
means  shall  at  least  be  capable  of  sustaining  the 
contract  load.  ° 

Cars  Having  a  platform  area  of  4  square  feet 
or  more  shall  be  capable  of  sustaining  the  loads 
given  in  the  following  table,  but  the  motive  power 

load-bC  ,nSUfficient  to  raise  the  structural  capacity 
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Minimum  Allowable  Dumbwaiter  Capacities 
'Corresponding  to  Effective  Platform  Area 
Horizontal  Area  in  Structural  Capacity  in 

Square  Feet  Pounds 


100 

150 

300 

500 


5. 3. 1.4.  Information  Plate. 

A  metal  plate  bearing  the  name  of  the  manu¬ 
facturer  and  the  contract  load  shall  be  placed  in 
a  conspicuous  place  in  the  dumbwaiter  car  and  on 
the  machine. 

5.3.2.  Dumbwaiter  Machines. 

5. 3.2.1.  Fastenings  and  Factors  of  Safety. 

Dumbwaiter  machines  shall  be  securely  fastened 
to  their  supports.  The  factors  of  safety,  based 
upon  the  ultimate  strength  of  the  material,  and 
the  contract  load  plus  the  weight  of  the  car, 
suspension  means,  counterweights,  and  similar 
apparatus  to  be  used  in  the  design  of  dumbwaiter 
machines  shall  be  at  least  six  for  steel  and  nine 
for  cast  iron  or  other  materials.  The  use  of  set 
screw  fastenings  in  place  of  keys  or  pins  is  for¬ 
bidden  (except  where  the  connection  is  not  sub¬ 
ject  to  torque). 

5. 3. 2.2.  Suspension  of  Sheaves  or  Idlers. 

The  suspension  of  sheaves  or  idlers  in  cast 
iron  stirrups  from  the  under  side  of  the  sup¬ 
porting  beam  is  forbidden. 

5.3.3.  Guides. 

5. 3. 3.1.  Material  for  Guides. 

Guides  shall  be  of  wood  or  metal  (except  that 
metal  guides  shall  be  used  where  the  travel  ex¬ 
ceeds  four  floors  or  50  feet  and  in  structures  over 
150  feet  tall). 

5.3. 3.2.  Fastenings  and  Joints  of  Guides. 

Guides  shall  be  rigidly  secured  to  the  hoistway 
and  the  joints  of  metal  guides  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates. 
Joints  in  wood  guides  shall  be  tongued  and 
grooved  or  doweled  and  screwed  to  backing  pieces 
or  brackets. 

One  set  of  guides  may  be  used  for  both  the 
car  and  the  counterweight. 

5.3.4.  Counterweights. 

Counterweights  for  hand  dumbwaiters  and  for  power 
dumbwaiters  with  a  contract  load  of  less  than  100  pounds 
and  a  contract  speed  of  less  than  100  feet  per  minute, 
if  sectional,  shall  be  carried  in  suitable  frames. 

Sections  of  counterweights  for  power  dumbwaiters 
having  a  capacity  exceeding  100  pounds  or  a  speed  ex¬ 
ceeding  100  feet  per  minute,  shall  be  secured  by  at  least 
two  tie-rods  passing  through  holes  in  all  sections,  unless 
suitable  counterweight  frames  or  boxes  are  provided.  The 
tie-rods  shall  have  lock  nuts  at  each  end.  The  lock  nuts 
shall  be  secured  by  cotter  pins. 

5.3.5.  Suspension  Means. 

5. 3. 5.1.  Required  Suspension  Means. 

Suspension  means  for  hand  dumbwaiters  may 
be  of  hemp. 

Suspension  means  for  power  dumbwaiters  shall 
be  of  metal  and  where  exposed  to  corrosion  shall 
be  provided  with  a  suitable  protective  covering. 
Suspension  means  may  consist  of  a  single  member. 

5.3  5.2.  Factor  of  Safety. 

The  minimum  factor  of  safety  of  the  suspen¬ 
sion  means  for  power  dumbwaiters  shall  be  at 
least  the  values  given  in  the  following  figure 
corresponding  to  the  contract  speed  of  the  car. 

The  minimum  factor  of  safety  of  suspension 
means  for  hand  power  dumbwaiters  shall  be  five. 
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The  minimum  factor  of  safety  for  tapes  shall 
be  25  per  cent  greater  than  that  given  in  the  fol¬ 
lowing  figure: 


Contract  Speed  (Feet  par  Minute) 

FIG.  7.  FACTOR  OF  SAFETY 

5.3.5.3.  Number  and  Size  of  and  Computet 
Load  on  Suspension  Means. 

The  number  and  size  of  the  suspension  mean 
shall  be  determined  by  using  the  factor  of  safet 
found  in  53.5.2,  Factor  of  Safety,  and  the  rate 
ultimate  strength  of  the  suspension  means.  Th 
computed  load  on  the  suspension  means  shall  b 
the  sum  of  all  suspended  weights,  plus  the  con 
tract  load. 

5.3. 5.4.  Lengthening  or  Repairing  of  Suspen 
sion  Means  by  Splicing  Forbidden. 

Lengthening  or  repairing  the  car  or  countei 
weight  suspension  means  of  dumbwaiters  by  split 
*  ing  is  forbidden. 

5.3. 5. 5.  Securing  of  Winding  Drum  Ends  o 
Suspension  Means. 

The  winding  drum  ends  of  the  car  and  countei 
weight  suspension  means  shall  be  secured  b 
clamps  or  sockets  inside  the  winding  drum. 

Suspension  means  secured  to  a  winding  drui 
shall  have  at  least  one  turn  on  the  windfn 
drum  when  the  car  or  counterweight  has  reache 
the  extreme  limit  of  its  overtravel. 

5.4.  Speed,  Control  and  Safeties  fo 
Power  Dumbwaiters. 

5.4.1.  Speed  and  Control. 

5.4.1. 1.  Maximum  Speed  for  Dumbwaiter 
Controlled  by  Hand  Ropes. 

The  maximum  permissible  speed  for  powf 
dumbwaiters  controlled  by  hand  ropes  shall  be  £ 
feet  per  minute. 

5. 4.1.2.  Guards  Required. 

Guards  which  will  keep  the  ropes  on  the  sheavi 
shall  be  installed  unless  means  are  used  to  mair 
tain  the  hand  ropes  in  proper  tension  aut< 
matically. 

5. 4. 1.3.  Brakes  Required. 

Power  dumbwaiters  (except  hydraulic  duml 
waiters)  shall  be  equipped  with  brakes  whic 
are  automatically  applied  when  the  power  is  ct 
off  the  motor. 

5.4.2.  Slack  Cable  Devices  Required. 

Power  dumbwaiters  operated  by  winding  drum  machine 
shall  be  provided  with  a  slack  cable  device  which  will  ct 
off  the  power  and  stop  the  machine  if  the  car  is  obstructe 
in  its  descent. 

5.4.3.  Terminal  Stops. 

Power  dumbwaiters  shall  be  provided  with  means,  ind< 
pendent  of  manual  operation,  to  stop  the  car  automatical! 
at  each  terminal  within  the  limits  of  overtravel. 
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RULE  6.  ESCALATORS 

6.1.  Escalator  Construction. 

6.1.1.  Angle  of  Inclination. 

The  maximum  angle  of  inclination  of  an  escalator  shall 
be  30  degrees  from  the  horizontal. 

6.1.2.  Width  of  Escalators. 

The  width  of  an  escalator  shall  be  measured  between 
the  balustrading  at  a  vertical  height  of  24  inches  above 
the  nose  line  of  the  treads. 

Escalators  shall  be  between  22  and  48  inches  wide. 
Escalators  wider  than  29  inches  shall  have  a  horizontal 
tread  formation. 

6.1.3.  Balustrading. 

6. 1.3.1.  Form  and  Changes  in  Width  of 
Balustrade. 

Escalators  shall  be  provided  on  each  side  with 
“solid  balustrading.”  On  the  escalator  side  the 
balustrading  shall  be  smooth,  without  depressed 
or  raised  paneling  or  molding.  Glass  panels  in 
balustrading  are  forbidden. 

Abrupt  changes  in  the  width  between  the 
balustrading  on  the  2  sides  of  the  escalator  are 
forbidden.  Should  any  change  in  the  width  be 
necessary,  the  maximum  change  shall  be  8  per 
cent  of  the  greatest  width. 

In  changing  from  the  greater  to  the  smaller 
width  the  maximum  change  in  the  direction  of 
the  balustrading  shall  be  15  degrees  from  the 
line  of  the  escalator  travel. 

6.1.3. 2.  Handrail  Required. 

Each  balustrading  shall  be  equipped  with  a 
handrail  moving  at  the  same  speed  and  in  the 
same  direction  as  the  travel  of  the  escalator. 

6.1.4.  Treads  and  Landings. 

Escalator  treads  and  landings  shall  be  of  material  af¬ 
fording  secure  foothold  such  as  wood  and  material  used 
for  “safety  treads.”  If  the  landing  is  of  concrete,  it  shall 
have  edge  insertions  of  metal,  wood  or  other  material  to 
prevent  slipping. 

6.1.5.  Strength  of  Trusses  or  Girders. 

6. 1.5.1.  Factor  of  Safety. 

The  factor  of  safety  to  be  used  in  the  design 
of  escalator  trusses  or  girders  shall  be  at  least  5, 
based  on  the  static  loads. 

6.1. 5.2.  Design  of  Trusses  or  Girders. 

The  escalator  truss  or  girders  shall  be  so  de¬ 
signed  that  it  will  safely  retain  the  steps  and 
running  gear  in  case  of  failure  of  the  track  sys¬ 
tem  to  retain  the  running  gear  in  its  guides. 

6.1.6.  Track  Arrangement. 

The  track  arrangement  shall  be  designed  to  prevent 
the  displacement  of  the  treads  and  running  gear  if  the 
tread  chain  breaks. 

6.1.7.  Capacity  and  Loading. 

The  contract  load  on  an  escalator  24  inches  or  less  in 
width  shall  be  computed  by  the  following  formula: 
Contract  load  =  110  A 

The  contract  load  on  an  escalator  between  24  and  48 
inches  wide  shall  be  computed  by  the  following  formula: 
Contract  load  =  4.6  WA 

In  these  formulae  W  is  the  width  of  the  escalator  in 
inches  and  A  Is  the  horizontal  projected  length  in  feet 
of  the  exposed  treads.  The  contract  load  shall  be  ex¬ 
pressed  in  pounds. 

6.2.  Safety  Requirements  for  Escalators. 

6.2.1.  Limits  of  Safety. 

The  maximum  permissible  speed  of  an  escalator  measured 
along  the  angle  of  inclination  shall  be  125  feet  per  minute, 
(except  that  if  the  line  of  entrance  and  exit  is  not  in  the 
vertical  plane  of  travel,  the  maximum  permissible  speed 
shall  be  100  feet  per  minute). 


6.2.2.  Application  of  Power. 

Escalators  shall  be  driven  by  individual  electric  motors. 
Two  or  more  escalators  placed  side  by  side  and  operated 
as  a  single  unit  may  be  driven  by  one  motor. 

Chains  shall  have  a  factor  of  safety  of  at  least  10  (ex¬ 
cept  where  the  chain  is  composed  of  cast  steel  links  thor¬ 
oughly  annealed,  when  the  factor  of  safety  shall  be  at  least 
20). 

6.2.3.  Escalator  Safeties. 

6.2.3. 1.  Brakes  Required. 

Every  escalator  shall  be  provided  with  an  elec¬ 
trically  released,  mechanically  applied  brake 
which  shall  stop  the  escalator  automatically  when 
the  power  is  interrupted  from  any  cause. 

6.2.5.2.  Emergency  Stop  Button  or  Switch. 
An  emergency  stop  button  or  other  type  of 

switch  accessible  to  the  public  shall  be  conspicu¬ 
ously  located  at  the  top  and  bottom  of  each  esca¬ 
lator  landing. 

The  operation  of  either  one  of  these  buttons  or 
switches  shall  open  the  power  circuit,  apply  the 
brake  and  stop  the  escalator.  It  shall  be  impos¬ 
sible  to  start  an  escalator  by  means  of  these  but¬ 
tons  or  switches. 

These  buttons  or  switches  shall  be  marked 
“ESCALATOR  STOP  BUTTON  OR  ESCA¬ 
LATOR  STOP  SWITCH.” 

Where  starting  buttons  or  switches  are  acces¬ 
sible  to  the  public  they  shall  be  either  of  the  key- 
operated  type  or  they  shall  be  enclosed  in  a  box 
provided  with  a  lock  and  key. 

6. 2. 3. 3.  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators. 

Escalators  operating  in  the  ascending  direction 
shall  be  equipped  with  a  safety  mechanism  so 
that  in  case  of  accidental  reversal  of  the  escalator 
the  power  shall  be  shut  off,  the  brake  applied  and 
the  escalator  stopped.  On  a  reversible  escalator 
this  safety  mechanism  shall  be  arranged  to  be  in¬ 
operative  when  the  escalator  is  descending  and 
operative  when  the  escalator  is  ascending. 

6.2.3. 4.  Escalator  Safety  Mechanism  Opera¬ 
tive. 

Escalators  shall  be  provided  with  a  safety 
mechanism  which  will  open  the  power  circuit, 
apply  the  brake  and  bring  the  escalator  to  a 
gradual  stop,  in  case  the  speed  exceeds  the  nor¬ 
mal  running  speed  by  40  per  cent. 

6. 2.3. 5.  Safety  Device  to  Operate  When 
Tread  Chains  Break. 

Escalators  shall  be  provided  with  a  safety  de¬ 
vice  to  open  the  power  circuit,  apply  the  machine 
brake,  and  bring  the  escalator  to  a  gradual  stop, 
in  case  the  tread  chain  or  chains  break. 

6.2.3. 6.  Retention  of  Tension  Weights. 
Where  escalators  are  equipped  with  tightening 

devices  operating  by  means  of  tension  weights, 
provision  shall  be  made  to  retain  these  weights 
in  the  escalator  truss  in  case  the  weights  should 
fall. 

6-2.3. 7.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  escalator  operated  by  a  polyphase  alter¬ 
nating  current  motor  shall  be  provided  with  a 
device  which  will  prevent  starting  the  motor 
while 

(1)  The  phase  rotation  is  in  the  wrong  direc¬ 

tion,  or 

(2)  There  is  a  failure  of  any  phase. 

6.2.4.  Machine  Room  Lights  and  Access. 

6. 2.4.1.  Lighting  Required. 

Suitable  lights  which  can  be  lighted  without 
passing  over  or  reaching  over  any  part  of  the 
machinery  shall  be  provided  in  every  escalator 
machine  room. 
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6.2.4. 2.  Access  to  Interior  of  the  Escalator. 

Reasonable  access  to  the  interior  of  the  esca¬ 
lator  shall  be  provided  for  inspection  and  main¬ 
tenance. 

6.2.5.  Marking  of  Escalators. 

Each  escalator  shall  be  marked  by  the  manufacturer 
with  the  contract  load  and  speed  for  which  that  size  and 
type  has  been  tested  and  approved  in  accordance  with  8.3, 
Escalator  Tests.  Such  marking  shall  be  accepted  in  lieu 
of  actual  load  tests  made  on  each  escalator  installation. 

6.2.6.  Tests  and  Approvals  of  Escalators. 

Before  any  escalator  of  any  contract  load  and  type  is 

put  in  service  an  escalator  of  the  same  load  and  type 
shall  have  been  tested  by  the  Superintendent  either  when 
installed  in  a  structure  or  in  the  manufacturer’s  shop  with 
contract  loads  on  the  basis  of  the  engineering  tests  listed 
in  8.3,  Escalator  Tests. 

Each  escalator  installation  shall  be  tested  in  the  held 
without  load  in  accordance  with  8.3,  Escalator  7  ests. 

RULE  7.  INSPECTION,  MAINTE¬ 
NANCE  AND  OPERATION 

7.1.  Inspection  and  Maintenance. 

7.1.1.  Responsibility. 

7. 1.1.1.  Responsibility  of  Owner. 

The  owner  shall  be  responsible  for  the  safe 
operation  and  proper  maintenance  of  the  eleva¬ 
tor,  escalator  or  dumbwaiter  after  it  has  been 
put  in  service  and  has  been  approved  by  the 
Superintendent. 

7. 1.1. 2.  Responsibility  for  Inspection  and 
Maintenance. 

The  owner  or  his  duly  appointed  agent  shall 
cause  periodic  inspections  to  be  made  and  shall 
maintain  all  parts  of  the  elevator,  escalator  or 
dumbwaiter  installation  in  proper  working  order 
in  accordance  with  these  Rules. 

7.1.2.  Inspection. 

At  least  quarterly  hoistway  doors,  car  gates,  inter¬ 
locks,  contacts,  control  apparatus,  controller,  automatic 
stop,  limit  stops,  car  and  counterweight  cables,  “safeties, 
guide  rails,  buffers,  elevator  machines  and  the  lighting 
of  the  car  and  of  the  machine  room,  in  passenger  and 
freight  elevator  installations,  shall  be  thoroughly  inspected 
by  the  Superintendent. 

At  least  once  in  3  years  plunger  shoes,  by-passes  and 
piston  rods  of  hydraulic  elevators  shall  be  exposed  and 
thoroughly  cleaned  by  the  owner  and  inspected  by  the 
Superintendent. 

At  least  once  in  3  years  pressure  and  discharge  tanks 
of  hydraulic  elevators  shall  be  thoroughly  cleaned  by  the 
owner  and  internally  inspected  by  the  Superintendent. 

Car  safeties  shall  be  periodically  inspected  to  deter¬ 
mine  the  condition  of  the  sliding  surfaces  and  the  working 
parts.  Tests  of  safeties  shall  be  made  at  least  once  a 
year.  Governor  controlled  safeties  shall  be  tested  at  the 
lowest  operating  speed  and  with  50  per  cent  of  the  con¬ 
tract  load.  Broken  rope  instantaneous  type  safeties  may 
be  tested  without  load. 

7.1.3.  Maintenance. 

Cables,  guides  and  all  parts  of  machinery  shall  be  kept 
well  lubricated.  The  oil  in  bearings  and  gear  casings 
shall  be  renewed  every  6  months. 

Pressure  tanks  of  hydraulic  elevators  shall  be  tested  at 
least  once  every  3  years  with  hydrostatic  pressure  50  per 
cent  in  excess  of  the  maximum  working  pressure. 

7.1.4.  Care  of  Installation. 

Elevator  hoistways  and  pits  shall  be  kept  clean. 
Accumulation  of  rubbish  in  or  use  of  elevator  pits  for 
storage  is  forbidden. 

Material  not  a  permanent  part  of  the  elevator  equip¬ 
ment  shall  be  kept  off  the  top  or  cover  of  an  elevator 
car. 


Substitution  of  any  wire  or  current  carrying  device 
for  the  proper  fuse  or  circuit  breaker  in  an  elevator  cir¬ 
cuit  is  forbidden.  ' 

Freight  elevators  shall  have  legible  signs  posted  in  the 
car  and  at  each  landing  prohibiting  unauthorized  persons 
from  riding  in  or  on  the  elevator  car. 

The  water  level  in  the  pressure  tank  of  a  hydraulic 
elevator  shall  be  maintained  at  2/3  of  the  capacity  of  the 
tank. 

7.2.  Qualifications  and  Duties  of  Oper¬ 
ators. 

7.2.1.  Qualifications  of  Operators. 

Operators  shall  be  at  least  18  years  of  age,  free  from 
serious  physical  or  mental  defects  and  selected  with  con¬ 
sideration  of  their  ability  to  perform  their  duties  in  a  care¬ 
ful  and  competent  manner. 

7.2.2.  Training  of  Operators. 

Sufficient  previous  experience  or  training  under  the 
direction  of  a  competent  instructor  shall  be  required  be¬ 
fore  a  new  operator  is  placed  in  charge  of  a  passenger 
elevator. 

7.2.3.  Instructions  to  Operators. 

Operators  shall  be  instructed: 

1.  To  be  sure  the  control  mechanism  is  in  the 
“STOP”  position  before  closing  the  service 
switch. 

2.  To  report  any  defects  promptly  to  the  person  in 

charge.  f„ 

3.  Not  to  make  any  repairs,  adjustments  or  replace¬ 
ments. 

4.  To  carry  no  passengers  or  freight  while  inspec¬ 
tions,  repairs  or  adjustments  are  in  progress  and 
to  operate  the  car  only  in  response  to  directions 
from  the  inspector  or  person  in  charge. 

To  move  the  car  when  anyone  is  in  the  pit  or  on 
top  of  the  car  only  as  they  may  direct. 

5.  Not  to  ride  in  the  elevator  nor  allow  others  to 
ride  while  a  safe  or  other  heavy  object  in  excess 
of  the  rated  capacity  of  the  elevator  is  being 
carried. 

6.  That  the  use  of  any  hand  elevator  for  carrying 
safes  or  other  concentrated  loads  greater  than  the 
normal  rated  capacity  of  the  elevator  is  for¬ 
bidden. 

7.  That  hoistway  doors  shall  always  be  locked  in  the 
closed  position  and  car  doors  or  gates  closed  be¬ 
fore  the  car  is  started. 

8.  To  keep  car  gates  or  doors,  if  any,  closed  while 
running,  and  where  no  car  gates  or  doors  are  pro¬ 
vided  to  keep  passengers  away  from  the  open  edge 
of  the  car  platform. 

9.  To  limit  the  number  of  passengers  to  the  rated 
capacity  of  the  car  and  to  prevent  crowding. 

10.  Not  to  reverse  the  control  suddenly,  but  to  stop 
before  reversing. 

11.  To  move  the  control  mechanism  to  the  “STOP” 
position  on  approaching  a  terminal  landing  with¬ 
out  waiting  for  the  terminal  stopping  device  to 
come  into  action. 

12.  To  move  the  control  mechanism  to  the  “STOP” 
position  and  start  the  car  in  the  usual  manner 
upon  return  of  the  power,  if  the  power  goes  off 
while  the  car  is  in  motion. 

13.  To  stay  on  the  car  if  the  car  refuses  to  stop  be¬ 
cause  the  car  will  be  stopped  by  the  application 
of  the  safeties  if  it  attains  excessive  speed  of  de¬ 
scent  or  by  the  automatic  terminal  stops  at  either 
end  of  the  hoistway. 

14.  To  call  for  the  person  in  charge  and  to  operate 
the  machine  only  at  his  direction  if  the  car  should 
stop  suddenly. 

15.  To  return  the  control  to  the  “STOP”  position  if 
the  car  fails  to  start.  To  remove  part  of  the  load 
and  try  the  controller  if  the  car  is  apparently  over¬ 
loaded.  If  the  car  fails,  to  return  the  controller  to 
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16. 

17. 

18. 


19. 


the  “STOP’’  position  and  to  notify  the  engineer  or 
other  qualified  person. 

To  lock  the  hand-rope  on  hand-rope  controlled 
cars  before  allowing  freight  to  be  loaded  or  un¬ 
loaded. 

To  familiarize  themselves  with  the  emergency  de¬ 
vices,  understand  their  function  and  know  how  to 
operate  them. 

Never,  to  leave  the  car  in  the  ordinary  course  of 
operation  nor  leave  the  control  mechanism  opera¬ 
tive,  unless  the  landing  door  is  closed  and  locked 
and  the  car  gate  or  door  is  closed. 

Always  to  leave  a  hydraulic  elevator  operated  by 
a  lever  at  the  lower  landing  with  the  lever  in  the 
position  for  down  motion. 


cated.  The  interlocking  device  (except  self-lubricating 
earings  and  bearings  of  a  type  not  requiring  frequent 
replacement  of  lubricant)  shall  be  taken  apart  and  freed 
ot  lubricant  by  washing  in  gasoline.  The  device  shall 
alter  reassembling  be  subjected  continuously  in  a  closed 
hoistway  to  an  atmosphere  saturated  with  a  3%  per  cent 
solution  of  sodium  chloride  for  72  consecutive  hours 
(  eing  operated  for  only  10  consecutive  cycles  at  the  end 
ot  each  ot  the  first  two  24-hour  periods)  and  allowed  to 
s  exposed  to  the  air  for  an  additional  24  hours,  and 
s  lall  not  fail  in  a  manner  to  create  an  unsafe  condition. 
Alter  having  been  lubricated  it  shall  then  without  adjust¬ 
ment  and  without  further  attention  complete  15,000  cycles 
ot  operation  without  failure  of  any  kind. 


7.3.  Carrying  of  Freight  or  Passengers 
on  Top  of  Elevator  Cars. 

The  carrying  of  freight  or  passengers  on  top  of  elevator 
cars  is  forbidden. 

RULE  8.  TESTS  AND 
APPROVALS 

8.1.  Tests  of  Interlocks. 

Hoistway-door  interlock  devices  shall  be  examined  with 
respect  to  their  proper  performance  of  the  prescribed  func¬ 
tions  at  temperatures  100  degrees  Fahrenheit  (56  degrees 
Centigrade)  above  or  below  the  temperature  at  which  the 
device  is  adjusted.  Where  the  functioning  of  any  such  de¬ 
vice  might  be  affected  by  a  change  of  temperature,  and  co¬ 
efficients  of  thermal  expansion  of  the  affected  parts  are 
known  or  measured,  the  effect  of  temperature  may  be  com¬ 
puted  and  tests  need  not  he  carried  out  at  more  than  one 
temperature. 

For  interlocks  employing  a  single  switch  operated  by  wire 
or  tape  to  protect  several  hoistway  doors,  the  switch  shall 
be  marked  with  the  physical  properties  of  the  wire  or  tape 
used,  and.  the  certificate  of  approval  shall  cover  the  allow¬ 
able  maximum  length  of  tape  or  wire  of  a  given  material 
which  may  be  used  with  the  device. 

Where  the  coefficient,  of  expansion  might  adversely  affect 
the  performance  of  the  interlock,  the  use  of  Invar  or  similar 
alloys  with  a  low  coefficient  of  expansion  is  recommended. 
The  coefficient  of  expansion  of  Invar  is  approximately  1/28 
that  of  steel. 

Interlocks  shall,  have  electrical  parts  connected  in  series 
in  a  circuit  in  which  2  amperes  is  flowing  from  a  source  of 
220  volts  direct  current.  During  the  tests  8.1.1,  Endurance 
Test:  8.1.3,  Tests  in  Moist  Atmosphere;  and  8.1.4,  Tests 
Without  Lubrication,  the  electrical  circuit  shall  be  closed, 
but  shall  not  be  broken  at  the  contact  within  the  device  on 
each  cycle  of  operation. 

A  separate  device  shall  be  used  in  each  of  tests  8.1.1, 
Endurance  Test;  8.1.3,  Tests  in  Moist  Atmosphere;  and 
8.1.4,  Tests  Without  Lubrication. 

8.1.1.  Endurance  Test. 

The  interlock  device  with  initial  lubrication  and  ad¬ 
justment  only  shall  complete  100,000  cycles  of  operation 
without  failure  of.  any  kind  and  without  evident  indica¬ 
tions  of  approaching  failure.  If  an  interlocking  device 
is  not  a  complete  and  separate  unit  for  each  hoistway 
door,  but  includes  any  part  which  is  common  to  the 
interlock  operation  of  more  than  one  hoistway  door,  that 
portion  of  the  device  shall  complete  400,000  additional 
.  cycles  of.  operation  (or  a  total  of  500,000)  without  failure 
of.  any  kind  and  without  evident  indication  of  approaching 
failure. 

8.1.2.  Current  Interruption  Test. 

1,000  cycles  of  operation  shall  be  performed  by  the 
device  used  in  8.1.1,  Endurance'  Test,  while  making  and 
breaking  the  circuit  at  the  contact  within  the  device  with 
a  resistance-loaded  circuit. 

8-1.3.  Tests  in  Moist  Atmosphere. 

Preliminary  to  this  test  the  device  is  to  be  given  a 
wearing-in  run  of  10,000  cycles  of  operation  fully  lubri- 
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av-olo  vvxuiuur  -L^uDrication. 


Preliminary  to  this  test  the  device  is  to  be  given  a 
wearing-in  run  of  10,000  cycles  of  operation  fully  lubri- 
cated.  1  he  interlocking  device  shall  then  be  taken  apart 
and  all  bearings  (except  self-lubricating  bearings  and  bear¬ 
ings  ot  a  type  not  requiring  frequent  replenishment  of 
lubricant)  freed  of  lubricant  by  washing  in  gasoline,  and 
shall  alter  reassembling  without  other  attention  than  the 
usual  initial  adjustment  (that  is,  without  adjustment 
especially  made  to  meet  the  conditions  of  this  particular 
test)  and  without  further  attention,  complete  25,000  cycles 
ot  operation  without  failure  of  any  kind  or  without  evi¬ 
dent  indication  of  approaching  failure. 

8.1.5.  Misalignment  Test. 


The  device  shall  operate  successfully  when  the  car  has 
been  displaced  horizontally  from  its  normal  position; — 
that  is  the  one  in  which  it  was  when  the  device  was 
installed, — successively  as  follows: 

(1)  In  a  direction  perpendicular  to  the  edge  of  the 
landing 

Backward  Y  inch 
Forward  Y  inch 

(2)  In  a  direction  parallel  with  the  edge  of  the  land¬ 
ing 

To  the  right  inch 
To  the  left  Y  inch 

I' or  horizontal  sliding  doors  the  device  shall  operate 
successfully, 

(3)  When  the  bottom  of  the  hoistway  door  has  been 
displaced  horizontally  from  its  normal  position  in 
a  direction  perpendicular  to  the  edge  of  the  land¬ 
ing 

Backward  Rj  inch 
Forward  inch 

(4)  When  the  top  of  the  hoistway  door  has  been  dis¬ 
placed  horizontally  from  its  normal  position  in  a 
direction  perpendicular  to  the  edge  of  the  landing 

Backward  %  inch 
Forward  Y  inch 

8.1.6.  Insulation  Test. 

Insulation  of  electrical  parts  shall  be  tested  with  a  60 
cycle  effective  voltage  twice  the  rated  voltage  plus  1  000 
volts,  applied  for  one  minute. 


(NO  f  E  -In  an  informal  discussion  as  to  the  method  of 
o  itainmg  approval  of  contact  and  other  elevator  operatin°' 
devices,  a  working  agreement  was  reached  between  the 
Board  of  Standards  and  Appeals,  the  Elevator  Rules  Com¬ 
mittee  and  the  Superintendents  of  Buildings  to  wit :  That, 
until  December  31,  1932,  any  contact  or  other  operating 
device  for  which  approval  of  the  Board  is  required  must 
first  be  submitted  to  the  Superintendent  of  Buildings  for  his 
approval  or  disapproval  and  then  submitted  to  this  Board  for 
action  on  his  decision  approving  or  disapproving  the  device. 
^  Simultaneously  with  the  filing  of  the  application  with  the 
Board  the  device  must  be  submitted  to  the  Elevator  Rules 
Committee  and  to  a  recognized  Standard  Testing  Laboratory 
for  full  report.  The  Board  may  then  act  on  the  report  of 
the  Elevator  Rules  Committee  for  a  temporary  installation 
pending  the  report  of  the  Standard  Testing  Laboratory  ) 
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8.2.  Tests  of  Buffers. 

Each  type  and  size  of  oil  buffer  shall  be  subjected  to  the 
following  tests  as  described  below: 

1.  Retardation  Test. 

2.  Oil  Leakage  Test. 

3.  Churning  Test. 

4.  Plunger-Return  Test. 

5.  Test  for  Lateral  Movement  of  Plunger. 

8.2.1.  Retardation  Test. 

The  buffer  shall  be  installed  upon  a  suitable  foundation 
so  that  the  axis  of  the  cylinder  is  vertical.  It  shall  be 
filled  with  oil  provided  by  the  manufacturer. 

An  elevator  car  of  suitable  size  shall  be  dropped  trom 
2  different  heights  as  specified  below,  freely  in  its  guides, 
upon  the  buffer.  The  method  shall  be  as  follows 
The  travel  of  the  car  after  it  comes  in  contact  with  the 
plunger,  and  of  the  plunger  for  its  entire  stroke,  shall  be 
recorded  on  a  drum  chronograph.  The  error  in  the  time 
readings  of  the  chronograph  shall  not  exceed  0.005  sec¬ 
onds.  The  peripheral  speed  of  the  drum  shall  be  approxi¬ 
mately  that  of  the  car  at  the  instant  of  impact.  Pressure- 
travel  or  pressure-time  records  shall  be  taken  simul¬ 
taneously.  .  , 

From  the  time-travel  curve  the  velocity  and  the  retarda¬ 
tion  of  the  car  shall  be  computed,  and  plots  made  of  the 
car  travel,  car  velocity  and  car  retardations,  together  wi  h 
the  pressure-time  curve.  Copies  of  each  curve  shall  be 
furnished  the  manufacturer. 


SCHEDULE  OF  DROPS 

Test  drop  in  inches  bottom 

of  car  to  striker  or  top  of 
buffer. 

Total  load  in  pounds  (weight 
of  car  plus  loading). 

AS  (the  effective  stroke  of 
the  buffer  in  inches). 

1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 
er’s  rated  maximum. 

B  Buffer  stroke  under 

24  inches . 51S 

24  inches  to  30 

inches  . 56S 

Exceeding  30  inches  .64S 

1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 

er’s  rated  maximum. 

No  acceleration  peak  having  a  duration  greater  than 
1/25  second  shall  exceed  2 y2  times  gravity  (80 y2  feet  per 
second  per  second)  for  tests  A-l  and  A-2  and  B-l  and 
B-2.  Results  of  A-3  and  B-3  shall  be  recorded  for  the 
purpose  of  examination  to  detect  any  abnormal  perform¬ 
ance.  Upon  completion  of  tests  no  part  of  the  buffer 
shall  show  any  deformation  or  injury. 

8.2.2.  Oil  Leakage  Test. 

The  oil  leakage  test  shall  be  made  simultaneously  with 
the  retardation  tests.  The  oil  level  in  the  buffer  when 
filled  prior  to  test  shall  be  carefully  marked.  At  the 
completion  of  the  6  drops  (3  different  loads  at  each  of  2 
speeds),  the  buffer  shall  be  allowed  to  stand  one-half  hour 
to  permit  the  return  of  the  oil  to  the  reservoir  and  to  per¬ 
mit  the  escape  of  any  entrained  air,  after  which  the  oil 
level  shall  again  be  measured.  The  oil  level  at  the  com¬ 
pletion  of  these  tests  should  be  unchanged,  and  shall  in 
any  case  be  less  than  1/16  inch  lower  than  the  level  at 
the  start  of  the  test  for  each  foot  of  buffer  stroke. 

8.2.3.  Churning  Test. 

In  the  churning  test  the  time  of  the  buffer  stroke  after 


the  car  has  dropped  a  distance  equivalent  to  the  stroke 
of  the  buffer  shall  be  determined  either  from  the  chrono¬ 
graph  record  or  by  means  of  an  automatic  timer.  Any 
automatic  timing  device  shall  be  accurate,  having  the 
minimum  possible  lag,  and  be  capable  of  being  read  to 
0.01  seconds. 

The  car  shall  then  be  run  on  to  the  buffer  with  cables 
attached  at  approximately  one-half  the  velocity  used  in 
retardation  test  B  at  intervals  of  one  minute  until  10 
such  strokes  have  been  made.  The  oil  shall  then  be  ex¬ 
amined  for  form.  No  oil  foam  shall  appear  on  the  out¬ 
side  of  the  buffer  following  this  test.  Upon  completion 
of  the  10  strokes  at  one-half  speed  another  free-fall 
equivalent  to  the  buffer  stroke  shall  be  made  immediately 
and  the  time  of  the  stroke  taken.  The  time  of  this  second 
free-fall  test  shall  be  at  least  75  per  cent  of  that  of  the 
drop  test  made  prior  to  the  churning. 

8.2.4.  Plunger-Return  Test. 

In  the  buffer  test  the  buffer  shall  not  stick  on  the 
return  stroke  after  removal  of  the  load.  In  case  of  stick- 
ing  the  manufacturer  shall  submit  either  a  duplicate  butter 
or  a  new  pressure  cylinder  and  piston  upon  which  equip¬ 
ment  a  second  test  shall  be  run.  If  sticking  again  results, 
the  buffer  shall  be  rejected. 

8.2.5.  Test  for  Lateral  Movement  of  the 
Plunger. 

With  the  buffer  casing  clamped  or  otherwise  securely 
fastened  to  a  firm  base  the  lateral  movement  of  the  top 
of  the  plunger  shall  be  accurately  measured,  the  plunger 
head  being  moved  from  its  extreme  right  to  the  extreme 
left  in  a  vertical  plane.  This  total  movement  shall  be 
divided  by  2  to  determine  the  movement  from  the  vertical 
position.  The  maximum  permissible  movement  from  the 
vertical  shall  be  1/16  inch  per  foot  of  buffer  stroke. 

8.3.  Escalator  Tests. 

Each  size  and  type  of  escalator  shall  be  subjected  to  the 
following  tests  with  contract  load: 

8.3.1.  Speed  Tests. 

The  application  of  the  overspeed  safety  device  shall  be 
obtained  by  causing  the  escalator  to  travel  at  the  governor 
tripping  speed  as  specified  in  6.2.3 A,  Escalator  Safety 
Mechanism  Operative.  With  escalators  driven  by  alter¬ 
nating  current  motors  the  governor  may  be  tripped  by 
hand  with  the  escalator  traveling  at  its  normal  rate  of 
speed. 

8.3.2.  Reversal  Tests. 

The  application  of  the  reversal  safety  device  required 
by  62.3.3,  Safety  Mechanisms  on  Ascending  and  Re¬ 
versible  Escalators,  shall  be  made  by  releasing  the  ma¬ 
chine  brake  and  operating  the  escalator  by  hand  in  the 
reverse  direction. 

8.3.3.  Broken  Chain  Tests. 

The  application  of  the  broken  chain  safety  device  re¬ 
quired  by  62.3.3,  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators,  shall  be  obtained  by  operating  the 
safety  by  hand. 

8.3.4.  Miscellaneous  Safety  Devices. 

Tests  of  the  machine  brake  and  emergency  stop  buttons 
or  switches  shall  be  made  to  determine  whether  they 
function  properly. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281 -22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR— Uniform  Certificates  of  Occupancy,  Adoption 
of. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A— 13-16  Central  Park  West,  Manhattan. 

103 1- 27- A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

726-30- A — 46  West  98th  street,  Manhattan. 

737-30-S  519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A  2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

Crocker  Gas  Valve,  approval  of. 

Kennell  Gas  Cut-Off  Valve,  approval  of. 

Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

Master  Gas  Shut-Off  Valve,  approval  of. 
Packless  Gas  Shut-Off  Valve,  approval  of. 

S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

Automatic  Gas  Shut-Off,  approval  of. 

Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

-Ludlow  Gas  Cut-Off  Valve,  approval  of. 
-Apex  Gas  Cut-Off  Valve,  approval  of. 

-Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-Koerting  Gear  Pump,  approval  of. 

-Keenan  Gas  Shut-Off  Valve,  approval  of. 
-Leader  Gas  Shut-Off  Valve,  approval  of. 
-Elkhart  Flush  Type  Siamese,  approval  of. 

-Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

■Alert  Gas  Shut-Off  Valve,  approval  of. 

Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


610-22-SA- 
799-22-SA- 
57-23-SA- 

124- 23-SA- 

125- 23-SA- 
127-23-SA- 
232-23-SA- 

275-23-SA — 

443-23-SA- 
525-23-SA- 

952-23-SA — 

246-23-SA- 
550-23-SA- 
755-24-SA- 

263-25-SA — 

J64-25-SA- 
187-27-SA- 
537-27-SA- 
114-27-SA- 
113-28-SA- 

'12-28-SA- 
42-29-SA- 


210-29-SA 

380-29-SA 

195-30-SA 

359-30-SA 


32-31-SA- 
125-31-SA 

137-31-SA- 

250- 31-SA- 

251- 31-SA — 

379-31-SA 

396-31-SA 

491-31-SA 
513-31-SA 

530-31-SA 
534-31-SA 
592-3 1-SA- 

94-32-SA- 
125-32-SA- 
195-32-SA- 

197- 32-SA- 

198- 32-SA- 

200-32-SA- 

209-32-SA- 
225-32-SA- 

229-32-SA — 

232-32-SA- 
237-32-SA- 

263-32-SA — - 
267-32-SA 


—A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

—Kennedy  2H-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

-Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

-Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

-Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

-SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

Can  t  Pull  Anti-Syphon  Trap,  approval  of. 
■Lunkenheimer  2^-Inch,  Figure  No.  8610 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

-Lunkenheimer  2^-Inch,  Figure  No.  8613 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

-The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

-Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 

-Superfex  Oil  Burning  Heater,  approval  of 

-Autopulse  Electric  Oil  Pump,  Model  600  ap¬ 
proval  of. 

-Fano-Flame  Oil  Burner,  approval  of. 

-Page  Fuel  Burner,  approval  of. 

-Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

-Todd  Spiro  Burner  (pump  type),  approval  of. 

JBeacon  Oil  Burner,  approval  of. 

-Moto-Heat  Oil  Burner,  approval  of. 

-S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 
Oil  Burner,  approval  of. 

-S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 
Oil  Burner,  approval  of. 

E-  C.  &  M.  Sprinkler  High  and  Low  Water 
Altitude  Regulator,  approval  of. 

•Croker  4-inch  Siamese,  approval  of 

-Enterprise  Type  Junior  “W”  Oil  Burner 
Models  1,  2  &  3,  approval  of. 

The  Camel  Automatic  Oil  Burner,  Model  30 
Types  A,  B  and  C,  approval  of. 

Grant  Oil  Burner,  Model  C,  approval  of. 

E>.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

Mueller  Streamline  Fitting,  approval  of. 

Quiet  May  Gerotor  Pump,  approval  of. 


Cases  hsted  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pendinq  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports  court 
or  departmental  actions  are  consummated  Whereupon  the 
case  or  cases  ivill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-1J4-3  Mix,  1  oounds  of  hydrated  lime  per  bag  of 
ment. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
ment. 

l-2ka-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
ment. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port- 
nd  cement  shall  be  well  mixed  whiie  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aoril 
19,  1920,  under  Cal.  No.  153-20-S.  ’  P 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con- 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials 

Ihe  maximum  amount  of  hydrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
eiven  Heine  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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DOCKET. 

Cases  pending  December  31,  1931 . 

Cases  filed  up  to  June  8,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . . . 


DISPOSITION  OF  CASES. 

344  Withdrawn  . 

Dismissed  . 

Denied . 

327  Granted  . 

Granted  on  condition . 

Appliances  approved  . . . 


56  Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved . .. .  3 

Rules  disapproved,  rescinded  or  withdrawn .  2 


Miscellaneous  Actions. 

158  Requests  to  reopen  granted. . . . . . 

Requests  to  reopen  denied . 

6  Requests  to  amend  granted . 


Requests  to  amend  denied .  0 

47  Requests  for  modification  granted .  46 

Requests  for  modification  denied .  1 

4  Requests  to  rescind  granted .  4 

Requests  to  rescind  denied .  0 

29  Requests  for  extension  of  time  granted .  29 

Requests  for  extension  of  time  denied .  0 

2  Requests  for  extension  of  permit  granted .  2 

Requests  for  extension  of  permit  denied .  0 

0  Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

9  Plans  approved .  9 

Plans  disapproved  .  0 

0  Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

4  Interpretations  . 4 

Requests  withdrawn  or  dismissed .  7 

986  Total  692 

692 


Cases  pending  June  8,  1932 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of .  the  date  .  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1031,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . . . 


Street 
P.  O 


My  Subscription  is  to  begin  with  the  issue  for 


» 


776 


,  1932. 


f£  W> 


BULLETIN 


OF  THE 


% 


BOARD  OF  STANDARDS  ^ND  APPEALS 

CITY  OF  NEW  YORK  ^  ^  p 

■ ssued  under  “y  of  Sec-  s  assvjA*  ^  .**  - 

Published  wcehly  by  «H,  Board  of  S.andards  appeals  at  its  offlce,  Rooms  f^.o  Municipa,  Bui.din, 


Vol.  XVII 


Subscription 
$2.50  a  year 


JUNE  21,  1932 


'fa* 


Single  Copies,  5  cents 
By  mail,  7  cents 


No.  25 


DIRECTORY 

- ♦ - - - 

BOARD  OF  STANDARDS  AND  APPEALS 
HENRY  L.  CONNELL 
Temporary  Chairman 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

CalTof  Cler^fr?  P,ubliJed  in  this  Bulletin. 
aii  i  ■  er  vS  Calendar,  Tuesdays,  at  2  p  m 
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.  James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


10  A.  M.  to  1  P.  M. 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  Vo 
12  noon. 

■411  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 
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Minutes  of  Special  Meeting,  June  10,  1932,  10  A.  M. 

Minutes  of  Special  Meeting,  June  10,  1932,  2  P.  M. 

Minutes  of  Special  Meeting,  June  10,  1932,  3  P.  M. 

Minutes  of  Regular  Meeting,  June  14,  1932,  10  A.  M. 

Minutes  of  Regular  Meeting,  June  14,  1932,  2  P.  M. 

Rules  Governing  the  Spraying  of  Paints  Var^ 
nishes,  etc. 

Approved  Fire-line  Hose  Valves. 
“Standpipe”-“Fireline”  Rules. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Fuel  Oil  Rules. 

Approved  Burners  for  Industrial  Use. 

Notice  of  Public  Hearing  on  Proposed  Certificate  of 
Occupancy. 

Reserve  Calendar. 

Progress  Report. 


CLERK’S  CALENDAR 

Bjldi„gCZo„e  lf.pplic?‘io”s  the 

Tuesday,  June  SS.^la^Sl^o'chck''  Calendar  wl11  l,e 


N°TICE  f°  appellants  AND  PETITIONERS 

connection withPwHch”«?t  pertitio".wil1  be  entertained  in 
progress,  nor  accepted  that  are  nnKl'f  arf-  pending  or  in 
from  the  date  of  the  action  of a*  •  tw*nty  days 

Any  communication  purportine  m lTn',strat,v^  Official. 

cation  or  petition  shall  be  regarded  T  s  n?"  app^aI-  aPPh- 
tent  to  seek  relief  until  h  fc  C|  .dS  a  roere  notice  of  in- 

by  the  ruTes  of  AisCrd  ^  'he  fo™ 

rr  tra,ion  *•."*?  »•«< 

peal,  application  or  petition  and  if  L  f  Pr.es€ntir|g  his  ap- 
data  required  thereon  wiSfin  twin/  f  t  t0  suPpI^  the 
dismissed  for  lackTf’pmsScutLn  7  dayS’  ^  CaSe  b** 

tionir'  thf  ’■’Mlfnt  or  peti- 

to  the  administrative  official  (either  °f-  appja!  addressed 

S5  „7  Si  Kftl  S: 

points  of  the  TTpl'T/oll  to  TtaMEh  the!  -h* 

and  position  of  the  property  the  subiecfofZu  ^  lo(;at,on 

Appeals,  applications  and"  pethiols  wb!  L  a?Pceaj- 
disposition  of  same  expedfted  Tv  T  T  *imphf?ed  an^ 
directions.  expedited  by  conforming  to  these 

HENRY  L.  CONNELL,  Temporary  Chairman  — 
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DOCKET. 

Nezv  Cases  Filed  up  to  June  15,  1932. 

Cal.  No.  Department.  Premises  Affected. 

349-32-S . F.D . 510-530  Waverly  ave.,  Bklyn., 

-  L.  D.  94954 

348-32-A . B.B.B ... .58-62  Palmetto  st.,  Bklyn., 

-  Applic.  5085-1932 

347-32- A . F.D . 149-151  Columbus  ave.,  Man., 

- -  F-91486 

346-32-S . B/B.M _ 344-348  W.  38th  st.,  Man., 

-  Alt.  332-1932 

345-32-BZ . B.B.Q. ..  .North  side  of  47th  ave.,  91  ft. 

east  of  Cross  Island  blvd., 

-  Bayside,  Q.,  N.  B.  1276-1932 

344-32-'BZ . B.B.Bx. .  .1472  Jerome  ave.,  Bx., 

-  Z.  Viol.  99-1930 

343-32-A . F.D . 236-238  W.  55th  st.,  Man., 

-  F-92474 

342-32- A . B.B.M. .  ..753-759  Seventh  ave.,  154-166  W. 

50th  st.,  161  W.  49th  st.  & 
southeast  corner  of  50th  st.  & 
Seventh  ave.,  Man., 

-  Alt.  2436-1932 

341-32-SA . F.D . “M.W.”  Domestic  Oil  Burner, 

Models  25,  26,  65,  66,  95,  307, 
308,  309,  400  &  800 

-  Appliance 

340-32- A . F.D . 1610-16  St.  Marks  ave.,  Bklyn., 

_ _  F-93656 

339-32-BZ . B.B.B _ 3509-13  Fort  Hamilton  pkwy., 

- -  Bklyn.,  App.  6001-1932 

338-32-S  A . F.D . Binks  -  Hu  -  Ro  -  Thor  -  Hurley- 

- -  Spray  Equipment,  Appliance 

337-32-BZ . B.B.B _ 1404-1410  Myrtle  ave.,  Bklyn., 

_  App.  3441-1932 

336-32-SA . F.D . DeVilbiss  Spray-Painting  Equip- 

-  ment,  Appliance 

335-32- A . F.D . 1374-1390  Jerome  ave.  &  22-24 

E.  170th  st.,  northeast  corner 
of  Elliot  pi.  &  Jerome  ave., 

-  Bx.,  F-94459 

334-32-BZ . B.B.Q. ..  .101-67  133rd  st.  &  133-01  Lib¬ 

erty  ave.,  northeast  corner, 
Richmond  Hill,  Q., 

_  N.  B.  1362-1932 

333-32- A . F.D . 330-332  E.  59th  st.,  Man., 

_  F-88079 

332-32-BZ . B.BjBx.  .  .3276  Jerome  ave.,  southeast  cor¬ 

ner  of  Grand  concourse,  Bx., 

_  N.  B.  274-1932 

331-32-BZ . .B.B.Bx. .  .Southeast  corner  of  Boston  rd. 

&  Astor  ave.,  Bx., 

_  N.  B.  275-1932 

330-32- A . F.D . 2-6  East  Broadway  &  10-12 

Catherine  st.,  northeast  corner 
of  Chatham  sq.  &  East  Broad- 
-  way,  Man.,  F-93086 


329-32-A . F.D . 640  Broadway  &  170  Crosby  st., 

southeast  corner  of  Bleecker 
st.  &  Broadway,  Man., 

-  F-86846  &  F-86841 

328-32-BZ . B.B.Q _ 28-01  to  28-17  Bayside  lane, 

southwest  corner  of  163rd  st., 

-  Flushing,  Q.,  N.  B.  1372-1932 

Restored  to  Calendar. 

724-29-BZ . B.B.Bx. .  .1740  Edenwald  ave.,  northeast 

corner  of  E.  233rd  st.,  Bx., 

_  N.  B.  1374-1929 

65-32-SA . F.D . Elkhart  2J^-inch  Pressure  Re- 

-  ducing  Valve,  Appliance 


CODE 

. . . Fire  Department 

H.D  . ....... . .*.* . Health  Department 

B.B.B* . Bureau  of  Buildings,  Brooklyn 

B.B.M..*.* . Bureau  of  Buildings,  Manhattan 

B^BQ... . Bureau  of  Buildings,  Queens 

b'b.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  21,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

514-29-BZ. 

APPLICANT— Lewis  Sameroff,  present  owner. 

PREMISES— 253  Livonia  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  a  building  to  a  motor  vehicle  repair  shop; 
building  being  located  on  rear  of  a  plot  occupied 
as  a  gasoline  service  station  (gasoline  service  sta¬ 
tion  was  granted  by  the  board)  ;  (reopened  Feb¬ 
ruary  9,  1932). 

571-31-BZ. 

APPLICANT — Conroy  &  Hardy,  substituted  for  Raymond 
P.  MoNulty,  for  Guardian  Garage,  Inc.,  owner. 

PREMISES — 224-240  Clarkson  avenue,  south  side,  135  ft. 
4J4  in.  east  of  Rogers  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

220-32-BZ. 

APPLICANT — 'Edward  P.  Doyle,  for  Bonafide  Holding 
Corp.,  owner. 

PREMISES — 124-36  to  124-44  Metropolitan  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

245-32-BZ. 

APPLICANT — Joseph  H.  Gaus,  for  Mary  Beims,  owner. 

PREMISES — 123-05  101st  avenue  (Jerome  avenue),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 
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248-32-BZ. 

APPLICANT  Charles  Firestone,  for  August  Battipaglia, 
owner. 

PREMISES— -“Southeast  corner  of  Nassau  boulevard  and 

A  DDT  Tr^tSPT1^xparkway’  FIu?lling»  Borough  of  Queens. 

APPEI  CATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


J55-32-BZ. 

BPmuorF  T^'  ®enson>  f°r  S.  Klein,  Inc.,  owner. 

,nK.rUVl  1  SES — 6-16  Lott  avenue,  south  side,  from  East  98th 
street  to  Douglass  street,  Brooklyn. 

\PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PER  MI  T  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


°r  A'  Lama,  applicant,  on  behalf 

of  freselmina  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  267-271  Eastern  Parkway  Ex¬ 
tension,  northeast  corner  of  Rockaway 
avenue,  Brooklyn. 

cal.  no.  569-30-BZ  Application,  September  2,  1930;  with¬ 
drawn  March  17,  1931;  reopened  and  re¬ 
stored  to  Calendar  March  1,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  C.  T.  McCurdy,  applicant,  on 
behalf  of  Peter  L.  Hackett,  owner,  to 
permit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  2923  Snyder  avenue 
northwest  corner  of  Nostrand  avenue’ 
Brooklyn. 


0-32-BZ. 

APPLICANT-  Lama  &  Proskauer,  for  Nicil  Mastranda, 
owner. 

REMISES  357-363  East  29th  street,  east  side,  210  ft. 
north  of  Avenue  D,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

'O  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop  and  a  gasoline 
service  station. 


HENRY  L.  CONNELL, 

T emporary  Chairman. 


JUNE  21,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

211-32- A — 12  East  33rd  street,  Manhattan. 

214-32- A  43  West  44th  street  and  50-52  West  45th  street 
Manhattan.  ’ 

219-32- A — 70  Greene  street,  Manhattan. 

227-32- A — 70-74  Laight  street,  Manhattan. 


JUNE  21,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
!,?,  an^  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  June  21, 
>32  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
e  following  matters : 

L.  no.  183-32-BZ— Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Sebatiano  Ladiso,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  114th  avenue  and  Dillon 
street,  Jamaica,  Borough  of  Queens. 

l.  no.  221-32-BZ— Application,  April  23,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  on  behalf 
of.  Pollwhit  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station ;  premises  1016-1032  Liberty  ave¬ 
nue,  south  side,  80  ft.  west  of  Crescent 
street,  Brooklyn. 

no.  224-32-BZ  Application,  April  26,  1932,  under  sec- 
tion  21  of  the  building  zone  resolution, 
of  Frank  M.  McCurdy,  applicant,  on  be¬ 
half  of  Herbert  C.  Fett,  owner,  to  per¬ 
mit  in  a  residence  use  “D”  area  district 
the  erection  and  maintenance  of  an  ex¬ 
tension  at  the  rear  of  the  basement  and 
first  story  of  an  existing  building; 
premises  54  Eighth  avenue,  west  side, 
20  ft.  6  in.  south  of  Berkeley  place, 
Brooklyn. 

no.  233-32-BZ— Application,  May  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


Petitions  for  Variations. 

135-32-S— 2-12  East  58th  street  and  745-753  Fifth  avenue 
Manhattan. 

226-32-S— 194-202  South  8th  street  and  310-318  Roeblincr 
street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

304-32-SA  Ryan  &  Scully  Commercial  and  Domestic  Oil 
Burner,  approval  of. 


SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

fo/u  S  °f  a  publicr  hearing  under  the  provisions 

°  „  building  zone  resolution,  Friday  morning,  June  24 
1932  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


cal.  no.  208-32-BZ— Application,  April  13,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Richard  Shutkind,  applicant,  on  be¬ 
half  of  George  Del  Gaizo,  owner,  to 
permit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  209-211  Chrystie  street 
and  26  Stanton  street,  northwest  corner 
Manhattan. 


section  21  of  the  building  zone  resolu- 
tion  of  Harry  Urquhart,  applicant,  on 
behalf  of  William  E.  Martens,  Jr 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Webster  avenue  (37th  avenue) 
and  Lockwood  street  (30th  street) 
Long  Island  City,  Borough  of  Queens.’ 
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cal  no.  230-32-.BZ— Application,  May  2,  1932,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Evelyn.  L.  Wood, 
owner,  to  permit  the  extension,  from  a 
business  district  into  a  residence  dis¬ 
trict,  of  a  business  use  (stores)  ;  prem¬ 
ises  southeast  corner  of  East  Burnside 
avenue  and  Walton  avenue,  The  Bronx. 

cal.  no.  103-31-BZ— Application,  February  26,  1931;  dis¬ 
missed  for  lack  of  prosecution  June  23, 
1931;  reopened  and  restored  to  Calen¬ 
dar  March  4,  1932,  under  section?  7g 
and  21  of  the  building  zone  resolution, 
of  Kew  Garage  &  Repair  Co.,  Inc.,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  occupancy 
from  an  auto  laundry  to  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  north  side  of  Metro¬ 
politan  avenue,  20  ft.  8  in.  east  of  Cuth- 
bert  place,  Richmond  Hill,  Borough  of 
Queens. 

cal.  no.  36-20-BZ — Application,  January  14,  1920;  granted 
on  condition  for  a  garage  February  25, 
1920 ;  reopened  for  amendment  March 
22,  1932,  under  section  21  of  the  building 
zone  resolution,  of  William  C.  Winters, 
applicant,  on  behalf  of  Schmeller  Bros., 
present  owners,  to  permit  in  a  business 
district  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  gasoline  service  sta¬ 
tion;  premises  3086-3096  Fulton  street, 
Brooklyn. 

HENRY  L.  CON  NEFF, 

T cmporciry  Chairman. 


JUNE  24,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

201- 32- A — 469  West  140th  street,  Manhattan. 

151-32-A — 174-184  West  135th  street,  Manhattan. 

202- 32-A — 97-101  Guernsey  street,  Brooklyn. 

24-32-A — Southerly  side  of  Steinway  Creek,  638  ft.  from 
the  corner  of  Riker  avenue,  Astoria,  Bor¬ 
ough  of  Queens. 

143-32-A — 53  91st  street,  Brooklyn. 

Petitions  for  Variations. 

171-32- S — 23  East  67th  street,  Manhattan. 

681-29-S — 133-157  West  50th  street  and  132-148  West  51st 
street,  Manhattan. 

162-32-S — 910  31st  street  (Second  avenue),  northeast  cor¬ 
ner  of  23rd  avenue  (Potter  avenue),  Long 
Island  City,  Borough  of  Queens. 


JUNE  24,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

217-21-SR — Proposed  Amendments  to  Fuel  Oil  Rules. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  28,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

215-32-BZ. 

APPLICANT — Louis  De  Riviere,  lessee,  for  Betty  Berk, 
owner. 


PREMISES — 670-674  Halsey  street,  south  side,  125  ft.  west 
of  Patchen  avenue,  Brooklyn. 

APPLICATION,  under  section  -21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  an 
open  air  garage  for  more  than  five  (5)  motor 
vehicles. 

218-32-BZ. 

APPLICANT — T.  A.  Taylor,  for  Frederic  E.  Gibert,  et  al., 
owners. 

PREMISE'S — 2-4  West  31st  street  and  298  Fifth  avenue, 
southwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  retail  district  a  manufacturing  occupancy 
of  25  per  cent  (in  excess  of  the  allowable  5  per 
cent). 

236-32-BZ. 

APPLICANT- — M.  Joseph  Harrison,  for  Two  Streets  Corp., 
owner. 

PREMISES — 147-151  East  24th  street,  running  through  to 
146-148  East  25th  street,  Manhattan. 

APPLICATION,  under  section  7c  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles. 

256-32-BZ. 

APPLICANT — Martin  J.  Ort,  for.  Oscar  F.  Lundbcrg,  Inc., 
owner. 

PREMISES — Northeast  corner  of  Osman  place  and  East 
241st  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

273-32-BZ. 

APPLICANT — John  A.  Bolles,  for  Jamestone  Realty  Corp., 
owner.. 

PREMISES — 30  West  59th  street,  Manhattan. 

A  P-PFI  CAT  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first  story  of  an 
existing  building  from  dwelling  to  business  use 
(stores). 

305-32-BZ. 

APPLICANT — William  V.  McDevit,  for  Landgrove  Realty 
Corp.,  owner. 

PREMISES — North  side  of  Roosevelt  avenue,  85  ft.  east 
of  69th  street,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

204-32-BZ. 

APPLICANT— Benjamin  Driesler,  Jr.,  for  Albermarle 
Heights  Building  Corp.,  owner. 

PREMISES — 705-729  Gravesend  avenue,  east  side,  240  ft. 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 
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JUNE  28,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  28, 
1932,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  212-32-BZ— Application,  April  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Beth  Hamedrash  Hagodol  Nachlath 
Zion  of  South  Flatbush,  applicant  and 
owner,  to  permit  in  a  residence  use  “D” 
area  district  the  erection  and  mainte¬ 
nance  of  a  building  which  does  not  con- 
.  form  with  the  area  requirements  of  the 
building  zone  resolution;  premises  2171- 
2177  East  22nd  street  (Elmore  place), 
180  ft.  north  of  Avenue  V,  Boroklyn. 

cal.  no.  234-32-BZ— Application,  May  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Alfred  A.  Lama,  applicant,  on  be¬ 
half  of  Walter  Krechko  and  Stella 
Krechko,  owners,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  35  Rock- 
away  avenue,  east  side,  80  ft.  south  of 
Chauncey  street,  Brooklyn. 

cal.  no.  253-32-BZ— Application,  May  10,  1932,  under  sec¬ 
tions  6,  7a,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  J.  Ort,  for 
Thomas  J.  Higgins,  applicant,  on  behalf 
of  307  West  44th  Street  Garage  Co., 
Inc.,  lessee  (long  term  lease),  to  permit 
in  a  business  district  the  addition  of 
two  (2)  stories  to  an  existing  garage 
foi  more  than  five  (5)  motor  vehicles' 
premises  307  West  44th  street,  Man¬ 
hattan. 

cal.  no.  261-32-BZ— Application,  May  12,  1932,  under  sec- 

the  building  zone  resolution, 
of  Nicholas  F.  Walsh,  applicant,  on 
behalf  of  Marguerite  H.  Walsh,  owner 
to  perrmt,  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  cor- 
ner  of  West  230th  street  and  Bailey  ave¬ 
nue,  The  Bronx. 

|CAL.  NO.  442-31-BZ— Application,  September  9,  1931;  with¬ 
drawn  January  19,  1932;  reopened  and 
restored  to  Calendar  March  22  1932 
under  section  21  of  the  building  zone 
resolution,  of  William  V.  McDevit  ap¬ 
plicant,  on  behalf  of  M.  Palace,  owner 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  305-311  New 
Horp  lane,  east  side,  120  ft.  north  of 
Clawson  street,  New  Dorp,  Borough  of 
Richmond. 


district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Northern  boulevard 
and  Bell  boulevard,  Bayside,  Borough 
ot  Queens. 

cal.  no.  4 1  < -31-BZ— -Application,  September  28,  1931;  with- 
diawn  under  section  21  January  5,  1932* 
reopened  and  restored  to  Calendar  Mav 
r0,  1932,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt 
applicant  on  behalf  of  Hildegarde 
Kealty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station- 
premises  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard,  Bayside, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  28,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders 
123-32- A  175  Remsen  street,  Brooklyn 

1511  Richmond  terrace,  West  New  Brighton 
Borough  of  Richmond.  ’ 

A  SV  J°hns  place’  Brooklyn. 

-  64d-651  lith  avenue  and  601-603  West  47th 

street,  northwest  corner,  Manhattan. 

Petitions  for  Variations. 

<SSw30th  Street’  Manhattan. 

S— o30-o32  West  27th  street,  Manhattan. 


196-32- A- 


231-32 

238-32 


207-32 

228-32 


AL.  NO.  4 1 6-31  BZ  Application,  September  28,  1931;  with- 
<  rawn  under  section  21  January  5  1932- 

ooTn1™  ani  reSt° -ed  t0  CaIendar  May 
-0,  1932,  under  section  7f  of  the  building 

zone  resolution,  of  Peter  H.  Brandt,  ap- 

p  cant,  on  behalf  of  Hildegarde  Realty 

Eorp.,  owner,  to  permit  in  a  business 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  5,  1932,  AT  2  P.  M. 

189-3^-BZ  Building  Zone  Cases. 

f°r  F°Ur  COmerS  Gas 
APPI^r, frmxT02  Ayenue  U<  Brooklyn. 

“IS,  “  SeC,i°n  31  °f  the  building  zone 

10  PEBMIT  in  a  business  district  the  extension  of  a 
gasoline  service  station.  extension  ot  a 

251-32-BZ 

“lerfor  A'  «• 

APmSrv* nor,heasl  iunction  of 

APPLICATION,,  under  section  21  of  the  building  zone 
TO  PERMIT  in  a  business  district  the  alteration  and  change 

°Ly. exis,ing  bui,di^  *» « -- 

259-32-BZ. 

APPUCotne?rJameS  E<  GeissbeB?er,  for  Joseph  Lavazoli, 
APPLICATTOnI6^  WeSt  -69th  Street’  Manhattan. 

UCZ™oluBot  SeCtl°nS  76  and  21  °f  thG  bui,din^ 

IO  PERMIT  in  a  business  district  the  extension  of  an 
vehicles^  ^  f°r  m°re  tha"  «ve  (5°)"  moto? 
265-32-BZ. 

;"LSlVTowSTiand  Nico,ine  Nowh- 

'  'le^avST  &rh  Side’  191  f‘-  east  °f 
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APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  , 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 
business  use  (employment  agency). 

278-32-BZ.  .  '  „  „  ,  u  r  , 

APPLICANT — John  J.  Dunmgan,  for  Raymond  MoLool, 

owner.  , 

PREMISES — (Southwest  corner  of  East  233rd  street  and 

Bussing  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JULY  6,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

216-32-A — 120-122  Liberty  street,  Manhattan. 

222- 32- A — 130-132  West  34th  street,  Manhattan. 

239-32- A _ 653-659  Eleventh  avenue  and  602  West  48th 

street,  southwest  corner,  Manhattan. 
244-32-A — 3700-3708  Main  street,  Flushing,  Borough  of 
Queens. 

247-32- A — 260-266  Fourth  avenue,  Manhattan. 

325-32-A— Northeast  corner  of  Palo  Alto  avenue  and  188th 
street,  Hollis,  Borough  of  Queens. 

Petitions  for  Variations. 

88_32_S— 510-528  West  35th  street,  Manhattan. 

223- 32-S — 130-132  West  34th  street,  Manhattan. 


JULY  8,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  July  8, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter  : 


cal.  no.  340-31-BZ — Application,  July  2,  1931;  dismissed 
for  lack  of  prosecution  December  4, 
1931 ;  reopened  and  restored  to  Calendar 
February  2,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy  (formerly  known  as  McCooey 
&  Conroy),  applicants,  on  behalf  of  Ed¬ 
ward  W.  Cropsey,  James  L.  Cropsey 
and  C.  &  M.  Holding  Co.,  owners,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  2402-2418  Cropsey 
avenue,  southwest  corner  of  24th  ave¬ 
nue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JULY  8,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

217-32-A — 83rd  street,  540  ft.  south  of  Central  avenue, 
Glendale,  Borough  of  Queens. 

Petition  for  Variation. 

194-32-S — 1020  East  178th  street,  The  Bronx. 


JULY  8,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 
of. 


JULY  15,  1932,  2  P.  M. 

SPECIAL  MEETING. 
Appeal  from  Administrative  Order. 
107-32-A — 123-133  William  street,  Manhattan. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  JUNE  10,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

545-31-BZ. 

APPLICANT— Harry  Urquhart,  for  William  E.  Martens, 
Jr.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISE’S  AFFECTED— Southwest  corner  of  Webster 
avenue  (37th  avenue)  and  Lockwood  street  (30th 
street),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  S.  Moran. 

For  Opposition:  Henry  G.  Vanvee  and  Alexander 
Delginioro. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


724-29-BZ. 

APPLICANT — 'Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7f  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened;  to  be  set 
for  Calendar  Call  when  papers  have  been  examined 
and  passed  by  engineer. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 


140-32-BZ. 

APPLICANT — Charles  J.  Sturla,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
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resolution,  to  permit  in  a  business  district  the  erec- 

a*  of  a  &asoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Lawrence 
street  and  North  Hempstead  turnpike,  Flushing- 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  J.  Sturla. 

For  Opposition:  Richard  Matelli  and  Veronica 
Howe. 

ACTION  OF  BOARD — Report  of  committee  of 
adopted ;  application  withdrawn 
VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As- 


mspection 


THE 


sistant  Chief 


a  fr=S'of16P„rTtiSeS  CTS*  ?f  a  plot  of  having 

tv  i  ^  t  160  ft.  on  Fourth  avenue  and  100  ft  on 

a  frm  tage'oflo  fT”  ‘p  "V*  P°rti°n  of  the  PIot  (having 
lass  strefn  i  °  f-‘  ?U  F°Vrth  avenue  and  100  ft.  on  Doug- 

garage  for  nmrrtO5  V  3  m°t0r  Vehicle  rePair  shoP  ^ 

by  the  loJiZitr *1“  ■whkh  "as 

i  ,  adjoining-  this  structure 

ng  a  ?cated  a  gasoline  servfce  station  ha^ 

^  a  frontage  of  ,0  ft.  and  a  maximum  depth  of  21  ft  • 
t  is  proposed  to  cover  the  remainder  of  the  plot  (which  is 

structure  to' be  Wkh  a  one-stoU  non-fireproof 

garage  for  moro^  ES  a  m0t°r  Vehicle  rePair  shoP  a"d 

^  than  fi.ve  ,notor  vehicles;  it  is  proposed  to 


Kxr.™vnd..As:  4 


Negative  . . . .  ^  0 

Absent  .  n 

THE  VOTE  TO  WITHDRAW— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  n 


tided  to  relief *  d.eemed  that  applicant  was  not  en- 

V-ffi  to  reI>ef  under  section  21  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship.  Practical 

ingsT/a'nd  i^h  thf  d?cisT  of,tlle  superintendent  of  build- 

and  it  heret;  is  *tL'.S  °#”W  a‘'d  t,lat  ,he  aW,icatio" 


Miles  F.  McDonald  and  Adolph  THE 


3 

0 


99-32-BZ. 

APPLICANT— Wingate  &  Cullen,  for  Jacob  Morgenthaler 
oons,  owner. 

SUBJECT— -Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles,  an  existing  gasoline  service 
station  and  existing  motor  vehicle  repair  shop 
PREMISES  AFFECTED — 164-178  Fourth  avenue,  south- 

APPEARANCES-°f  D°UgIaSS  street’  Brooklyn- 
For  Applicant 
Goldberg. 

For  Opposition:  Daniel  McNamara,  Tr. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle . 

Negative:  Temporary  Chairman  ’  Connell,  Com¬ 
missioner  Holland  and  Assistant  Chief  Kid¬ 
ney  . 

Absent  . 

THE  RESOLUTION—  . 

|  (99-32-BZ) 

Whereas,  Wingate  &  Cullen,  for  Jacob  Morgenthaler 
Sons  owner,  filed,  February  27,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for  more  than  five  (5) 
motor  vehicles,  an  existing  gasoline  service  station  and  an 
existing  motor  vehicle  repair  shop;  premises  164-178  Fourth 
avenue,  southwest  corner  of  Douglass  street,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
,by  the  board  of  standards  and  appeals,  at  its  special  meet- 
June  10,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
■  Whereas,  the  use  district  maps  accompanying  the  building 
z?ne.  res°lution  show  that  Fourth  avenue  is  in  a  business 
district ;  Douglass  street,  west  of  Fourth  avenue,  is  in  an 
restricted  district ;  Douglass  street,  east  of  Fourth  avenue, 
s  in  a  business  district;  Degraw  street,  east  of  Fourth 
tvenue,  is  in  a  business  district,  and  Degraw  street,  west  of 
Fourth  avenue,  is  in  an  unrestricted  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
-endered  April.  4,  1932  (re  Applic.  No.  1245-32),  reads: 

“Extension  of  existing  garage  for  over  5  motor 
vehicles  and  also  extension  of  existing  gasoline  station 
and  existing  repair  shop  not  permitted  in  business  dist. 
See  Sec.  4  (15),  (29  &  46)  of  Art.  II  Zone  Resolution. 
“Above  application  is  hereby  denied.”; 

[rod 


avenue,  Brook- 


113-32-BZ. 

s5mp^NI-thn  B-  ,D°"<fero,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings)  under  sections  7e  and  21  of  the  build- 
mg  zone  resolution,  to  permit  in  a  business  district 
,T  '0!.;n(l  maintenance  of  a  garage  for  more 

service  Vstatfon  m°,0r  Veh'C'eS  and'  als°'  a  ^oline 
PREMISES  AFFECTED — 8708-8712  18th 

lyn. 

APPEARANCES— 

For  Applicant:  Millard  E.  Theodore, 
u  or  Opposition  i  Bito  S>oitipp^ 

ACTION  OF  BOARD — Report  of  committee 
adopted ;  application  denied. 

VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  .  * 

Absent  ....  ® 

VOTE  TO  GRANT— .  0 

Affirmative:  Commissioners  Holland  and  Guil- 
foyle . 

Negative:  Temporary  Chairman  Connell  and  As¬ 
sistant  Chief  Kidney .  0 

Absent  .  '  . 

THE  RESOLUTION— .  0 


of 


inspection 


THE 


Whereas 


(113-32-RZ) 
John  B.  Dondero, 


..  j unu  o .  uonciero  owner,  filed  March  4  into 

“  fte  -soiuti^Upe'S 


ill  a  business  district  the 
garage  for  more  than  five 


gasoline 


a 

avenue, 


erection  and  maintenance  of  a 
.  (5)  motor  vehicles  and,  also, 

1  se.rv'ce  station;  premises  8708-8712  18th 
Borough  of  Brooklyn ;  and 

hlHEfAS-  a  faring  was  held  on  this  application 

y  the  board  of  standards  and  appeals,  at  its  special  meet- 

Bugllefinnof  ffie'p2’  2Ue  ^  by  ^cation  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 

HERE  AS  the  use  district  maps  accompanying  the  building- 

zone  resolution  show  that  18th  avenue,  east  side,  north  of 

Benson  avenue,  is  in  an  unrestricted  district ;  18th  avenue 

18th  Sade’  S°Uth  °J  Bens.on.avenue-  is  in  a  business  district; 
ah  avenue,  west  side,  is  in  a  business  district;  Rutherford 
place  is  in  a  residence  district,  and  Bay  17th  street  is  in  a 
residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  16,  1932  (Applic.  No.  1780-1932),  reads? 

l.  f  roposed  gasoline  station  and  public  garage  for 
the  storage  of  more  than  5  motor  vehicles  to  be  located 

Resolution!”8;  ^  *  C°ntrary  t0  Art‘  2-  Sect.  4a  of  Zone 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
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a  frontage  of  50  ft.  on  18th  avenue  and  96  ft.  8  in.  on 
Rutherford  place;  it  is  proposed  to  remove  the  frame  struc¬ 
tures  now  on  the  site  and  to  erect  thereon  a  two-story  fire¬ 
proof  garage  for  more  than  five  (5)  motor  vehicles,  the 
south  part  of  the  first  story  to  be  used  as  a  gasoline  service 
station ;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows : 

‘’Cal.  No.  113-32.BZ. 

“Premises  8708-8712  18th  avenue,  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  June  8,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  (Chairman  Connell  and  -Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more  than 
five  motor  vehicles  and  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  50  ft.  on 
18th  avenue  and  a  depth  of  approximately  97  ft.  and 
are  now  developed  with  a  three-story  frame  building  for 
store  use  on  the  ground  floor  and  dwellings  above.  The 
dwelling  occupancy  apparently  has  been  discontinued. 
The  stores,  three  in  number,  of  which  two  are  occupied 
at  the  present  time. 

“The  east  side  of  18th  avenue,  north  of  Benson  avenue, 
is  zoned  as  unrestricted  use  district. 

“The  west  side  of  18th  avenue,  on  which  the  property 
under  appeal  is  located,  north  and  south  of  Benson  ave¬ 
nue,  is  zoned  as  business  use  district. 

“The  east  side  of  18th  avenue,  south  of  Benson  avenue, 
is  also  zoned  as  business  use  district. 

“The  intersecting  streets,  west  of  the  business  use 
district,  oni  the  west  side  of  18th  avenue,  are  zoned  as 
residence. 

“East  and  west  of  18th  avenue  on  Rutherford  place 
properties  are  developed  with  rather  attractive  detached 
private  dwellings  apparently  all  occupied. 

“In  the  business  use  district  on  18th  avenue,  within 
the  area  affected  by  this  appeal,  the  properties  where 
developed  are  developed  with  conforming  uses,  most  all 
of  which  are  at  the  present  time  occupied. 

“Opposite  the  premises  under  appeal,  in  the  unre¬ 
stricted  use  district,  on  the  northeast  corner  of  18th 
avenue  and  Benson  avenue,  there  is  a  two-story  frame 
building  used  on  the  first  floor  by  one  of  the  chain  stores 
and  dwelling  above.  Plans  filed  with  the  appeal  indicate 
that  this  corner  is  developed  with  one-story  frame 
stores. 

“Immediately  abutting  the  premises  to  the  north  is  a 
frame  building  which  formerly  was  probably  used  as  a 
hotel  and  restaurant,  the  rear  of  which  is  a  one-story 
shack,  small  in  area,  and  partitioned  off  with  1-inch 
boards  along  the  longest  side,  indicating  probably  five 
stalls  for  horses ;  no  horses,  howrever,  are  stabled  on  the 
premises  at  the  present  time.  The  building  is  not  now 
occupied. 

“Under  Cal.  No.  53-28-BZ  this  board  denied  an  ap¬ 
plication  for  a  gasoline  station  on  the  premises  under 
appeal. 

“Under  Cal.  No.  403-29-BZ  this  board  denied  an  ap¬ 
plication  for  a  garage  on  property  immediately  abutting 
to  the  north,  which,  as  stated,  is  now  occupied  by  a 
frame  building  formerly  used  as  a  hotel  and  restaurant. 

“The  corporation  counsel  has  notified  this  board  that 
under  date  of  January  29,  1932,  the  law  department 
was  notified  that  the  court  upheld  the  decision  of  a 
referee  who  reversed  the  determination  of  the  board 
under  Cal.  No.  403-29-BZ. 

“Eighteenth  avenue  is  a  wide,  well-paved  artery,  be¬ 
ing  80  ft.  in  width,  with  the  intersecting  streets  all 
graded  and  paved,  60  ft.  in  width,  and  with  no  surface  or 
overhead  elevated  structures  on  any  of  these  streets. 

“There  have  been  filed  with  this  appeal  five  objections 
and  no  consents. 


“The  committee  is  of  the  opinion  that,  due  to  the 
surrounding  conforming  development,  even  though  of  a 
very  modest  type,  with  no  non-conforming  uses,  the 
application  is  not  substantiated  under  sections  7e  and  21 
of  the  building  zone  resolution  and  recommends  denial 
of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUULFOYiLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
made  by  a  committee  of  the  board,  report  of  which  inspection 
was  read  and  adopted  at  this  hearing,  and  which  report 
recommending  the  denial  of  this  application  was  affirmed  by 
one  member  of  the  committee  and  dissented  to  by  the  other 
two  members. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


729-23-BZ. 

APPLICANT — Joseph  J.  Dalamases,  for  Conrad  Di  Chris¬ 
tina,  present  owner. 

SUBJECT — Application  for  reopening — extension  of  time  of 
the  temporary  permit — re  Application  (decision  of 
the  superintendent  of  buildings),  under  section  7g  of 
the  building  zone  resolution,  to  permit  in  a  residence 
district  the  maintenance  of  a  garage  for  the  storage 
of  four  (4)  motor  vehicles,  three  spaces  to  be 
rented  to  persons  not  residing  on  the  premises. 

PREMISES  AFFECTED— 733-735  East  235th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Dalmases. 

For  Opposition:  None. 

ACTION  OF  BOARD — -Report  of  committee  of  inspection 
adopted  application  reopened  and  temporary  permit 


granted  for  one  year. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(729-23-BZ) 

Whereas,  John  De  Hart,  for  Nicholas  Di  Gregorio, 
owner,  filed,  June  11,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  four  (4)  mo¬ 
tor  vehicles,  three  spaces  rented  to  persons  not  residing  on 
the  premises ;  premises  733-735  East  235th  street,  Borough 
of  The  Bronx ;  and 

Whereas,  a  jmblic  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
18,  1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  235th,  East  236th  street 
and  Byron  avenue  are  in  residence  districts;  and 
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rendered  June  1,  lS^reads  L  supenntendent  o£  buildings,  ises  under  appeal  are  not  now  deriving  a  substantial 
“Your  request  of  May  29th  for  a  certificate  of  oc-  ^‘The  L™  pf.esent  development.8 

XhCyare°tnat  ,°f  f°Ur  1110t0r  vehicles-  thre^  of  under  sectiJfnTi  ^  Ms  USe  Was  Predicated 

which  are  to  be  rented  out  to  persons  not  residing  on  time  as?  g  *  building  zone  resolution,  at  which 

tj/fl'™!33-35  ^  ,335th  Street>  Broilx-  hereby  owners were  fiST  "TT* u°f  the  adi™W  proper* 

for  £be  rCaj?n  -that  the  Premises  are  located  report  onlv  onLf-pr  at  7hld?  tlme’  as  noted  in  this 

A  RS'S'.S  4$ i  onfe^'"*  ^  „aS 

^  as  an  accessory  to  the  dwelling  upon  the  prem-  « 

and  statement  of  the  temporary  permit  for  th 

sfmrJ!nREAS'  L  exisJing  building  is  of  non-fireproof  con-  keejf  Hith '  wilhL  underJanding  that  the  ap^Hcantwill 

,  ’  funefSon7  m  he,ght-  with  a  Montage  of  35  ft.  namelv  that  oM  'll  cond,tl0ns  “"posed  by  the  board, 

and  a  depth  of  20  ft.;  occupied  as  a  garage  for  the  storage  sons  Jifthat  •  j?  y  three  sPaces  are  to  be  rented  to  ner- 

of  four  motor  vehicles,  three  spaces  fentfd  to  persons"^8'  S°nS  ^  °"  the premises.  *  t0  PCI" 

residing  on  premises;  and  (Signed)  HENRY  R.  CONN  EEL 

Whereas,  the  applicant  has  filed  the  duly  acknowledged  Temporary  Chairman. 

consents  of  the  owners  of  82.3  per  cent  of  the  property  JAMES  P.  HOLLAND 

frontal  deemed  by  the  board  to  be  affected;  and  Resolved  that  the  h  A  “^OHN  GUILFOYLE.”  ’ 

ofTheEbRoaArd  L  Thc*,on  wasf  panted  by  a  resolution  hereby t  and  appeals  do« 

of  the  board  December  18,  1923,  for  a  period  of  two  years  trict  regulation* Tf?\  "i  J6  application  of  the  use  dis- 

reopened  April  20,  1926,  and  June  5,  1928,  for  the  purpose  the  aJpHa?iSi  be  and'  H  resoIution’  and  that 

of  renewing  the  permit  and  applicant  now  requests  a  further  rary  Sd  of  one  1  5  hereby  15  panted,  ^  a  tempo- 

extension  of  time;  and  under  date  of  May  29,  1931  a  fur-  diffons of  ft  -  ,  fromJune  10>  1932,  under  the  con- 

ther  extension  was  requested;  and  '  ’  canSitv  If  L  °nginaI  ,res°l“tion,  which  reads  that  the 

Whereas,  Conrad  Di  Christina,  the  present  owner,  the  pleasure-car  Tvnf  n6  in?lted  to  four  automobiles  of 

through  his  attorney,  Joseph  J.  Dalmases,  has  requested  an  rented  to  persons  not  4  for  three  of  which  may  be 

extension  of  the  original  permit  for  a  further  period  of  no  o-a  soling  ^ *  residing  on  t: he  prennses ;  that  there  be 
two  years;  he  has  filed  twenty-one  (21)  new  Consents  in  the  tanks  of  th 6  mamta"ied  cm  the  premises  other  than 
equivalent  to  81.1  per  cent  of  the  area  affected,  and  under  or  signs  of  anv  natim^A  tber-C  sbad  be  no  advert«sing 
date  of  April  22,  1932,  requested  a  further  extension  of  time;  shall  be 

Whereas,  a  committee  of  the  board  visited  the  premises  C°mpleted  Wlthm  three  months  from  the  date  of  this  actiom 
and  reports  as  follows:  P  oQr  or  - ■ 

“Cal.  No.  729-23-BZ.  ^PPTTOAMm  r 

“Premises  733-735  East  235th  street,  The  Bronx.  ‘  Corp.,  ^wnTr §  A‘  Delehanty’  for  D“bon  Realty 

REPORT  OF  COMMITTEE  OF  INSPECTION.  SUBJECT-Application  (re  decision  of  the  superintendent 

“On  May  23,  1932,  a  committee  of  the  board,  con-  the  Swi0nS  7b’  7C’  7g  and  21  of 

sisting  of  Temporary  Chairman  Connell  and  Commis-  residence  T  ,"’  -°  permit.’  PartIy  in  a 

sioners  Holland  and  Guilfoyle,  visited  and  inspected  the  the  change  of  o,  3nd  parj:  y  111  a  business  district, 

premises  under  appeal  in  this  case.  motor  ,  v  f  °ccupan,cy  of  an  existing  building  to  a 

This  is  an  application  to  permit  in  a  residence  dis-  five  I5l  mnfnr^'v^013  a"d  garage  for  more  than 

trict  the  maintenance  of  a  garage  for  the  storage  of  four  PREMTSpq  APP'Srt,’neilC  eS' 

motor  vehicles,  three  spaces  rented  to  persons  not  re-  Borou^h^Out^26'18  Mernck  road,  Laurelton, 

siding  on  the  premises.  APPFAPaSo  Uueens- 

“Application  for  this  use  was  originally  granted  bv  ‘  For  A™u  *  t 

the  board  on  December  18,  1923,  for  a  temporary  neriod  P  Applicant.  James  A.  DeIehanty. 

of  two  years  and  extended  from  time  to  time  since  that  ACTION ‘oi?1 BOARD  &  T' 

date  for  temporary  periods,  the  last  term  expiring  on  adopted  of  committee  of  inspection 

June  5,  1930.  1  g  TRR  ad°pt ed’  : lppPcat’°"  granted  on  condition. 

“The  premises  in  question,  located  on  the  northwest  AffirmaTive  T  RE£°?T“ 

corner  of  Bryant  avenue  and  235th  street,  has  a  frontage  ‘  * SfonerT H nU^A  Ch^Ir^a”  ConneII>  Com- 

235th  Let  Bryant  aVenUC  and  "  dCPth  °f  100  ft  °n  N  sistant  Chie?' Ki*iy“  . .  .  4 

,  Vie  tblie,  die  application  was  originally  acted  upon  Abfent  °  .  0 

by  the  board  the  premises  were  developed  as  follows:  THE  VOTE  TO  GRANT-1! .  0 

One  two-story  private  dwelling,  located  on  the  north-  Affirmative  •  T  r -i  • 

erly  lot  line  and  facing  Bryant  avenue,  and  a  garage  for  ‘  missionerl  HoS  Chair"ia"  Co;inelb  Com- 

the  storage  of  four  cars  located  on  the  westerly  lot  line  sistant  rh.Vf  PV  "d  Guilfoyle  and  As- 

and  facing  235th  street.  Since  the  granting  of  the  ap-  Negate  K,dnCy .  4 

peal  there  have  been  erected  two  additional  two-story  Absent  .  0 

and  attic  private  dwellings  facing  Bryant  avenue  and  THE  .  0 

two  one-car  garages  in  the  rear.  All  of  these  three  (-305  r.7N 

fcrre°„e  haS  3  ow^efKSX  4-  hfSi?  Dub»  ^  Cor,, 

The  committee  was  informed  by  the  occupant  of  this  ing  zone  resolution  to  permff"  iTa ' ^?a’  U'ldar  tH-  bu‘,d' 
center  building  that  the  sign  referred  to  two  garages  partlv  in  a  business’  district  Z  rhfr  res,dence  dlstnct  and 
located  at  the  rear  of  the  center  building.  existing  buildine  to  the  change  of  occupancy  of  an 

“It  would  seem  to  indicate,  therefore,  that  at  the  pres-  for  more  than&five  vehicle  repair  shop  and  garage 

hire.time  ^  “  «  bci"g  ^  on  the  premier  ™-18 

“There  has  been  considerable  new  development  on  the  by  thTboard  o^smlid^H0^  W3S  hfld  0n.  this  application 
adjoining  streets  since  the  granting  of  "the  original  ing,  June  10  ml  h  "  *hr  sp^cial  ™eet- 

appeal  and  ,t  certainly  cannot  be  claimed  that  the  prem-  Bulletin  of  the  Board  of  Standards  and  A^peahTand 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  road  is  in  a  business  dis¬ 
trict,  and  226th  street  and  227th  street  are  in  residence  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  23,  1932  (re  Plan  No.  N.  B.  2720-1930), 
reads : 

“Amendment  to  change  the  use  of  the  above  building 
from  a  sales  room  and  pool  room  to  an  auto  service 
station  (automobile  repair  shop)  and  a  public  garage 
for  more  than  5  motor  vehicles  is  contrary  to  both  sec¬ 
tions  4a  15  and  sect.  3  inasmuch  as  the  premises  are 
located  within  a  business  district,  extending  into  a 
residence  district.” ; 

and 

Whereas,  the  existing  building  is  of  fireproof  construction, 
two  (2)  stories  and  basement  in  height,  with  a  frontage  of 
60  ft.  on  Merrick  road  and  113  ft.  (including  ramp  to  base¬ 
ment)  on  227th  street;  to  be  occupied  as  a  motor  vehicle 
repair  shop  and  garage  for  more  than  five  motor  vehicles,; 
and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  395-31-BZ. 

“Premises  226-18  Merrick  road,  Laurelton,  Borough  of 
Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  June  8,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7b,  7c,  7g  and 
21  of  the  building  zone  resolution  to  permit,  partly  in 
a  residence  district  and  partly  in  a  business  district,  the 
change  of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop  and  garage  for  more  than  five  motor 
vehicles. 

“The  premises  in  question  have  a  frontage  of  60  ft. 
on  Merrick  boulevard  and  a  depth  of  approximately  110 
ft.  on  227th  street.  A  portion  of  this  property,  10  ft.  on 
227th  street  and  60  ft.  in  depth,  is  in  the  residence  use 
district,  the  balance  in  the  business  use  district. 

“The  premises  in  question  are  now  developed  with  a 
two-story  building  used  for  the  sale  of  automobiles  on 
the  ground  floor,  the  building  facing  on  Merrick  boule¬ 
vard,  and  office  above,  and  in  the  rear,  first  story,  is  con¬ 
ducted  automobile  service  for  cars  bought,  sold  or  ex¬ 
changed  on  the  premises,  the  basement  being  used  for 
the  storage  of  cars  and  some  repair  work  to  fenders  of 
cars  bought,  sold  or  exchanged  on  the  premises.  The 
10  ft.  portion  in  the  residence  district  is  used  as  a  ramp 
for  access  to  the  basement  story. 

“The  appellant  seeks  to  conduct  service  for  automobiles 
purchased  or  exchanged  on  the  premises  and  does  not 
intend  to  store  cars  for  hire  or  to  sell  or  maintain  gaso¬ 
line  on  the  premises.  There  being  no  characterization 
for  this  kind  of  use  in  the  building  zone  resolution,  the 
appellant  must,  therefore,  make  the  appeal  for  a  garage 
and  motor  vehicle  repair  shop. 

“There  have  been  filed  with  this  appeal  sixteen  ob¬ 
jections  and  twenty-five  consents.  These  twenty-five 
consents  represent  approximately  72  per  cent  of  the  area 
fixed  by  the  board. 

“The  committee  is  of  the  opinion  that  the  use  as  pro¬ 
posed  would  not  in  any  way  affect  the  adjoining  prop¬ 
erty  owners  and  would  be  more  or  less  of  a  technical 
violation  of  the  zoning  law. 

“The  committee,  therefore,  recommends  the  granting 
of  this  appeal  with  such  safeguards  as  will  protect  the 
immediately  abutting  property  owners,  particularly  re¬ 
stricting  heavy  machinery,  hours  of  labor,  location  of 
proposed  motor  vehicle  repair  work,  etc. 

“(Signed)  HENRY  L.  CONNELL, 

__  Tempoarry  Chairman. 


“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  tbe  board,  report  of  which  inspection  was 
read  and  adopted  at  this  hearing,  and  which  report  recom¬ 
mends  the  granting  of  this  application. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  use  and  variation  allowed  under  this  resolution  shall  apply 
only  to  the  present  building  now  on  the  premises,  the  exten¬ 
sion  into  the  residence  use  district  shall  be  limited  to  ap¬ 
proximately  12  ft.,  to  be  used  as  ramp  for  ingress  and  egress 
from  the  street  level  to  the  basement  story  and  located  im¬ 
mediately  abutting  the  present  building  in  the  rear  on  227th 
street,  the  balance  of  the  plot  in  the  residence  use  district 
shall  be  developed,  if  developed,  with  conforming  use  and 
at  no  time  shall  be  used  for  the  storage  or  maintenance  of 
cars  or  parts  thereof ;  the  non-conforming  use  allowed  in  the 
building  under  this  resolution  shall  be  limited  to  that  of 
minor  adjustments  and  repairs  to  cars  bought,  sold  or  ex¬ 
changed  on  the  premises ;  all  such  work  shall  be  restricted 
to  the  rear  first  story  in  an  area  approximately  50  ft.  on 
227th  street  to  a  full  depth  of  the  building,  60  ft.,  and  also 
to  a  similar  area  in  rear  of  the  basement  portion  of  the 
building;  the  repair  shop  to  be  separated  on  the  first  story 
from  the  balance  of  same  by  walls  and  partitions  satisfactory 
to  the  administrative  officials ;  any  machinery  used  shall  be 
limited  to  that  driven  by  electric  motors  of  not  more  than 
one-quarter  horsepower,  prohibiting  any  forges,  anvils  or 
open  flames ;  no  body  work  shall  be  permitted  on  the  prem¬ 
ises,  excepting  possibly  straightening  of  fenders,  and  any 
such  work  shall  be  conducted  in  the  basement ;  all  work  per¬ 
mitted  under  this  resolution  shall  be  limited  to  week  days 
only,  between  the  hours  of  8  a.  m.  and  5.30  p.  m.,  pro¬ 
hibiting  any  work  on  Sundays  or  legal  holidays ;  there 
shall  be  no  charge  for  the  storage  of  cars  on  the  premises ; 
no  gasoline  shall  be  stored  or  maintained  on  the  premises 
other  than  that  in  the  tanks  of  the  cars  stored  therein ;  there 
shall  be  no  advertising  signs  of  any  nature  or  description 
in  the  residence  use  portion  of  the  premises  and  no  adver¬ 
tising  signs  indicating  the  non-conforming  use  except  that 
now  located  on  the  Merrick  boulevard  front  of  the  premises ; 
and,  further,  granted  on  condition  that  the  granting  of  this 
application  shall  not  be  used  as  a  future  basis  of  appeal  for 
a  non-conforming  use ;  that  all  requirements  of  the  code  of 
ordinances,  building  code  and  regulations  of  the  fire  depart¬ 
ment  shall  be  complied  with ;  that  there  shall  be  installed 
and  maintained  in  good  order  along  the  southerly  side  of  the 
ramp  for  the  full  depth  of  the  lot,  a  hedge  not  less  than 
5  or  6  feet  in  height ;  all  permits  required  shall  be  obtained 
within  three  months  and  all  work  completed  within  nine 
months  from  the  date  of  this  action. 


128-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (granted  by  the  board  under  Cal.  No.  1162- 
17-BZ)  to  permit  the  inclusion  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 664-690  Coney  Island  avenue, 
southwest  corner  of  Avenue  C,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  J.  Nurick  and  Herman  Gray. 
For  Opposition:  Jacob  Lacher. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Corn- 
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missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  n 

Absent  .  „ 

THE  VOTE  TO  GRANT— . 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . n 

Absent  .  n 

THE  RESOLUTION—  . 

...  (128-32-BZ) 

Whereas,  Henry  J  Nurick,  for  Blackstone  Service 
Garage,  owner,  filed,  March  11,  1932,  an  application,  under 
the  itnlding  zone  resolution,  to  permit  in  a  business  district 

the  alteration  of  a  garage  for  more  than  five  (5)  motor 

vehicles,  (granted  by  the  board  under  Cal.  No.  1162-17-BZ) 
(K'r*16  “elusion  of  a  gasoline  service  station ;  premises 
664-6!  0  Coney  Island  avenue,  southwest  corner  of  Avenue 
C,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 

n^n  ;UnC  r10i  a/ter  ^ue  not]ce  by  publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

W  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show,  that  Coney  Island  'avenue  is  in  a 

business  district  and  East  9th  street  is  in  a  residence  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  4,  1932  (re  Applic.  No.  1086-1932) 
reads :  '  ’ 


Proposed,  alteration  to  include  a  gasoline  service 
station  in  a  business  use  district  is  contrary  to  Art.  II 
Sec.  4a  of  the  Building  Zone  Resolution. 

‘‘Note  also  that  the  existing  public  garage  for  more 
than  5  motor  vehicles  was  granted  conditionally  by  the 
Board  of  Standards  and  Appeals  in  1917.  No  change 
may  be  made  in  building  not  in  compliance  with  this 
approval  unless  referred  back  to  the  Board  ”  • 
and  ‘  ’ 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  220  ft.  6  JZ 
n.  and  a  depth  of  84  ft.,  irregular;  occupied  as  a  garage 
or  more  than  five  (5)  motor  vehicles;  it  is  proposed  to 
occupy  a  portion  (at  the  North  Coney  Island  front)  of  the 
ousting  garage  for  more  than  five  motor  vehicles  as  a 
gasoline  service  station;  area  of  the  proposed  gas  station  is 
20  ft.  by  28  ft.,  irregular ;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
nd  reports  as  follows: 

‘‘Cal.  No.  128-32-BZ. 

Premises  664-690  Coney  Island  avenue,  Brooklyn. 
REPORT  OF  COMMITTEE  OF  INSPECTION. 

On  June  8,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal' in  this  case. 

;  The  aPPbcation  is  brought  under  section  21  of  the 
guiding  zone  resolution  to  permit  in  a  business  district 
1  the  erection  of  a  garage  for  more  than  five  motor  vehicles 
an<<mu  tbe  inclusion  of  a  gasoline  service  station. 

1  he  premises  in  question  are  now  developed  by  a 
one-story  garage,  non-fireproof,  without  any  sprinkler 
system.  Permission  for  the  installation  of  a  garage  use 
W“mnranted-ky  the  board  l,r,der  Cal.  No.  1162-17-BZ. 

The  applicant  now  seeks  to  remove  a  portion  of  the 
iront  of  the  building,  approximately  120  ft.  in  length, 
setting  the  front  wall  back  and  establishing  an  open  air 
gasoline  service  station,  maintaining  the  balance  of  the 
uilding  as  now  existing.  The  wall  of  the  present 
building  along  Avenue  C  and  for  a  return  of  about  20  ft. 
on  Coney  Island  avenue  will  not  be  changed. 

On  the  west  side  of  Coney  Island  avenue,  which  is 
tbs  s>de  on  which  the  premises  under  appeal  are  located, 

|  and  between  Avenue  C  and  the  next  intersecting  street 
south,  there  are  at  the  present  time  a  number  of  non- 
conforming  uses  such  as  a  gasoline  station,  automobile 


and 


repair  shop,  dye  works,  etc.,  interspersed  with  possibly 
a  §Jfa^er  uuniber  of  conforming  uses. 

The  east  side  of  Coney  Island  avenue,  however,  be- 
ween  Slocum  place  and  the  next  intersecting  street 
S0«th.  • 1S  ±Uy  developed  with  conforming  uses. 

this  same  condition  prevails  on  the  west  side  of 
Loney  Island  avenue,  north  of  Avenue  C. 

I  he  east  side  of  Coney  Island  avenue,  between  Slo¬ 
cum  place  and  Matthew  place,  seems  to  be  given  over 
mostly  to  non-conforming  uses. 

I  he  applicant  claims  as  a  basis  of  hardship,  due  to  the 
present  business  depression,  that  the  use  of  the  premises 
solely  tor  garage  storage  purposes  does  not  bring  a 
sufficient .  return  on  the  investment,  and,  therefore  re- 
quests  this  variation  to  obtain  an  additional  revenue. 

.  .  lere  bave  been  filed  with  this  appeal  twenty  ob¬ 

jections  and  no  consents.  The  objections  are  mostly 
trom  properties  immediately  north  and  south  of  the  prop¬ 
erty  under  appeal  and  in  the  rear  on  Avenue  C  and 
d^eeny  opposite  on  Coney  Island  avenue. 

‘Due  to  the  conditions  along  the  west  side  of  Coney 
Island  avenue,  between  Avenue  C  and  the  next  inter¬ 
secting  street  south,  the  committee  is  of  the  opinion  that 
the  variation  sought,  if  properly  restricted,  would  not 
in  any  way  affect  the  abutting  property  owners  and, 
therefore,  recommends  the  granting  of  this  appeal 
“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  report  of  which  inspection  was 
read  and  adopted  at  this  hearing,  and  which  report  recom¬ 
mends  the  granting  of  the  application  under  section  21  of 
the  building  zone  resolution  with  such  safeguards  as  will 
protect  abutting  property  owners. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  -the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  gasoline  station  shall  be  located  on  the  Coney  Island 
avenue  front  of  the  property;  the  northerly  enclosure  wall 
of  the  gasoline  station  shall  not  be  less  than  25  ft.  south  of 
the  building  line  of  Avenue  C;  the  total  length  of  the  gaso¬ 
line  station  to  be  established  shall  not  be  more  than  100  ft.; 
t  iat  the  gasoline  station  shall  be  formed  by  removin0"  and 
relocating  that  portion  of  the  front  wall '  of  the  present 
building  and  setting  the  same  back  from  the  Coney  Island 
avenue  frontage  not  less  than  20  ft.  and  removing  that 
portion  of  the  roof  of  the  present  garage,  making  an  open-air 
gasoline  station;  there  shall  be  erected  along  the  building 
line  on  the  Coney  Island  avenue  frontage  for  the  entire 
ength  of  the  gasoline  station  portion  a  concrete  curbing  not 
less  than  12  in.  in  width  and  12  in.  in  height,  with  but  two 
entrances  to  the  gasoline  station,  which  entrances  shall  also 
act  as  entrances  to  the  garage,  each  entrance  to  be  not  more 
than  12  ft.  wide  with  curb  cuts  in  front  thereof  not  more 
than  14  ft.  wide  each;  the  northerly  entrance  shall  be  lo¬ 
cated  not  less  than  40  ft.  south  of  Avenue  C  building  line; 
the  outside  face  of  the  enclosure  walls  of  the  gasoline  sta¬ 
tion  portion  shall  be  faced  with  light-colored  enameled  brick 
of  panel  design  ;  all  pumps  shall  be  set  back  not  less  than  10 
ft.,  from  the  building  line ;  there  shall  be  no  grease  pits  per- 
mitted  in  the  gasoline  station  portion  of  these  premises;  all 
signs  advertising  gasoline  shall  be  confined  to  the  illuminated 
globes  of  the  pumps  or  the  face  of  the  enclosure  walls  of 
the  gasoline  station;  the  portion  of  the  garage  building  be¬ 
tween  the  northerly  enclosure  wall  of  the  gasoline  sfation 
and  the  building  line  of  Avenue  C  facing  Coney  Island 
to  be  used  as  an  office;  no  portable  gasoline  tanks  shall  be 
operated  or  maintained  outside  the  building  line  of  either 
street  front ;  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  completed  within  one  year  from  the 
date  of  this  action. 


Adjourned  1.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  JUNE  10,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
24-32-A. 

APPELLANT — .Christian  S.  Juell,  for  Oakbrook  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Southerly  side  of  Steinway 
Creek,  638  ft.  from  the  corner  of  Riker  avenue, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1932,  at 
2  p.  m.,  on  written  request  of  appellant. 


143-32-A. 

APPELLANT — Eugene  H.  Pulch,  adjoining  owner;  James 
A.  Greene  and  Timothy  Driscoll,  owners. 
SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings — re  Revocation  of  Certificate  of  Occupancy 
No.  2621  issued  by  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 53  91st  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  William  Molinari. 

For  'Owner  of  Premises:  Morton  Brauer  and 
Eugene  Heslin. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings  and  Inspector 
Peter  Maher  of  fire  department. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1932,  at 
2  p.  m.,  for  further  consideration  by  the  board. 


266-32-A. 

APPELLANT — William  F.  Doyle,  for  John  J.  Talley 
Estate,  owner. 

SUBJECT — Request  for  acceptance — re  Appeal  from  a  de¬ 
cision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 262-264  Seventh  avenue,  north¬ 
west  corner  of  West  25th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Alfred  J.  Tally. 

ACTION  OF  BOARD — Appeal  accepted. 

THE  VOTE  TO  ACCEPT  APPEAL— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


80-32-A. 

APPELLANT — 'Louis  Farkas,  et  al.,  adjoining  owners; 
Faith  Reges,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner 
and  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 1-3  North  Henry  street  and  27- 
03  Newtown  avenue,  northwest  corner,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  Harry  Rosenfeld. 

For  Lessee  and  Owner  of  Premises :  Alexander  Del- 
giorno. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment  and  Inspector  Reidy  of  bureau  of 
buildings. 

ACTION  OF  BOARD — Appeal  denied. 


THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  o 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(80-32-A) 


Whereas,  Louis  Farkas,  et  al.,  adjoining  owners,  against 
Faith  Reges,  owner,  filed,  February  16,  1932,  an  appeal 
from  decisions  of  the  fire  commissioner  and  the  superintendent 
of  buildings,  refusing  to  discontinue  an  alleged  illegal  occu¬ 
pancy,  affecting  premises  27-03  Newtown  avenue  and  1-3 
North  Henry  street,  northwest  corner,  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  15,  1932,  reads: 

“I  have  your  communication  of  January  9,  1932,  com¬ 
plaining  that  you  did  not  receive  answers  to  your  letters 
of  August  11th  and  December  16th. 

“Our  Mr.  McCabe  of  the  Brooklyn  Office  states  that 
with  reference  to  the  occupancy  of  the  premises  27-03 
Newtown  Avenue,  Astoria,,  as  an  oil  selling  station  and 
a  letter  from  you  dated  December  16th,  1931,  he  called 
your  office  sometime  ago,  shortly  after  the  receipt  of  an 
endorsement  dated  December  24,  1931,  and  informed  your 
representative  of  the  receipt  of  your  letter  of  December 
16th,  and  that  he  could  call  at  any  time  on  Mr.  McCabe 
for  an  explanation  of  anything  he  wanted  to  know  about ; 
this  case.  Your  representative  informed  Mr.  McCabe 
that  he  would  call  your  attention  to  the  matter  as  soon 
as  possible.  A  call  from  you  has  been  expected,  but  you 
have  not  called,  instead  have  written. 

“On  July  16th,  1931,  Plan  1493-31  was  approved  for 
three  additional  tanks,  capacity  550  gallons  each,  and  i 
three  car  grease  pits.  These  tanks  were  properly  in¬ 
spected  by  an  inspector  from  this  bureau.  The  grease 
pits  are  installed.  , 

“On  December  21st,  1931,  an  amendment  to  plan 
1493-31  was  approved  showing  new  location  of  gasoline 
pumps,  auto  laundry  and  three  grease  pits.  The  auto 
laundry  and  garage  have  not  been  erected.  There  is  a 
brake  testing  machine  on  this  station  whereon  the  cus¬ 
tomers  test  their  own  brakes.  We1  have  had  the  occu¬ 
pant  of  this  station  in  court  for  operating  an  oil  selling, 
station  without  a  permit,  as  the  pumps  were  not  in¬ 
stalled  according  to  the  original  plan,  but  with  the 
amendment  approved  showing  the  present  location,  there 
will  be  no  further  cause  for  keeping  this  case  before  the 
court. 

“The  self-service  brake  testing  machine  does  not  in  any 
manner  violate  any  section  of  the  law. 

“When  this  case  is  disposed  of  in  court  there  is  no 
reason  why  a  permit  may  not  be  issued  to  the  occupants 
of  this  station.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  27,  1932,  reads: 

“With  reference  to  your  letter  of  Jan.  20th,  1932, 
relative  to  the  premises  27-03  Newtown  Ave.,  Astoria. 

“The  letter  of  Jan.  15th,  which  you  received  from 
Peter  C.  Spence,  Chief  of  the  Bureau  of  Fire  Preven¬ 
tion,  shows  that  these  premises  are  being  conducted  in  a 
legal  manner  and  we  are  restrained  therefrom  from 
taking  any  action  that  would  prevent  the  use  of  the  said 
premises  as  an  oil  selling  station  and  the  use  of  greasing 
pits. 
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‘A  further  check-up  of  our  records  also  shows  that 
the  said  premises  are  operated  in  a  legal  manner  ” ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  4,  1329,  reads: 

"Upon  receipt  of  your  letter  dated  March  28,  1932, 
affecting  premises  at  the  northwest  corner  of  North 
Henry  Street  and  Newtown  Avenue,  Astoria,  I  ordered 
an  inspectibn  made  of  said  premises. 

"The  district  inspector’s  report  dated  March  31,  1932, 
shows  two  visits  to  the  premises,  one  at  11  :45  A  M 
the  other  at  3:45  P.  M„  on  March  30,  1932,  at  neither 
of  which  time  was  work  known  as  auto  repairing  being 
conducted  thereon. 

He  also  reports  that  the  gasoline  selling  station  is 
operating  under  the  following  permits  issued  by  the 
Fire  Department:  No.  433363  dated  January  22,  1932, 
and  No.  1493-31  dated  December  21,  1931. 

In  view  of  the  above  facts,  your  complaint  calls  for 
no  action  on  my  part.” ; 

-  and 

„  Whereas,  the  premises  consist  of  a  corner  lot,  135  ft.  by 
100  ft.,  upon  which  is  erected  three  frame  dwellings,  a  two- 
story  frame  auto  repair  shop,  an  office,  three  grease  pits, 
five  gasoline  pumps  and  four  gasoline  storage  tanks  buried 
below  ground  level ;  OCCUPIED  for  living  purposes,  auto¬ 
mobile  repair  shop  and  gasoline  service  station  within  a 
business  use  district;  and 

Whereas,  the  appellant  claims  that  originally  only  one 
I  tank  and  one  pump  were  installed  on  the  premises ;  that  no 
plans  were  filed  and  approved  for  such  installation;  the  tank 
was  buried  without  being  encased  with  concrete,  and  not 
f  until  1931  was  this  violation  of  law  corrected;  in  1931  three 
additional  tanks  were  buried,  five  new  pumps  were  erected 
I  the  one  original  pump  was  removed ;  the  premises  are 
also  being  used  as  a  motor  vehicle  repair  shop  (photographs 
have  been  filed  with  this  appeal  in  evidence),  such  use  having 
commenced  about  April  of  1931 ;  that  the  premises  in  ques- 
1  tion  located  within  a  business  use  district  are  being  illegally 
:  used  for  a  motor  vehicle  repair  shop  and  gasoline  service 
i  station  in  violation  of  the  zone  resolution  and  being  main¬ 
tained  without  the  issuance  of  a  certificate  of  occupancy  by 
the  superintendent  of  buildings ;  furthermore,  the  appellant 
contends  that  the  maintenance  of  the  illegal  occupancy  is 
causing  depreciation  in  value  and  damage  to  the  adjoining 
premises ;  that  the  superintendent  of  buildings  and  fire  com¬ 
missioner  are  negligent  and  that  it  is  their  duty  to  take 
action  against  the  owner  for  the  discontinuance  of  the 
illegal  motor  vehicle  repair  shop  and  gasoline  service  station 
conducted  on  the  premises  in  question ;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows  : 

“Cal.  No.  80-32-A. 

"Premises  27-03  Newtown  avenue  and  1-3  North  Henry 
street,  northwest  corner,  Dong  Island  City,  Borough  of 
Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  June  9,  1932,  a  committee  of  inpsection  of  the 
board,  consisting  of  Temporary  Chairman  Connell  and 
Commissioners  Holland  and  Guilfoyle,  visited  and  in¬ 
spected  the  premises  under  appeal  in  this  case. 

“The  premises  in  question  are  located  on  the  north¬ 
west  corner  of  Newtown  avenue  and  North  Henry 
street,  with  a  frontage  of  100  ft.  on  North  Henry  street 
and  135  ft.  on  Newtown  avenue.  On  the  corner  there 
are  three  and  two-story  frame  buildings,  occupied  on 
the  ground  floor  for  business  use  and  dwellings  above. 
Adjoining  the  three-story  building  on  North  Henry 
street,  separated  by  a  driveway,  is  a  two-story  frame 
building,  about  20  ft.  by  20  ft.  in  area,  the  ground  floor 
being  occupied  and  used  as  a  motor  vehicle  repair  shop 
and  vacant  on  the  second  story.  Adjoining  this  building 
to  the  north  on  the  same  plot  is  a  two-story  frame  build¬ 
ing,  separated  from  the  motor  vehicle  repair  shop  by  a 
driveway.  The  balance  of  the  buildings  facing  on  New¬ 


town  avenue  are  developed  as  a  gasoline  service  station, 
grease  pits  and  office. 

...  appellant  claims  that  the  premises  are  occupied 
illegally  and  this  appeal  is  taken  from  a  decision  of 
the  fire  commissioner  and  the  superintendent  of  buildings 
relusing  to  discontinue  the  use  of  the  gasoline  station 
and  automobile  repair  shop  on  the  basis  that  the  same 
uses  are  an  illegal  occupancy.  Records  of  the  fire  de¬ 
partment  filed  with  this  appeal  show  that  the  premises 
in  question  have  been  occupied  as  a  gasoline  service  sta¬ 
tion  under  permit  since  1920,  there  having  been  installed 
one  tank  and  one  pump.  Subsequently,  in  1931  an  ap¬ 
plication  was  made  to  the  fire  department  for  the  in¬ 
stallation  of  three  additional  tanks  and  three  pumps, 
permit  for  which  was  granted  by  the  fire  department. 
Un  November  5,  1930,  the  superintendent  of  buildings 
issued  a  certificate  of  occupancy  for  the  use  of  the 
premises  for  a  gasoline  station,  motor  vehicle  repair 
shop  and  dwellings. 

There  has  also  been  filed  with  this  department  report 
of  the  district  inspector  of  the  superintendent  of  build¬ 
ings  in  which  he  states  he  visited  the  premises  under 
appeal  on  March  30,  1932,  at  3.45  p.  m.,  and  on  March 
31,  1932,  at  11.45  a.  m.,  and  which  report  showed  that 
at  neither  of  these  times  was  work  known  as  auto  repair 
being  done  on  the  premises.  This  seems  to  be  rather 
inconsistent  on  the  part  of  the  district  inspector  in  view 
of  the  facts  as  stated  heretofore.  A  certificate  of  occu¬ 
pancy  had  been  issued  by  the  building  superintendent 
under  date  of  November  5,  1930,  for  a  motor  vehicle 
repair  shop,  gasoline  station,  etc.  There  has  been  no 
charge  by  the  adjoining  property  owners  that  the  per¬ 
mits  issued  by  the  fire  department  nor  the  certificate  of 
occupancy  issued  by  the  building  superintendent  are  il¬ 
legal. 

“In  the  opinion  of  the  committee,  therefore,  it  does 
not  seem  logical  that  there  is  any  basis  for  this  board 
to  grant  this  application  requesting  the  fire  commis¬ 
sioner  and  the  superintendent  of  buildings  to  discon¬ 
tinue  the  use  now  being  conducted  on  these  premises 
as  an  illegal  occupancy. 

“The  committee,  therefore,  recommends  the  denial  of 
this  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Whereas,  this  application  was  laid  over  for  an  inspection 
by  a  committee  of  the  board,  and  which  inspection  was 
made  and  report  of  which  was  read  and  adopted  at  this 
hearing,  and  which  report  recommends  the  denial  of  the 
appeal. 

Resolved,  that  the  decisions  of  the  fire  commissioner  and 
the  decision  of  the  superintendent  of  buildings  be  and  they 
hereby  are  affirmed  and  the  appeal  be  and  it  hereby  is  denied. 

APPLIANCE  SUBMITTED  FOR  APPROVAL. 
229-32-iSA. 

PETITIONER — Charles  W.  Russell,  for  Campbell  Machine 
Co.,  owner. 

SUBJECT — The  Camel  Automatic  Oil  Burner,  Model  30, 
Types  A,  B  and  C,  approval  of. 

APPEARANCES— 

For  Petitioner:  Charles  W.  Russell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  q 

Absent  .  0 
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THE  RESOLUTION— 

(229-32-SA) 

Whereas,  Charles  W.  Russell,  for  Campbell  Machine  Co., 
owner,  filed,  April  29,  1932,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known  as 
the  Camel  Automatic  Oil  Burner,  Model  30,  Types  A,  B 
and  C ;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  the  report  of  the  chief  of 
the  bureau  of  fire  prevention  dated  June  9,  1932,  recommends 
the  approval  of  the  device. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Camel  Automatic 
Oil  Burner,  Model  30,  Types  A,  B  and  C,  for  use  in  domestic 
and  commercial  installations  when  installed  in  accordance 
with  the  report  of  the  chief  of  the  bureau  of  fire  prevention 
and  the  rules  of  the  board  of  standards  and  appeals. 


Adjourned  3.40  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  JUNE  10,  1932,  3  P.  M. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


RULES. 

353-30-SR. 

SUBJECT — Paint,  Varnish  and  Lacquer  Spraying  Rules, 
Approval  of. 

APPEARANCES— 

William  B.  White,  F.  L.  Graham,  J.  W.  Richard¬ 
son,  Everett  J.  Cole,  M.  J.  McDonald,  William 
J.  O’Rourke,  and  others. 

For  Administration:  Chief  Spence  and  Inspector 
Maher  of  fire  department. 

ACTION  OF  BOARD — Rules  adopted  as  printed  on  pages 
799,  800  and  801. 

THE  VOTE  TO  ADOPT  RULE  2,  SUBDIVISION  2, 
AiS  PRINTED  IN  BULLETIN  OF  JUNE  7,  7932- 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  . 7..  0 

Absent  .  0 


THE  VOTE  TO  ADOPT  RULE  4,  SUBDIVISION  “L”, 
NEW  SECOND  PARAGRAPH— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  ADOPT  RULES  AS  PRINTED  ON 
PAGES  799,  800  and  801. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  ADOPT  RESOLUTION  OF  APPRE¬ 
CIATION  OF  COMMITTEE’S  SERVICES— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 


Be  It  Resolved,  that  the  members  of  the  board  of  stand¬ 
ards  and  appeals,  acting  in  their  official  capacity  at  this 
hearing,  wish  to  express  their  feeling  of  gratification  and 
appreciation  to  the  members  of  the  committee  on  the  drafting 
of  the  Spraying  Rules  for  their  splendid  and  unselfish  work 
and  the  very  constructive  results  obtained  by  them.  We 
feel  that  these  members  of  the  committee  by  their  spirit  of 
cooperation,  serving  without  any  compensation  whatsoever, 
have  demonstrated  that  this  board,  when  required  to  draft 
rules  on  any  subject  matter,  can  have  at  any  time  the  advice 
and  gratuitous  help  of  those  interested  in  the  subject  matter, 
to  the  end  that  the  most  workable  set  of  rules,  generally  satis¬ 
factory  to  all,  will  be  adopted.  We  wish  also  to  further 
express  our  appreciation  to  the  chairman  of  the  committee, 
Chief  Spence  of  the  fire  department,  and  his  very  able  as¬ 
sistant,  Inspector  Maher  of  the  Fire  Prevention  Bureau. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  14,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  June  3,  1932,  at  10  a.  m. ;  the  minutes  of 
the  special  meeting  of  the  board  held  on  Friday  afternoon, 
June  3,  1932,  at  2  p.  m. ;  the  minutes  of  the  special  meeting 
of  the  board  held  on  June  3,  1932,  at  3  p.  m. ;  the  minutes 
of  the  special  meeting  of  the  board  held  on  June  3,  1932,  at 
4  p.  m. ;  the  minutes  of  the  regular  meeting  of  the  board 
held  on  Tuesday,  June  7,  1932,  at  10  a.  m.,  and  the  minutes 
of  the  regular  meeting  of  the  board  held  Tuesday,  June  7, 
1932,  at  2  p.  m.,  were  approved  as  printed  in  Bulletin  No. 
24,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

G8-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Jane  David  Hold¬ 
ing  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1641-1649  Eastern  parkway, 
northeast  corner  of  Hopkinson  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Aaron  Brandfon  and  Meyer  Krau¬ 
shaar. 

For  Opposition:  Julius  Berzinsky  and  Rabbi  H. 
Manuel. 
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ACTION  OF  BOARD — Laid  over  to  September  13,  1932, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 


230-32-BZ. 


APPLICANT— .Oscar  Goldschlag,  for  Evelyn  L.  Wood, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of_  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  a  business  district  into  a  residence  district, 
of  a  business  use  (stores). 

PREMISES  AFFECTED — Southeast  corner  of  East  Burn¬ 
side  avenue  and  Walton  avenue,  The  Bronx 
APPEARANCES— 


For  Applicant:  Oscar  Goldschlag. 

*  For  °PP°sition :  Henry  E.  Spitz  and  Harry  ,S.  Reis. 

ACTION  OF  BOARD — .Laid  over  to  June  24,  1932,  at 
10  a.  m.,  on  request  of  applicant. 


340-31-BZ. 


APPLICANT — Conroy  &  Hardy  (formerly  known  as  Mc- 
Cooey  &  Conroy),  for  Edward  W.  Cropsey,  James 
L.  Cropsey  and  C.  &  M.  Holding  Co.,  owners. 
SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  and  restored  to  Calendar  February  2,  1932) 
PREMISES  AFFECTED— 2402-2418  Cropsey  avenue’, 
southwest  corner  of  24th  avenue,  Brooklyn 
APPEARANCES— 


For  Applicant :  R.  S.  Hardy. 

For  Opposition:  Timothy  D.  Parkman. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1932,  at  10 
a.  m.,  on  request  of  opposition. 


103-31-BZ. 

APPLICANT-  Kew  Garage  &  Repair  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  conversion  of  occupancy  from  an  auto  laundry 
to  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  dismissed  for  lack  of 
prosecution ;  reopened  and  restored  to  Calendar 
March  4,  1932). 

PREMISES  AFFECTED — North  side  of  Metropolitan  ave¬ 
nue,  20  ft.  8  in.  east  of  Cuthbert  place,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  M.  Richter. 

For  Opposition :  Allan  Suffern  and  Patrick  J.  Fitz- 
gibbons. 

ACTION  OF  BOARD — Laid  over  to  June  24,  1932,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


36-20-BZ. 

APPLICANT — William  C.  Winters,  for  Schmeller  Bros., 
present  owners. 

SUBJECT — -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  garage  for  more  than  five  (5) 
motor  vehicles  (garage  granted  by  the  board)  so 
as  to  include  a  gasoline  service  station  (reopened 
March  22,  1932). 

PREMISES  AFFECTED — 3086-3096  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Emil  Guterman. 

ACTION  OF  BOARD — .Laid  over  to  June  24,  1932,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


261-29-BZ. 

APPLICANT— George  Stern,  for  Moline  Construction  Co., 
Wortmam^Tnc  ^  re°pening  made  by  Perlman  & 
SUBJECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build- 
mgs),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
PT?  F  \T  r  one  maAn^,a’^n  Tof  a  gas°line  service  station. 

V  1  — 113-26  Farmers  boulevard, 

appearances^’  orough  of  Queens- 

ArTmv0A^pn!icant:  Herbert  Wortmann. 

THE  VOTC  To  ‘°  re°Pen  Wit'K'raWn' 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  .  0 

Absent  . ’  . .  0 

504-25-BZ. 

APPLICANT— Nat  C.  Helman,  for  Rachel  Yuttal,  present 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  garage  for  more  than  five  (5) 
motor  vehicles  (garage  granted  by  the  board)  so  as 
to  include  a  motor  vehicle  repair  shop  (reopened 
January  26,  1932). 

PREMISES  AFFECTED— 128-144  East  98th  street,  west 

APPEARANCES—  "°rth  °f  Wi",hr°P  Brooklyn. 

For  Applicant :  Nat  C.  Helman  and  David  Cooper- 
smith. 

ACTION  OF  BOARD— Application  laid  over  for  full  vote 
ot  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Assistant  Chief  Kid¬ 
ney  .  3 

Negative:  Commissioner  Guilfoyle .  .  i 

Absent  .  Q 

130-32-BZ. 

APPLICANT— James  J.  Millman,  for  Rostfel  Realty  Co 
inc.,  owner. 

-SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

PRFMtS  aAnilSSnnCe  0f  a  gaSoline  service  station. 
EMISES  AFFECTED— 125-135  Kings  highway,  north- 

APPEARANCE?-  e"  aVenUe'  Brookl>'n- 

For  Applicant :  James  J.  Millman,  Charles  C. 

Craig  and  Jacob  Rothenberg. 

For  Opposition:  K  Karl  Klein,  D.  A.  Wallach, 

C.  H.  Scott,  Charlotte  Werner  and  L  C 
Moxter. 

ACTION  OF  BOARD — -Application  denied 
THE  VOTE  Tp  GRANT— 

Affirmative:  Commissioner  Holland  and  Assist¬ 
ant  Chief  Kidney .  '  '  0 

Negative:  _  Temporary  Chairman  ’Co’nneli  and 

Commissioner  Guilfoyle  .  Q 

Absent  .  .  ~ 

THE  RESOLUTION— 

(130-32-BZ) 

Whereas,  James  J.  Millman,  for  Rostfel  Realty  Co  Inc 
owner,  filed,  March  15,  1932,  an  application,  under  the  "build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec 

V°nandi^a,nte^ce  of  a  Saline  service  station;  premises 
120-135  Kings  highway,  northeast  corner  of  Stillwell  avenue 
Borough  of  B  rooky  In  ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  14,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway  is  in  a  business 
district;  Stillwell  avenue,  north  of  Kings  highway,  is  in  a 
residence  district;  Stillwell  avenue,  south  of  Kings  highway, 
is  in  a  business  district,  and  Avenue  P  is  in  a  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  29,  1932  (re  App.  No.  1936-32),  reads: 
“Proposition  contrary  to  the  Zone  Resolution,  Art.  II, 
Sec.  4-A,  Subdivision  46. 

“The  installation  of  a  gasoline  service  station  in  a 
business  district.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  105  ft.  10  in.  on  Kings  highway  and  62  ft.  on 
Stillwell  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
story  structure,  used  for  office  and  auto  laundry,  grease  pits, 
and  to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

177-32-BZ. 

APPLICANT — Herbert  J.  Krapp,  for  Trebhus  Realty  Co., 
owner. 

SUBJECT — ‘Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 166  West  End  avenue,  north¬ 
east  corner  of  West  67th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Herbert  J.  Krapp. 

For  Opposition :  Milton  Sloane,  Abraham  Wilson, 
Joseph  T.  McMahon  and  Samuel  C.  Sachs. 


ACTION  OF  BOARD — .Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney  .  4 

Absent  .  0 

THE  RESOLUTION— 

(177-32-BZ) 


Whereas,  Herbert  J.  Krapp,  for  Trebhus  Realty  Co., 
owner,  filed,  April  4,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises  166 
West  End  avenue,  northeast  corner  of  West  67th  street, 
Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  14,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  End  avenue  is  in  a  business 
and  unrestricted  district;  West  67th  street,  east  of  West 
End  avenue,  is  in  a  business  district;  West  67th  street,  west 
of  West  End  avenue,  is  in  a  business  and  unrestricted  dis¬ 
trict;  West  68th  street,  east  of  West  End  avenue  is  in  a 
business  district,  and  West  68th  street,  west  of  West  End 
avenue,  is  in  a  business  and  unrestricted  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  14,  1932  (re  N.  B.  Applic.  No.  31-1932), 
reads : 

“l.  No  building  or  premises  within  business  district 


may  be  erected  or  arranged  as  a  gasoline  service  station 
(Art  2,  Sec.  4).”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  125  ft.  on  West  67th  street  and  100  ft.  8  in.  on 
West  End  avenue,  upon  which  it  is  proposed  to  erect  a 
one-story  building,  20  ft.  by  30  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  board  deemed  that  this  would  be  the  first  in¬ 
vasion  of  a  non-conforming  use  on  the  east  side  of  West  End 
avenue  between  66th  and  69th  streets ;  and 

Whereas,  the  applicant  failed  to  substantiate  his  basis  of 
appeal  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


146-32-BZ. 

APPLICANT — Morris  Whinston,  for  Rhinelander  Estate, 
owner,  and  Milans  Realty  Corp.,  lessee. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  retail  use  and  “B”  area 
district  the  erection  of  a  stair  enclosure  which  en¬ 
croaches  into  the  rear  yard  required  by  the  building 
zone  resolution. 

PREMISES  AFFECTED— 66-68  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Morris  Whinston. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(146-32-BZ) 

Whereas,  Morris  Whinston,  for  Rhinelander  Estate, 
owner,  and  Milans  Realty  Corp.,  lessee,  filed,  March  26, 
1932,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  retail  use  and  “B”  area  district  the  erection 
of  a  stair  enclosure  which  encroaches  into  the  rear  yard 
required  by  the  building  zone  resolution;  premises  66-68 
West  38th  street,  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  14,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  38th  street,  West  39th 
street  and  Sixth  avenue  are  in  retail  use  and  “B”  area 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  23,  1932  (re  Alt.  Applic.  No.  333-1932), 
reads : 

“2.  Stair  enclosure  must  not  encroach  upon  the  re¬ 
quired  rear  yard.  Sec.  17,  Subd.  a,  and  Section  12  of 
the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  (4)  stories  in  height,  with  a  frontage  of  41 
ft.  8  in.  and  a  depth  of  98  ft.  9  in.;  to  be  occupied  as  a 
factory ;  it  is  proposed  to  erect  a  stair  enclosure  in  the 
westerly  portion  of  the  rear  yard ;  the  proposed  enclosure 
to  be  ten  (10)  feet  deep  and  12  ft.  4  in.  wide;  the  height  to 
be  approximately  45  ft.;  this  enclosure  could  legally  be 
erected  to  a  height  of  23  ft.  above  curb;  the  excess  height 
is  approximately  22  ft. ;  and 

Whereas,  the  board  deems  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
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zone  resolution  insofar  as  a  variation  of  said  building  zone 
resolution  is  concerned  in  this  application. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted ,  only  so  far  as  it 
affects  the  zoning  restrictions  in  reference  to  the  encroach¬ 
ment  on  the  rear  yard  requirements,  permitting  a  stairway 
enclosed  in  brick  walls  of  an  area  12  ft.  4  in.  in  width,  10 
ft.  in  depth,  to  be  located  on  the  westerly  side  in  the  rear 


of  the  building;  that  the  enclosure  and  stairway  to  be  carried 
up  to  and  above  the  roof  of  the  present  building,  location 
and  height  as  shown  on  plans  submitted  with  this  appeal; 
that  all  permits  required  shall  be  obtained  within  three 
months  and  any  work  completed  within  nine  months  from 
the  date  of  this  action. 


Adjourned  1.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  14,  1932. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  with  Assistant 
Chief  Kidney  substituting. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

,  107-32-A. 

APPELLANT — 123  William  Street  Corp.,  owner. 

,  SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 123-133  William  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Elias  A.  Cohen. 

For  Opposition:  David  M.  Oltarsh. 

ACTION  OF  BOARD— Laid  over  to  July  15,  1932,  at 
2  p.  m.,  on  written  request  of  representative  of 
superintendent  of  buildings. 


217-32-A. 

APPELLANT — Hemmerdinger  Estate  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 83rd  street,  540  ft.  south  of 
Central  avenue,  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant :  Irving  Weiser. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1932,  at 
2  p.  m.,  in  order  that  appellant  might  apply  to 
building  department  for  certificate  of  occupancy. 


277-32-A. 

APPELLANT — Watson  Elevator  Co.,  Inc.,  for  French 
Realty  Co.,  owner. 

SUBJECT — 'Appeal  from  decisions  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 64  West  124th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Donald  V.  Jenkins. 

Other  Interest :  Bassett  Jones. 

For  Administration :  Chief  Inspector  of  Elevators 
Patrick  Foley  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(277-32-A) 

Whereas,  Watson  Elevator  Co.,  Inc.,  for  French  Realty 
Co.,  owner,  filed,  May  20,  1932,  an  appeal  from  decisions  of 


superintendent  of  buildings,  affecting  premises  64  West 
K4th  street,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  4,  1932,  reads: 

“This  amendment  is  disapproved  with  the  following 
objections  added: 

9.  Shaft  door  interlocks  and  car  gate  contact  must 
be  of  an  approved  type.”; 
and 


Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  9,  1932,  reads : 

In  reply  to  your  letter  of  April  27th,  accompanied 
by  drawings  and  a  description  of  your  Watson  Type  ‘A’ 
Electro  Mechanical  Bar  Interlock  and  Watson  Type  A-l 
Gate  Contact,  and  also  samples  of  these  devices. 

You  are  advised  that  this  Bureau  cannot  approve 
any  device  that  has  not  been  tested  by  a  recognized 
testing  laboratory. 

“The  proper  procedure  to  obtain  an  approval  of  this 
device  is  to  make  an  application  to  the  Board  of  Stand¬ 
ards  and  Appeals  in  each  installation  where  this  device 
is  to  be  used.  The  Board  of  Standards  and  Appeals 
has  adopted  a  resolution  to  this  effect  and  will  give 
preferential  action  to  expedite  applications  for  approvals 
in  each  of  the  installations  where  this  device  is  to  be 
used.” ; 
and 


Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  25  ft.  by  90  ft.  in  area ;  OCCUPIED  as  an  apartment 
house;  and 

Whereas,  the  appellant  proposes  to  install  the  Watson 
A-l  gate  contact  on  elevators  of  the  premises  in  question; 
the  appellant  claims  that  such  gate  contact  has  been  tested 
and  approved  by  the  National  Board  of  Fire  Underwriters 
and  it  has  been  successfully  operated  during  the  past  nine 
years;  furthermore,  it  conforms  with  the  requirements  of 
the  rules  in  all  other  respects  except  as  to  the  required 
test ;  and 

Whereas,  the  appellant  has'  submitted  this  device  to  the 
Elevator  Rules  Committee  of  the  Merchants’  Association  for 
report ;  and 

W hereas,  the  Elevator  Rules  Committee,  under  date  of 
June  11,  1932,  submitted  a  report  on  this  device  to  the  board, 
and  which  report  recommends  the  approval  of  the  device  for 
a  temporary  period,  pending  the  test  and  report  by  a 
standard  testing  laboratory,  as  required  under  the  adopted 
Elevator  Rules. 

Resolved ,  that  the  decisions  of  the  superintendent  of  build¬ 
ings  be  and  they  hereby  are  modified  and  that  the  device  be 
and  it  hereby  is  approved  for  use  in  the  City  of  New  York, 
for  a  temporary  period,  on  the  following  conditions :  First, 
that  the  device,  before  being  used  under  this  temporary 
approval,  shall  be  submitted  in  accordance  with  the  Elevator 
Rules  to  a  standard  testing  laboratory  for  test  and  report ; 
second,  that  this  temporary  approval  shall  expire  upon  the 
receipt  of  the  report  from  the  standard  testing  laboratory, 
but  in  any  event  not  later  than  December  31,  1932;  third, 
that  if  report  of  test  by  laboratory  is  unfavorable,  the  device 
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shall  be  removed  and  replaced,  if  replaced,  by  one  acceptable 
under  the  rules;  fourth,  that  before  the  device  is  placed  in 
service  under  this  temporary  approval,  a  field  test  shall  be 
made  in  the  presence  of  a  designated  representative  of  the 
building  superintendent  for  his  approval,  and  that  written 
proof  of  submission  of  the  device  to  the  standard  testing 
laboratory  shall  be  filed  with  this  board  and  the  building 
superintendent. 


293-32-A. 

APPELLANT— Watson  Elevator  Co.,  Inc.,  for  Shire  Realty 
Corp.,  owner. 

SUBJECT— ^Appeal  from  decisions  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 1220-1226  Broadway  and  35 
West  30th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Donald  V.  Jenkins. 

Other  Interest:  Bassett  Jones. 

For  Administration:  Chief  Inspector  of  Elevators 
Patrick  Foley  of  bureau  of  buildings. 

ACTIQiN  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(293-32-A) 

Whereas,  Watson  Elevator  Co.,  Inc.,  for  Shire  Realty 
Corp.,  owner,  filed,  May  25,  1932,  an  appeal  from  decisions 
of  the  superintendent  of  buildings,  affecting  premises  1220- 
1226  Broadway  and  35  West  30th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  5,  1932  (Elevator  Application  No.  52-1932), 
reads : 

“Amendment  disapproved  with  the  following  objec¬ 
tion  : 

“5.  Type  bar  interlock  specified  in  amendment  No.  3 
is  not  approved.”; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  9,  1932,  reads: 

“In  reply  to  your  eltter  of  April  27th,  accompanied 
by  drawings  and  a  description  of  your  Watson  Type  ‘A’ 
Electro  Mechanical  Bar  Interlock  and  Watson  Type 
‘A-l’  Gate  Contact,  and  also  samples  of  these  devices. 

“You  are  advised  that  this  Bureau  cannot  approve 
any  device  that  has  not  been  tested  by  a  recognized 
testing  laboratory. 

“The  proper  procedure  to  obtain  an  approval  of  this 
device  is  to  make  an  application  to  the  Board  of  Stand¬ 
ards  and  Appeals  in  each  installation  where  this  device 
is  to  be  used.  The  Board  of  Standards  and  Appeals 
has  adopted  a  resolution  to  this  effect  and  will  give 
preferential  action  to  expedite  applications  for  approvals 
in  each  of  the  installations  where  this  device  is  to  be 
used.” ; 
and 

Whereas,  the  building  is  fireproof,  four  stories  in  height, 
105  ft.  9  in.  by  72  ft.  9  in.  in  area;  OCCUPIED  as  a  tenant 
factory,  ninety  persons  per  story ;  and 

Whereas,  the  appellant  proposes  to  install  the  Watson 
Type  “A”  Electro  Mechanical  Bar  Interlock  on  elevators  of 
the  premises  in  question ;  the  appellant  claims  that  such  inter¬ 
lock  has  been  tested  and  approved  by  the  National  Board  of 
Fire  Underwriters  and  it  has  been  successfully  operated 
during  the  past  nine  years ;  furthermore,  it  conforms  with 
the  requirements  of  the  rules  in  all  other  respects  except  as 
to  the  required  test ;  and 

Whereas,  the  appellant  has  submitted  this  device  to  the 
Elevator  Rules  Committee  of  the  Merchants’  Association  for 
report;  and 


Whereas,  the  Elevator  Rules  Committee,  under  date  of 
June  11,  1932,  submitted  a  report  on  this  device  to  the  board, 
and  which  report  recommends  the  approval  of  the  device  for 
a  temporary  period,  pending  the  test  and  report  by  a  stand¬ 
ard  testing  laboratory,  as  required  under  the  adopted  Ele¬ 
vator  Rules. 

Resolved,  that  the  decisions  of  the  superintendent  of  build¬ 
ings  be  and  they  hereby  are  modified  and  that  the  device  be 
and  it  hereby  is  approved  for  use  in  the  City  of  New  York, 
for  a  temporary  period,  on  the  following  conditions :  First, 
that  the  device,  before  being  used  under  this  temporary 
approval,  shall  be  submitted  in  accordance  with  the  Elevator 
Rules  to  a  standard  testing  laboratory  for  test  and  report; 
second,  that  this  temporary  approval  shall  expire  upon  the 
receipt  of  report  from  the  standard  testing  laboratory,  but 
in  any  event  not  later  than  December  31,  1932;  third,  that 
if  report  of  test  by  laboratory  is  unfavorable,  the  device 
shall  be  removed  and  replaced,  if  replaced,  by  one  acceptable 
under  the  rules ;  fourth,  that  before  the  device  is  placed  in 
service  under  this  temporary  approval,  a  field  test  shall  be 
made  in  the  presence  of  a  designated  representative  of  the 
building  superintendent  for  his  approval  and  that  written 
proof  of  submission  of  the  device  to  the  standard  testing 
laboratory  shall  be  filed  with  this  board  and  the  building 
superintendent. 


203-32-A. 

APPELLANT — Ansonia  Fire  Prevention  &  Engineering 
Co.,  Inc.,  for  Rellim  Construction  Co.,  owner. 
SUBJECT — Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED  -1931-1939  Broadway  and  110- 
118  West  65th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(203-32-A) 

Whereas,  Ansonia  Fire  Prevention  &  Engineering  Co., 
Inc.,  for  Rellim  Construction  Co.,  owner,  filed,  April  12, 
1932,  an  appeal  from  orders  and  decisions  of  the  fire  com¬ 
missioner,  affecting  premises  1931-1939  Broadway  and  110- 
118  West  65th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  31,  1931  (Order  No.  82349-F),  reads: 

“Provide  approved  fireproof  windows  or  iron  shutters 
at  all  openings  in  the  exterior  wall  above  1st  story 

which  are  distant  in  a  direct  line  less  than  30'  from 

any  opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50'  above  a  neighboring  roof  at  east  and  north  sides 
of  building,  or  other  approved  protection,  as  per  Sec. 
375,  Art.  18,  Ch.  5,  Code  of  Ordinances. 

“Replace  the  missing  shutters  with  proper  iron  shutters 
or  approved  fireproof  windows  at  all  openings  in  the 
exterior  wall  above  1st  story  which  are  distant  in  a 
direct  line  less  than  30'  from  any  opening  in  any  other 

building  and  not  in  the  same  plane  with  said  openings 

and  which  are  not  more  than  50'  above  a  neighboring 
roof  at  west  side  of  building  or  other  approved  protection, 
as  per  Sec.  375,  Art.  18,  Ch.  5  of  the  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  31,  1931  (Order  No.  82350-F),  reads: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
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story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  south  and  west 
sides  of  building,  or  other  approved  protection,  as  per 
Sec.  375,  Art.  18,  'Ch.  5  of  the  Code  of  Ordinances.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  31,  1932,  reads: 

"In  reply  to  your  communication  of  March  30th,  1932, 
relative  to  premises  112-118  W.  05th  Street,  and  quoted 
violation  of  Section  375  of  Chapter  5  of  the  Code  of 
Ordinances,  I  beg  to  advise  that  if  the  decision  given 
you  sustaining  the  validity  of  the  inspectors  report  as  a 
violation  is  not  satisfactory,  you  have  the  privilege  of 
appealing  to  the  iBoard  of  Standards  &  Appeals  from 
this  decision.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  31,  1932,  reads: 

“In  reply  to  your  communication  of  March  30th,  1932, 
relative  to  premises  1931-9  Broadway,  110  West  65th 
Street,  and  quoted  violation  of  Section  375  of  Chapter  5 
of  the  Code  of  Ordinances,  I  beg  to  advise  that  if  the 
decision  given  you  sustaining  the  validity  of  the  in¬ 
spectors  report  as  a  violation  is  not  satisfactory  you 
have  the  privilege  of  appealing  to  the  Board  of  Stand¬ 
ards  and  Appeals  from  this  decision.” ; 
and 

Whereas,  the  buildings  are  non-fireproof,  erected  in  1900 
and  1901,  four  and  six  stories  in  height,  99  ft.  5  in.  by 
116  ft.  2  in.  in  area;  OCCUPIED :  1st  story,  stores,  53 
persons;  2nd  story,  restaurant,  sign  maker,  23  persons;  3rd 
story,  printing  and  factory,  21  persons;  4th  story,  offices 
and  tailor,  19  persons ;  5th  story,  machinist  and  repairing 
radios,  6  persons ;  6th  story,  artists’  studios,  6  persons ; 
equipped  with  a  standpipe  system;  and 

Whereas,  the  appellant  has  filed  drawings  showing  about 
ninety  window  openings  affected  by  the  orders ;  the  peti¬ 
tioner  claims  the  buildings  are  actually  one  building  within 
the  meaning  of  the  building  code;  the  buildings  are  entirely 
connected  at  the  basement  and  first  story  and  have  been 
treated  as  one  building  under  orders  of  the  fire  department 
and  in  appeals  before  the  board ;  furthermore,  the  appellant 
proposes  to  comply  with  the  orders  in  all  respects  as  to 
exposures  from  adjoining  buildings  considering  the  prem¬ 
ises  in  question  as  one  building,  and  requests  modification 
of  the  orders  insofar  as  they  affect  openings  in  the  court  wall 
facing  other  openings  in  the  wall  of  another  section  of  the 
same  building. 

Resolved,  that  the  orders  and  decisions  of  the  fire  com¬ 
missioner  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  iso  far  as  it  affects  the  win¬ 
dows  in  the  walls  of  the  court  between  the  four-story  and 
six-story  building,  excepting  any  windows  on  the  course  of 
the  public  hall  or  corridor,  stairway  and  elevator  shaft  and 
the  windows  in  the  easterly  wall  of  the  six-story  building 
immediately  south  of  the  front  stairs  facing  on  65th  street, 
on  condition  that  the  orders  shall  be  complied  with  in  all 
other  respects. 


161-32-A. 

APPEEDANT — John  C.  E.  Rogge,  for  Richard  Croker,  Jr., 
owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFPBCTED — 535-545  East  79th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  C.  E.  Rogge. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . q 

Absent  .  0 

THE  RESOLUTION—  . 

(161-32-A) 

Whereas,  John  C.  E.  Rogge,  for  Richard  Croker,  Jr., 
owner,  hied,  March  30,  1932,  an  appeal  from  orders  and  a 
decision  of  the  fire  commissioner,  affecting  premises  535-545 
Fast  79th  street  and  2-8  East  End  avenue,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  16,  1931  (Order  No.  89055-E),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  iSec.  581,  Ch.  5,  Code  of 
Otdinances,  and  rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

W  herf.as,  the  order  of  the  fire  commissioner,  dated  March 
10,  1932  (Order  No.  93259-F),  reads: 

1.  Provide  an  approved  sprinkler  system  throughout 
building  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals.  Section  20,  Chapter  12,  Code  of 
Ordinances.” ; 
and 

Whereas,  the  decision  of  th'e  fire  commissioner,  rendered 
April  28,  1932,  reads: 

.  “TWs  will  reply  to  your  letter  of  the  9th  inst.,  rela¬ 
tive  to  Order  89055-F  requiring  the  installation  of 
standpipe  on  the  above  premises,  in  which  you  state  a 
desire  to  appeal  to  the  Board  of  Standards  and  Appeals 
from  the  requirements  of  this  order  but  cannot  do  so 
due  to  the  fact  that  more  than  20  days  have  elapsed 
since  the  date  of  issuance  and  request  that  order  be  dis¬ 
missed  and  reissued. 

“You  are  advised  that  your  request  is  denied.”; 

and 

Whereas,  the  building  is  constructed  of  steel  frame  and 
concrete  floors,  erected  in  1909,  eight  stories  (95  ft.)  in 
height,  102  ft.  2  in.  by  147  ft.  11  in.  (about  15,000  sq.  ft.)  in 
area;  OCCUPIED:  1st  story,  furniture  storage;  2nd  story, 
offices,  50  persons ;  3rd  story,  woodworking,  65  persons ;  4th 
and  8th  stories,  vacant ;  5th,  6th  and  7th  stories,  manufacture 
of  furniture,  total  of  16  persons;  and 

Whereas,  the  appellant  claims,  as  to  the  sprinkler  order, 
the  building  is  semi-fireproof,  equipped  with  National  Dis¬ 
trict  fire  alarm  system  and  adequate  exit  facilities ;  the  owner 
proposes  to  install  a  twenty-gallon  chemical  extinguisher  on 
the  top  story  and  one  in  the  basement ;  as  to  the  order  to 
raise  the  gravity  tank,  the  standpipe  system  was  installed 
when  the  building  was  erected  in  1909,  fed  from  two  tanks, 
cross-connected,  and  maintaining  3,320  gallons  reserved  for 
standpipe  lines;  the  bottom  of  the  tanks  are  13  ft.  above  the 
highest  hose  outlet ;  furthermore,  the  appellant  contends 
there  is  no  existing  fire  hazard  on  the  premises  and  no 
justifying  cause  to  require  compliance  with  the  orders;  and 

Whereas,  the  building  was  erected  in  1909,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction. 

Resolved,  that  the  orders  and  decision  of  the  fire  com¬ 
missioner  be  and  they  hereby  are  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  as  to  Order  No.  89055-F, 
Item  1,  only  so  far  as  it  affects  the  elevation  of  the  bottom 
of  the  tank  above  the  top  story  hose  outlet  and  the  capacity 
of  the  tank  for  the  standpipe  supply,,  on  condition  that  the 
bottom  of  the  tank  shall  be  not  less  than  13  ft.  above  the 
top  story  hose  outlet;  that  the  hose  in  the  top  story  shall 
be  equipped  with  J^-inch  nozzles ;  that  a  reserve  of  not  less 
than  3,200  gallons  shall  be  maintained  for  the  standpipe  sup¬ 
ply  at  all  times  and  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects ;  as  to  Order  No.  93259-F, 
Item  1,  to  provide  a  sprinkler  system,  granted  on  condition 
that  the  present  occupancy  of  the  third  story,  which  is  part 
of  the  basis  of  this  order,  shall  be  discontinued  in  ninety 
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(90)  days  and  that  the  furniture  manufacturing  and  storage 
occupancy  on  the  fifth,  sixth  and  seventh  floors,  which  is  the 
balance  of  the  basis  of  this  order,  shall  be  discontinued  inside 
of  six  (6)  months;  that  if  any  future  occupancy  be  installed 
in  the  building  which,  in  the  opinion  of  the  fire  department, 
requires  sprinkler  systems,  the  order  is  to  be  complied  with, 
and  that  the  building  shall  be  not  increased  in  height  or  area. 


PETITIONS  FOR  VARIATIONS. 

192-32- S. 

PETITIONER— Otto  A.  Staudt,  for  Zeller  Lacquer  Manu¬ 
facturing  Co.,  Inc.,  lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 20  East  49th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Otto  A.  Staudt. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1932,  at 
2  p.  m.,  on  written  request  of  representative  of 
superintendent  of  buildings. 

174-32-S. 

PETITIONER — Martha  E.  Leonhauser,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED— 1020  East  178th  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Hollock,  Jr. 

ACTION  OF  BOARD— iLaid  over  to  July  8,  1932,  at 
2  p.  m.,  to  apply  to  health  department  for  sanitary 
certificate. 


PETITIONER— John  J.  Gilmartin,  for  Estate  of  Bradish 
Johnson,  Inc.,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law,  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 149-151  Fifth  avenue,  921-923 
Broadway  and  1-15  East  21st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(278-31-S) 

Whereas,  John  J.  Gilmartin,  for  Estate  of  Bradish  John¬ 
son,  Inc.,  owner,  filed,  June  3,  1931,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner,  affecting 

premises  149-151  Fifth  avenue,  921-923  Broadway  and  1-15 
East  21st  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  August 
5,  1929  (Order  No.  60966-iLD),  reads: 

“1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure  or  from  landings,  platforms  or  passageways 
connected  therewith  including  cigar  and  lunch  stand  in 
corridor  at  1st  story,  as  per  Rules  of  the  Board  of 
Standards  and  Appeals.” ; 
and  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

June  5,  1931,  reads: 

“Re  Premises  149-151  Fifth  avenue,  Manhattan. 

“Dear  Sir : 

“In  reply  to  your  letter  of  May  22,  1931,  requesting 
reconsideration  of  order  numbered  60966-LD,  affecting 


above  premises,  you  are  advised  that  your  request  for 
reconsideration  must  be  denied.” ; 
and 

Whereas,  the  building,  erected  in  1916,  is  fireproof,  six¬ 
teen  stories  in  height,  62  ft.  4  in.  by  195  ft.  in  area;  OCCU¬ 
PIED  as  a  tenant  factory,  seventy-live  persons  each  story, 
except  thirteenth  to  sixteenth  stories,  offices,  125  persons 
each  story;  EQUIPPED  with  a  sprinkler  system;  EXITS: 
three  interior  fireproof  stairways,  extending  from  the  first 
story  to  roof,  enclosed  in  fireproof  partitions,  with  fireproof 
doors  at  openings ;  and 

Whereas,  the  petitioner  claims  the  order  refers  to  a 
cigar  and  lunch  stand  located  in  the  first  story  public  hall, 
near  the  middle  of  the  building,  this  hallway  extends  through 
the  building  from  Fifth  avenue  to  Broadway ;  there  are  two 
sets  of  swinging  bronze  doors  at  each  end  of  the  public  hall 
before  reaching  the  entrance  door  of  each  street  front;  fur¬ 
thermore,  the  petitioner  contends  that  the  cigar  and  lunch 
stand  in  question  is  not  within  the  stair  enclosure  nor  in  the 
passageways  leading  thereto,  in  that  it  is  not  necessary  to 
pass  the  stand  to  reach  either  stairway. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner'  be  and  they  hereby  are  affirmed  and  the  petition  be 
and  it  hereby  is  denied. 

962-25-S 

PETITIONER— Robert  Kaplan,  for  117-119  West  26th 
Street  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 117-119  West  26th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood  and  Joseph  L. 
Hernon. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners'  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 

(962-25-S) 

Whereas,  Robert  Kaplan,  for  117-119  West  26th  Street 
Corp.,  lessee,  filed,  September  16,  1925,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cffed 
in  a  decision  of  the  superintendent  of  buildings,  affecting 
premises  117-119  West  26th  street,  Borough  of  Manhattan; 

and  , 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  22,  1925,  reads :  _ 

“With  reference  to  application  for  Certificate  of  Oc¬ 
cupancy  for  above  premises  we  beg  to  state  that  cer¬ 
tificate  cannot  be  issued  as  building  is  over  4  stories  in 
height  and  is  not  of  fireproof  construction”; 
and  . 

Whereas,  the  building  is  non-ifireproof,  five  stories  and 
pent  house  (65  ft.)  in  height,  46  ft.  10  in.  by  98  ft  9  in.  in 
area,  subdivided  into  two  sections  by  a  12-inch  brick  wall, 
with  self-closing,  kalamein  and  wire  glass  doors  at  open¬ 
ings  therein;  OCCUPIED:  1st  story,  stores;  2nd  story 
(east),  manufacturing  furrier,  3  persons;  (west),  printer, 
3  persons;  3rd  story  (east),  manufacturing  furrier,  3  per¬ 
sons;  (west),  manufacture  of  furs  and  buttons,  5  persons; 
4th  story  (east  and  west),  manufacturing  furrier,  6  persons; 
pent  house,  engineer’s  workroom  and,  also,  as  a  studio,  6 
persons;  a  total  of  thirty-six  persons  above  the  first  story; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system ;  EXITS :  an  interior  wooden  stairway,  extending 
from  the  first  story  to  pent  house  story,  enclosed  in  metal 
lath  and  cement  plaster  partitions,  with  kalamein  doors  at 
openings ;  a  fire  escape  on  the  rear  of  the  westerly  section 
of  the  building,  having  fireproof  openings  along  the  course 
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thereof,  extending  from  the  main  roof  to  the  roof  of  the 
first  story  extension  roof  of  No.  117,  with  EGRESS  from 
the  termination  of  the  fire  escape  by  means  of  a  ladder  from 
extension  roof  to  yard  and,  also,  by  means  of  a  connecting 
bridge  to  a  fire  escape  on  the  building  to  rear,  leading  to 
a  fire  passageway  to  street;  ROOFS  of  adjoining  buildings: 
to  west,  10  ft.  lower;  to  east,  80  ft.  higher;  and 
W  hereas,  petitioner  proposes  to  provide  an  additional 
means  of  egress  from  the  termination  of  the  fire  escape  (on 
the  rear  of  the  first  story  extension  roof  of  No.  117)  by 
means  of  an  iron  bridge  leading  easterly  across  the  ex¬ 
tension  roof  of  No.  119  to  the  building  to  the  east;  peti¬ 
tioner  contends  that  building  No.  119  was  formerly  occupied 
as  a  factory,  and  contends,  further,  that  the  premises  in  ques¬ 
tion  are  suitable  for  factory  use ;  -  and 
Whereas,  this  petition  was  denied  June  8,  1926;  reopened 
May  24,  1932,  for  further  consideration  under  a  later  decision 
of  the  superintendent  of  buildings  (re  certificate  of  occu¬ 
pancy),  dated  May  10,  1932,  reading: 

“Answering  your  letter  of  April  19th,  1932,  requesting 
a  certificate  of  occupancy  for  the  above  premises  to 
occupy  the  building  as  a  factory  on  the  first  to  fifth 
story  and  storage  in  pent  house,  you  are  advised  that 
even  though  the  building  was  used  for  factory  purposes 
prior  to  filing  of  Alteration  Application  1492-24  with 
this  Bureau,  the  addition  of  the  pent  house  increased 
the  height  of  the  building  and  an  objection  was  made 
that  because  of  the  increase  in  height  this  building 
should  be  of  fireproof  construction  in  accordance  with 
Section  270,  subdivision  1  of  the  Labor  Law. 

“This  present  application  for  a  certificate  of  occupancy 
is  therefore  denied  for  the  same  reason  in  that  the  use 
of  the  occupancy  of  the  pent  house  does  not  make  any 
material  difference.”; 
and 

Whereas,  the  petitioner  further  claims  that  the  fire  com¬ 
missioner  still  classifies  the  building  as  one  which  was 
erected  prior  to  1913  by  issuing  fire  escape  violation  No. 
79693-LD  in  1930  under  section  271  of  the  labor  law;  a  fire 
escape  was  thereafter  erected  on  the  front  of  the  building  in 
accordance  with  requirements  of  the  labor  law  and  the  vio¬ 
lation  duly  dismissed ;  furthermore,  the  petitioner  contends 
that  the  exit  facilities  have  been  vastly  improved  since  the 
action  of  the  board ;  that  the  occupancy  of  the  building  will 
not  exceed  the  capacity  of  the  interior  stairway,  and  that 
no  factory  work  will  be  conducted  in  the  pent  house  story, 
such  story  will  be  used  for  storage  purposes  only. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted  on  condition 
that  the  pent  house  story  shall  remain  vacant  and  unoccupied 
and  that  the  building  shall  otherwise  comply  with  section 
271  of  the  labor  law;  that  the  egress  from  the  fire  escape 
on  the  north  side  of  the  building  as  provided  in  the  resolu¬ 
tion  adopted  by  the  board  under  Cal.  No.  1351-22-S  shall 
be  maintained  and  the  building  shall  be  not  increased  in 
height  or  area. 


796-28-S. 

PETITIONER — Croker  Fire  Prevention  Corp.  (formerly 
known  as  Croker  National  Fire  Prevention  Engi¬ 
neering  Co.),  for  Foot  Form  Shoe  Shop,  Inc., 

lessee. 

SUBJECT — 'Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 13  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  o 

Absent  .  o 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(796-28-S) 


\\  hereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Foot  Form  Shoe  Shop,  Inc.,  lessee,  filed,  October 
17,  1928,  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  13  West  39th  street,  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
30,  1928,  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  of  the  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  Sections  273  and  274  of  the  Labor 
Law  and  the  rules  of  the  Board  of  Standards  and 
Appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  Section  271  of  the 
Labor  Law. 

“(d)  No  fireproof  passageway  provided  to  street  at 
lowest  termination  of  fire  escape.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  22  ft.  by  98  ft.  2  in.  in  area  at  first  story,  22  ft.  by 
93  ft.  2  in.  in  area  on  the  second  story  and  22  ft.  by  45  ft. 
in  area  above;  OCCUPIED:  1st  story,  retail  shoe  store; 
2nd  story,  salesroom  for  gowns,  3  persons;  3rd  story,  show¬ 
room  for  men’s  clothes,  3  persons ;  4th  story,  embroider¬ 
ing  hats,  5  persons ;  5th  story,  dressmaking,  5  persons ; 
EQUIPPED  with  a  fire  alarm  signal  system;  EXITS:  an 
interior  wood  stairway,  extending  from  the  first  story  to 
roof,  enclosed  in  fire-retarding  partitions,  with  fireproof 
doors  at  openings;  a  fire  escape  on  the  rear  of  the  building, 
having  fireproof  openings  along  the  course  thereof,  extend¬ 
ing  from  the  main  roof  to  the  roof  of  the  second  story  ex¬ 
tension,  across  extension  roof  to  iron  stairway  leading  to 
the  roof  over  the  basement  of  the  premises  to  the  north, 
with  EGRESS  from  this  roof  by  means  of  three  windows 
leading  into  the  first  story  of  the  building  (to  the  north)  ; 
there  being,  also,  an  iron  ladder  leading  from  the  basement 
roof  down  to  the  yard  at  basement  level,  thence  through 
door  leading  into  basement ;  ROOFS  of  adjoining  buildings: 
to  west,  ten  stories  higher;  to  east,  seven  stories  higher; 
and 

Whereas,  petitioner  contends  that  a  similar  order  was 
issued  by  the  fire  department  in  1917,  and  after  certain  work 
had  been  done  the  order  was  dismissed  as  complied  with 
in  a  letter  from  the  bureau  of  buildings;  petitioner,  in 
view  of  the  light  occupancy  of  the  premises,  requests  teh 
acceptance  of  the  existing  means  of  egress  from  the  ter¬ 
mination  of  the  fire  escape;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  January  29,  1929,  with  certain  statements  in  the 
preamble  as  to  occupancy  and  petitioner  requested  that  the 
permitted  occupancy  be  based  on  the  capacity  of  the  interior 
stairs,  and  now  requests  a  modification  as  to  egress  from 
rear  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  egress  from  the  termination  of  the 
fire  escape,  on  condition  that  egress  from  the  termination  of 
the  fire  escape  shall  be  by  means  of  a  party  wall  balcony  and 
steps  to  the  roof  of  the  third  story  extension  of  the  building 
to  the  east,  thence  through  a  fireproof  door  to  the  fireproof 
stairway  of  the  building  to  the  east;  that  a  letter  of  consent 
from  the  owner  of  the  building  to  the  east  shall  be  filed 
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MINUTES 


with  the  fire  department  for  this  means  of  egress  and  that 
the  proposed  balcony  and  steps  be  acceptable  to  the  fire 
department;  that  the  maximum  number  of  persons  above 
the  first  story  shall  not  exceed  fifty,  but  not  more  than 
twenty-eight  to  any  one  story,  on  condition  that  the  present 
exits,  fire  alarm  system  and  fire  drills  shall  be  maintained 
and  that  the  building  shall  not  be  increased  in  height  or  area. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


65-32-SA. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
for  Elkhart  Brass  Manufacturing  Co.,  owner. 

SUBJECT — Reopening — reconsideration  of  action  of  board 
taken  April  1,  1932— re  Approval  of  the  Elkhart 
2i4-inch  Pressure  Reducing  Valve  (previously  dis¬ 
approved)  . 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

Other  Interests  :  A.  R.  Small  and  William  F.  Con¬ 


ran. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  reopened,  former  action 
rescinded  and  appliance  approved. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  . 

THE  VOTE  TO  RESCIND  ACTION  OF  BOARD  OF 
APRIL  1,  1932— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  ® 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

McElligott  .  4 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION— 


(65-32-SA) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  for 
Elkhart  Brass  Manufacturing  Co.,  owner,  filed,  February 
10,  1932,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  device  known  as  the  Elkhart  2J4-Inch  Pres¬ 
sure  Reducing  Valve;  and 

Whereas,  this  device  was  disapproved  by  the  board  at  its 
meeting  April  1,  1932,  and  the  petition  reopened  by  vote 
of  the  board  and  the  action  of  the  board  of  April  1,  1932, 
rescinded ;  and 

Whereas,  this  pressure  reducing  valve  was  submitted  to  a 
recognized  research  laboratory  and  certified  to  this  board  as 
complying  in  all  respects  with  the  specifications  of  rule  93 
of  the  standpipe  rules;  and 

Whereas,  two  of  the  valves  have  been  certified  by  this 
standard  testing  laboratory  and  marked  as  follows:  “EX 
1137.” 

Resolved,  that  the  Elkhart  2^2-Inch  Hose  Outlet  Pres¬ 
sure  Reducing  Valve  be  approved  on  condition  that  the  speci¬ 
fications  and  requirements  certified  to  are  maintained;  that 
the  calendar  number  be  cast  on  each  valve  as  per  certified 
valve  submitted;  that  addess  of  the  premises  where  that 
valve  is  installed  shall  be  stamped  with  steel  die  on  outlet 
side  of  the  cover  part,  and  in  addition  a  wheel  with  notches 
to  indicate  pressures  up  to  approximately  fifty  pounds  per 
square  inch  on  the  opposite  side  as  required  by  subdivision  10 
of  the  specifications. 


197-32-SA. 

PETITIONER— S.  T.  Johnson  Co.,  owner. 

SUBJECT — S.  T.  Johnson  Co.  Type  30- A  Rotary  Fuel  Oil 
Burner,  approval  of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  . .  0 

Absent  .  0 


THE  RESOLUTION— 

(197-32-SA) 

Whereas,  S.  T.  Johnson  Co.,  owner,  filed,  April  9,  1932, 
a  petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  device  known  as  the  S.  T.  Johnson  Co.  Type  30-A 
Rotary  Fuel  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  June  9,  1932,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  S.  T.  Johnson  Co. 
Type  30-A  Rotary  Fuel  Oil  Burner  for  use  in  domestic 
and  commercial  installations  and  in  tenement  houses  when 
installed  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals  and  in  conformity  with  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


198-32- SA. 

PETITION E R — iS .  T.  Johnson  Co.,  owner. 

'SUBJECT — S.  T.  Johnson  Co.  Type  30-H  Rotary  Fuel  Oil 
Burner,  approval  of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Petition  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


McElligott  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(198-32-SA) 

Whereas,  S.  T.  Johnson  Co.,  owner,  filed,  April  9,  1932, 
a  petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  device  known  as  the  S.  T.  Johnson  Co.  Type  30-H 
Rotary  Fuel  Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  June  9,  1932,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
heerby  approve  the  device  known  as  the  S.  T.  Johnson  Co. 
Type  30-H  Rotary  Fuel  Oil  Burner  for  use  in  domestic  and 
commercial  installations  and  in  tenement  houses  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  in  conformity  with  the  report  of 
the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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RULES  GOVERNING  THE  USE  OF  EOUIPMFNT  ttht?  cdd  a  vtm^ 

NISHES.  LACQUERS  AND  OTHER  FLAMmIbLE^  SURFAcT VAR' 

ADOPTED  BV  THE  BOARD  OF  STANDARDS  AND  APPEALS  mNE  «  ?<)'!•> 

tended  bv — Cnnit>rt> nr*  nf  /?/,*-„ „t  v n .  .  1  J  U  In  E  1U,  l'JoE 

le;  Air  shall  be  admitted  to  the  spray  booth  or  spray 


Recommended  by  Conference  of  Representatives  of  Fire  De¬ 
partment,  Board  of  Fire  Undenvriters,  Merchants’ 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  E.  J.  Cole,  Joseph  L.  Hernon,  Arthur  C. 
bangs,  Real  Estate  Board;  F.  L.  Graham,  George 
H.  Cameron,  William  B.  White,  Board  of  Fire 
Underwriters;  James  H.  Abraham,  J.  W.  Richard¬ 
son  and  Inspector  Maher,  Bureau  of  Fire  Prevention. 


room  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  from  said  booth  or  room;  windows  or  other 
openings  not  used  for  ventilation  shall  be  kept 
closed  during  the  process  of  spray  coating.  Ex¬ 
haust  fans  shall  be  kept  running  constantly  while 
spraying  or  mixing  and  for  a  sufficient  length  of 
tune  thereafter  to  exhaust  all  vapors,  fumes  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room. 


Rule  1. 

Application 

These  1  ules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 


Rule  2. 

Definitions 


L  ^he  (term  “spray  booth”  shall  include  the  following: 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist- 
mg  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 
sisting  of  two  sides  and  top,  equipoed  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

2.  The  term  “spray  room”  shall  mean  a  fully  enclosed 
room  within  the  exterior  walls,  or  the  area  between  fire 
walls.  This  definition  shall  not  include  a  room  equipped 
vith  spray  booths  wherein  all  the  spray  coating  operations 
ire  carried  on  within  the  booths. 

3.  Fireproof  or  fire-resisting  partitions  shall  be  constructed 
is  required  by  the  Labor  Law  and  the  Rules  of  the  Board 
>f  Standards  and  Appeals  for  factory  buildings.  All  openings 
o  be  equipped  with  self-closing,  fireproof  doors. 

Rule  3. 

Ventilation 

(a)  bo  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

(c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 
which  will  provide  not  less  than  sixty  (60) 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  mist  or 
vapors  within  such  enclosures. 

c  * 

799 


Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 


(a) 

(b) 

(c) 


(d) 


(e) 

(0 

(g) 


(h) 


(i) 


Spray  booths  shall  be  constructed  of  metal  or  other 
incombustible  material  satisfactory  to  the  Fire  De¬ 
partment. 

Air  distributing  or  baffle  plates,  if  used,  shall  be 
of  incombustible  material  and  removable  for 
cleaning. 

The  inner  side  of  walls,  ceilings  and  floor  shall  be 
as  smooth  as  practicable,  in  order  to  facilitate 
cleaning ;  when  constructed  of  ferrous  metal  such 
surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

Exhaust  ducts  for  spray  booths  or  spray  rooms 
shall  be  constructed  of  material  not  less  than  the 
following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge. 
When  of  diameter  of  over  24  inches  and  not  over 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge. 
Ducts  shall  be  strongly  erected  and  rigidly  sup¬ 
ported. 

Motors  shall  be  located  outside  of  ducts,  booths  or 
spray  rooms  so  that  no  inflammable  vapors  or 
residues  can  reach  them. 

If  induced  draft  is  used  to  create  an  air  move¬ 
ment  within  cabinet  or  tunnel  types  of  spray 
booths  or  spray  rooms,  the  air  shall  be  supplied 
from  a  point  outside  of  the  spray  booth  or  spray 
room  with  fans  and  motors  entirely  outside  of  the 
spray  booth  or  spray  room. 

The  exhaust  system  for  the  removal  of  vapors  or 
residues  of  spraying  materials  from  the  spraying 
equipment  shall  not  be  connected  with  any  other 
ventilating  system  or  discharged  into  a  chimney 
or  flue  used  for  the  purpose  of  conveying  gases 
from  heating  elements. 

,  Ventilating  ducts  shall  run  as  directly  as  prac¬ 
tical  to  the  outer  air  and  be  protected  with  a 
hood.  When  not  terminating  above  the  roof  the 
exhaust  terminal  in  addition  shall  be  protected 
with  a  fire  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  *4  inch.  When  passing  through 
a  non-fireproof  roof  the  duct  shall  be  constructed 
douffie  with  a  1-inch  air  space.  The  outer  pipe 
shall  be  not  less  than  2  inches  from  any' wood¬ 
work  which  shall  be  covered  with  metal.  Ven- 
tilating  ducts  terminals  shall  be  not  less  than  15 
feet  from  any  window  opening,  exterior  exit 
chimney  termination  or  unprotected  air  intake’ 
unless  exhausting  on  the  front  of  a  building  or 
where  there  are  openings  in  a  direct  line  less  than 
30  teet  from  any  opening  in  any  other  buildin°\ 
Axhaust  fan  blades  shall  be  constructed  of  non- 
ferrous  metal.  All  exhaust  and  ventilating  fans 
to  be  permanently  connected  to  their  source  of 
current  supply,  using  metallic 'conduit.  Rheostats 
in  fan  bases  not  permitted. 


(j)  All  electrical  wiring  shall  be  enclosed  in  metal 

conduits.  .  ,  .  . 

(k)  Artificial  lighting  shall  be  by  electricity  only. 
Fixtures  to  be  of  the  rigid  stem  type,  enclosing 
all  wiring  and  equipped  with  vaporproof  globes 
and  keyless  sockets. 

(l)  No  motors,  switches,  rheostats,  lamps  or  other 
electrical  equipment  shall  be  located  in  spray 
rooms  or  within  10  feet  from  any  spray  compart- 
merit  or  spray  booth  unless  such  electrical  equip- 
inent  is  of  a  type  approved  for  use  in  explosive 
atmospheres.  Motors  located  within  10  feet  of  a 
spray  booth  may  be  of  the  standard  totally  en¬ 
closed  type,  or  of  the  open  induction  type,  having 
no  brushes,  make  and  break  contacts,  collectors 
or  other  arcing  or  sparking  parts. 

All  flame  or  spark  producing  machinery  within 
a  floor  area,  wherein  spray  coating  is  carried  on 
shall  be  discontinued  or  enclosed  by  partitions 
constructed  fireproof  or  fire-resisting.  This  rule 
shall  not  exclude  the  use  of  the  indirect  type  of 
bake  ovens,  provided  the  flame  compartment  is 
separately  enclosed,  taking  air  from  outside  of 
the  room  wherein  spray  coating  is  carried  on  and 
where  adequate  ventilation  can  be  provided. 

(m)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system  or  hot  air 
systems  satisfactory  to  the  Fire  Department. 

Rule  5. 


fa) 


(b) 

(c) 


(d) 


(e) 

(f) 


(g) 


Vlaintenance  and  Fire  Protection 


rhe  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment.  .  . , 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advis« 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  own  power. 
All  exhaust  fans  shall  be  inspected  at  least  once 
each  week;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 
Brooms,  brushes  or  other  cleaning  implements 
.vcrlp  r>f  ferrous  metals  shall  not  be  used  in  order 


to  avoid  sparks. 

Accumlation  of  waste,  sweepings  or  deposits  from 
cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 


(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 
able  for  paint  and  lacquer  fires.  At  least  one 
standard  sand  pail  shall  be  provided  for  each  100 
square  feet  of  booth  area  or  area  of  spray  room 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  or 
other  approved  type  may  be  provided,  one  for 
each  300  square  feet  of  booth  or  spray  room  area. 
Where  the  spraying  hazard  is  extensive,  mounted 
type  of  extinguishers  shall  be  provided  as  may  be 
required  by  the  Fire  Department. 

(i)  The  interior  of  all  booths  installed  in  sprinklered 
buildings  shall  be  provided  with  sprinkler  heads 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  Main  supplies  of  spray  coating  materials  and 
thinners  shall  be  kept  in  an  outside  storage  build¬ 
ing,  storage  rooms  or  in  vented  metal  cabinets 
in  accordance  with  the  following  amounts : 

(b)  Spraying  materials  not  in  excess  of  20  gallons 
shall  be  stored  in  metal  cabinets  or  wood  cabinets, 
metal  covered  on  both  sides  including  the  door. 
All  cabinets  to  be  ventilated  at  top  and  bottom. 

(c)  Spraying  materials  in  excess  of  20  gallons  and  not 
exceeding  40  gallons  shall  be  stored  in  double- 
walled  metal  cabinets  vented  directly  to  the  outer 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  be 
stored  in  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated 
plain  glass  skylight  or  in  a  storage  room  con¬ 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storage 
rooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms^  shall 
be  waterproof  up  to  a  height  of  at  least  6  inches 
from  the  floor  and -be  properly  pitched  for  drain¬ 
age  purposes  to  a  low  point  within  the  enclosure. 
The  sill  of  the  door  shall  be  at  least  6  inches  above 
the  finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  be 
provided  with  an  automatic  sprinkler  head  for 
each  80  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprink- 

lered  buildings  and  suppiled  from  house  supply 
tanks  or  house  lines,  as  described  in  Rule  53  of  the 
Sprinkler  Rules. 

(g)  The  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build¬ 
ing  shall  be  determined  by  the  Fire  Department. 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 

conducted  in  a  storage  building  or  storage  room, 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  which 
booths  are  located  while  the  air  exhaust  system 
is  operating.  , 

(i)  Supplies  sufficient  for  not  more  than  one  days 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use.  This  amount  is 
in  addition  to  the  amount  allowed  in  Subdivision  k 
of  Rule  6. 

(j)  Gravity  feed  material  containers  for  supplying 


800 


RULES 


spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  having  a  factor  of  safety  of  two  when 
filled  with  the  heaviest  spraying  materials  used. 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  the  Board  of  Standards  and  Appeals.  Each 
tank  shall  be  provided  with  a  safety  valve  set  at 
a  pressure  not  exceeding  eighty  pounds.  All 
gravity  feed  containers  and  other  spraying  equip¬ 
ment  shall  be  approved  as  above. 

(l)  1  lie  installation  of  all  electrical  wiring,  switches, 
lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 

Rule  7. 

General  Requirements 

NOTE : — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3. 

Subdivision  D— Air  Exhaust  System. 

E — Air  Supply  and  Mixing. 

Rule  4. 

Subdivision  A — Construction  of  Spray  Booths. 

B — Construction  of  Baffle  Plates. 

C — Cleaning  of  Booths. 

E — Maintenance  of  Duct  Supports. 

F — 'Location  of  Motors. 

G — (Method  of  Induced  Draft. 

H— Termination  of  Ventilating  System. 

K — Electric  Lighting. 


L  Separation  of  Booths,  etc.,  from  flame  and 
sparks. 

“  M — Electrical  Equipment. 

N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A — Certificate  of  Fitness. 

„  B  Motor  vehicles,  in  booths  or  rooms. 

„  C  Maintenance  of  Exhaust  fans. 

t(  E)  Maintenance  of  Equipment. 

((  E — Cleaning  Implements. 

F— Accumulation  and  Disposal  of  Waste  Mate¬ 
rials. 

“  G— (Smoking,  Matches,  etc. 

H — Fire  Appliances. 


Rule  6. 

Subdivision  A— -Storage  of  Spraying  Materials. 

B— Storage  of  Spraying  Materials  less  than  20 
gallons. 

E"  Storage  of  Spraying  materials  not  exceeding 
40  gallons. 

E  'Storage  of  Spraying  materials  exceeding  40 
gallons. 

„  E  (Maximum  Storage  in  non-ifireproof  buildings. 
„  El  (Spray  room  or  booth  mixing. 
u  1 — (Supplies  allowed  in  booth. 

J' — Gravity  Feed  containers. 

L  'Smoking,  matches,  in  mixing  room. 

NOTE  ^-.Subdivisions  A,  B,  C  and  D  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved  exist¬ 
ing  automatic  sprinkler  system  where  the  general 
conditions  of  cleanliness  are  properly  maintained  at 
all  times. 

Rule  7. 

Subdivision  A— Posting  “No  Smoking”  signs. 

“  B— Clearance  of  combustible  material. 

C— Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 


Approval  Forms  and  Plans 

There  shall  be  filed  before  installation  with  the  Fire  Do 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  ap< 
plication  form  on  sheet  8  inches  by  10  inches,  which  form 

i  FV(S  the  proper  name  and  address  of  booth  user  and 
also  the  floor  on  which  the  booth  or  booths  are  to  be  in- 
staffed.  An  ink  drawing  of  the  floor  upon  which  the  booth 
will  be  located  shall  be  submitted  on  the  form  sheet ;  such 
drawing  shall  show  by  feet  and  inches  the  location  of  exits 
chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  Fire  Department  for  examination  and  ap- 
prova  .  Such  plan  shall  show  on  the  floor  plan  the  location 
ot  all  booths,  storage  and  mixing  rooms,  exits  and  all 
chimneys  and  exterior  openings  within  15  feet  of  the  storage 
rooms  and  vent  ducts.  s 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


APPROVED  FIRELINE  HOSE  VAI  VF1? 

mpKiMfi  —  TYPE  B— 2^0  LBS.  VVATER  WORKING  PRESSURE 


May  be  installed  on  all  standpipe  systems 


Fairbanks  Company . 

Walworth  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 

Croker  National  Fire  Prev.  Eng.  Co _ 

Jenkins  Brothers . 

W.  D.  Allen  Mfg.  Co . 

John  Simmons  Co . 

Grinnell  . 

Elkhart  . 


81-20-SA 

899-27-SA 

1307-27-SA 

304-28-SA 

779-28-SA 

890-28-SA 

209-29-SA 

651-30-SA 

14-31-SA 


New  York  Brass  Foundry  Co.  (Stillbech) _ 

Walworth  Company .  ’ 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company . 

Pratt  &  Cady . 

Elkhart  . 


53-21-SA 

900-27-SA 
1151-27-S A 
1307-27-SA 
780-28-SA 
970-28-SA 
268-29-SA 
231-30-SA 
15-31-SA 
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“9T  AN  DPT  PE”-“FI  RELINE”  RULES  ADOPTED  JUNE  27,  1922;  AMENDED  MAY  18,  1928; 

JUNE  13,  1930;  DECEMBER  2,  1930,  and  JANUARY  9,  1931. 


[281-22-SR] 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  sections,  drawn  clearly  and  distinctly,  to  a  scale  of 
J4-inch  or,  by  permission  of  the  Fire  Commissioner,  j4-inch 
to  the  foot,  for  each  proposed  standpipe  (fire  line)  instal- 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  'before  the  work  in  connection 
with  the  installation  is  started.  Such  preliminary  plans  shall 
show  the  size  and  location  of  the  standpipe  (fire  line)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  From  these  approved  preliminary  plans,  three  sets 
of  plans  on  cloth,  in  clean  and  clear  detail,  shall  be  filed  for 
final  approval  by  the  Fire  Commissioner.  A  certified  copy 
of  approved  plans  shall  be  forwarded  to  the  Bureau  of 
Buildings  by  the  Bureau  of  Fire  Prevention.  Such  applica¬ 
tion  and  specification  forms  as  may  be  prescribed  by  the 
Fire  Commissioner  shall  accompany  preliminary  plans,  if  an 
automatic  sprinkler  system  is  provided  throughout  the  bund¬ 
ing  or  in  any  portion  of  the  building,  the  plans  shall  include 

a  note  to  that  effect.  „  t  .  . 

Rule  2  APPROVAL.  Before  acceptance  all  standpipe 

(fire  lines)  shall  be  tested,  for  at  least  one  hour,  under  a 
hydrostatic  pressure  of  not  less  than  300  pounds  per  square 
inch  at  the  street  Siamese,  and  at  each  pump  supply  level,  or 
such  additional  pressures  as  may  be  required  to  give  100 
pounds  at  the  highest  hose  outlet  supplied  by  such  pump, 
except  that  when  a  change  is  made  in  a  source  of  supply,  or 
minor  changes  are  made  in  an  existing  equipment  pre¬ 
viously  approved,  the  system  shall  be  tested  to  a  pressure 
sufficient  to  give  50  lbs.  per  sq.  in.  at  the  highest  story  hose, 
outlet.  These  tests  to  be  made  in  the  presence  of  a  repre 
sentative  of  the  Fire  Prevention  Bureau. 

No  valves,  risers,  or  other  material  portions  of  any  stand¬ 
pipe  (fire  lines)  equipment  shall  be  covered  or  permanently 
concealed  until  tested  and  approved,  in  writing,  by  the  Bu¬ 
reau  of  Fire  Prevention. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised,  in  writ¬ 
ing,  by  the  Bureau  of  Fire  Prevention.  .  . 

When  deemed  necessary  by  the  Fire  Commissioner,  sec¬ 
tional  diagrams  of  the  standpipe  (fire  line)  equipment  in 
buildings  of  large  area  or  height,  not  more  than  three  in 
number  and  printed  on  cloth  in  size  not  less  than  8/a  x  li 
in.,  shall  be  filed  by  the  applicant  for  the  use  of  fire  com¬ 
panies  in  the  district  in  which  the  premises  are  located. 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  engineer,  superintendent  pr  other  person 
in  charge  of  the  standpipe-fire  line  system  in  all  buildings 
exceeding  eighty-five  feet  in  height  who  shall  be  registered, 
and  submit  to  an  examination  in  the  Fire  Department.  _  Upon 
evidence  of  fitness  to  properly  operate  and  maintain  the 
standpipe  system  he  shall  be  granted  a  Certificate  to  that 
effect.  The  certificate  shall  contain  the  full  name  and  a 

small  photograph  of  the  holder  .  ...  „  0 

Day  and  night  service  shall  be  maintained  in  all  buildn  0 
exceeding  250  feet  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 


m  perfect  working  order,  and  at  least  once  a  month  the 
person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  the  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  feet  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department ;  there  shall  also  'be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  siamese  connections  are  free  from  obstruction  aq,d  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner  s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 

Rule  5.  APPROVED  DEVICES.  All  devices  ap¬ 
proved  for  use  in  new  standpipe  fire  line  equipments  shall 
bear  the  manufacturer’s  name  and  the  date  of  and  the  num¬ 
ber  of  the  approval.  Certified  copies  of  the  approval,  work¬ 
ing  drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  and  in  buildings  in  course  of  construction  a  hoist 
or  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  man  compe¬ 
tent  to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDINGS.  For  the  application 
of  Section  581  of  Chapter  5  of  the  Code  of  Ordinances  the 
area  of  a  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls,  or  the  area  between  fire  walls. 

When  the  fire  walls  are  constructed  in  accordance  with 
Section  371,  Chapter  5  of  the  Code  of  Ordinances,  and  all 
openings  are  protected  on  both  sides  of  fire  wall  or  walls 
with  automatic  fireproof  self-closing  doors,  the  area  withir 
such  fire  walls  or  exterior  walls  and  a  fire  wall,  shall  be  con¬ 
sidered  a  separate  building. 

Rule  8.  HEIGHT.  The  term  “height”  as  applied  tc 

a  building  or  structure,  as  described  in  Chapter  5,  Code  ol 

Ordinances,  means  the  vertical  distance  measured  in  a  straigh 
line  from  the  curb  level,  to  the  highest  point  of  the  roo! 
beams  in  the  case  of  flat  roofs,  and  to  the  average  heigh 
of  gable  in  case  of  roofs  having  a  pitch  of  more  than  2( 
degrees  with  a  horizontal  plane. 

Rule  9.  STANDPIPE  EQUIPMENT  shall  consis 
of  a  system  of  piping  connected  to  one  or  more  approve! 
sources  of  water  supply  and  provided  with  sufficient  num 
ber  of  hose  outlets  and  hose  located  as  hereinafter  se 
forth,  to  make  possible  the  covering  of  every  portion  o 
each  floor  area  with  a  standpipe  hose  stream,  except  tha 

where  the  1st  story  or  basement  or  both  are  occupied  a 

stores  without  connection  or  communication  with  the  en 
trance  hall  or  stair  enclosure  to  upper  stories,  the  Fir 
Commissioner  may  permit  the  omission  of  standpipe  prc 
tection  in  such  stores  and,  if  so  omitted,  may  prescrib 
such  portable  protection  as  he  may  deem  necessary.  Cellar 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  sam 
manner  as  the  stories  above. 
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Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

'  (a)  In  any  building  not  exceeding  40  feet  in  height,  and 
[  20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav- 
j  ing  one  four  (4)  inch  direct  connection  to  a  street  main 
.  fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
!  the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  a  sufficient  pressure  in  the  street  main  or  mains  to 
.  maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
f  inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
i  Fire  Department. 

i  Rule  10.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as: 
t  (a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
i  as  specified  in  Section  581  of  the  Building  Code,  and  in 
'  which  the  system  is  at  all  times  filled  with  water  from  at 
i  least  one  standard  source  of  supply. 

■  (b)  Four-inch  street  connection  system,  in  which  the 

pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
|  Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
.  as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
1  water  supply  controlled  by  an  automatic  dry  pipe  valve*  as 
defined  elsewhere  in  these  rules. 

J  Rule  11.  TANKS  ABOVE  ROOF.  Construction  shall 
1  be  as  per  Section  428  of  the  Building  Code  and  tank 
structure  and  supports  shall  be  approved  by  the  Superintend¬ 
ent  of  Buildings.  The  covers  of  all  unenclosed  standpipe 
,  tanks  shall  be  conical  in  shape  and  protected  with  a  type 
of  roofing  approved  by  the  Superintendent  of  Buildings. 

Rule  12.  RESERVE  FOR  STANDPIPE.  Gravity  roof 
tanks,  except  as  otherwise  required  by  Rule  83,  shall  contain 
•  pot  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  line  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve.  This  type  of  house  and  stand¬ 
pipe  supply  tank  is  preferred  and  recommended. 

When  two  gravity  tanks  are  used,  one  for  standpipe  fire 
line  service  and  the  other  for  the  house  supply,  the  house 
supply  tank  may  be  so  arranged  that  it  can  only  be  filled  by 
an  overflow  from  the  tank  used  for  standpipe  fire  line  pur¬ 
poses. 

Rule  13.  STANDPIPE  AND  SPRINKLER  SUP¬ 
PLIES.  Standpipe  and  sprinkler  supply  shall  not  be  taken 
from  one  tank  unless  there  is  available  5,000  gallons  of  water 
for  the  standpipe  system  which  shall  be  in  excess  of  the 
amount  of  water  required  for  the  sprinkler  system.  Stand¬ 
pipe  supply  shall  be  taken  from  the  uppermost  portion,  and 
through  the  side  of  the  tank,  or  through  the  bottom,  provided 
that  portion  of  the  pipe  within  the  tank  is  of  brass  or  other 
non-corroding  material. 

Rule  14.  BUILDINGS  IN  GROUP  UNDER  THE 
SAME  OWNERSHIP  AND  OPERATION: 

One  gravity  tank  of  at  least  5,000  gallons  water  capacity 
to  supply  the  largest  unit  of  a  group  of  separate  and  distinct 
buildings  operating  under  one  ownership,  and  located  at  such 
elevation  that  the  bottom  of  the  tank  will  be  at  least  20  feet 
above  the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down  from 
the  bottom  of  the  tank  to  an  underground  header  system 
having  a  Post  Indicator  control  valve  for  each  building 


unit,  the  P.  I.  valves  to  be  located  as  the  Fire  Commis¬ 
sioner  may  direct. 

Rule  15.  UNDERGROUND  PIPING.  All  underground 
piping  shall  be  extra  heavy  cast  iron  installed  in  accordance 
with  the  standard  specifications  of  the  American  Water 
Works  Association :  for  4-inch  lines  Class  C  requirements 
shall  be  used,  6-inch  Class  D,  8-inch  Class  E. 

Rule  16.  ADDITIONAL  TANKS.  Wb^,  in  his  opin¬ 
ion,  the  area  covered  is  excessive  or  the  occupancy  is  such 
that  an  unusual  fire  hazard  is  introduced,  the  Fire  Commis- 
sioner  may  require  additional  protection  in  the  nature  of 
additional  tank  or  tanks  located  remote  from  any  other 
standpipe  tank,  or  additional  water  supply  in  the  main 
gravity  tank  or  a  fire  pump  and  suction  tank  of  size  and 
capacity  to  be  determined  by  the  Fire  Commissioner  or  the 
Boaid  of  Standards  and  Appeals,  or  a  combination  of  any 
of  the  foregoing  supplies. 

Rule  17.  STANDARD  SOURCE  OF  SUPPLY 
Gravity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  directly  connected 
with  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Rule  18.  TANK  FEED.  Tanks  shall  not  be  fed  through 
the  standpipe  fire  line,  but  shall  be  fed  through  a  separate 
line  at  least  2  inches  in  diameter,  discharging  into  the  top 
of  each  tank  above  the  overflow  level  through  the  side  or 
through  the  bottom,  that  portion  of  the  pipe  within  the 
tank  to  be  of  brass  or  bronze.  An  electric  or  steam  pump 
of  sufficient  capacity  to  deliver  at  least  65  gallons  of  water 
per  minute  at  the  tank  shall  be  provided,  or  if  the  pressure  in 
the  service  line  is  sufficient  and  the  plumbing  is  such  that  a 
minimum  of  65  gallons  of  water  per  minute  may  be  delivered 
to  the  tank,  connection  to  the  house  water  service  main  in 
the  basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  when  a  ball  (float)  valve  is  provided  for 
each  tank.  Floats  shall  be  of  copper. 

Rule  19.  OVERFLOW.  An  overflow  of  diameter  at 
least  as  large  as  that  of  the  fill  line  shall  be  provided 
for  each  roof  standpipe  tank.  The  overflow  line  from  all 
intermediate  tanks  shall  be  at  least  6  inches  in  diameter.  It 
may  be  run  through  the  bottom  of  the  tank,  provided  it  is  of 
brass  or  bronze  and  has  no  joint  inside  of  the  tank,  other¬ 
wise  it  must  be  brought  through  the  side  of  the  tank,  3 
inches  below  the  top  (of  sides).  Overflows  shall  terminate 
in  a  90  degree  elbow  not  more  than  24  inches  above  the  roof. 

Rule  20.  EMERGENCY  DRAIN.  There  shall  be  pro¬ 
vided  for  each  tank  an  emergency  drain  not  less  than  4 
inches,  in  diameter  connected  directly  to  the  bottom  of  the 
tank  or  to  the  standpipe  supply  line  above  the  tank  check 
and  terminating  not  less  than  30  inches  nor  more  than  4  feet 
above  the  roof  in  a  horizontal  run.  Emergency  drain  shall 
be  provided  with  a  4-inch  O.  S.  &  Y.  gate  valve  located  in 
a  readily  accessible  position  not  more  than  4  feet  above  the 
roof. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
least  20  feet  above  the  level  of  the  roof.  When  the  area  of 
a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 
of  the  pent  house  roof.  In  existing  standpipe  equipment 
the  bottom  of  the  gravity  standpipe  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story. 

Rule  22.  PYRAMID  OR  TOWER  ROOFS.  Where 
the  roof  of  the  building  is  designed  so  as  to  finish  in  » 


803 


RULES 


pyramid  or  tower  form,  the  gravity  tank  shall  be  elevated  as 
high  as  practicable,  within  the  pyramid  or  tower.  Provided, 
however,  that  in  all  cases,  the  gravity  tank  is  not  less  than 
twenty  (20)  feet  above  the  hose  outlet  in  any  room  or  space 
occupied  other  than  for  tank  houses,  elevator  machinery  or 
machine  shop  for  repairing  elevator  machinery.  Fire  ap¬ 
pliances,  as  may  be  required  by  the  Fire  Commissioner,  shall 
be  provided  in  such  tank  houses,  elevator  machine  rooms,  etc. 

Rule  23.  ACCESS  TO  TANK.  Access  to  the  top  of 
each  standpipe  tank  shall  be  provided  by;  means  of  an  iron 
gooseneck  ladder  of  substantial  construction  and  rigidly 
braced.  Access  to  the  tanks  on  theatre  building  shall  be 
from  the  stage  level  to  the  roof  by  means  of  double-rung 
ladders  set  at  an  angle  of  not  more  than  70°,  with  inter¬ 
mediate  landings  every  12  ft.  or  less. 

Rule  24.  HIGH  AND  LOW  WATER  ALARM.  Every 
gravity  tank  hereafter  installed  for  standpipe  fire  line  pur¬ 
poses  shall  be  equipped  with  an  electric  closed  circuit  high 
and  low  alarm  as  provided  under  Rule  88,  in  order  that  it 
may  be  determined  at  any  time  whether  or  not  the  required 
standpipe  reserve  is  in  the  tank,  except  when  the  house  sup¬ 
ply  is  taken  from  the  tank,  or  where  the  house  supply  tank 
can  only  be  filled  from  an  overflow  of  the  standpipe  fire  line 
reserve  tank,  a  high  and  low  alarm  need  not  be  provided 
when  an  automatic  tank  filling  pump  is  installed. 

Rule  25.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  in  the  top  story  stair  enclosure  or 
in  a  heated  enclosure  on  the  main  roof,  in  the  line  connect¬ 
ing  the  standpipe  tank  with  the  standpipe  riser,  an  approved 
type  swing  check  valve  opening  downstream  toward  riser, 
except  that  where  a  Siamese  connection  has  been  omitted, 
under  these  rules,  no  check  valve  shall  be  required.  An 
O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side  of  the 
check  valve  and  shall  be  sealed  open  in  an  approved  manner. 
'  Rule  26.  HEATING  OF  TANKS.  All  tanks  used 
for  standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings  and 
of  a  type  and  radiating  surface  as  prescribed  by  the  Board  of 
Standards  and  Appeals.  The  heater  shall  be  fed  through  a 
1*4 -inch  steam  line  with  a  1-inch  return,  separately  trapped. 
The  water  in  the  tank  shall  be  maintained  at  a  temperature 


above  40°  F.  .... 

Tanks  in  hotels,  hospitals,  institutes  or  similar  buildings 
using  the  tank  supply  seven  days  a  week  supplying  both 
standpipe  and  house  service  lines  shall  not  require  heating. 
If  in  an  adequately  heated  enclosure,  interior  heating  of 
tanks  shall  not  be  required. 

Rule  27.  LOWEST  SUCTION  TANKS.  Tanks  shall 
have  at  least  10,000  gallon  effective  water  capacity  as  speci¬ 
fied  in  Schedule  A,  reserved  for  the  lowest  fire  pump  use 
exclusively  and  shall  be  constructed  of  steel  or  reinforced 
concrete,  located  below  the  grade,  or  lowest  story,  if  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure,  or 
building  provided  they  are  accessible  and  when,  in  his  judg¬ 
ment,  such  location  will  be  more  practicable.  House  supply 
tanks  may  be  connected  to  the  fire  pump  suction  line,  pro¬ 
vided  an  O.  S.  &  Y.  gate  valve,  sealed  closed,  shall  be  pro¬ 
vided  on  such  house  supply  lines. 

Rule  28.  LOWEST  TANK  SUPPLY.  The  lowest  suc¬ 
tion  tanks  shall  be  fed  by  a  connection  at  least  4  inches 
in  diameter  taken  directly  and  independently  from  the  public 
street  main.  The  supply  shall  be  not  less  than  750  gallons  a 
minute,  and  shall  enter  the  suction  tank  above  the  top  or 
through  the  side  near  the  top  of  the  tank  and  shall  be  con¬ 
trolled  by  suitable  bronze  ball  cock  and  copper  float. 

Pule  29.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Pule  30.  INTERMEDIATE  TANKS.  The  location 
of  intermediate  tanks  hereafter  installed  shall  be  determined 
and  directed  by  the  Fire  Commissioner  and  as  prescribed 
in  Schedule  A.  Each  such  tank  shall  have  at  least  5,000 


gallons  of  water  reserved  exclusively  for  fire  line  and  pump 
purposes.  The  bottom  of  each  tank  shall  be  at  least  20  feet 
above  the  highest  outlet  supplied  therefrom.  The  method 
of  water  supply  to  tanks,  the  overflow,  the  high  and  low 
water  alarm,  the  emergency  drain,  etc.,  shall  be  as  prescribed 
for  tanks  above  the  roof  except  that  the  overflow  and  emer¬ 
gency  drain  shall  be  connected  to  the  drainage  system  of  the 
building  or  discharge  on  intermediate  levels. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves,  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
directly  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
a  horizontal  connecting  line  shall  be  provided  an  ap¬ 
proved  swing  check  valve  opening  upward,  with  an  O.  S. 
&  Y.  gate  valve,  at  each  side  of  the  check  valve,  in  order 
that  water  pumped  into  the  Siamese  connection  may  enter 
the  entire  equipment  of  the  building,  and  that  each  tank  will 
supply  only  its  portion  of  the  system. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  such  emer¬ 
gency  control  valves  6  inch  and  larger  shall  be  of  the  by-pass 
type,  except  that  emergency  control  valves  when  required  in 
standpipe  (fire)  line  systems  may  be  of  approved  hydrauli¬ 
cally  controlled  type. 

*  Rule  32.  PIPING,  FITTINGS  AND  VALVES.  Mate¬ 
rials  of  Construction.  All  new  piping  for  standpipe  fire 
lines  shall  be  of  genuine  full  weight  wrought  iron  or  steel 
and  properly  tested  by  the  manufacturer .  to  withstand  the 
required  water  working  pressures.  All  pipes  shall  be  lap- 
welded.  Where  working  pressures  are  in  excess  of  150  lbs. 
to  the  square  inch  extra  heavy  cast  iron  body  or  cast  steel 
valves,  malleable  iron  or  cast  steel  fittings  constructed  in 
accordance  with  the  specifications  of  the  American  .Society  of 
Mechanical  Engineers,  able  to  withstand  the  required  water 
working  pressure  shall  be  provided.  The  standard  weight 
fittings  and  valves  may  be  used  where  the  pressure  is  not 
more  than  150  lbs.  per  sq.  in.  Fittings  in  horizontal  runs 
shall  have  long  turns.  All  underground  piping  shall  be  of 
extra  heavy  cast  iron  as  required  by  Rule  15. 

The  water  working  pressure  on  piping,  valves  and  fittings 
shall  be  determined  by  the  total  head  of  water  plus  50  pounds 
at  the  top  floor  hose  outlet  plus  a  factor  of  safety  of  at 
least  50  per  cent.  Specifications  as  to  the  construction  and 
water  working  pressure  of  all  piping,  valves  . and  fittings 
shall  be  marked  on  plans  filed  with  fire  commissioner. 

Rule  33.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  at  every,  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  standard  heavy  wrought  or  malle¬ 
able  iron  hangers  attached  to  or  extending  around  and 
over  floor  beams  at  intervals  of  not  more  than  8  ft., 
and  at  more  frequent  intervals  if  deemed  necessary,  by  the 
Fire  Commissioner  and  shall  be  securely  braced  to  withstand 
vibration.  Hangers  may  be  supported  by  straps  or  bars  ex¬ 
tending  over  and  around  bars  of  at  least  1  in.  in  diameter  and 
12  in.  in  length  embedded  in  concrete  floors  parallel  to  and 
at  least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Except  where  flange  .fittings  and 
pipes  are  permitted  elsewhere  in  this  rule,  all  joints  shall  be 
screwed  joints  made  up  thoroughly  water  tight  with  red 
lead,  litharge  and  glycerine,  or.  compressed  graphite  lead 
and  boiled  linseed  oil,  or  any  joint  compound  that  shall  be 
approved  by  the  Board  of  Standards  and  Appeals. 
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In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  sand  holes 
or  other  imperfections.  All  joints  shall  be  provided  with 
proper  copper  gaskets. 

All  standpipe  (fire  line)  equipments  shall  be  installed  in  a 
workmanlike  manner. 

Rule  34.  PROTECTION  OF  FIRE  LINES.  Stand¬ 
pipe  lines  when  not  located  within  a  fire  protected  stair  en¬ 
closure  shall  be  protected  against  interior  fire  damage  by 
means  of  at  least  one  inch  asbestos  covering,  or  a  covering 
of  expanded  metal  lath  and  three-quarters  inch  Portland 
cement  plaster  or  by  a  2  in.  terra  cotta  block  encasement. 

Rule  35.  FROST  PROTECTION.  Standpipe  lines  shall 
be  properly  protected  from  freezing  in  the  following  man¬ 
ner: 

One  wrapping  of  tar  paper  equivalent  to  Asphalt  Saturat¬ 
ed  Wool  Felt  paper  weighing  12  lbs.  per  100  sq.  ft. 

Three  (3)  layers  of  standard  1  in.  high  grade  “long  cows’ 
hair”  felt  interposed  and  covered  with  one  (l)  layer  of 
builders’  paper  equivalent  to  red  rosin  sized  sheathing  paper 
weighing  40  lbs.  per  500  sq.  ft. 

One  (1)  covering  of  8  oz.  canvas,  painted  with  two  (2) 
coats  of  waterproof  paint. 

All  wrappings  to  be  independently  applied  and  securely 
fastened  in  place  with  heavy  jute  twine.  Circumferential 
and  longitudinal  joints  to  have  at  least  a  2  in.  lap  staggered 
with  adjacent  layers  and  opposing  leakage  to  the  hair  felt. 

In  groups  of  pipes  each  water  pipe  is  to  be  wrapped  sep¬ 
arately  with  the  tar  paper,  but  subsequent  layers  of  felt  and 
paper  may  be  applied  collectively  if  space  does  not  permit  of 
individual  wrapping. 

Where  a  heating  pipe  is  one  of  the  group,  the  wrapping 
should  be  applied  so  that  the  hot  line  would  serve  all  pipes 
in  the  enclosure.  The  initial  wrapping  of  tar  paper  around 
each  water  pipe  should  be  applied  with  laps  down  and  the 
whole  group  wrapped  with  tar  paper  with  laps  up.  If  due 
to  the  position  of  the  hot  line  sufficient  air  space  would  not 
insulate  the  hair  felt,  then  protection  to  be  effected  by  suit¬ 
able  separators,  or  a  wrapping  of  asbestos  paper  instead  of 
the  tar  paper  around  the  group. 

On  vertical  pipes  particular  provision  to  be  made  to  pre¬ 
vent  slipping  and  tearing  of  insulation  due  to  its  weight. 

To  prevent  slipping  away  of  insulation  at  point  of  entrance 
of  pipes  into  a  tank,  and  to  shed  leakage  from  slip  joints,  a 
16  oz.  duck  to  be  provided,  doubled  and  securely  fastened  to 
bottom  of  the  tank  overlapping  inside  and  outside  the  insula¬ 
tion  of  the  group  for  a  distance  of  18  in.  below  the  tank. 
This  duck  to  be  well  coated  with  paint.  Loose  hair  felt  to 
be  packed  about  connection  at  tank  bottom  to  safeguard 
against  settling. 

Rule  36.  NUMBER  OF  RISERS.  Each  building  front¬ 
ing  on  more  than  one  street  shall  have  at  least  one  riser 
for  each  street  front.  For  the  application  of  this  rule  a 
corner  building  shall  not  be  considered  as  facing  on  more 
than  one  street  when  it  is  on  but  one  corner.  In  all  cases 
regardless  of  area  or  location  there  shall  be  a  sufficient 
number  of  risers,  so  that  any  portion  of  each  floor  area 
may  be  covered  by  the  stream  from  a  standpipe  hose  not 
exceeding  100  ft.  in  length. 

Rule  37.  FIRE  TOWER  RISER.  Each  standpipe  riser 
shall  be  located  within  a  stair  enclosure  and  one  riser  must 
be  located  in  main  stairway  or  fire  tower. 

Where  impracticable  to  locate  a  riser  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  it  to  be  located 
immediately  adjacent  to  a  stair  enclosure,  public  corridor  or 
other  suitable  place. 

Rule  38.  HOSE  STREAM  ALLOWANCE.  Not  more 
than  10  feet  will  be  allowed  for  the  throw  of  hose  stream, 
except  where  the  static  pressure  at  the  hose  outlet  is  15  lbs. 
or  more,  when  20  ft.  will  be  allowed. 


Rule  39.  SIZE  OF  CROSS-CONNECTION.  Where 
there  are  two  or  more  risers  in  a  standpipe  (fire  line) 
equipment,  all  risers  shall  be  cross-connected  by  piping  of 
a  diameter  at  least  equal  to  the  diameter  of  the  largest 
riser,  but  in  no  case  shall  the  cross-connection  be  less  than 
five  inches. 

Rule  40.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  hereafter  erected  exceeding  250  ft. 
in  height,  as  described  in  Schedule  A,  an  electric  contrifugal 
fire  pump  shall  be  kept  in  readiness  for  immediate  use  of 
the  Fire  Department  during  all  hours  of  the  night  and  day, 
including  Sundays  and  holidays. 

Rule  41.  ARRANGEMENT  AND  SUPPLY  OF  FIRE 
PUMPS.  Fire  pumps  shall  be  connected  to  the  standpipe 
systems  and  have  a  capacity  of  7501  gallons  of  water  per 
minute  at  a  pressure  of  from  50  to  80  lbs.  at  uppermost 
hose  outlet,  fed  from  such  pumps.  Fire  pumps  shall  draw 
from  steel  or  reinforced  concrete  suction  tanks.  For  the 
purpose  of  testing  fire  pumps  a  4  in.  diameter  branch 
shall  be  taken  from  the  discharge  line  at  the  pump  side  of 
the  check  valve  and  run  to  the  suction  tank  over  the  side  or 
through  the  side  above  the  overflow  level.  From  this  branch 
there  shall  be  taken  a  4  in.  line  with  an  approved  type  pres¬ 
sure  relief  valve,  extending  to  the  tank  in  a  manner  similar 
to  that  of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the 
4  in.  relief  branch  and  the  tank  there  shall  be  placed  an  O. 
S.  &  Y.  gate  valve,  which  shall  be  kept  closed  except  during 
a  test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
of  same  diameter  as  the  main  riser. 

Rule  42.  NUMBER  AND  LOCATION  OF  FIRE 
PUMPS. 

SCHEDULE  A 


Height  from 
Uppermost 
Hose  Outlet 
to  grade * 

Total  No. 
of  Pumps 
Required 

Approximate  Location  of  Pumps 

1st  Pump  |  2nd  Pump  \  3rd  Pump  \  4th  Pump 

Above  level 
of  First) 
Pump 

Above  level 
of  First 
Pump 

Above  level 
of  First 
Pump 

250'  to  400' 

1 

Below  grade 
level 

401'  to  500' 

2 

Below  grade 
level 

200'  to  250' 

501' to  600' 

2 

Below  grade 
level 

250'  to  300' 

601'  to  700' 

3 

Below  grade 
level 

200'  to  250' 

400'  to  500' 

701'  to  800' 

3 

Below  grade 
level 

250'  to  300' 

500'  to  600' 

801' to  900' 

4 

Below  grade 
level 

200'  to  250' 

400'  to  500' 

600' to  750' 

901' to  1000' 

4 

Below  grade 
level 

250' 

500' 

760' 

*  The  uppermost  hose  outlet  shall  not  include  pent  house 
outlet. 


Rule  43.  FIRE  PUMPS  IN  BUILDINGS  EXCEED¬ 
ING  1,000  FEET.  All  buildings  exceeding  1,000  feet  from 
grade  level  to  uppermost  hose  outlet  shall  be  provided  with 
a  fire  pump  for  every  250  feet  of  elevation  above  the  centre 
line  of  the  lowest  pump. 

Rule  44.  TANK  CAPACITIES.  Suction  tanks  supply¬ 
ing  the  first  or  lowest  pump  shall  contain  not  less  than  10,000 
gallons  reserved  for  fire  pump.  Intermediate  tanks  and 
uppermost  supply  tanks  for  buildings  between  250  and  400 
ft.  as  described  in  above  schedule  shall  contain  not  less  than 
5,000  gallons  reserved  for  fire  pump.  Uppermost  supply 
tanks  on  all  other  buildings  shall  contain  not  less  than  3,500 
gallons  reserve  for  standpipe  fire  line.  Suction  tanks  shall 
be  of  the  open  type. 
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Rule  45.  TANK  STRAINERS.  All  supply  tanks  shall 
be  provided  with  bronze  strainers  at  pump  and  riser  intake 
lines 

Rule  46.  CENTRIFUGAL  FIRE  PUMPS.  Fire  pumps 
installed  under  these  rules  shall  have  a  capacity  of  750 
G.  P.  M.  and  shall  be  of  the  multi-stage  motor  driven  Cen¬ 
trifugal  type  designed,  constructed  and  installed  to  render 
the  highest  possible  efficient  and  reliable  fire  service. 

The  pump  shall  be  located  in  a  room  of  fireproof  con¬ 
struction,  properly  ventilated,  lighted  and  drained,  enclosed 
in  eight  (8)  inch  brick  or  concrete  walls  with  approved  hre 
doors  at  openings  and  with  fireproof  floor  and  ceiling  con¬ 
struction.  If  located  in  the  lowest  story  of  the  building,  the 
pump  shall  be  placed  on  a  foundation  not  less  than  one  (1) 
foot  in  height.  The  pump  room  shall  be  readily  accessible 

with  safe  egress  for  the  attendant. 

The  pumping  equipment  shall  be  adaptable  for  heavy  duty 
service  having  all  parts  of  ample  strength  with  liberal  water 
passage  and  all  working  parts  exposed  to  corrosion  o,  phos¬ 
The  pumps  shall  be  fitted  with  fire  fittings  consisting  of 
capacity  name  plate,  pressure  gauges,  relief  valves,  hose 
manifold  and  three  (3)  approved  2^4  in.  hose  valves  with 
Standard  Fire  Department  male  threads.  Fire  pumps  shall 
take  suction  supply  under  a  head  of  water  and  in  no  case 
shall  there  be  less  than  six  (6)  feet  between  water  level  in 

tank  and  centre  line  of  pump. 

The  pump  specifications  shall  be  within  the  uniform  re¬ 
quirements  of  “The  National  Standard"  as  adopted  by  the 
following  associations: 

Associated  Factory  Mutual  Companies, 

National  Board  of  Fire  Underwriters, 
or  as  approved  by  the  Board  of  Standards  and  Appea  s. 

Fire  pumps  to  be  designed  to  operate  at  not  less  than  five 
(5)  pre-determined  speeds  to  give  five  (5)  pre-determined 
pressures  which  will  insure  a  maximum  pressure  of  80  lbs. 
and  a  minimum  pressure  of  50  lbs.  throughout  the  building. 

Fire  pump  equipment  shall  be  so  designed  tfiat  it  -KJt‘ 
operate  normally  at  least  five  (5)  speeds  to  provide  a  mini¬ 
mum  of  50  lbs.  pressure,  and  where  more  than  one  pump  is 
required  it  shall  be  capable  of  pumping  to  the  level  of  the 
next  highest  pump  station  in  case  of  breakdown  of  inter¬ 
mediate  pumping  unit.  ,  ,, 

To  provide  for  this  standby  service  the  fire  pump  shall 
run  at  nine  (9)  pre-determined  speeds,  namely,  five  (5)  tor 
continuous  service  and  four  (4)  for  standby  service. 

Rule  47.  GENERAL  SPECIFICATIONS.  Pumping 
equipment  shall  be  free  from  defects  in  design,  workman¬ 
ship  and  material  and  shall  give  proper  and  continuous 
operation  under  the  conditions  of  service  specified  and  shall 
be  subject  to  approval  of  the  Board  of  Standards  ana 

P  P  OcL  1 S 

Materials  entering  into  construction  of  this  equipment 
shall  be  the  best  quality  of  their  respective  kinds  and  all 
parts  shall  be  amply  proportioned  so  as  to  be  adaptable  vor 

heavy  duty  service.  .  .  „ 

CASING:  Casing  shall  be  of  close  grained  cast  iron  and 
divided  horizontally,  and  having  suction  and  discharge  con¬ 
nections  in  the  lower  half,  so  that  the  top  casing  can  be  re¬ 
moved  without  breaking  water  connections.  Casing  shall 
have  in  addition  to  flange  bolts,  additional  heavy  bolts  in¬ 
side  of  flange  to  prevent  leakage  between  stages.  Casing 
shall  be  tested  and  guaranteed  to  withstand  pressure  50% 
in  excess  of  working  pressure. 

SHAFT:  Shaft  shall  be  made  of  best  grade  mckel  steel 
and  shall  be  ground  all  over  to  close  limits  and  a  high  finish. 

IMPELLERS:  Impellers  shall  be  of  the  enclosed  type  of 
best  grade  of  phosphor  bronze  finished  all  over. 

WEARING  RINGS:  Shall  be  of  phosphor  bronze  and 
of  renewable  labyrinth  or  other  equal  type.  Impeller  wear¬ 
ing  rings  shall  be  securely  attached  to  impeller,  and  casing 
rin(r  shall  be  securely  locked  in  the  casing. 

SHAFT  SLEEVES:  Shaft  sleeves  shall  be  of  bronze 
and  extend  through  stuffing  boxes  to  protect  the  shaft  from 
corrosion  and  wear  from  the  packing. 


BEARINGS:  Bearing  brackets  shall  be  of  the  best  grade 
of  close  grained  cast  iron  and  securely  bolted  to  the  lower 
half  of  the  casing. 

Bearing  brackets  shall  contain  cast  iron  bearings  lined 
with  high  grade  babbitt  and  shall  be  removable.  Each  bear¬ 
ing  shall  be  equipped  with  two  oil  rings  to  insure  proper 
lubrication. 

COUPLING:  Coupling  shall  be  of  best  grade  c^»'<  iron 
finished  ail  over  and  keyed  to  shaft.  The  two  halves  shall 
be  connected  by  coupling  pins,  transmitting  power  through 
rubber  bushings,  vulcanized  on  steel  sleeves. 

STUFFING  BOXES:  Stuffing  boxes  shall  be  of  suf¬ 
ficient  depth  to  prevent  excessive  leakage  and  shall  contain 
water  seal  rings  of  bronze. 

PACKING.:  Packing  shall  be  held  in  place  by  bronze 
glands  horizontally  split  and  bolted  together. 

BED  PLATE:  Bed  plate  shall  be  of  cast  iron  of  heavy 
box  type  and  provided  with  finished  pads  to  which  the  pump 
is  bolted  and  doweled.  Foundation  bolt  rings  shall  be  drilled 
for  foundation  bolts.  Jack-screw  pads  to  be  cast  with  bed 
and  jack-screws  furnished  to  assist  in  aligning.  Bed  plate 
shall  be  provided  with  ample  drio  rims,  drilled  and  tapped 
for  piping  connections  on  both  ends. 

PAINTING:  Pumps  shall  be  painted,  filled,  rubbed  down 
to  an  even  surface  and  finished  with  a  drab  steel-color  ma¬ 
chine  paint,  and  the  inside  of  the  oil  reservoirs  in  the  bear¬ 
ing  brackets  to  be  painted  white  with  a  special  oil-resisting 
paint. 

Rule  48.  SPECIFICATIONS  FOR  ELECTRICAL 
CONTROL  AND  OPERATION  OF  FIRE  PUMPS. 

TESTING:  Pumps  shall  be  tested  at  the  plant  of  manu¬ 
facturer  to  prove  that  they  can  fulfill  requirements  of 
specifications  and  guarantees  made. 

MOTOR:  (a)  Direct-current  motors  must  be  of  the 
shunt  or  cumulative  compound  wound  types.  The  speed  of 
the  motor  at  no  load  must  not  exceed  the  speed  at  full  load 
by  more  than  10%. 

Alternating  current  motors  shall  be  of  a  slip  ring  type 
that  will  surely  start  and  attain  full  speed  under  the  current 
supply  conditions  where  pump  is  to  be  installed.  Approval 
of  fire  pump  installations  will  be  contingent  on  proper  atten¬ 
tion  being  given  to  the  features  mentioned  herein. 

(b)  With  a  room  temperature  not  exceeding  40  deg.  C., 
motors  shall  be  designed  for  a  temperature  rise  not  exceed¬ 
ing  40  deg.  C.  when  carrying  their  rated  full  load  continu¬ 
ously  and  shall  also  be  able  to  run  continuously  with  an  over¬ 
load  of  15%  without  stress  and  without  injurious  rise  in  the 
temperature.  Motors  shall  be  able  to  withstand  under  the 
above  room  temperature  an  overload  of  25%  for  2  hours 
or  a  momentary  overload  of  50%  without  injury.  No  elec¬ 
trical  or  mechanical  weakness  should  develop  during  these 
tests.  The  rise  in  temperature  shall  be  measured  in  accord¬ 
ance  with  the  Standardization  Rules  of  the  American  In¬ 
stitute  of  Electrical  Engineers. 

Motors  shall  be  of  such  capacity  that  at  rated  voltage 
115%  of  its  full  load  ampere  rating  will  not  be  exceeded 
under  any  conditions  of  pump  load. 

(c)  Motor  and  control  apparatus  must  be  protected  from 
water  coming  from  possible  leakage,  or  breakage  of  any 
connection  at  the  pump  or  other  piping  in  its  vicinity,  in¬ 
cluding  hose  lines  which  may  be  connected  to  the  pump. 

(d)  Motor  windings  shall  be  thoroughly  impregnated  with 
an  insulating  compound  suitable  for  resisting  moisture. 

(e)  Bearing  shells  and  caps  for  motors  shall  be  of  the 
split  type  on  at  least  the  driving  end,  to  permit  removal  and 
replacement  without  disturbing  the  motor  or  shaft  after  in¬ 
stallment. 

VARIABLE  SPEED  CONTROL  OF  MOTORS  shall 
be  provided  except  for  fire  pumps  in  theatres  as  required 
under  Rule  86.  Not  less  than  five  stages  of  speed  variation 
will  be  permitted. 


806 


RULES 


AUTOMATIC  STARTERS  will  not  be  permitted  ex¬ 
cept  as  provided  for  under  Rule  8G  (Theatres,  etc.)  of 
Standpipe  Fire  Line  Rules. 

CONTROLLING  EQUIPMENT:  The  following  speci¬ 
fications  cover  the  construction  and  installation  of  con¬ 
trolling  equipments  of  manually  operated  devices  for  the 
control  of  electric  motors  driving  fire  pumps. 

In  materials,  details  of  construction,  test  and  installation, 
except  as  modified  or  supplemented  by  these  requirements, 
all  parts  of  the  equipment  shall  comply  with  Chapter  9  of 
'  the  Code  of  Ordinances. 

All  equipments  shall  be  specifically  approved  for  fire 
pump  controlling  purposes. 

DESIGN :  (a)  The  design  of  all  parts  must  be  such  as 
to  secure  simplicity,  strength,  durability  and  ease  of  opera¬ 
tion. 

(b)  All  parts  must  be  mounted  on  one  or  more  panels  of 
;  slate,  marble  or  other  approved  material,  supported  in  a  sub¬ 
stantial  manner  on  an  iron  frame,  and  the  entire  equipment 
must  comply  with  the  requirements  for  switchboards  in  Chap- 

I  ter  9  of  the  Code  of  Ordinances. 

(c)  All  parts,  such  as  bearings,  cams  and  latches,  the 
operation  of  which  is  liable  to  be  interfered  with  by  cor¬ 
rosion,  must  be  made  of  phosphor  bronze  or  similar  metal, 

-  except  where  magnetic  qualities  are  essential.  Springs  must 
be  of  phosphor  bronze  or  similar  metal,  or  protected  against 
corrosion  in  an  approved  manner. 

OPERATING  MECHANISM:  (a)  The  operation  shall 
be  such  that  the  motor  is  directly  started  by  a  single  lever, 
which  shall  be  arranged  to  move  in  one  direction  from  the 
i  initial  to  the  final  position. 

(b)  Electrical  actuating  devices  will  not  be  approved. 

(c)  Where  direct  current  is  used,  an  auxiliary  field  re¬ 
sistance  shall  be  provided  which  can  be  used  to  increase  the 
motor  speed  10  per  cent. 

RESISTANCES:  Starting  resistances  must  be,  unless 
inside  of  the  motor,  of  the  grid  type,  and  comply  with  the 
requirements  of  starting  duty  rheostats  as  given  in  Chapter 
j  9  of  the  Code  of  Ordinances. 

OVERLOAD  PROTECTION:  (a)  Each  motor  lead 
,  must  be  protected  by  a  circuit-breaker.  With  direct  current 
motors,  leads  must  be  protected  by  a  single-pole  circuit- 
breaker  in  each  lead,  or  by  an  approved  double  coil,  double 
pole  circuit-breaker  so  designed  that  each  pole  must  be  closed 
independently  of  the  other. 

(b)  Circuit-breakers  to  be  calibrated  to  400  per  cent,  of 
normal  motor  current. 

(c)  No  fuses  nor  other  overload  release  devices  except 
circuit-breakers  are  permitted,  except  in  instrument  and 
pilot  light  leads. 

WIRING:  All  wiring  shall  be  installed  in  rigid  iron 
conduit. 

SWITCH :  An  approved  knife  switch  for  independent 
sources  of  supply  must  be  provided,  having  one  pole  for  each 
supply  wire  in  circuit. 

,  PILOT  LAMP  AND  INSTRUMENTS:  (a)  A  pilot 
lamp  connected  on  the  motor  side  of  the  circuit-breaker  must 
be  provided  to  indicate  the  presence  of  voltage  on  the  line, 
i'  (b)  A  voltmeter  and  ammeter  must  be  provided  and  suit¬ 
ably  mounted  and  connected  as  a  part  of  the  control  equip¬ 
ment. 

MARKING:  (a)  A  name  plate  must  be  provided  giving 
the  name  of  the  manufacturer  and  the  rating  of  the  equip¬ 
ment  in  volts  and  amperes. 

(b)  All  line  and  motor  terminal  connections  must  be  suit¬ 
ably  marked  so  that  they  can  be  readily  identified. 

CONTROL  PANEL:  The  control  panel  shall  be  con¬ 
structed  of  a  high  grade  of  electrical  slate  or  marble  or 
other  approved  material. 

The  supporting  frame  shall  be  so  arranged  that  the  bot¬ 
tom  of  the  panel  will  not  be  less  than  24  inches  above  the 

floor. 


INSTALLATION  OF  APPARATUS:  The  control 
panel  shall  be  located  close  to  and  within  sight  of  the  motor, 
if  a  pump  room  used  for  no  other  purpose  and  containing 
no  other  apparatus  except  the  fire  pump,  its  motor  and  its 
accessory  appliances  is  provided,  the  controlling  equipment 
shall  be  placed  in  this  room. 

The  control  panel  shall  be  so  protected  that  it  will  not  be 
injured  by  water  escaping  from  pump  or  connections. 

Except  where  special  permission  is  granted  by  the  Fire 
Commissioner  the  controlling  equipment  shall  be  protected 
from  mechanical  injury  by  one  of  the  following  methods: 

(a)  Grille  or  lattice  partitions  so  placed  as  to  completely 
enclose  the  control  panel  and  starter. 

(b)  The  entire  equipment  of  the  panel  and  starter  may 
be  enclosed  at  the  sides,  front,  back  and  top  in  a  thoroughly 
substantial,  ventilated  sheet  iron  or  steel  cabinet  of  not  less 
than  No.  12  U.  S.  metal  gauge  in  thickness  with  hinged 
doors  with  glass  panel  in  front  of  pilot  light.  When  panel  is 
m  a  fireproof  room  and  not  subject  to  mechanical  injury  an 
enclosing  cabinet  shall  not  be  required. 

IES.I  OF  EQUIPMENT:  The  entire  equipment  shall 
be  subject  to  test  and  inspection  by  representatives  of  the 
Fire  Commissioner.  * 

POWER  SUPPLY:  Where  the  power  supply  can  be 
obtained  from  two  separate  street  feeders,  two  separate  and 
distinct  services  shall  be  installed. 

Where  current  is  taken  from  an  underground  Edison 
three-wire  system  and  the  power  lines  are  protected  by  ap¬ 
proved  conduit  from  a  point  where  they  enter  the  building 
to  the  control  panel  in  the  pump  room,  it  will  be  considered 
an  acceptable  source  of  power  supply. 

Isolated  Plant:  Where  the  source  of  supply  is  an  isolated 
plant  located  in  the  building  an  auxiliary  service  of  suf¬ 
ficient  capacity  shall  be  obtained  from  some  outside  source. 

Transmission  Lines:  (a)  The  lines  between  the  power 
plants  and  the  pump  room  must  be  of  such  number,  so 
arranged  and  so  located  that  there  will  be  small  chance  of 
an  interruption  of  service  to  the  motor,  due  to  accident  to 
the  lines.  All  wiring  in  the  pump  room  must  be  in  approved 
conduit. 

Where  the  valves  involved  are  large  and  the  crippling  of 
this  pump  service  would  seriously  affect  the  protection  of 
the  property,  at  least  two  separate  lines  from  the  power 
plant  or  plants  to  the  pump  installation  shall  be  provided. 
The  lines  must  be  run  by  separate  routes  or  in  such  manner 
that  a  failure  of  both  at  the  same  time  will  be  only  a  re¬ 
mote  possibility. 

(b)  Each  line  between  the  power  plant  and  pump  room 
shall  be  of  such  size  that  its  safe  carrying  capacity  as  given 
in  Chapter  9  of  the  Code  of  Ordinances  will  not  be  exceeded 
by  the  load  carried. 

Where  direct  current  motors  are  used,  the  voltage  at  the 
motors  must  not  drop  more  than  5  per  cent,  below  the  volt¬ 
age  rating  of  the  motors  when  the  pumps  are  being  driven 
at  rated  output,  pressure  and  speed,  and  the  lines  between 
motors  and  power  stations  are  carrying  their  peak  loads. 

When  alternating  current  motors  are  used,  the  voltage  at 
the  motors  under  these  same  conditions  must  not  drop  more 
than  8  per  cent,  below  the  voltage  rating  of  the  motors. 

(c)  The  overload  protective  devices  at  the  power  plants, 
and  where  provided  at  various  points  on  the  lines,  must  be 
of  such  rating  and  so  set  that  they  will  open  the  circuit  only 
under  short  circuit  conditions. 

Approved  fuses  may  be  used,  if  desired,  except  for  the 
protection  of  the  pump  motor  where  circuit  breakers  are 
required.  The  fuses,  however,  must  be  of  such  size  that  an 
overload  or  short  circuit  at  the  motor  or  its  control  ap¬ 
paratus  will  not  cause  them  to  open  the  circuit,  but  instead, 
the  circuit  breaker  protecting  the  motor. 

TRANSFORMERS:  Where  it  is  necessary  to  install 
transformers  they  shall  be  installed  in  accordance  with 
Chapter  9  of  the  Code  of  Ordinances. 
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Rule  49.  bIGNALUNG  DEVICES.  All  buildings  where 
variable  speed  control  of  fire  pump  motors  is  required  shall 
be  equipped  with  an  approved  coded  closed  circuit  signalling 
system.  The  signalling  stations  shall  be  located  one  on  each 
floor  at  main  riser.  This  system  shall  be  so  arranged  that 
a  coded  signal  can  be  transmitted  to  the  pump  rooms.  An 
eight-inch  gong  shall  be  provided  in  all  pump  rooms  and  at 
such  other  locations  as  the  Fire  Commissioner  may  direct. 
All  apparatus  used  in  connection  with  the  signalling  system 
shall  be  of  an  approved  type  and  installed  as  outlined  in 
rules  governing  the  installation  of  interior  fire  alarm 
systems. 

At  alternate  signal  sending  stations  there  shall  be  provided 
an  approved  closed  circuit  strap  key  enclosed  in  a  sheet 
metal  box  equipped  with  a  paracentric  Fire  Department  lock 
and  approved  hinges. 

The  strap  key  shall  be  connected  in  series  with  the  box 
circuit  of  the  signal  sending  station. 

A  card  of  instructions  shall  be  placed  in  the  pump  room 
giving  code  numbers  of  signalling  stations,  the  pressures  ob¬ 
tainable  at  different  speeds  of  the  motor  and  such  other  in¬ 
formation  the  Fire  Commissioner  may  direct. 

Rule  50.  RELAY  STANDPIPE  SYSTEM.  All  build¬ 
ings  hereafter  erected  exceeding  400  ft.  from  grade  to  high¬ 
est  hose  outlet  shall  be  provided  with  an  intermediate  com¬ 
bination  gravity  and  suction  standpipe  supply  tank  and  a  fire 
pump  as  required  under  Schedule  A. 

Each  tank  shall  have  at  least  5,000  gallons  of  water  re¬ 
served  for  the  fire  lines  and  shall  be  connected  to  fire  line 
system  as  described  in  Rule  30  for  intermediate  tanks  except 
that  in  addition  to  the  requirements  of  Rule  30,  there  shall  be 
provided  a  long  turn  by-pass  8  inches  in  diameter  around  the 
tank  check  valve  and  the  O.  S.  &  Y.  gate  valves.  An  8-inch 
O.  S.  &  Y.  gate  valve  SEALED  CLOSED  shall  be  provided 
in  the  by-pass  line. 

Each  tank  shall  be  provided  with  overflow  and  emer¬ 
gency  drain  lines  as  required  in  Rules  19  and  20,  except  that 
such  lines  shall  drain  to  roofs  of  set  backs  on  building,  or 
into  house  drain  lines  providing  the  house  drain  line  or  lines 
are  equal  in  sum  total  to  the  sum  total  in  diameter  o'f  the 
drain  lines. 

The  fire  pump  shall  have  a  capacity  of  not  less  than  750 
gallons  of  water  per  minute  and  shall  deliver  through  the 
standpipe  main  feed  riser  at  a  pressure  not  less  than  50  lbs. 
to  the  square  inch  at  the  highest  hose  outlet  fed  by  said 
pump. 

All  fire  pumps  shall  be  located  on  a  raised  base  at  least  24 
inches  above  the  floor  and  on  the  floor  below  the  supply 
tank,  with  the  suction  line  as  direct  as  practicable. 

The  pump  discharge  line  shall  be  connected  to  the  main 
feed  riser  feeding  up,  and  outside  the  horizontal  tank  check 
valve  line,  and  the  upward  swinging  check  valve  in  the  main 
riser.  An  O.  S.  &  Y.  gate  valve  shall  be  provided  at  a 
point  between  the  pump  discharge  connection  and  the  up¬ 
ward  swinging  check  valve  SEALED  OPEN. 

The  fire  pump  and  motor  shall  be  located  in  a  watertight 
room  as  close  to  fire  tower  as  practicable,  properly  drained 
by  a  3-inch  line  to  house  drain  or  scuppers  in  exterior  wall. 
The  electric  switch  controlling  the  motor  shall  be  marked 
on  panel  “FIRE  PUMP  SWITCH”  in  1  inch  white  letters 
on  a  red  background. 

Rule  51.  NUMBERING  ON  VALVES.  All  gate  valves 
on  tanks,  fire  lines  and  pumps  shall  be  numbered  by  3-inch 
red  metal  disc  with  white  numbers  2  inches  high  secured  to 
wheel  of  valves. 

Rule  52.  PUMP  ROOM  DIAGRAM.  A  white  and 
black  print  drawn  to  a  scale  of  one-quarter  inch  to  the  foot 
shall  be  provided  in  a  glass  frame  showing  the  tank,  fire 
pump,  all  pipe  lines  and  valves.  The  number  of  each  valve 
shall  be  shown  in  addition  to  purpose  of  each  water  line. 

The  print  shall  include  instructions  as  to  method  of 


starting  and  operating  pump,  closing  main  line,  gate  valve 
and  opening  by-pass  valve. 

Rule  53.  FIRE  LINE  TELEPHONE.  In  all  buildings 
where  a  variable  speed  control  of  fire  pump  motors  is  re¬ 
quired  there  shall  be  provided  a  multiple  telephone  system 
with  a  master  telephone  in  each  pump  room,  and  in  the  main 
lobby  and  individual  telephones  located  on  alternate  floors 
near  the  main  fire  line  riser. 

The  operation  of  the  system  shall  be  such  that  any  in¬ 
dividual  telephone  may  call  and  converse  directly  with  any 
master  telephone.  The  master  telephones  may  call  and  con¬ 
verse  directly  with  each  master  telephone. 

A  six-inch  vibrating  call  bell  shall  be  located  at  the  master 
telephones. 

The  master  telephones  in  pump  room  below  grade  level 
shall  be  equipped  with  a  loud  speaking  receiver  so  that  the 
voice  can  be  clearly  and  audibly  heard  at  a  distance  of  not 
less  than  fifteen  feet  from  the  receiver. 

WIRING:  The  wiring  for  the  telephone  system  shall  not 
be  smaller  than  No.  18  rubber  covered  wire  installed  in  rigid 
iron  conduit.  The  conduit  system  shall  contain  no  conductors 
other  than  fire  line  telephone  conductors. 

The  fire  line  telephone  system  shall  be  properly  maintained 
and  ready  for  use  by  the  Fire  Department  at  all  times. 

Rule  54.  MAIN  LINE  EMERGENCY  CONTROL 
VALVES  IN  BUILDINGS  OVER  400  FEET  IN 
HEIGHT  (per  Schedule  A).  At  the  base  of  the  main  feed 
riser  or  below  the  hose  outlet  valves  on  the  first  story ;  at 
each  pump  room  elevation,  and  at  each  approximate  one- 
third  the  height  above  the  fire  pump  elevations  and  the  pump 
or  roof  tank  next  above,  there  shall  be  provided  O.  S.  &  Y. 
emergency  control  valves  in  the  main  feed  riser  properly 
numbered  and  shown  on  the  fire  pump  blue  print  hereto¬ 
fore  described. 

Rule  55.  EMERGENCY  TOOL  BOX.  Where  fire 
pumps  are  required  under  these  rules  there  shall  be  pro¬ 
vided  in  each  pump  room  an  emergency  fire  department 
tool  box,  painted  a  fire  department  red,  with  3-inch  white 
letters  reading,  “Emergency  fire  line  tool  box.”  The  box 
shall  be  secured  to  the  wall  and  be  fitted  with  a  fire  depart¬ 
ment  lock  and  contain  the  following: 

1 —  3-foot  Stillson  wrench. 

4 — 2j4-inch  plugs  with  pipe  threads. 

4 — 2j4-inch  caps  with  hose  threads. 

2 —  Spanner  wrenches  of  Fire  Department  pattern. 

4 — 2j4-inch  double  female  hose  connections,  with  Fire  De¬ 
partment  threads. 

Rule  56.  EMERGENCY  AND  TESTING  HOSE. 
Where  fire  pumps  are  required  under  these  rules  there  shall 
be  provided  in  each  pump  room  not  less  than  two  50-foot 
lengths  of  rubber  lined  2^4-inch  hose,  of  Fire  Department 
quality,  and  one  1  Ms-inch  nozzle  of  controlling  type.  All 
couplings  to  be  of  Fire  Department  pattern  and  threads. 
Hose  shall  be  supported  by  hooks  secured  to  enclosure  walls 
of  pump  room. 

Rule  57.  LOCATION  OF  LOWER  FIRE  PUMP  IN 
RELATION  TO  HORIZONTAL  LINE  CONTROL 
VALVES.  In  a  single  main  riser  system  the  fire  pump 
discharge  line  to  riser  shall  be  as  short  as  practicable. 

In  a  two  (2)  main  riser  system  the  pump  discharge  line 
to  cross  connection  shall  be  located  between  the  two  risers. 
An  emergency  gate  valve  of  the  O.  S.  &  Y.  type,  sealed 
open,  shall  be  provided  in  the  cross-connection  on  each  side 
of  the  discharge  line  connection. 

In  a  three  (3)  main  riser  system  the  pump  discharge  line 
shall  be  connected  to  the  cross-connection  on  each  side  of 
the  central  riser.  Three  (3)  emergency  gate  valves  as  above 
shall  be  provided  as  follows:  One  (l)  at  the  base  of  the 
central  main  riser  and  one  (l)  on  each  side  of  the  discharge 
line  connection  on  the  riser  side. 

In  a  four  (4)  main  riser  system  the  pump  discharge  line 
to  the  cross-connection  shall  be  centrally  loc?ted  so  as  to 
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provide  two  risers  on  each  side  of  pump  conne  +ion.  An 
emergency  gate  valve  shall  be  provided  in  the  cross-connec¬ 
tion  on  each  side  of  the  discharge  connection. 

In  a  five  (5)  main  riser  system  the  pump  discharge  line 
shall  be  connected  on  each  side  of  the  third,  or  central  riser, 
and  shall  be  provided  with  gate  valves  located  as  described 
in  a  3  riser  system. 

In  a  six  (6)  main  riser  system  the  pump  discharge  line 
shall  be  centrally  located  so  as  to  provide  three  risers  on 
each  side  of  pump  connection  and  shall  be  provided  with 
gate  valves  located  as  described  in  a  two  and  four  riser 
system. 

For  the  purpose  of  this  rule  a  main  riser  is  any  vertical 
riser  other  than  a  branch  riser  with  not  more  than  three  (3) 
hose  outlets  above  the  cross-connection. 

Rule  58.  EMERGENCY  SAFEGUARDS.  For  the 
purpose  of  prolonging  the  use  of  the  standpipe  fire  lines  in 
case  of  failure  or  break,  it  is  necessary  to  provide  and  prop¬ 
erly  locate  emergency  gate  valves  of  the  O.  S.  &  Y.  type 
as  follows : 

Rule  59.  EMERGENCY  VERTICAL  LINE  CON¬ 
TROL  VALVES.  All  standpipe  fire  line  systems  hereafter 
installed  in  buildings  over  four  (4)  stories  or  50  ft.  in 
height,  and  up  to  400  ft.,  as  described  in  Schedule  B,  shall  be 
provided  for  as  follows :  In  each  riser  an  O.  S.  &  Y.  gate 
valve  shall  be  provided  below  the  first  story  hose  outlet.  If 
the  interior  stairway  extends  from  hallway  on  first  story  to 
cellar  the  gate  valve  shall  be  located  within  the  stairway  en¬ 
closure  below  the  first  story  level. 

A  two-way  2j4-inch  hose  outlet  tee  with  two  2^-inch  ap¬ 
proved  valves,  one  of  which  may  be  capped,  shall  be  pro¬ 
vided  in  all  main  risers  6  ft.  to  7  ft.  above  floor  or  stair 
landing  level  of  first  story  with  the  O.  S.  &  Y.  control  valve 
below  the  outlet  tee. 

Where  a  single  main  riser  system  or  a  main  riser  feed 
system  is  installed  and  the  uppermost  hose  outlet  exceeds 
150  ft.  above  grade  level  there  shall  be  provided  in  each 
riser  O.  S.  &  Y.  gate  valves,  in  addition  to  the  gate  valve 
below  the  first  story  hose  outlet  at  approximately  the  level 
above  grade  hereafter  specified. 

SCHEDULE  B 


Height  front 
Uppermost 
Hose  Outlet 
to  Grade 

Total 
Number 
of  Valves 
Required 

Approximate  Location  of  Valves  Above  Grade 

1st 

Valve 

|  2nd 
Valve 

3rd 

Valve 

|  ith 
Valve 

5tli 

Valve 

6th 

Valve 

150'  to  200' 

2  to  S 

Below 
the  1  sty. 
outlet 

76' 

150' 

200'  to  250' 

2  to  8 

«i 

75' 

150' 

250'  to  300' 

3  to  i 

it 

75' 

150' 

225' 

800'  to  400' 

4  to  5 

a 

75' 

150' 

225' 

300' 

Rule  60.  UPPER  CROSS-CONNECTION  EMER¬ 
GENCY  CONTROL  VALVES.  When  a  two  (2)'  main 
riser  system  is  installed  there  shall  be  provided  O.  S.  &  Y. 
emergency  gate  valves  between  the  risers  in  each  cross-sec¬ 
tion,  located  within  the  stairway  enclosure  when  practicable, 
or  as  near  the  door  to  main  stairway  of  fire  tower  as  prac¬ 
ticable,  and  where  the  uppermost  hose  outlet  exceeds  150 
ft.  above  grade,  the  risers  shall  be  provided  with  O.  S.  &  Y. 
gate  valves  as  described  in  Schedule  B. 

Where  a  three  (3)  main  riser  system  is  installed  there 
shall  be  provided  O.  S.  &  Y.  gate  valves  between  any  two 
of  the  risers  in  each  cross-connection  and  one  in  the  central 
riser  at  each  cross-connection. 

Where  a  four  (4)  main  riser  system  is  installed  there 
•hall  be  provided  O.  S.  &  Y.  gate  valves  in  each  cross- 
connection  between  the  2  central  risers,  so  as  to  provide  2. 
riiers  on  each  side  of  control  valve*. 


Where  a  five  (5)  main  riser  system  is  installed  there  shall 
be  provided  O.  S.  &  Y.  gate  valves  between  the  second  and 
third  central  riser  in  each  cross-connection  and  one  in  the 
central  riser  at  each  cross-connection  as  described  in  a  3 
riser  system. 

Where  a  six  (6)  main  riser  system  is  installed  there  shall 
be  provided  O.  S.  &  Y.  gate  valves  centrally  located  in 
each  cross-connection  so  as  to  provide  3  risers  on  each  side 
of  gate  valve  as  described  in  a  two  and  four  riser  system. 

Rule  61.  LOWEST  CROSS-CONNECTION  CON- 
I KOL  VALVES.  When  the  building  is  provided  with  a 
fire  pump  as  required  by  the  Rules  the  gate  valves  required 
in  the  lowest  cross-connection  shall  be  located  as  described 
under  location  of  Fire  Pumps  and  Horizontal  Line  control 
valves. 

•  Rule  .;2j  FIEE  TOWER  RISER.  Where  the  building 
is  provided  with  an  exterior  enclosed  fireproof  stairway  or 
hre  tower  the  main  riser  shall  be  installed  in  such  stairway 
and  properly  protected  from  freezing  in  accordance  with 
these  rules  unless  stairway  is  adequately  heated. 

Rule  63.  VALVE  SEALED  OPEN.  All  O.  S.  &  Y. 
gate  valves  shall  be  located  in  an  accessible  position  and  be 
sealed  open  in  an  approved  manner. 

Rule  64.  LADDERS  TO  VALVES.  Where  the  gate 
valve  is  more  than  7  ft.  above  any  floor  or  stair  landing  a 
single  rung  iron  ladder  with  y2- inch  rungs  and  not  less  than 
10  inches  between  strings  shall  be  provided  at  each  gate 
valve  properly  secured  at  top  and  bottom. 

Rule  65.  VALVE  SIGNS.  Where  the  gate  valves  on 
the  upper  cross-connections  are  not  located  in  the  stair 
enclosure,  a  sign  with  red  background  and  white  letters  not 
less  than  3  inches  high  shall  be  painted  on  the  face  of  the 
wall  within  the  stairway  enclosure  on  the  story  where  the 
,  yalve  is  located.  which  shall  read  as  follows  • 
“STANDPIPE  CONTROL  VALVE  NO.  0  IN  LOFT” 

Where  a  standpipe  riser  is  located  in  a  fire  tower  a  sign 
with  red  background  and  3-inch  letters  as  above  shall  be 
painted  on  the  wall  at  fire  tower  exit  door,  which  shall 
read:  “STANDpipE  IN  TOWER,”  except  on  that  story 
on  which  the  emergency  control  valve  is  located,  there  the 
sign  shall  read:  “STANDPIPE  CONTROL  VALVE 
NO.  0  IN  TOWER.” 

Rule  66.  VALVES  NUMBERED.  All  emergency  con¬ 
trol  valves  shall  be  numbered  by  means  of  a  metal  disc  not 
less  than  3  inches  in  diameter  painted  red  with  a  white 
number  not  less  than  2  inches  high  and  shall  be  secured  to 
wheel  of  valve  by  chain  or  metal  clamp. 

Rule  67  FIRE  LINES  PAINTED.  All  standpipe  lines 
not  located  within  a  stairway  enclosure  or  public  corridor 
and  including  the  Siamese  connection  street  riser  wall  collars 
and  caps  shall  be  painted  a  Fire  Department  red 
Rule  68.  SIAMESE  CONNECTIONS  FOR  FIRE 
U^E.  Each  standpipe  system  shall  be 
provided  with  one  or  more  approved  type  3  inch  x  3  inch  in¬ 
let  Siamese  connections  for  use  by  the  Fire  Department  as 
hereinafter  set  forth.  When  a  building  faces  on  but  one 
street  and  has  a  frontage  of  less  than  250  ft.  and  requires 
but  one  four  (4)  inch  diameter  standpipe  riser  one  Siamese 
connection  shall  be  provided;  where  the  street  frontage 
exceeds  200  ft.  in  length  and  requires  but  two  four  (4) 
inch  diameter  standpipe  risers  two  Siamese  connections 
shall  be  provided  for  each  200  ft.  of  street  frontage  or  frac¬ 
tion  thereof.  Buildings  exceeding  250  ft.  in  height  shall  have 
not  less  than  two  Siamese  steamer  connections  for  each  riser 
and  buildings  not  more  than  250  ft.  in  height  shall  have  at 
least  one  Siamese  connection  for  each  6  inch  riser.  Build¬ 
ings  having  frontages  on  more  than  one  street  shall  have 
a  Siamese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than  one 
Siamese  connection  is  required  they  shall  be  properly  dis¬ 
tributed,  and  not  grouped,  as  the  Fire  Commissioner  may 
direct. 

Rule  69.  SIAMESE  HEADERS.  Siamese  header* 
shall  be  independent  of  each  other  and  lead,  as  direct  a* 
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practicable,  to  riser  or  cross-connection  header.  There  shall 
be  at  least  2  Siamese  for  every  8-inch  riser  and  at  least  1 
Siamese  for  every  4  or  6  inch  riser.  Where  there  are 
more  than  one  riser,  the  Siamese  headers  shall  divide  on 
each  side  of  any  emergency  control  valve  in  the  cross-con¬ 
nection,  and  such  headers  shall  be  equal  in  sum  total  to  the 
sum  total  of  all  risers  on  either  side  of  the  emergency  con¬ 
sol  valves. 

No  Siamese  header  shall  be  larger  than  6  inches.  Siamese 
risers,  when  extending  through  sidewalk,  shall  be  of  bronze 
or  fitted  with  a  brass  sleeve,  packed  with  a  waterproof  com¬ 
pound  between  sleeve  and  riser. 

Rule  70.  SIAMESE  OMITTED.  Any  building,  other 
*han  theatre  with  stage,  not  over  45  feet  in  height  shall 
not  be  required  to  have  a  Siamese  connection  except  when 
each  building  is  on  a  water-front  or  when  it  is  one  of  a 
group  of  buildings  and  has  a  cross-connection  to  the  stand¬ 
pipe  equipment  in  one  or  more  of  the  other  buildings. 

Kule  71.  LOCATION.  Each  Siamese  connection  placed 
on  the  street  front  of  a  building  shall  be  located  not  less 
than  18  inches  and  not  more  than  36  inches  above  the  side¬ 
walk  level  and  shall  be  set  in  a  horizontal  position  and 
shall  be  readily  accessible  for  Fire  Department  use.  Each 
Siamese  shall  have  cast  in  the  body  on  top  or  on  wall  plate, 
in  letters  at  least  1  inch  in  length  and  not  less  than  A  inch 
in  depth,  the  word  “STANDPIPE.” 

The  piping  connecting  the  Siamese  with  the  standpipe 
equipment  proper  shall  be  not  less  than  5  in.  in  diameter 
where  there  .are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  Siamese 
may  be  4  in.  in  diameter. 

Rule  72.  SIAMESE  CHECK  AND  DRIP.  In  each 
line  between  the  Siamese  connection  and  the  standpipe  sys¬ 
tem  there  shall  be  placed  an  approved  type  swing  check 
valve  located  where  practicable  within  10  feet  from  the  build¬ 
ing  wall.  Between  the  Siamese  and  its  check  valve  there 
shall  be  placed  a  Lt'inch  automatic  ball  drip  of  an  approved 
type  which  will  close  under  a  pressure  of  not  more  than  7 
lbs.  per  square  inch. 

Rule  73.  SIAMESE  CONNECTIONS  FOR  FIRE- 
BOAT  USE,  EXCEPT  WHERE  THE  SOURCE 
OF  SUPPLY  IS  FROM  THE  STREET  MAIN 
DIRECT.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fireboat  use  exclusively  shall  be  3)4  in. 
x  3J/2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  Siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  l/2- in.  open  drip  without  valve 
or  cock,  or  a  24-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fireboat  and  shore  Sia¬ 
mese  the  shore  Siamese  shall  have  male  connections  and  shall 
be  without  clappers,  but  shall  have  on  each  inlet  a  3  in.  gate 
valve  with  Fire  Department  male  thread  for  hose  connection. 
Check  valve  shall  not  be  provided  for  the  land  end  Siamese. 

Rule  74.  HOSE  OUTLETS.  When  practicable  all 
hose  outlets  shall  be  placed  within  a  stair  enclosure.  They 
shall  be  2l/2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more 
than  6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  indicating  the 
location  of  the  outlet.  Where  there  is  a  4-in.  riser  system  its 
termination  above  roof  shall  be  a  2^-in.  outlet  hose  valve 
properly  capped. 


Rule  75.  MAIN  ROOF  OUTLETS.  All  6  and  8-inch 
main  riser  systems  which  extend  to  intermediate  or  the 
highest  roof  level  shall  be  provided  with  not  less  than  three 
214-inch  hose  valve  manifolds  with  male  threads.  Roof 
outlets  shall  be  located  not  less  than  24  in.  nor  more  than  5 
ft.  above  the  roof  and  each  valve  shall  be  provided  with 
regulation  2^2-in.  Fire  Department  caps.  Where  roof  out¬ 
lets  cannot  be  located  within  a  heated  stair  enclosure,  the 
control  valve  shall  be  located  below  the  roof  and  shall 
have  a  long  stem  extending  above  the  roof  with  a  wheel 
handle  at  the  upper  end.  Between  the  long  stem  valve  and 
the  roof  outlet  there  shall  be  a  l/2  in.  open  drip  extending  to 
a  sink  or  a  24  'n-  automatic  ball  drip  of  approved  type. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Rule  76.  SPANNER  WRENCH.  A  spanner  wrench 
may  be  provided  at  each  hose  outlet  valve,  such  wrench  shall 
be  of  the  gooseneck  Fire  Department  pattern. 

Rule  77.  BRANCH  LINE  SIZE.  No  branch  line  may 
be  less  than  4  in.  in  diameter,  except  that  any  branch  from 
a  riser  or  cross-connection  to  but  one  hose  outlet  may  be 
2/4  in.  if  not  over  four  (4)  feet  in  length,  and  may  be  3 
in.  in  diameter  if  not  more  than  twenty-five  (25)  feet  in 
length. 

Rule  78.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
llA  in.  in  diameter. 

Rule  79.  HOSE.  Each  outlet  other  than  the  roof  out¬ 
let  shall  have  attached  thereto  2}4  in.  unlined  linen  hose, 
except  that  in  buildings  or  premises  that  do  not  contain 
occupancies  storing,  handling  or  using  inflammable  motion 
picture  films  or  nitro  cellulose  products,  and  which  are  not 
classified  as  hazardous,  the  Fire  Commissioner  may  permit 
in  addition  to  the  2j4-inch  outlet  and  hose  the  installation 
of  1  /4  in.  unlined  linen  hose  and  valve.  There  shall  not  be 
more  than  100  ft.  of  hose  at  any  outlet,  as  required  by 
Section  581,  Chapter  5,  Code  of  Ordinances.  No  single 
length  of  hose  shall  be  less  than  50  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  80.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 

Rule  81.  RACKS.  All  standpipe  hose  shall  be  sus¬ 
pended  from  racks  of  stamped  steel,  malleable  iron  or  other 
metal  equal  thereto,  of  approved  swing  type,  so  designed  and 
constructed  that  they  will  permit  of  ready  and  easy  release 
of  hose  for  use.  The  racks  shall  be  supported  securely  and 
substantially  from  standpipe  risers  or  wall,  except  that  where 
a  cast  nipple  of  non-corroding  material  is  screwed  into  the 
hose  outlet  valve  the  rack  may  be  suspended  from  said 
nipple.  The  minimum  thickness  of  nipple  to  be  5/l6  in. 
In  no  case  will  automatic  racks  be  permitted. 

Racks  shall  be  not  more  than  7  feet  6  inches  above  the 
floor. 

Rule  82.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicuously 
located  within  a  stair  enclosure,  and  are  of  a  size  sufficient 
to  accommodate  the  entire  equipment  and  permit  of  easy 
handling  of  hose  and  operation  oe  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a  clear 


810 


RULES 


glass  door  (one  panel  only)  without  lock  and  shall  have 
the  words  “FIRE  HOSE”  painted  on  the  glass  in  letters 
not  less  than  2  Yi  inches  in  height. 

Rule  83.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  All  buildings  hereafter  erected  over  250  ft. 
in  height  and  which  do  not  exceed  400  ft.  in  height  from 
the  grade  to  highest  hose  outlet  shall  be  provided  with  a 
roof  gravity  tank  of  not  less  than  5,000  gallons. 

Where  the  above  described  height  exceeds  400  feet,  fire 
pump  and  suction  tanks  shall  be  provided  as  described  under 
Schedule  A. 

Where  the  pressure  on  any  hose  outlet  valve  exceeds  50 
lbs.  either  approved  outlet  pressure  reducers,  set  as  pre¬ 
scribed  by  the  Chief  of  the  Fire  Department,  or  the  Board 
ff  Standards  and  Appeals,  shall  be  provided  at  such  outlets. 

Rule  84.  BUILDINGS  IN  COURSE  OF  EREC¬ 
TION.  In  buildings  in  course  of  erection  standpipe  fire 
ines  shall  be  carried  up  with  each  story  after  the  structure 
•eaches  the  7th  story  or  a  height  of  85  ft.,  and  there  shall 
)e  provided  an  outside  Siamese  pumper  connection  in  a 
proper  and  accessible  place.  Regulation  hose  outlets  on 
:ach  story  above  the  2nd  shall  be  provided  as  the  work  pro¬ 
gresses.  Hose  outlets  shall  be  provided  with  male  threads 
)f  Fire  Department  pattern,  with  hose  and  nozzle  attached, 
o  at  least  every  second  outlet.  The  top  and  bottom  of  each 
•iser  and  all  cross  connections  shall  be  securely  capped  at  all 
imes  during  the  progress  of  the  work  except  when  work  on 
he  standpipe  fire  line  is  in  progress  at  that  point.  Tem- 
jorary  standpipe  risers  used  in  construction  work  and  not 
ess  than  3  inches  in  diameter  for  buildings,  not  exceeding  400 
t.  in  height,  and  of  larger  diameter,  in  buildings  exceeding 
100  ft.  in  height,  when  maintained  to  supply  water  at  all 
inies,  may  be  accepted  in  lieu  of  the  regulation  standpipe, 
trovided  it  is  equipped  with  hose  outlets,  hose  and  Siamese  as 
equired  above. 

Elevators  or  hoists  shall  be  provided  as  required  in  Rule  6. 

Rule  85.  PLACES  COVERING  LARGE  AREAS. 
?hip  yards,  oil  storage  plants,  amusement  or  exhibition  parks 
ir  other  enclosures  when  deemed  necessary  by  the  Fire 
Commissioner  shall  have  one  yard  hydrant  and  hose  for 
ach  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
nore  than  250  ft.  distance  between  hydrants.  Hydrants  and 
ufficient  approved  hose  and  a  smooth  bore  lj^-mch  Under¬ 
writers  playpipe  shall  be  placed  in  an  approved  hose  house, 
ainted  red,  with  words  “FIRE  HOSE”  in  6-inch  white  let- 
ers  on  door.  Where  the  area  exceeds  20,000  sq.  ft.  and  not 
xceeding  40,000  sq.  ft.  in  area,  a  gravity  tank  of  at  least 
0,000  gallons  capacity,  elevated  50  ft.  above  the  yard,  or 
5  ft.  above  the  highest  structure  in  the  yard,  or  a  fire 
ump  of  at  least  1,000  gallons  a  minute  capacity,  with  a 
uction  tank  of  at  least  25,000  gallons  capacity,  or  river 
uction  supply  shall  be  provided.  Plants  exceeding  40,000 
q.  ft.  in  area  shall  be  provided  with.^a  fire  pump  of  not 
?ss  than  1,000  gallons  per  minute  capacity,  suctioning  from 
tank  or  sump  of  at  least  30,000  gallons  capacity.  The 
'ire  Commissioner  may  permit  suction  from  a  river  or  well 
[  in  his  opinion  the  required  quantity  of  reasonably  clean 
rater  may  be  obtained  thereby,  except  that  where  river 
action  is  proposed  and  standpipe  primary  water  supply  is 
tken  from  street  main,  approval  of  the  proposition  shall  be 
btained  also  from  the  Department  of  Water  Supply,  Gas 
nd  Electricity.  In  addition  to  yard  hydrants,  the  Fire  Com- 
lissioner  may  require  one  Monitor  nozzle  with  remote  con- 
"ol  for  each  40,000  sq.  ft.  of  area  or  fraction  thereof  when 
l  his  opinion  an  unusual  hazard  exists  or  may  exist. 
Tonitor  nozzles  shall  be  located  as  ordered  by  the  Fire 
ommissioner. 

Standpipe  risers  may  be  connected  to  yard  hydrant  systems 
hen  such  systems  are  provided  with  gravity  tanks  in  ac- 
)rdance  with  this  rule,  or  when  same  conforms  with  Rule 
Subdivision  A  (city  main  connection). 

Yard  hydrant  systems  connected  to  city  main  shall  be  pro- 
ided  with  Post  Indicator  valve  located  in  an  accessible  posi¬ 


tion.  The  Post  Indicator  valve  shall  be  sealed  or  locked  open 
and  be  painted  a  Fire  Department  red. 

Yard  hydrant  systems  with  more  than  one  hydrant  shall  not 
be  connected  to  City  mains  outside  of  the  high  pressure  fir* 
service  area,  unless  approved  by  the  Board  of  Standards  and 
Appeals. 

Provision  for  steamer  connections,  fireboat  connections, 
oressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  86.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also  be  sup¬ 
plied  by  approved  electric  pump  or  pumps  having  a  capacity 
of  at  least  250  gals,  per  minute  at  100  lbs.  per  square  inch 
in  buildings  without  occupancy  above  the  roof  and  at  125 
lbs.  per  square  inch  pressure  in  buildings  having  any  oc¬ 
cupancy  above  the  auditorium  roof.  Power  for  pumps  shall 
be  supplied  by  electric  motors  of  sufficient  horsepower  to 
drive  pump  without  sign  of  overload.  Pumps  shall  be  by¬ 
passed  to  suction  tanks,  as  provided  for  elsewhere  in 
these  rules  under  FIRE  PUMPS.  Pumps  shall  suction 
from  steel  or  reinforced  concrete  tanks  of  not  less  than 
5,000  gallons  water  capacity.  Pumps  shall  deliver  initial 
supply  of  water  and  shall  be  connected  to  an  approved 
electric  device  which,  upon  a  reduction  of  pressure  below 
the  allowable  minimum,  will  automatically  start  the  pump 
and,  upon  a  restoration  of  the  required  pressure,  will  auto¬ 
matically  shut  off  the  pump.  The  automatic  starting  de¬ 
vice  shall  be  set  to  cut  in  at  60  lbs.  pressure  and  to  cut 
out  at  80  lbs.  pressure.  In  addition  to  the  automatic  start¬ 
ing  device  there  shall  be  provided  a  hand  starter  for  emer¬ 
gency  use  and  there  shall  also  be  provided  a  pressure  gauge 
on  the  panel  board. 

Rule  87.  STREET  MAIN  CONNECTIONS.  Sub¬ 
ject  to  the  requirements  of  the  Department  of  Water  Sup¬ 
ply,  Gas  and  Electricity,  the  size  of  each  standpipe  connec¬ 
tion  to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the.  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  approved 
type  allowing  free  flow  of  water.  Supply  through  the 
meter  shall  be  checked  against  the  Fire  Department  Siamese 
Supply  and  against  tank  supply. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  88.  HIGH  AND  LOW  WATER  _  ELECTRIC 
ALARMS.  The  high  and  low  water  electric  alarm  for 
gravity  tanks  shall  be  so  constructed  and  arranged  that  a 
decrease  in  the  quantity  of  water  below  the  required  fire 
line  reserve  shall  cause  an  alarm  to  be  given  in  either  the 
pump  room  or  engineer’s  room.  An  annunciator  shall  be 
provided  in  connection  with  the  alarm  system.  The  high 
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and  low  tell  tale  electric  devices  for  gravity  tanks  shall  be 
so  constructed  that  they  will  not  be  affected  by  moisture  and 
the  parts  shall  be  heavy  and  rugged.  The  level  of  the  water 
in  the  gravity  tank  shall  be  indicated  by  an  approved  device. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  vibrating  gong  of  at  least  6 
inches  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically.  The 
control  cabinet  shall  be  arranged  for  conduit  installation 
and  shall  be  located  in  the  engineer’s  room  or  pump  room 
where  it  will  be  under  supervision  of  the  person  in  charge 
of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of  Chap¬ 
ter  9  of  the  Code  of  Ordinances.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Independent  electric  generating  plants. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  a  110  volt  lighting  serv¬ 
ice  a  suitable  cut-out  is  to  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
system  shall  be  the  first  connection  on  the  house  side  of  and 
as  near  as  practicable  to  the  meter.  When  batteries  are 
used  to  operate  the  system  they  shall  be  placed  in  an  ap¬ 
proved  cabinet  provided  with  a  lock  and  key. 

Rule  89.  DRY  PIPE  VALVE.  A  dry  pipe  valve 
shall  be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be  main¬ 
tained  dry,  but  in  the  event  of  a  hose  valve  being  opened, 
the  dry  pipe  valve  automatically  releases  the  water  into  the 
standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  are  impracticable,  dry  pipe 
valves  may  be  installed. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  system  oper¬ 
ated  from  the  control  station  at  each  hose  outlet.  Dry  pipe 
valve  shall  be  located  as  near  as  practicable  to  the  standpipe 
system,  in  an  enclosed  place,  protected  from  mechanical  in¬ 
jury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall  below 
25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth  of  the 
water  pressure  in  any  case.  Not  more  than  16  hose,  outlets 
shall  be  supplied  through  one  dry  pipe  valve.  The  air  com¬ 
pressor  shall  have  a  capacity  of  not  less  than  11  cu.  ft. 
per  minute,  and  the  air  supply  for  the  pump  shall  be  taken, 
if  possible  from  a  room  containing  dry  air,. or  it  shall  pass 
through  a  drying  chamber  containing  calcium  chloride  in 
order  to  avoid  the  introduction  of  moisture  into  the.  system. 

A  closed  circuit  alarm  shall  be  provided  in  connection  with 
each  dry  pipe  valve  installation;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  90.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter  with 
remote  control. 

Rule  90a.  ROOF  SETBACK  HOSE  OUTLETS.  A 


two-way  hose  outlet  tee,  with  one  outlet  properly  capped, 
ahall  be  provided  in  the  standpipe  risers  on  floor  level  of  any 
intermediate  roof  setbacks  on  all  buildings  exceeding  one 
hundred  feet  in  height  when  the  following  conditions  exist: 

1.  When  the  building  has  a  frontage  of  fifty  feet  or  over. 

2.  And  there  are  adjoining  roofs,  window  openings  or 
other  exterior  exposures  within  fifty  feet  of  the  roof  parapet. 

3.  And  the  depth  of  the  setback  exceeds  ten  feet. 

4.  And  the  setback  exceeds  one  hundred  feet  above 
grade  level. 

Rule  91.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Com¬ 
missioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner,  and  ex¬ 
cept  that  all  such  fire  line  systems  shall  have  or  be  provided 
with  the  following: 

1.  Roof  gravity  tank  shall  have  a  reserve  of  approxi¬ 
mately  3,500  gallons  of  water  for  fire  line. 

2.  The  bottom  of  the  gravity  tank  shall  be  not  less  than 
20  feet  above  the  hose  outlet  in  the  highest  story. 

3.  A  4-inch  emergency  drain  with  gate  valve. 

4.  House  lines  taken  from  outside  of  tank. 

5.  Tank  properly  heated  and  provided  with  overflow 
line. 

6.  Tank  shall  not  be  fed  through  fire  line. 

7.  Tank  to  be  fed  at  not  less  than  65  gallons  a  minute 
by  pump  or  direct  city  connection. 

8.  An  iron  ladder  of  substantial  construction,  properly 
braced,  extending  to  top  of  tank. 

9.  At  least  one  gate  valve  at  the  downstream  side  of 
tank  check  unless  a  gate  valve  has  been  installed  on  either 
side  of  check. 

10.  Hose  valves  and  hose  not  less  than  2  Yi  inches  in 
good  serviceable  condition.  No  automatic  hose  valves  per¬ 
mitted. 

11.  Wheel  of  hose  valve  within  6  ft.  6  in.  of  stair  land¬ 
ing  or  of  steps  within  2  ft. 

12.  An  open  or  automatic  ball  drip  between  the  Siamese 
-heck  and  Siamese. 

13.  Approved  3  in.  x  3  in.  Siamese,  with  approved  caps. 

14.  The  words  “STANDPIPE”  cast  in  the  body  of 
the  valve,  or  on  metal  plates  secured  to  Siamese  riser,  or 
secured  to  face  of  building  behind  the  Siamese. 

15.  The  Siamese  street  riser,  wall  collars  and  caps  painted 
a  Fire  Department  red. 

16.  Outlet  pressure  reducers  on  all  hose  outlet  valves 
where  the  pressure  exceeds  50  lbs.  per  square  inch. 

17.  In  factory  or  other  buildings  of  hazardous  use,  where 
the  fire  lines  are  not  within  a  protected  stair  enclosure  and 
may  be  subjected  to  fire  exposure  because  of  such  location, 
they  shall  be  protected  by  asbestos  covering,  wire  lath 
and  cement,  or  terra  cotta  blocks  as  described  in  these 
rules. 

18.  Fire  lines  shall  be  protected  from  freezing  as  speci¬ 
fied  in  these  rules. 

19.  The  tank  shall  be  provided  with  a  high  and  low 
water  electric  alarm,  except  where  there  is  an  automatic 
filling  pump  installed. 

20.  The  bonnets  or  caps  of  all  siamese  or  tank  check 
valves  which  have  been  in  the  fire  lines  for  at  least  ten 
years,  where  practicable,  shall  be  removed  and  the  interior  of 
valve  cleaned  of  all  rust  or  other  accumulations.  The  body 
of  the  valve  shall  then  be  given  a  good  coat  of  red  lead  and 
linseed  oil. 

Rule  92.  HOSE  OUTLET  VALVE.  Hose  outlet  valves 
shall  be  2 1/2  in. 

A — All  hose  outlet  valves  hereafter  installed  in  buildings 
not  exceeding  300  feet  in  height,  or  for  the  uppermost  300 
feet  in  any  building,  shall  conform  to  the  following  speci¬ 
fications  : 
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1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  5  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  hydraulic 
pressure  under  normal  working  conditions. 

4.  They  shall  stand  a  hydrostatic  pressure  test  of  750  lbs. 
per  sq.  in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  300  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Only  angle  globe  valves  shall  be  permitted. 

B — Hose  outlet  valves  hereafter  installed  in  buildings  ex¬ 
ceeding  300  feet  in  height,  except  as  provided  for  in 
Subdivision  A,  shall  show  not  more  than  5  lbs.  fric¬ 
tion  loss  for  a  flow  of  300  gallons  per  minute;  they  shall 
close  tightly  against  500  lbs.  hydraulic  pressure  under  normal 
working  conditions;  they  shall  stand  a  hydrostatic  test  of 
1,250  lbs.  per  square  inch  for  30  minutes  and  not  distort; 
they  shall  stand  the  operation  of  full  opening  and  closing 
300  times  under  250  lbs.  hydraulic  pressure  without  leaking 
at  stuffing  box  or  seat.  They  shall  be  of  brass  or  best  grade 
of  valve  bronze. 

Straight-way  gate  valves  may  be  submitted  for  test. 

All  hose  outlet  valves  hereafter  installed  shall  have  cast  in 
the  body  of  the  valve : 

1.  The  manufacturer’s  name  or  trade-mark. 

2.  The  working  pressure  of  the  valve. 

3.  The  approval  number  of  the  Board  of  Standards  and 
Appeals. 

Not  less  than  2  approved  hose  valves  shall  be  delivered  to 
the  office  of  the  Board  of  Standards  and  Appeals,  the 
weight  and  other  general  matter  noted,  and  valves  certified. 
One  of  the  valves  shall  then  be  delivered  to  the  office  of  the 
Fire  Commisioner,  with  certified  specifications. 

Rule  93.  SPECIFICATIONS.  Siamese  Connections. 
Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient  strength 
to  comply  with  Item  8  of  this  specification.  All  movable 
parts,  clappers,  swivels  and  all  bolts,  washers,  nuts,  screws 
and  pin  bearings  and  all  swivel  bearings  shall  be  of  non- 
corrodible  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodible 
metal  and  shall  be  machined  to  insure  a  tight  seat  for  clapper 
valves. 

3.  Each  inlet  to  siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the  two 
valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position  of 
maximum  opening. 

5.  Clappers  shall  be  so  hung  that  when  siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will  be 
seated. 

6.  Swivels,  attached  to  the  body  of  the  siamese  by  means 
of  a  collar  expanded  cold  or  screwed  into  the  body  of 
the  siamese,  or  with  other  bearing  surface  extending  en¬ 
tirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  Item  8. 

7.  Clapper  valves  must  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  1501  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  hydraulic  pressure 
test  of  500  lbs.  for  30  minutes  under  normal  working 
conditions. 

9.  Clapper  valves  shall  be  tight  for  any  pressure  on 
standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 


11.  The  inlet  swivels  to  siamese  connection  shall  be  pro¬ 
vided  with  threads  to  fit  the  Fire  Department  hose 

t12-  P\e  w0/d,  “STANDPIPE”  shall  be  cast  into  the  top 
ot  the  body  of  the  Siamese  or  on  wall  plate,  in  1  in.  letters 
not  less  than  y&  of  an  inch  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in  the 
same  system  with  a  land  end  siamese  connection,  clapper 
valves  shall  be  omitted  from  the  land  end  siamese 
Rule  93a. 

Specifications  and  Performance  Requirements  for 
Adjustable  Pressure  Reducers  for  Use  At  2^-Inch 
Hose  Outlets  of  Standpipe  Systems. 


These  valves  are  for  use  at  outlets  for  2^-inch  hose  on 
standpipe  systems  to  permit  securing  adjustment  of  the  water 
pressure  in  hose  and  at  nozzles  as  is  required  in  the  Standpipe 
Rules  of  the  Board. 

1.  The  body  and  working  parts  of  the  valve  shall  be  of 
rass  or  bronze  of  a  quality  and  thickness  satisfying  the 

hydrostatic  pressure  test  requirement  given  below  and  corro¬ 
sion-resisting.  A  bronze  of  not  less  than  83  per  cent  copper 
and  15  per  cent  tin  and  of  not  more  than  7  per  cent  zinc  and 
not  more  than  3  per  cent  lead  will  be  judged  to  furnish  ac¬ 
ceptable  corrosion  resistance. 

2.  Threaded  parts  for  connection  to  hose  couplings  shall 
conform  to  the  New  York  Fire  Department  thread  for  2V2- 
mch  fire  hose. 

3'  jTJ!f  ,<JesigI?  sha!1  Provide  that  the  friction  loss  shall  not 
exceed  10  lbs.  when  the  valve  is  in  the  full  open  position  and 
is  discharging  not  less  than  200  gallons  per  minute 

4-  u  ,,  P°ssible  to  operate  the  adjustable  means 
through  its  full  range  by  means  of  a  regulation  Fire  Depart¬ 
ment  goose-neck  spanner  wrench  or  manually  when  subject 
to  an  upstream  hydraulic  pressure  of  500  lbs  per  square  inch. 

5  The  valve  shall  withstand  without  fracture  or  excessive 
leakage  the  application  for  30  minutes  of  an  internal  hydro- 
s  atic  pressure  of  at  least  1,250  lbs.  per  square  inch. 

A  lt  ,al1  Possible  to  secure  all  movable  exterior  parts 
of  the  valve  which  affect  the  pressure  adjustment  so  that  the 
adjustment  will  be  not  altered  accidentally  or  by  tampering 
without  giving  evidence  of  the  alteration.  It  shall  b£  pos°- 
sible  to  readily  accomplish  any  desired  adjustment  within  the 
range  specified  below  by  the  use  of  a  regulation  Fire  Depart¬ 
ment  spanner  wrench.  v 

•A  Ae  adjustable  means  shall  provide  that  the  waterway 
within  the  body  of  the  valve  shall  be  not  less  than  2.5  square 
inches  m  area  when  in  full-open  position  and  at  least  0.5 
square  inch  when  in  the  fully  reduced  position.  Between 
these  positions  there  shall  be  not  less  than  13  positions  of  the 
pressure  adjusting  means  at  each  of  which  a  positive  pressure 
reduction  shall  be  obtained.  Each  such  position  shall  be  indi- 
cated  by  suitable  markings  or  equivalent  means 

8.  When  necessary,  straightening  vanes  or  baffle  plates  of 

h!Ai  °rub-0nfif’  ai  eaSt  N°'  14  B&S  gauge  in  thickness  shall 
be  placed  in_  the  down-stream  or  discharge  part  of  the  valve 
to  regulate  jet  effect  of  water  and  protect  hose. 

9.  The  valve  shall  be  marked  so  that  it  may  be  identified 

after  installation  to  show  a  registered  name  or  trade-mark 
ogether  with  the  Calendar  Number  assigned  to  it  by  the 
?aA°  Standards  and  Appeals  and  the  registered  symbol 
l,  ndor.sed  approval  by  testing  agency.  These  markings 
shad  Anl0  ett,ers  a,nd  figures  at  least  %  inch  high  g 

10.  The  valve  shall  be  so  marked  as  to  clearly  indicate 
when  it  is  installed  the  upstream  pressure  producing  50  lbs 
pressure  at  its  discharge  according  to  adjustment  at  which  it 
is  set  as  specified  in  paragraphs  6  of  these  Rules  These 
markings  shall  be  in  letters  and  figures  at  least  Rf  inch  high 

Not  less  than  two  approved  pressure  reducing  valves  shall 
be  delivered  to  the  office  of  the  Board  of  Standards  and  Ah- 
peals  the  weight  and  other  general  matter  noted,  and  valves 
nffr?edj  re  vdve.s  shaU  then  be  delivered  to  the' 

Th,  Raae/V £on\m'flone:>  with  certified  specifications, 
n  6  Jl °ar^i  Standards  and  Appeals  hereby  serves  notice 

that  approvals  granted  hereunder  are  subject  to  amendments 
or  limitations  as  and  wherever  in  its  opinion  service  condi¬ 
tions  in  buildings  may  require. 

,Bav”?g  Paus£  .  AH  rules  and  regulations  previously 
adopted  and  conflicting  with  these  rules  are  hereby  rescinded 

Henry  L.  Connell,  Temporary  Chairman. 

William  J.  O  Gorman,  Secretary. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES 


Recommended  by  the  Bureau  of  Fire  Prevention. 

[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  he’d  by  the  board  of  standards  and  appeals  on 
June  24,  1932,  at  4  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  the  Fuel  Oil  Rules. 
Matter  in  italics  is  new.  Matter  in  brackets  [  ]  old  matter 

to  be  omitted. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  [discharge]  supply  line  in  the  tank  or 
otherwise  trapped  to  prevent  escape  of  oil  vapor.  The  fill 
pipe  shall  be  made  up  with  screwed  or  flanged  fittings 
securely  held  in  place  and  shall  be  oil  tight.  Each  fill  pipe 
shall  be  provided  with  a  receiver  terminal  or  fill  box  or 
easing  provided  with  means  for  locking  and  located  at  or 
ubove  grade  [in  front]  outside  of  the  building  [or  at  the 
side  of  the  building,  but  not  beyond  the  front  wall  of  the 
building  erected  on  the  premises.  The  fill  box  or  terminal 


shall  be]  unthin  thirty  (30)  feet  from  curb  or  private  right- 
of-way  and  located  as  remote  as  practicable  from  any  build¬ 
ing  opening,  subway  gratings  or  elevated  column,  but  not 
less  than  three  (3)  feet  therefrom.  |The  distance  between 
the  fill  line  terminal  and  the  curb  shall  not  exceed  thirty 
(30)  feet.] 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  [at 
the  tank]  and  a  swing [ing]  check  valve  [shall  be  provided  in 
the  fill  line],  both  gate  and  check  valve  to  be  located  at  the 
fill  box. 

(c)  Where  there  is  a  storage  system  of  volatile  inflam¬ 
mable  oil,  and  a  storage  system  for  fuel  oil  to  be  used  in  the 
same  premises,  the  fill  boxes  shall  terminate  as  far  as  possible 
from  each  other,  and  the  cover  of  the  fuel  oil  fill  box  shall  be 
painted  green  and  cover  of  gasoline  fill  box  red,  or  covers  of 
fill  boxes  to  have  one  inch  (l")  raised  letters  stamped  there¬ 
on  reading — Fuel  Oil,  Gasoline. 

(d)  The  terminal  of  fuel  oil  fill  pipe  shall  be  proznded 
ivith  a  left  handed  thread,  and  the  fill  pipe  to  be  of  a  different 
size  than  that  required  for  fill  pipes  to  gasoline  tanks. 


APPROVED  APPLIANCES 


Burners  for 


Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Fess  Turbine  Burner .  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammel  Oil  Burner .  1278-21-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Ho’by  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


idustrial  Use 

May  Oil  Burner .  68-24-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oil-Elec-Tric  Oil  Burner .  317-31-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Retro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner _  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Surface  Combustion  Low  Pressure  Burner _  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate- Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner  .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 


RULES 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


Recommended  by  a  committee  of  representatives  of  the 
Bureaus  of  Buildings,  Fire  Department,  Nezv  York 
Society  of  Architects,  Real  Estate  Board  of  Nezv 
York  and  New  York  Building  Congress.  Thomas  F. 
Duggan,  Chief  Plan  Examiner,  Borough  of  The 
Bronx;  Samuel  Becker,  Bureau  of  Buildings,  Bor¬ 
ough  of  Manhattan;  Benjamin  Saltsman,  Bureau  of 
Buildings,  Borough  of  Brooklyn;  George  A.  Brown, 
Chief  Clerk,  Bureau  of  Buildings,  Borough  of 
Queens;  A.  B.  Comins,  Bureau  of  Buildings,  Bor¬ 
ough  of  Richmond;  Thomas  A.  Larkin,  Acting 
Chief,  Bureau  of  Fire  Prevention;  Charles  Schaeffer. 
New  York  Society  of  Architects;  Robert  Teichman, 
Nezv  York  Society  of  Architects ;  Harry  B.  Mul- 
likan,  Real  Estate  Board  of  Nezv  York,  and  Rudolph 
P.  Miller,  Nezv  York  Building  Congress. 


REPORT  OF  COMMITTEE. 

May  9,  1932. 

CHAIRMAN,  BOARD  OF  STANDARDS  &  APPEALS. 
Sir: 

Your  committee  appointed  to  consider  the  preparation  of  a 
standard  form  of  certificate  of  occupancy  with  the  purpose  of 
securing  uniformity  of  practice  in  the  several  boroughs  of 
the  city,  as  contemplated  by  Section  411a,  Subdivision  1, 
of  the  Greater  New  York  Charter,  respectfully  submits  the 
following  suggestions : 

While  it  was  held  by  some  that  a  single  form  might  be 
prepared  that  would  apply  to  existing  buildings  (that  is 
buildings  erected  prior  to  March  14,  1916,  when  the  require¬ 
ment  for  certificates  of  occupancy  became  effective)  as  well 
as  to  new  buildings  or  buildings  altered  after  March  14, 
1916,  it  was  deemed  better  to  use  a  separate  form  for  exist¬ 
ing  buildings.  Consequently  two  forms  are  submitted  here¬ 
with  for  your  consideration. 

As  no  provision  is  made  in  the  city  charter  for  certificates 
of  occupancy  for  existing  buildings,  it  might  be  argued  that 
your  board  is  not  called  upon  to  prepare  a  standard  form. 
However,  as  uniformity  of  practice  seems  desirable  and  might 
be  regarded  as  implied  by  the  charter  provision,  a  form  has 
been  prepared.  This  certificate  merely  states  that  the  build¬ 
ing,  the  location  of  which  is  given,  has  been  found  by  in¬ 
spection,  to  be  occupied  in  the  manner  indicated  in  the_  tabu¬ 
lation  and  that,  inasmuch  as  no  alteration  or  conversion  in 
use  has  been  made  since  the  law  requiring  the  certificate 
went  into  effect,  the  use  and  occupancy  at  the  time  of  inspec¬ 
tion  may  be  continued.  As  the  labor  law  prohibits  the  use 
of  buildings  erected  prior  ot  October  1,  1913,  as  factory 
buildings,  unless  they  comply  with  the  requirements  of  the 
State  Labor  Law,  it  is  felt  that  especial  attention  should  be 
called  to  that  fact,  and  the  issuance  of  a  certificate  should  be 
prevented  in  cases  where  this  special  provision  applies. 

The  form  applying  to  new  buildings  and  to  buildings  that 
have  been  altered  has  been  so  drafted  that  it  can  be  con¬ 
veniently  contained  on  the  two  sides  of  a  sheet  8/4  inches  by 
11  inches  in  size,  the  text  being  so  arranged  that  all  necessary 


typing  on  the  form  will  be  done  on  the  first  page,  and  only 
printed  matter  appears  on  the  second  page. 

It  is  not  so  much,  however,  the  form  of  the  certificate, 
but  the  substance  for  which  the  Charter  contemplates  uni¬ 
formity.  The  several  bureaus  of  buildings  being  parts  of 
separate,  and,  from  an  administrative  aspect,  independent  pub¬ 
lic  departments,  requisitions  for  their  supplies  emanate  in 
each  case  from  the  officials  in  charge.  Each  borough  is 
free  to  use  the  form  that  it  finds  most  convenient,  though 
even  in  this  matter  uniformity  is  desirable. 

The  text  as  proposed  in  the  draft  presented  herewith  is 
in  the  main  self-explanatory.  It  has  been  reviewed  by  a 
representative  of  the  corporation  counsel’s  office. 

The  certificate  is  addressed  to  the  owner  or  owners  of  the 
building  or  premises  without  mention  of  names,  since  it 
applies  irrespective  of  who  may  be  in  possession.  Owner¬ 
ship  may  change  at  any  time  without  affecting  the  validity 
of  the  certificate. 

As  the  certificate  is  not  complete,  under  the  Charter,  until 
such  fire  extinguishing  appliances  as  may  be  required  by 
law  have  been  inspected  and  approved,  provision  is  made  for 
certification  on  that  point.  Since  the  fire  prevention  bureau 
has  concurrent  jurisdiction  with  the  superintendent  of  build¬ 
ings  for  exits  in  certain  buildings  required  by  law,  the  cer¬ 
tificate  has  been  prepared  to  carry  with  it  the  assurance  that 
the  exit  facilities  in  those  buildings  are  satisfactory  to  that 
bureau.  It  is  expected  that  as  an  administrative  detail,  suit¬ 
able  arrangments  between  the  several  bureaus  of  buildings 
and  the  bureau  of  fire  prevention  will  be  made  to  effect  the 
intent  of  the  Charter.  With  the  cooperation  of  the  building 
public  this  should  be  possible  without  causing  undue  delay. 
At  its  last  meeting,  however,  the  committee  and  others  pres¬ 
ent,  by  a  vote  of  eleven  to  two,  decided  to  recommend  the 
omission  from  the  proposed  form  for  new  buildings  of  the 
words  “and  exits  in  factory  buildings”  on  the  ground  that 
certification  on  this  point  is  not  required  by  the  Charter  and 
that  if  made  compulsory  by  this  certificate  undue  delay  and 
confusion  might  result. 

The  data  to  be  inserted  in  the  spaces  below  the  tabulated 
limitations  and  conditions  are  not  essential  to  the  complete¬ 
ness  or  validity  of  the  certificate,  but  are  regarded  as  helpful 
both  to  the  owner  and  to  the  city  authorities. 

Of  the  printed  conditions,  which  are  intended  to  go  on 
the  second  page  of  the  certificate,  some  may  perhaps  be  re¬ 
garded  as  merely  informative,  but  certain  of  them  are  essen¬ 
tial  and  all  are  of  help  and  value  to  the  holder  of  the  cer¬ 
tificate. 

It  should  be  stated  that  while  this  report  and  the  suggested 
certificate  represent  fairly  well  the  opinion  of  the  committee, 
the  membership  was  not  unanimous.  It  is  requested  that 
before  definite  action  is  taken  on  the  standard  form  of  cer¬ 
tificate,  an  opportunity  be  given  to  the  several  members  of 
the  committee  to  present  their  views  directly  to  the  board. 

Respectfully, 

(Signed)  RUDOLPH  P.  MILLER, 

Chairman,  on  behalf  of  committee. 


PUBLIC  HEARING 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


[40-32-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on 
July  8,  1932,  at  3  p.  m..  Room  1013,  Municipal  Building,  on 
Proposed  Uniform  Certificate  of  Occupancy. 


Proposed  form  of  Certificate  of  Occupancy  for  Existing 
Building  is  printed  on  page  816. 

The  proposed  form  of  Certificate  of  Occupancy  for  other 
buildings  is  printed  on  pages  817  and  818. 
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CITY  OF  NEW  YORK  No. - 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF _ 

BUREAU  OF  BUILDINGS 

DATE - 

CERTIFICATE  OF  OCCUPANCY 

EXISTING  BUILDING 

(Standard  form  adopted  by  the  Board  of  Standards  and  Appeals  ,  1932,  and  issued  pursuant  to  Section 

5-3,  Chapter  5,  Building  Code,  Code  of  Ordinances,  City  of  New  York.) 

To  the  owner  or  owners  of  the  building  or  premises: 

THIS  CERTIFIES  that  the  existing  building  located  at 


,  Block . .  Lot . ,  erected  prior  to  March  14, 

1916,  has  been  duly  inspected  and  has  been  found  to  have  been  occupied  or  arranged  to  be  occupied 
prior  to  March  14,  1916,  as  noted  below,  and  that  m  information  and  belief,  since  that  date  there  has 
been  no  alteration  or  conversion  to  a  use  that  changed  its  classification  as  defined  in  the  building  code, 
or  that  would  necessitate  compliance  with  some  special  requirement  or  with  the  state  labor  law  or  any 
other  law  or  ordinance;  that  there  are  no  notices  of  violation  or  orders  pending  in  the  bureau  of  build¬ 
ings  at  this  time ;  that  any  provision  of  law  relating  to  standpipe  and  sprinkler  equipment  and  of  exits 
in  factory  buildings  have  been  complied  with  as  certified  by  a  report  of  the  Fire  Prevention  Bureau  to 
the  superintendent  of  buildings,  and  that,  so  long  as  the  building  is  not  altered,  except  by  permission  of 
the  superintendent  of  buildings,  the  existing  use  and  occupancy  may  be  continued. 


STORY 

USE 

Cellar  . 

Basement . 

First . 

Second  . 

Third  . 

r  ourtn  . 

T?:  ( 

x1 1 1  ul . 

Sixth . 

Examined  by 
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Superintendent  of  Buildings. 


CITY  OF  NEW  YORK  No. 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF _ 

BUREAU  OF  BUILDINGS 


DATE 


CERTIFICATE  OF  OCCUPANCY 


4iSitaandrr^ Lrad0I>ved  i?5! rLhe  *Board  ,°f  Standards  and  Appeals,  ,  1932,  and  issued  pursuant  to  Section 

411-a,  Greater  New  York  Charter,  and  Chapter  5,  Building  Code,  Code  of  Ordinances,  City  of  New  York.) 


This  certificate  supersedes  all  previously  issued  certificates. 

To  the  owner  or  owners  of  the  building  or  premises: 

THIS  CERTIFIES  that  the  new — altered  bu'lding — premises  located  at 


,  ,  ‘ c.  '  P  °ck,  •  ’  LoJ  >  conforms  substantially  to  the  approved 

plans  and  specifications,  and  to  the  requirements  of  the  building  code  and  all  other  laws  and  ordinances 
and  of  the  rules  and  regulations  of  the  Board  of  Standards  and  Appeals,  applicable  to  a  buildino-  0f  its 
class  and  kind  at  the  time  the  permit  was  issued;  and  CERTIFIES  FURTHER  that  any  provisions  of 
law  relating  to  standpipe  and  sprinkler  equipment  md  of  exits  in  factory  buildings  have  been  complied 
with  as  certified  by  a  report  of  the  Fire  Prevention  Bureau  to  the  Superintendent  of  Buildings. 

THIS  CERTIFICATE  IS  ISSUED  SUBJECT  TO  THE  LIMITATIONS  HHREIINAIFTER  SPECIFIED  AND 
TO  THE  FOLLOWING  RESOLUTIONS  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS : 

( Calendar  numbers  to  be  inserted  here) 


PERMISSIBLE  USE  AND  OCCUPANCY 


STORY 

LIVE  LOADS 

LBS.  PER  SQ.  FT. 

PERSONS  ACCOMMODATED 

USE 

MALE 

FEMALE 

TOTAL 

Cellar . 

Basement  .  . . 

First  . 

Second  . 

Third . 

Fourth . 

Fifth  . 

Sixth  . 

Permit . Type  of  Construction  . 

Height . stories, . feet.  Date  of  completion . 

Located  in . zone  at  time  of  issuance  of  permit. 

(over) 
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NO  CHANGE  OF  USE  OR  OCCUPANCY  NOT  CONSISTENT  WITH  THIS  CERTIFI¬ 
CATE  SHALL  BE  MADE  UNLESS  FIRST  APPROVED  BY  THE  SUPERINTENDENT 
OF  BUILDINGS. 

Unless  an  approval  for  the  same  has  been  obtained  from  the  superintendent  of  buildings,  no 
change  or  rearrangement  in  the  structural  parts  of  the  building,  or  affecting  the  light  and  ventila¬ 
tion  of  any  part  thereof,  or  in  the  exit  facilities,  shall  be  made;  no  enlargement,  whether  by  extending 
on  any  side  or  by  increasing  in  height  shall  be  made;  nor  shall  the  building  be  moved  from  one 
location  or  position  to  another ;  nor  shall  there  be  any  reduction  or  diminution  of  the  area  of  the  lot 
or  plot  on  which  the  building  is  located. 

The  building  or  any  part  thereof  shall  not  be  used  for  any  purpose  other  than  that  for  which  it 
is  certified. 

The  superimposed,  uniformly  distributed  loads,  or  concentrated  loads  producing  the  same 
stresses  in  the  construction  in  any  story  shall  not  exceed  the  live  loads  specified  above;  the  number  of 
persons  of  either  sex  in  any  story  shall  not  exceed  that  specified  when  sex  is  indicated,  nor  shall  the 
aggregate  number  of  persons  in  any  story  exceed  the  specified  total ;  and  the  use  to  which  any  story 
may  be  put  shall  be  restricted  to  that  fixed  by  this  certificate  except  as  specifically  stated. 

This  certificate  does  not  in  any  way  relieve  the  owner  or  owners  or  any  other  person  or  persons 
in  possession  or  control  of  the  building,  or  any  part  thereof,  from  obtaining  such  other  permits,  licenses 
or  approvals  as  may  be  prescribed  by  law  for  the  uses  or  purposes  for  which  the  building  is  designed  or 
intended ;  nor  from  obtaining  the  special  certificates  required  for  the  use  and  operation  of  elevators ; 
nor  from  the  installation  of  fire  alarm  systems  where  required  by  law ;  nor  from  complying  with  any 
lawful  order  for  additional  fire  extinguishing  appliances  under  the  discretionary  powers  of  the  fire  com¬ 
missioner;  nor  from  complying  with  any  lawful  order  issued  with  the  object  of  maintaining  the  build¬ 
ing  in  a  safe  or  lawful  condition;  nor  from  complying  with  any  authorized  direction  to  remove  en¬ 
croachments  into  a  public  highway  or  other  public  place,  whether  attached  to  or  part  of  the  building 
or  not. 

If  this  certificate  is  marked  “Temporary”,  it  is  applicable  only  to  those  parts  of  the  building 
indicated  on  its  face,  and  certifies  to  the  legal  use  and  occupancy  of  only  such  parts  of  the  building; 
it  is  subject  to  all  the  provisions  and  conditions  applying  to  a  finai  01  permanent  ceitificate,  it  is  not 
applicable  to  any  building  under  the  jurisdiction  of  the  tenement  house  commissioner  unless  it  is  also 
approved  and  endorsed  by  him ;  and  it  must  be  replaced  by  a  full  certificate  at  the  date  of  its  expiration. 

Examined  by 


Superintendent  of  Buildings. 

Additional  copies  of  this  certificate  will  be  issued,  upon  written  request,  to  persons  having  a  proprietary 
interest  in  the  building  or  premises. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 

of. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

726-30- A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of, 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


210-29-SA — A  Diamond  “S”  250  lbs.  2k2-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
380-29-SA — Kennedy  2k2-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
125-31-SA — SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA— Lunkenheimer  2^-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31- SA — Lunkenheimer  2^2-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

396-3 1-S A — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
49 1-3 1-S  A — Super  f  ex  Oil  Burning  Heater,  approval  of. 
513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 
534-31-SA — Page  Fuel  Burner,  approval  of. 

592-31-SA — Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

94-32-SA — Todd  Spiro  Burner  (pump  type),  approval  of. 
125-32-SA — Beacon  Oil  Burner,  approval  of. 

195-32-SA — Moto-Heat  Oil  Burner,  approval  of. 

197- 32-SA — S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner,  approval  of. 

198- 32-SA — S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner,  approval  of. 

200-32- S A — E.  C.  &  M.  Sprinkler  High  and  Low  Water 
Altitude  Regulator,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
225-32-SA — Enterprise  Type  Junior  “W”  Oil  Burner, 
Models  1,  2  &  3,  approval  of. 

229-32-SA — The  Camel  Automatic  Oil  Burner,  Model  30, 
Types  A,  B  and  C,  approval  of. 

232-32-S A — Grant  Oil  Burner,  Model  C,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

263-32-SA — Mueller  Streamline  Fitting,  approval  of. 
267-32-SA — Quiet  May  Gerotor  Pump,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


l-lka-3  Mix,  t  nounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2i/2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals  Anril 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
vvith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
eiven  Heine  the  amount  of  lime  which  mav  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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PROGRESS  REPORT 


DOCKET. 


DISPOSITION  OF  CASES. 


Cases  pending  December  31,  1931 . 

Cases  filed  up  to  June  15,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


344  Withdrawn  .  97 

Dismissed  .  8 

Denied .  79 

349  Granted  .  12 

Granted  on  condition .  219 

Appliances  approved  .  26 

53  Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  4 

Rules  disapproved,  rescinded  or  withdrawn .  2 

Miscellaneous  Actions. 

163  Requests  to  reopen  granted .  146 

Requests  to  reopen  denied .  9 

6  Requests  to  amend  granted .  6 

Requests  to  amend  denied .  0 

48  Requests  for  modification  granted .  47 

Requests  for  modification  denied .  1 

5  Requests  to  rescind  granted .  5 

Requests  to  rescind  denied .  0 

29  Requests  for  extension  of  time  granted .  29 

Requests  for  extension  of  time  denied .  0 

3  Requests  for  extension  of  permit  granted .  3 

Requests  for  extension  of  permit  denied .  0 

0  Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

9  Plans  approved .  9 

Plans  disapproved  .  0 

0  Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

4  Interpretations  .  4 

Requests  withdrawn  or  dismissed .  8 


Total  . 

Disposed  of 


1018  Total 
720 


720 


Cases  pending  June  15,  1932 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth ,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  June  17,  1932,  10  A.  M. 
Minutes  of  Special  Meeting,  June  17,  1932,  2  P.  M. 
Minutes  of  Regular  Meeting,  June  21,  1932,  10  A.  M. 
Minutes  of  Regular  Meeting,  June  21,  1932,  2  P.  M. 
Approved  Fuel  Oil  Pumps. 

Rules  of  Procedure. 

Notice  of  Public  Hearing  on  Proposed  Certificate  of 
Occupancy. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Cal!  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building. 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  28,  1932, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  5,  1932,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  an^ 
disposition  of  same  expedited  by  conforming  to  thrse 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  June  22,  1932. 

Cal  No.  Department.  Premises  Affected. 

370-32-S . B.B.M - 119  W.  33rd  st.*  Man., 

-  Decision 

3G9-32-A . F.D . 29-33  E.  19th  st.,  Man., 

-  F-95768  &  F-94293 

368-32-lS . F.D . 547  W.  21st  st.,  Man., 

-  E.  D.  92069 

367-32-A . F.D . 683-685  Broadway,  Man., 

-  F-95096 

366-32-BZ . B.B.Bx...  1385-1395  Webster  ave.,  Bx., 

-  Decision 

365-32-A . F.D . 25-19  Borden  ave.,  E.  E  C.,  Q., 

-  E.  C.  52851 

364-32- A . F.D . 700-710  W.  125th  st.,  Man., 

-  F-94743 

363-32-SA . F.D . Paasche  Spray  Painting  Equip- 

-  ment,  Appliance 

362-32-<SA . FiD . Bryan  Oil  Burner, 

■ -  Appliance 

361-32-SA . F.D . Fluid  Heat  Oil  Burner, 

-  Appliance 

360-32-A . F.D . 201-205  W.  74th  st.,  Man., 

-  F-83722 

359-32-A . F.D . 1820-1836  Amsterdam  ave.,  Man., 

-  F-93616 

358-32-BZ . JB.'B.Q ....  124-05  Rockaway  Beach  blvd., 

Rockaway  Beach,  Q., 

-  Decision 

357-32-BZ . B.'B.Q. ..  .Northwest  corner  of  Skillman 

ave.  &  43rd  st.,  L.  E  C.,  Q., 

-  N.  B.  1484-32 

356-32-S . F.D . 328  W.  41st  st.,  Man., 

-  L.  D.  95374 

355-32- A . F.D . 950-956  Broadway,  Man., 

-  F-80938  &  F  -80939 

354-32-BZ . B.BJB _ 598  Flatbush  ave.,  Bklyn., 

• - — —  Applic.  6249-32 

353-32- A . F.D . 187  Bowery,  Man., 

-  F-939905 

352-32-BZ . B.B.Bx. .  .Southwest  corner  of  Boston  rd. 

&  211th  st.,  Bx., 

-  N.  B.  237-32 

351-32-iS . F.D . 1725-29  St.  Marks  ave.,  Bklyn., 

-  L.  D.  91206 

350-32-SA . F.D . Dovel  Master  Fuel  Oil  Burner, 

-  Appliance 

Restored  to  Calendar 

140-32-BZ . B.B.Q _ 132-06  North  Hempstead  turn¬ 

pike,  Flushing,  Q., 

_  N.  B.  188-32 


CODE 


F.D . Fi  re  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings.  Brooklyn 

BBM . Bureau  of  Buildings.  Manhattan 

B.B.Q .  . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings.  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  28,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

215-32-BZ. 

APPLICANT — Louis  De  Riviere,  lessee,  for  Betty  Berk, 
owner. 

PREMISES — 670-674  Halsey  street,  south  side,  125  ft.  west 
of  Patchen  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  an 
open  air  garage  for  more  than  five  (5)  motor 
vehicles. 

218-32-BZ. 

APPLICANT — T.  A.  Taylor,  for  Frederic  E.  Gibert,  et  ah, 
owners. 

PREMISES — 2-4  West  31st  street  and  298  Fifth  avenue, 
southwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  retail  district  a  manufacturing  occupancy 
of  25  per  cent  (in  excess  of  the  allowable  5  per 
cent). 

236-32-BZ. 

APPLICANT — M.  Joseph  Harrison,  for  Two  Streets  Corp., 
owner. 

PREMISES— 147-151  East  24th  street,  running  through  to 
146-148  East  25th  street,  Manhattan. 

APPLICATION,  under  section  7c  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles. 

256-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Oscar  F.  Lundberg,  Inc., 
owner. 

PREMISES — Northeast  corner  of  Osman  place  and  East 
241st  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

273-32-BZ. 

APPLICANT — John  A.  Bolles,  for  Jamestone  Realty  Corp., 
owner. 

PREMISES- — 30  West  59th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first  story  of  an 
existing  building  from  dwelling  to  business  use 
(stores). 

305-32-BZ. 

APPLICANT — William  V.  McDevit,  for  Landgrove  Realty 
Corp.,  owner. 

PREMISES — North  side  of  Roosevelt  avenue,  85  ft.  east 
of  69th  street,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

204-32-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Albermarle 
Heights  Building  Corp.,  owner. 
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PREMISES — 705-729  Gravesend  avenue,  east  side,  240  ft. 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


JUNE  28,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  28, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  212-32-BZ — Application,  April  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Beth  Hamedrash  Hagodol  Nachlath 
Zion  of  South  Flatbush,  applicant  and 
owner,  to  permit  in  a  residence  use  “D” 
area  district  the  erection  and  mainte¬ 
nance  of  a  building  which  does  not  con¬ 
form  with  the  area  requirements  of  the 
building  zone  resolution;  premises  2171- 
2177  East  22nd  street  (Elmore  place), 
180  ft.  north  of  Avenue  V,  Boroklyn. 

cal.  no.  234-32-BZ- — Application,  May  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Alfred  A.  Lama,  applicant,  on  be¬ 
half  of  Walter  Krechko  and  Stella 
Krechko,  owners,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  35  Rock- 
away  avenue,  east  side,  80  ft.  south  of 
Chauncey  street,  Brooklyn. 

cal.  no.  253-32-BZ — Application,  May  10,  1932,  under  sec¬ 
tions  6,  7a,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  J.  Ort,  for 
Thomas  J.  Higgins,  applicant,  on  behalf 
of  307  West  44th  Street  Garage  Co., 
Inc.,  lessee  (long  term  lease),  to  permit 
in  a  business  district  the  addition  of 
two  (2)  stories  to  an  existing  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  307  West  44th  street,  Man¬ 
hattan. 

cal.  no.  261-32-BZ — Application,  May  12,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Nicholas  F.  Walsh,  applicant,  on 
behalf  of  Marguerite  H.  Walsh,  owner, 
to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  northwest  cor¬ 
ner  of  West  230th  street  and  Bailey  ave¬ 
nue,  The  Bronx. 

cal.  no.  442-31-BZ — Application,  September  9,  1931 ;  with¬ 
drawn  January  19,  1932;  reopened  and 
restored  to  Calendar  March  22,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  William  V.  McDevit,  ap¬ 
plicant,  on  behalf  of  M.  Palace,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  305-311  New 
Dorp  lane,  east  side,  120  ft.  north  of 
Clawson  street,  New  Dorp,  Borough  of 
Richmond. 


cal.  no.  476-31-BZ — Application,  September  28,  1931 ;  with¬ 
drawn  under  section  21  January  5,  1932; 
reopened  and  restored  to  Calendar  May 
20,  1932,  under  section  7f  of  the  building 
zone  resolution,  of  Peter  H.  Brandt,  ap¬ 
plicant,  on  behalf  of  Hildegarde  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Northern  boulevard 
and  Bell  boulevard,  Bayside,  Borough 
of  Queens. 

cal.  no.  477-31-BZ — Application,  September  28,  1931;  with¬ 
drawn  under  section  21  January  5,  1932; 
reopened  and  restored  to  Calendar  May 
20,  1932,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt, 
applicant,  on  behalf  of  Hildegarde 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard,  Bayside, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JUNE  28,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

123-32-A — 175  Remsen  street,  Brooklyn. 

196-32- A— 1511  Richmond  terrace,  West  New  Brighton, 
Borough  of  Richmond. 

231-32-A — 1062-1070  St.  Johns  place,  Brooklyn. 

238-32-A — 645-651  11th  avenue  and  601-603  West  47th 
street,  northwest  corner,  Manhattan. 

Petitions  for  Variations. 

207-32-S — 122  East  130th  street,  Manhattan. 

228-32-S — 530-532  West  27th  street,  Manhattan. 

Appliances  Submitted  for  Approval 

341-32-lSA — “M  W”  Domestic  Oil  Burners,  Models  Nos. 

25,  26,  65,  66,  95,  307,  308,  309,  400  and 
800,  approval  of. 

350-32-SA — Dovel  Master  Fuel  Oil  Burner,  approval  of. 
361-32-SA — 'Fluid  Heat  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  5,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

189-32-BZ. 

APPLICANT — William  F.  Regan,  for  Four  Corners  Gas 
Station,  Inc.,  owner. 

PREMISES — 3102  Avenue  U,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  a 
gasoline  service  station. 

251-32-BZ. 

APPLICANT — Abraham  Weinstein,  for  A.  M.  &  S.  G. 
Construction  Co.,  Inc.,  owner. 

PREMISES— 'Southern  boulevard,  northeast  junction  of 
Boston  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  change 
of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop. 
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259-32-BZ. 

A P P'LI CAN T — J ames  E.  Geissberger,  for  Joseph  Lavazoli, 
owner. 

PREMISES— 263-265  West  69th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles. 

265-32-BZ. 

APPLICANT— Anna  F.  Nowlan  and  Nicoline  Nowlan,  for 
Anna  F.  Nowlan,  owner. 

PREMISES — 873  Union  street,  north  side,  191  ft.  east  of 
Seventh  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  (employment  agency). 

278-32-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Raymond  McCool, 
owner. 

PREMISES— (Southwest  corner  of  East  233rd  street  and 
Bussing  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JULY  6,  1932,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning.  July  6, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  NO.  571-31-BZ — Application.  November  30,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants, 
substituted  for  Raymond  P.  McNulty, 
on  behalf  of  Guardian  Garage,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  224-240 
Clarkson  avenue,  south  side,  135  ft.  4J4 
in.  east  of  Rogers  avenue,  Brooklyn. 

CAL.  NO.  220-32-BZ— (Application.  April  23,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  P.  Doyle,  applicant,  on  be¬ 
half  of  Bonaifide  Holding  Corp..  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  124-36  to  124-44 
Metropolitan  avenue,  Richmond  Hill. 
Borough  of  Queens. 

cal.  no.  245-32-BZ — Application,  May  6,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Joseph  H.  Gaus,  applicant,  on  behalf 
of  Mary  Reims,  owner,  to  permit  in  a 
business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle 
repair  shop;  premises  123-05  101st  ave¬ 
nue  (Jerome  avenue),  Richmond  Hill. 
Borough  of  Queens. 

cal.  no.  248-32-BZ — Application,  Mav  6,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  Firestone,  applicant,  on  behalf 
of  August  Battipaglia,  owner,  to  permit, 
partly  in  a  business  district  and  partly 


in  a  residence  district,  the  erection  an< 
maintenance  of  a  gasoline  service  sta 
tion ;  premises  southeast  corner  of  Nas 
sau  boulevard  and  Utopia  parkwaj 
Flushing,  Borough  of  Queens. 

cal.  no.  255-32-BZ — Application,  May  10,  1932,  under  sec 
tion  21  of  the  building  zone  resolutior 
of  A.  C.  Benson,  applicant,  on  behal 
of  S.  Klein,  Inc.,  owner,  to  permit  i 
a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station 
premises  6-16  Lott  avenue,  south  sid< 
from  East  98th  street  to  Douglass  stree 
Brooklyn. 

cal.  no.  514-29-BZ — (Application,  August  7,  1929;  granted  o 
condition  December  31,  1929 ;  reopene 
for  amendment  February  9,  1932,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  Lewis  iSameroff,  applicant  an 
present  owner,  to  permit  in  a  busines 
district  the  change  of  occupancy  of 
building  to  a  motor  vehicle  repair  shop 
building  being  located  on  rear  of  a  pic 
occupied  as  a  gasoline  service  statio 
(gasoline  service  station  was  granted  b 
the  board)  ;  premises  253  Livonia  ave 
nue,  Brooklyn. 

HENRY  L.  CONNELL, 

T ernporary  Chairman. 


JULY  6,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

2 16-32- A — 120-122  Liberty  street,  Manhattan. 

222- 32-A— 130-132  West  34th  street,  Manhattan. 
239-32-A — 653-659  Eleventh  avenue  and  602  West  48t 

street,  southwest  corner,  Manhattan. 
244-32-A — 3700-3708  Main  street,  Flushing,  Borough  c 
Queens. 

247-32- A— 260-266  Fourth  avenue,  Manhattan. 

325-32-A — Northeast  corner  of  Palo  Alto  avenue  and  188t 
street,  Hollis,  Borough  of  Queens. 
266-32-A — 262-264  Seventh  avenue,  northwest  corner  < 
west  25th  street,  Manhattan. 

Petitions  for  Variations. 

88-32-S — 510-528  West  35th  street,  Manhattan. 

223- 32-S — 130-132  West  34th  street,  Manhattan. 


JULY  8,  1932,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stanc 
ards  and  appeals  of  a  public  hearing  under  the  provisior 
of  the  building  zone  resolution,  Friday  morning,  July 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  c 
the  following  matters : 

cal.  no.  340-31-BZ — Application,  July  2,  1931;  dismiss? 

for  lack  of  prosecution  December 
1931 ;  reopened  and  restored  to  Calend; 
February  2,  1932,  under  section  21  < 
the  building  zone  resolution,  of  Conrc 
&  Hardy  (formerly  known  as  McCooc 
&  Conroy),  applicants,  on  behalf  of  E< 
ward  W.  Cropsey,  James  L.  Crops? 
and  C.  &  M.  Holding  Co.,  owners,  1 
permit  in  a  business  district  the  erectic 
and  maintenance  of  a  gasoline  servii 
station ;  premises  2402-2418  Crops? 
avenue,  southwest  corner  of  24th  av 
nue,  Brooklyn. 
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al.  no.  210-32-BZ — Application,  April  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  iMartin  J.  Ort,  applicant,  on  behalf 
of  Louis  Schwartz,  owner,  to  permit  in 
a  residence  use  and,  also,  “D”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  which  occupies  more  than  sixty 
per  cent  (60%)  of  the  area  of  the  lot; 
premises  669  Ashford  street,  east  side, 
230  ft.  south  of  New  Lots  avenue, 
Brooklyn. 

al.  no.  569-30-BZ — Application,  September  2,  1930;  with¬ 
drawn  March  17,  1931;  reopened  and  re¬ 
stored  to  Calendar  March  1,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  C.  T.  McCurdy,  applicant,  on 
behalf  of  Peter  L.  Hackett,  owner,  io 
permit  in  a  business  district  the  erection 
ad  maintenance  of  a  gasoline  service 
station ;  premises  2923  Snyder  avenue, 
northwest  corner  of  Nostrand  avenue 
Brooklyn. 

\L.  no.  183-32-BZ— ^Application,  April  5,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Sebatiano  Ladiso,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  114th  avenue  and  Dillon 
street,  Jamaica,  Borough  of  Queens. 

vl.  no.  221-32-BZ— Application,  April  23,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  on  behalf 
of  Pollwhit  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1016-1032  Liberty  ave¬ 
nue,  south  side,  80  ft.  west  of  Crescent 
street,  Brooklyn. 

\  HENRY  L.  CONNELL, 

Temporary  Chairman. 


JULY  8,  1932,  2  P.  M. 

SPECIAL  MEETING. 

Appeal  from  Administrative  Order. 

17-32-A — 83rd  street,  540  ft.  south  of  Central  avenue, 
Glendale,  Borough  of  Queens. 

Petitions  for  Variations. 

94-32-S — 1020  East  178th  street,  The  Bronx. 

92-32-iS — 20  East  49th  street,  Manhattan. 


JULY  8,  1932,  3  P.  M. 

SPECIAL  MEETING. 

Rules. 

10-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 
of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY,  12,  1932,  AT  2  P.  M. 

Building  Zone  Cases. 

f-32-BZ. 

APLICANT — Jack  T.  Rosen,  for  Wallabout  Holding 
Corp.,  owner. 


PREMISES — 355-365  Kings  highway,  northeast  corner  of 
West  4th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

10  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station. 

272-32-BZ. 

APPLICANT — <Leon  F.  Scully,  for  Signe  Nelson,  owner. 

PREMISES — 'North  side  of  Roberts  avenue,  25  ft.  east  of 
Edison  avenue,  The  Bronx. 

APPLICATION,  under  sections  7f  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  three  (3)  motor  vehicles,  space  for  two 
(2)  automobiles  to  be  rented  to  persons  not  re¬ 
siding  on  the  premises. 

281-32-BZ. 

APPLICANT — Thomas  O'Rourke  Gallagher,  for  Robert 
Stem  and  Matilda  Stein,  owners. 

PREMISES — 98-01  Metropolitan  avenue,  northeast  corner 
of  69th  road,  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

284-32-RZ. 

APPLICANT— John  W.  McClancy,  for  Rock  Jay  Realty 
Corp.,  owner. 

PREMISES — West  side  of  Cross  Island  boulevard,  south 
side  of  State  street  and  north  side  of  Crocheron 
avenue,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

672-30-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  substituted  for 
Felix  J.  Cizmowski,  for  Louisa  J.  Chapelle,  owner. 

PREMISES — (Southwest  corner  of  Farmers  avenue  and  Illion 
avenue,  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn ;  reopened  and  restored  to  Calendar  May 
24,  1932). 

140-32-BZ. 

APPLICANT — 'Charles  J.  Sturla,  owner. 

PREMISES — .Southeast  corner  of  Lawrence  street  and  North 
Hempstead  turnpike,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21 ;  reopened  and  restored 
to  Calendar  June  21,  1932). 

311-32-BZ. 

APPLICANT — Lauritz  Lauritzen,  for  W.  M.  Evans  Dairy 
Co.,  Inc.,  owner. 

PREMISES — 3484-3498  Fulton  street,  Brooklyn. 

APPLICATION,  under  sections  6a  and  7g  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  a  milk 
bottling  and  distributing  station  and,  also,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 
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328-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Farmac  Realty  Corp., 
owner. 

PREMISES — (Southwest  corner  of  163rd  street  and  P»ayside 
lane,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JULY  12,  1932,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  12, 
1932,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  70-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  Nicil  Mastranda,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles,  a 
motor  vehicle  repair  shop  and  a  gasoline 


service  station;  premises  357-363  East 
29th  street,  east  side,  210  ft.  north  of 
Avenue  D,  Brooklyn. 

HENRY  (L.  CONNELL, 
Temporary  Chairman. 


JULY  12,  1932,  2  P.  M. 

Appeals  from  Administrative  Orders. 

300-32-A — 126-132  West  46th  street,  Manhattan. 

2 13-32- A — 60-64  West  street,  Brooklyn. 

258-32- A — -1482-1490  Broadway,  Manhattan. 

270- 32-A — 147-449  Fulton  street,  Brooklyn. 

271- 32- A — 104-108  West  27th  street,  Manhattan. 

Petitions  for  Variations. 

241-32-S — 130  Greene  street,  Manhattan. 

254-32-S — 1321-1323  61st  street,  north  side,  160  ft.  east 
of  13th  avenue,  Brooklyn. 

269-32-S — 221  West  27th  street,  Manhattan. 


JULY  15,  1932,  2  P.  M. 

SPECIAL  MEETING. 
Appeal  from  Administrative  Order. 
107-32-A — 123-133  William  street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  JUNE  17,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

BUILDING  ZONE  CASES. 

210-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Louis  Schwartz,  owner. 

SUBJECT — .Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  also 
“D”  area  district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles 
which  occupies  more  than  60  per  cent  of  the  area 
of  the  lot. 

PREMISES  AFFECTED— 669  Ashford  street,  east  side, 
230  ft.  south  of  New  Lots  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Fish. 

For  Opposition:  Joseph  H.  Rose,  John  Barreca  and 
Benjamin  T.  Hock. 

ACTION  OF  BOARD— Laid  over  to  July  8,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


1 82-32-BZ. 

APPLICANT — 'Lama  &  Proskauer,  for  Henfred  Realty  Co., 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 4117-4119  New  Utrecht  avenue, 
northeast  corner  of  42nd  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  Philip  Sagon. 


ACTION  OF  BOARD — Report  of  committtee  of  inspection 
adopted ;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  June  15,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  for  motor 
vehicle  repair  shop. 

“The  premises  in  question  have  a  frontage  of  approx¬ 
imately  126  ft.  on  New  Utrecht  avenue  by  8.4  ft.  on  42nd 
street  and  a  depth  on  the  northerly  lot  line  of  approx¬ 
imately  85  ft.  and  are  irregular  in  shape. 

“The  present  development  of  these  premises  consists 
of  a  one-story  building,  located  on  the  northerly  end  of 
the  plot,  with  a  frontage  of  about  52  ft.  on  New  Utrecht 
avenue,  for  the  full  depth  of  the  lot,  the  balance  of  the 
property  being  vacant. 

“As  indicated  by  the  signs  on  the  existing  building 
and  the  use  of  the  same  as  observed  by  the  committee, 
the  premises  are  now  being  conducted  as  a  motor  vehicle 
repair  shop  and,  from  information  of  the  lessee,  have  been 
so  conducted  for  about  nine  months,  the  work  in  this 
building  being  that  of  repairs  and  replacements  to  bodies, 
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fenders  and  radiators  of  automobiles,  no  work,  however, 
being  done  on  the  motors.  The  noise  emanating  from 
the  work  on  the  bodies  and  fenders,  however,  is  a  great 
deal  more  obnoxious  than  motor  adjustments  and  re¬ 
pairs. 

“Adjoining  the  premises  on  42nd  street  and  extending 
to  Fort  Hamilton  parkway  is  a  row  of  private  detached 
dwellings,  one  of  which  abuts  the  premises  under  appeal, 
and  all  of  which  are  occupied. 

“Adjoining  the  premises  to  the  north  on  New  Utrecht 
avenue  and  extending  to  41st  street  are  three-story  build¬ 
ings  with  store  use  on  the  ground  floor  and  dwellings 
above.  This  same  condition  prevails  on  the  west  side 
of  New  Utrecht  avenue  and  Tenth  avenue,  there  being 
located  on  the  southwest  corner  of  Tenth  avenue  and 
42nd  street  a  four-story  apartment  house.  All  of  these 
developments  seem  to  be  fully  occupied. 

“There  have  been  filed  with  this  appeal  thirteen  ob¬ 
jections  and  no  consents. 

“Under  Cal.  No.  590-30-BZ  this  board  denied  an  ap¬ 
plication  for  a  gasoline  service  station  on  the  premises 
under  appeal. 

“The  committee  is  of  the  opinion  that  the  application 
is  not  substantiated  under  section  21 — hardship — and 
recommends  the  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 

T eniporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

THE  RESOLUTION— 

(182-32-BZ) 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  and  adopted  at  this  hearing,  said 
report  also  being  made  part  of  this  resolution;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication  for  the  use  now  existing  and  being  conducted  on 
the  premises ;  and 

Whereas,  the  request  is  now  made  for  withdrawal  of  ap¬ 
plication. 

!  Resolved,  that  the  application  be  and  it  hereby  is  zvith- 
drawn. 


180-32-BZ. 

'  APPLICANT — Emil  Guterman,  for  Benjamin  Albert  and 
Abraham  Gerber,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED1 — (Southwest  corner  of  Gun  Hill 
road  and  Paulding  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  M.  L.  Alberts. 

For  Opposition:  Joseph  Cappeta. 

ACTION  OF  BOARD — (Report  of  committee  of  inspection 


adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

!  THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(180-32-RZ) 


Whereas,  Emil  Guterman,  for  Benjamin  Albert  and  Abra¬ 
ham  Gerber,  owners,  filed,  April  5,  1932,  an  application,  under 


the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  southwest  corner  of  Gun  Hill  road  and  Paulding 
avenue,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  17,  1932,  after  due  notice  by  publication  in  the 
'Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  Gun  Hill  road  is  in  a  business 
district;  Paulding  avenue  is  in  a  residence  district,  and 
Golden  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  30,  1932  (re  Applic.  S.  A.  261-32),  reads: 

“1.  Erection  of  buildings  and  maintenance  of  premises 
in  business  district  for  gasoline  selling  station  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  on  Gun  Hill  road  and  100  ft.  on  Paulding 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story 
structure  to  be  occupied  as  office,  grease  pits  and  garage  for 
less  than  six  cars  and,  also,  to  install  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows  : 

“Cal.  No.  180-32-BZ. 

“Premises  southwest  corner  of  Gun  Hill  road  and  Paul¬ 
ding  avenue,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

.  “On  June  15,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

1  his  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

^  “The  premises  in  question  have  a  frontage  of  75  ft.  on 
Gun  Hill  road  and  a  depth  of  100  ft.  on  Paulding  avenue 
and  are  at  the  present  time  vacant  and  unimproved. 

“East  and  west  of  the  property  under  appeal,  both 
north  and  south  sides  of  Gun  Hill  road,  the  properties 
are  developed,  where  developed,  with  conforming  uses, 
mostly  rather  recently  constructed  two  and  three-story 
dwellings  with  store  use  on  the  ground  floor. 

“Paulding  avenue  and  the  intersecting  streets  within 
this  locality,  north  and  south  of  Gun  Hill  road,  are 
developed,  where  developed,  with  conforming  uses,  mostly 
dwellings.  Directly  opposite  on  the  northwest  corner  of 
Gun  Hill  road  and  Paulding  avenue  and  adjoining  the 
property  under  appeal  to  the  west  are  the  recently 
erected  two  and  three-story  buildings  used  exclusively 
for  dwelling  purposes. 

“On  the  southwest  corner  of  Colden  avenue  and  Gun 
Hill  road,  Colden  avenue  being  the  first  street  west  of 
Paulding  avenue,  there  has  recently  been  erected  a  four- 
story  apartment  house,  with  store  use  on  the  ground 
floor.  All  of  the  development  as  noted  seems  to  be 
fully  occupied. 

“On  Gun  Hill  road,  north  and  south  sides,  starting  at 
Bronxwood  avenue,  which  is  about  500  ft.  west  of  the 
premises  under  appeal,  to  Laconia  avenue,  which  is  500 
or  600  ft.  east  of  premises  under  appeal,  and  on  the 
intersecting  streets  between  these  two  avenues  there  are 
at  the  present  time  no  non-conforming  uses. 

“There  have  been  filed  with  this  appeal  eighteen  ob¬ 
jections  and  no  consents. 

“This  property  was  purchased  by  the  applicant  in 
1926.  The  prohibition  against  gasoline  service  stations 
in  a  business  use  district  was  enacted  into  the  building- 
zone  resolution  in  June  of  1925. 

“Due  to  the  surrounding  conforming  development  in 
this  locality  and  the  large  number  of  objections  and  no 
consents  and  as  yet  no  non-conforming  use,  the  committee 
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is  of  the  opinion  that  this  application  is  not  substantiated 
under  section  21 — hardship — and  recomemnds  the  denial 
of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL. 

.  T emporary  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILEOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  adopted  at  this  hearing,  said  report 
being  made  part  of  this  resolution;  and 

Whereas,  this  report  recommends  the  denial  of  the  appli- 

cation.  '  . 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 

118-32-BZ. 

APPLICANT — George  Frey,  for  Bessie  Rubin,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southwest  corner  of  20th  avenue 
and  154th  street,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  Frey. 

For  Opposition:  Henry  L.  Scheitlin. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  . ® 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  . 0 


THE  RESOLUTION— 

(118-32-BZ) 

Whereas,  George  Frey,  for  Bessie  Rubin,  owner,  filed, 
March  7,  1932,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  southwest 
corner  of  29th  avenue  and  154th  street,  Bayside,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  _  special  _ meet¬ 
ing,  June  17,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bayside  avenue  is  in  a  business 
district;  29th  avenues  is  in  a  business  district;  154th  street, 
north  of  Bayside  avenue,  is  in  a  business  district,  and  154th 
street,  south  of  Bayside  avenue,  is  in  a  residence  district , 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  16,  1932  (re  Plan  No.  N.  B.  26o-32), 
reads * 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  article  2,  section  4,  of  the 
Zone  Law. 

“Not  further  examined.” ; 

WTtereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  178  ft.  on  Bayside  avenue,  14.28  ft.  onj  154th 
street  and  184  ft.  on  29th  avenue,  upon  which  it  is  proposed 
to  erect  a  one-story  brick  office  building  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ,  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows; 


“Cal.  No.  118-32-BZ. 

“Premises  southwest  corner  of  29th  avenue  and  154th 
street,  Bayside,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  June  15,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

“The  premises  in  question,  situated  on  the  southwest 
corner  of  29th  avenue  and  154th  street,  are  irregular  in 
shape,  vacant  and  unimproved  at  the  present  time,  with 
a  frontage  of  14.28  ft.  on  154th  street,  178  ft.  on  Bayside 
avenue  and  184  ft.  on  29th  avenue  and  a  depth  of  ap¬ 
proximately  22  ft.  from  Bayside  avenue  to  29th  avenue. 

“Bayside  avenue,  on  the  south  side,  between  Murray 
street,  which  is  two  blocks  west  of  the  premises  under 
appeal,  is  mostly  all  developed,  the  development  being 
very  attractive  two-story  brick  and  frame  detached 
private  dwellings. 

“On  the  north  side  of  29th  avenue,  within  the  same 
limits,  29th  avenue  at  the  present  time  not  being  graded 
or  paved  or  physically  opened  to  traffic,  is  mostly  (with 
the  exception  of  some  development  east  of  Murray  street, 
which  development  consists  of  detached  private  dwel¬ 
lings)  vacant. 

“The  north  side  of  29th  avenue,  between  from  100  ft. 
west  of  154th  street  to  Murray  street,  is  in  a  residence 
use  district. 

“The  intersecting  streets,  between  the  limits  afore¬ 
mentioned,  southward  from  Bayside  avenue,  are  in  the 
residence  use  district  and  very  substantially  developed 
with  private  detached  dwellings. 

“On  the  south  side  of  Bayside  avenue,  eastward  from 
155th  street,  is  a  public  park. 

“At  the  present  time  there  are  no  non-conforming 
uses  between  Murray  street  and  155th  street,  either  on 
Bayside  avenue,  29th  avenue  or  the  intersecting  streets. 

“Most  of  the  properties  northward  from  Bayside  ave¬ 
nue,  east  of  Murray  street  for  a  great  distance,  are  un¬ 
developed. 

“Due  to  the  narrow  width  of  the  property  under  ap¬ 
peal,  the  committee  is  of  the  opinion  that  a  gasoline 
station  could  hardly  be  established  on  these  premises 
without  making  use  of  the  sidewalks. 

“There  have  been  filed  with  this  appeal  thirty-six 
objections  and  an  objecting  letter  from  the  Commis¬ 
sioner  of  Parks,  Borough  of  Queens,  and  no  consents. 

“Practically  all  of  the  objections  are  for  properties 
along  the  south  side  of  Bayside  avenue  and  the  north 
side  of  29th  avenue  and  Bayside  avenue  and  the  abutting 
property  owners  westward  to  Murray  street. 

“The  granting  of  this  appeal  would  undoubtedly  act  as 
a  basis  for  further  invasion,  insofar  as  it  applies  to  vacant 
properties  at  the  intersection  of  154th  street  and  Bayside 
avenue,  north  and  south  sides. 

“Due  to  the  surrounding  conforming  development  and 
no  non-conforming  use  and  the  large  number  of  objectors 
immediately  affected,  the  committee  is  of  the  opinion 
that  this  application  is  not  substantiated  under  section 
21 — hardship — and  recommends  denial  of  the  appeal. 

“(Signed)  HENRY  L.  CONNELL, 
Tempoarry  Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  adopted  at  this  hearing,  said  report 
being  made  part  of  this  resolution ;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21 — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 
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101-32-BZ. 


APPLICANT — Charles  S.  Clark,  for  Thema  Rosen,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  garages  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

PREMISES  AFFECTED- — West  side  of  Bailey  avenue,  182 
ft.  south  of  West  230th  street,  The  Bronx. 
APPEARANCES— 


For  Applicant:  Charles  S.  Clark  and  Philip  Rosen. 
For  Opposition:  William  F.  Walsh. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative  :  Temporary  Chairman  Connell,  -Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(101-32-BZ) 

W hereas,  Charles  S.  Clark,  for  Thema  Rosen,  owner, 
filed,  February  29,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  garages  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station ;  premises  west 
side  of  Bailey  avenue,  182  ft.  south  of  West  230th  street, 
Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  17,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bailey  avenue  is  in  a  business 
district ;  Exterior  street  is  in  an  unrestricted  district,  and 
West  230th  street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  3,  1932  (re  N.  B.  App.  No.  33-1932), 
reads : 

“1.  Erection  of  buildings  and  maintenance  of  premises 
in  business  district  for  gasoline  selling  station  and  for 
garages  for  storage  of  more  than  five  motor  vehicles  is 
contrary  to  provisions  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  208.08  ft.  and  a  maximum  depth  of  206.16  ft., 
upon  the  south  part  of  which  it  is  proposed  to  erect  fifty-nine 
one-car  garages,  a  one-storv  office,  grease  pits  and  to  in¬ 
stall  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station :  and 

Whereas,  a  committee  of  the  board  inspected  these  prem¬ 
ises  and  reports  as  follows: 

“Cal.  No.  101-32-BZ. 

“Premises  west  side  of  Bailey  avenue,  182  ft.  south  of 
West  230th  street,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 


“On  June  15,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  section  21— hardship — 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  garages  for  more  than  five  motor  vehicles  and, 
also,  a  gasoline  service  station. 

“The  premises  in  question  have  a  frontage  of  approx¬ 
imately  208  ft.  on  Bailey  avenue  and  an  average  depth 


of  about  200  ft.  and  are  now  vacant  and  unimproved,  the 
northerly  portion  of  the  premises  being  below  the  grade 
of  Bailey  avenue. 

Under  Cal.  No.  45-28--BZ  an  application  for  a  garage 
was  granted  by  this  board  February  13,  1929.  The  time 
limit  imposed  under  the  resolution  expired  before  per¬ 
mits  were  obtained  or  construction  work  started,  and  it 
was  necessary  for  the  applicant  to  apply  to  the  board 
for  the  use  he  now  seeks,  under  a  new  application,  sub¬ 
ject  to  the  same  procedure  of  calendar  call  and  public 
hearing. 

Immediately  adj’acent  to  the  property  under  appeal  on 
the  south  is  a  one-story  public  garage  granted  by  this 
board  under  Cal.  No.  685-26-BZ.  On  the  same  side  of 
Bailey  avenue,  about  300  ft.  south  of  the  property  under 
appeal,  is  another  large  one-story  garage  granted  by  this 
board  under  Cal.  No.  360-26-iBZ.  This  latter  garage  on 
the  Bailey  avenue  frontage,  with  the  exception  of  the 
vehicular  entrance,  is  developed  with  store  use,  all  of 
which  seemingly  are  occupied  at  the  present  time. 

Located  about  one-half  way  between  this  garage  and 
the  premises  under  appeal  is  a  sheet  metal  works  busi¬ 
ness.  At  the  intersection  of  Bailey  avenue  and  West 
230th  street,  west  side,  is  a  storage  warehouse.  Most 
of  the  balance  of  the  street  frontage  on  the  west  side  of 
Bailey  avenue, _  between  West  Kingsbridge  road  and  West 
230th  street,  is  at  the  present  time  vacant  and  unim¬ 
proved. 

“West  of  the  business  district  on  the  west  side  of 
Bailey  avenue,  between  Kingsbridge  road  and  West  230th 
street,  is  the  unrestricted  use  district  in  which  are  lo¬ 
cated  the  railroad  tracks  of  the  Putnam  Division  of  the 
New  York  Central  Railroad.  The  east  side  of  Bailey 
avenue,  between  West  229th  street  and  West  230th 
street,  is  at  the  present  time  partly  undeveloped  except 
for  a  row  of  eleven  three-story  brick  dwellings  located 
on  the  southeast  corner  of  Bailey  avenue  and  West  230th 
street  and  facing  Bailey  avenue.  This  row  of  houses, 
however,  were  in  existence  and  not  in  opposition  at  the 
time  the  board  granted  the  application  for  a  garage  on 
the  premises  under  appeal  in  Cal.  No.  45-28hBZ.  East 
side  of  Bailey  avenue,  from  West  229th  street  to  Kings¬ 
bridge  road,  is  developed  with  six-story  apartment 
houses. 

The  applicant  seeks  to  develop  approximately  130  ft. 
of  the  southerly  portion  of  the  premises  under  appeal 
with  individual  tin  garages,  including  in  the  front  on 
Bailey  avenue  a  gasoline  service  station. 

.  “There  have  been  filed  with  this  appeal  fifteen  objec¬ 
tions  and  no  consents.  It  is  to  be  noted,  however,  that 
when  the  application  for  a  garage  on  these  premises 
was  granted  on  February  13,  1929,  there  were  no  ob¬ 
jections  to  the  application. 

“The  committee  is  of  the  opinion  that,  due  to  the  non- 
conforming  use  now  existing  on  the  west  side  of  Bailey 
avenue,  between  Kingsbridge  road  and  West  230th  street, 
and  the  unrestricted  use  district  immediately  abutting  the 
premises  to  the  west,  and,  further,  to  the  fact  that  a 
garage  use  for  this  premises,  as  stated  in  this  report, 
was  granted  by  the  board,  that  the  application  is  sub¬ 
stantiated  _  under  section  21— hardship— and  recommends 
the  granting  of  this  appeal  with  such  restrictions  and 
safeguards  as  will  protect  abutting  property  owners. 

“(Signed)  HENRY  L.  CONNELL, 
Temporary  Chairman. 
“JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 

and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  and  adopted  at  this  hearing;  also 
said  report  is  made  part  of  this  resolution;  and 
Whereas,  this  report  recommends  the  granting  of  this 
application  with  such  safeguards  as  will  protect  the  abutting 
and  adjacent  property  owners. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
portion  to  be  occupied  for  a  garage  use  shall  be  limited  to  the 
southerly  112  ft.  of  the  property,  permitting  the  erection  of 
individual  garages  of  masonry  construction;  that  along  the 
building  line  on  Bailey  avenue,  where  not  occupied  by  garage 
buildings,  there  shall  be  erected  a  concrete  curbing  not  less 
than  12  in.  in  height,  12  in.  in  width,  with  but  two  openings 
not  more  than  12  ft.  wide  each,  with  curb  cuts  in  front  of 
said  openings  not  more  than  14  ft.  wide  each ;  further,  on 
condition  that  this  variation  does  not  carry  with  it  a  permit 
for  gasoline  service  station ;  that  the  sides  of  the  building 
facing  Bailey  avenue  shall  be  faced  with  face  brick;  any 
advertising  sign  advertising  non-conforming  use  permitted 
under  this  variation  to  be  limited  to  one  sign,  approximately 
not  larger  than  6  ft.  by  8  ft.  in  area,  located,  on  property 
inside  building  line,  prohibiting  roof  signs;  that  a  return  of 
drawings  shall  be  made  to  this  board  for  approval  before 
submission  to  the  building  superintendent,  and  that  all  per¬ 
mits  shall  be  obtained  within  six  months  and  any  work 
involved  shall  be  completed  within  one  year  from  the  date  of 
this  action. 


603-31-BZ. 

APPLICANT— -Stephen  Frontera,  substituted  for  Albert  H. 

Stines,  for  Nancy  Marmelito,  owner. 

SUBJECT — 'Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  73rd  place,  180  ft. 
south  of  Donnell  place,  Maspeth,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frederick  J.  Flynn. 

For  Opposition :  None. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  '  and  As¬ 
sistant  Chief  Kidney .  4 

Absent  .  0 

THE  RESOLUTION— 

(603-31-BZ) 

Whereas,  Stephen  Frontera,  substituted  for  Albert  H. 
Stines,  for  Nancy  Marmelito,  owner,  filed,  December  18,  1931, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  extension  of  an  existing  garage 
for  more  than  five  (5)  motor  vehicles;  premises  west  side 
of  73rd  place,  180  ft.  south  of  Donnell  place,  Maspeth,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  17,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  57th  avenue  is  in  a  business  dis¬ 
trict  ;  73rd  street  is  in  a  residence  district ;  57th  drive  is  in 
a  residence  district,  and  73rd  place  is  in  a  residence  district ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  30,  1931  (re  Plan  No.  Alt.  6656-31), 
reads : 


“The  extension  of  an  existing  garage  for  more  than 
five  motor  vehicles  within  a  residence  district  is  con¬ 
trary  to  section  3  of  the  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  “L”  shaped  plot  of 
ground  having  a  frontage  of  60  ft.  on  73rd  place,  28  ft.  2  in. 
on  57th  drive  and  a  distance  of  106  ft.  along  the  south  lot 
line ;  upon  the  73rd  place  front  of  the  plot  there  is  located  a 
two-story  brick  dwelling;  to  the  rear  of  same  there  is  lo¬ 
cated  a  one  and  two-story  concrete  block  garage,  60  ft.  by 
41  ft.,  irregular,  in  area;  although  the  filed  photographs  seem 
to  indicate  that  the  extension  in  question  is  erected,  appli¬ 
cant  states  that  it  is  proposed  to  erect  an  extension  to  the 
rear  of  this  garage,  the  extension  to  be  one  story  in  height, 
having  a  frontage  of  28  ft.  2  in.  on  57th  drive  and  a  depth 
of  104  ft.  10  in.;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows : 

“Cal.  No.  603-31iBZ. 

“Premises  west  side  of  73rd  place,  180  ft.  south  of  Don¬ 
nell  place,  Maspeth,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  June  15,  1932,  a  committee  of  the  board,  con¬ 
sisting  of  Temporary  Chairman  Connell  and  Commis¬ 
sioners  Holland  and  Guilfoyle,  visited  and  inspected  the 
premises  under  appeal  in  this  case. 

“This  is  an  application  under  sections  7a  and  21  of 
the  building  zone  resolution  to  permit  in  a  residence 
district  the  extension  of  an  existing  garage  for  more 
than  five  motor  vehicles. 

“The  premises  in  question  consist  of  two  lots,  one 
facing  73rd  place,  with  a  60  ft.  frontage,  and  is  known 
as  57-54  73rd  place,  and  has  a  depth  of  approximately 
115  ft.,  and  the  other  with  a  frontage  of  approximately 
28  ft.  on  57th  drive  and  a  depth  of  approximately  104  ft., 
irregular  in  shape,  both  lots  in  the  same  ownership. 

“The  premises  under  appeal  for  which  the  extension  is 
sought  is  the  second  lot  facing  on  57th  drive.  This 
lot  is  now  developed  with  a  one-story  masonry  structure, 
one-half  the  front  portion  of  which,  on  57th  drive,  is 
used  as  an  office,  the  other  half  as  a  driveway  and 
entrance  into  existing  building. 

“On  the  first  lot  development  consists  of  a  two-story 
brick  dwelling  on  the  front  and  a  five-car  garage  of 
masonry  construction  located  on  the  rear  of  the  lot  and 
for  the  full  width,  namely,  60  ft. 

“The  applicant  seeks  to  extend  this  garage  by  covering 
the  second  lot,  facing  57th  drive,  with  a  one-story 
masonry  building  to  be  used  also  for  garage  purposes. 

“Section  7a  does  not  apply  in  this  application  as  the 
proposed  extension  is  on  a  different  lot  than  the  present 
garage  building  which  is  to  be  extended  with  its  alleged 
non-conforming  use  and  which  use  is  alleged  to  have 
existed  prior  to  July  25,  1916.  The  application,  there¬ 
fore,  must  be  substantiated  under  section  21 — hardship. 

“The  committee  is  of  the  opinion  that  to  properly 
determine  this  application  under  section  21,  a  brief 
resume  of  the  facts  relating  to  alteration  and  construc¬ 
tion  of  the  garage  building  located  on  the  lot  facing  73rd 
place  must  be  considered. 

“From  evidence  submitted,  there  existed  prior  to  1919, 
on  the  rear  of  the  lot  facing  73rd  place  and  now  known 
as  57-54  73rd  place,  a  two-story  frame  structure  used 
as  a  stable,  of  an  area  of  approximately  25  ft.  by  40  ft., 
same  being  25  ft.  wide  and  about  40  ft.  deep. 

“Under  date  of  November  11,  1919,  slip  application 
was  made  to  the  building  department,  Borough  of  Queens, 
for  alteration  to  this  building,  the  premises  then  being 
known  as  Dyson  street,  west  side,  200  ft.  from  Lenox 
avenue.  This  application  was  for  repair  of  studding 
where  rotted  and  siding,  building  having  been  used  as  a 
stable.  Size  of  building  in  this  application  was  25  ft.  by 
40  ft.  Construction  frame.  Cost  of  alteration  $100. 
Sworn  to  by  Charles  Marmelito. 
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Seemingly,  however,  the  work  done  under  this  altera¬ 
tion  was  removal  of  portion  of  the  frame  stable  build¬ 
ing,  leaving  the  balance  of  approximately  25  ft.  by  25  ft. 
in  area  and  including  and  enclosing  same  with  a  one- 
story  masonry  structure  with  hollow  tile  block  sides  and 
rear  and  a  brick  front  facing  73rd  place,  making  the 
altered  building  approximately  42  ft.  deep  by  60  ft.  wide, 
one  story  in  height,  except  that  portion  of  the  old  frame 
building  which  was  not  demolished  and  where  it  is  two 
stories  in  height.  The  whole  altered  building  was  then 
used  and  is  being  used  at  the  present  time  for  a  garage 
for  five  auto  dump  trucks,  there  being  five  motor  vehicle 
entrances  to  this  building  facing  73rd  place. 

Lnder  date  of  November  5,  1931,  application  was 
made  to  the  building  department  for  extension  of  this 
building  with  a  one-story  masonry  structure  to  cover 
the  premises  under  appeal  in  this  case. 

That  application  was  denied  by  the  building  superin¬ 
tendent  as  being  contrary  to  the  building  zone  resolution. 
However,  the  building  was  erected  and  connected  to 
the  above-described  garage,  making  one  structure,  and 
is  now  being  used  by  the  applicant. 

“There  has  never  been  any  permit  or  certificate  of 
occupancy  issued  by  the  building  superintendent  for 
garage  use  on  either  of  these  two  lots. 

“There  has  never  been  any  application  made  to  or 
permit  issued  by  the  fire  department  for  storage  of  auto¬ 
mobiles  or  excess  quantities  of  lubricating  oil  for  the 
premises  facing  73rd  place  or  the  premises  under  appeal 
facing  57th  drive  and  73rd  street. 

“The  use  sought  being  for  storage  of  automobile  dump 
trucks  owned  and  used  by  the  owner  of  both  premises 
and  used  in  the  conduct  of  his  business— sand,  gravel, 
etc.,  cannot  be  considered  as  an  accessory  use  to  the 


dwelling  occupancy,  even  though  the  owner  lives  on  the 
premises. 

All  the  adjoining  properties  within  two  or  three 
blocks  of  the  premises  under  appeal  in  all  directions 
and  which  properties,  including  the  property  under  ap¬ 
peal,  are  located  in  a  residence  use  zone  and  are  developed 
mostly  with  detached  two-story  frame  dwellings  with  no 
non-conforming  use. 

"I here  has  been  filed  with  this  appeal,  up  to  April 
28,  1932,  about  38.4  per  cent  consents  of  the  area  deemed 
affected  by  this  application  and  no  objections. 

In  the  opinion  of  the  committee  no  hardship  is  suf¬ 
fered  by  this  applicant  in  not  being  permitted  to  extend 
what  seems  to  be  an  illegal  non-conforming  use  in  this 
so  far  uninvaded  residential  zone. 

“  1  he  committee,  therefore,  recommends  denial  of  this 
appeal. 

“(Signed)  HENRY  L.  CON  NEEL, 

T emporary  Chairman. 
“JAMES  P.  HOLE  AND, 
“JOHN  GUILFOYLE.” 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  and  adopted  at  this  hearing,  said 
report  being  made  part  of  this  resolution;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication  under  section  21 — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


Adjourned  12.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  JUNE  17,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

46-32-A. 

APPELLANT — Frederick  E.  Goldsmith  and  Louis  E.  Felix, 
for  512  West  56th  Street  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 141-145  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Louis  E.  Feilx. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD- — 'Laid  over  to  June  24,  1932,  at 
2  p.  m.,  on  request  of  appellant.  Final  disposition. 


300-32-A. 

APPELLANT — Alco  Film  Laboratories,  Inc. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 126-132  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Lillian  R.  Elfonte. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Preferential  hearing  granted  and 
set  for  July  12,  1932,  at  2  p.  m. 


THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  0 


325-32-A. 

APPELLANT — Webster  F.  Williams,  et  al.,  adjoining 
owners ;  Mellen  &  Cook,  owners ;  Lester  Samuels, 
lessee. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings— 
re  Revocation  of  certificate  of  occupancy. 
PREMISES  AFFECTED — Northeast  corner  of  188th  street 
and  Palo  Alto  avenue,  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant:  Benjamin  T.  Dannenberg  and  W.  F. 
Williams. 

ACTION  OF  BOARD — Preferential  hearing  granted  and 
set  for  Wednesday,  July  6,  1932,  at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


144-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
^wner. 


MINUTES 


SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  40,  foot  of  Van  Dyke 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(144-32-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  March  24,  1932,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  Pier  No.  40,  foot  of  Van 
Dyke  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
4,  1932  (Order  No.  93017-F),  reads: 

“1.  Provide  an  approved  standpipe  system  as  per  the 
Rules  of  the  Board  of  Standards  and  Appeals.  Sec. 
580-581,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consist  of  Pier  No.  40,  of  frame 
construction,  one  story  in  height,  100  ft.  11  in.  by  241  ft.  in 
area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  seventy-five  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1916;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system ;  water  tanks  distributed  through¬ 
out  ;  fire  alarm  boxes  connected  with  headquarters ;  watch¬ 
men’s  service  day  and  night;  city  hydrants  within  500  ft. 
of  the  pier ;  the  pier  is  accessible  from  all  sides ;  furthermore, 
the  appellant  contends  the  pier  is  provided  with  adequate  fire¬ 
fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93017-F,  on  condition  that  a  stand¬ 
pipe  line  shall  be  provided,  satisfactory  to  the  fire  depart¬ 
ment,  permitting  the  use  of  this  standpipe  line  for  ship  water 
line  purposes;  granted,  further,  on  condition  that  the  auto¬ 
matic  sprinkler  system  as  now  approved  shall  be  main¬ 
tained;  that  the  pier  shall  be  not  increased  in  height  or  area, 
nor  shall  the  one-story  building  erected  thereon  be  increased 
in  height  or  area;  that  the  building  and  pier  shall  be  used 
for  the  storage  or  transfer  of  products  and  merchandise  in 
transit,  expressly  prohibiting  inflammable,  explosive  or 
highly  combustible  material;  that  any  additional  fire-fighting 
appliances  as  shall  be  directed  by  the  fire  commissioner  shall 
be  installed;  that  a  supervisory  twenty-four-hour-a-day 
watchman’s  service  shall  be  maintained  with  direct  central 
office  fire  alarm  connection ;  that  the  access  to  the  piers  and 
the  general  layout  of  the  piers  and  warehouses  as  shown  on 
the  plans  submitted  with  this  appeal  shall  be  maintained. 


167-32- A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — 'Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  39,  foot  of  Van  Dyke 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 


Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(167-32- A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  March  30,  1932,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  Pier  No.  39,  foot  of  Van 
Dyke  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
10,  1932  (Order  No.  93187-F),  reads: 

“1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Sec.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  premises  consst  of  Pier  No.  39,  of  frame 
construction,  one  story  in  height,  115  ft.  6  in.  by  400  ft.  in 
area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  one  hundred  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1900 ;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system ;  water  tanks  distributed  through¬ 
out  ;  fire  alarm  boxes  connected  with  headquarters ;  watch¬ 
men’s  service  day  and  night ;  city  hydrants  within  500  ft.  of 
the  pier ;  the  pier  is  accessible  from  all  sides ;  furthermore, 
the  appellant  contends  the  pier  is  provided  with  adequate  fire¬ 
fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93187-F,  on  condition  that  a  stand¬ 
pipe  line  shall  be  provided,  satisfactory  to  the  fire  depart¬ 
ment,  permitting  the  use  of  this  standpipe  line  for  ship  water 
line  purposes;  granted,  further,  on  condition  that  the  auto¬ 
matic  sprinkler  system  as  now  approved  shall  be  maintained; 
that  the  pier  shall  be  not  increased  in  height  or  area,  nor 
shall  the  one-story  building  erected  thereon  be  increased  in 
height  or  area ;  that  the  building  and  pier  shall  be  used  for 
the  storage  or  transfer  of  products  and  merchandise  in  tran¬ 
sit,  expressly  prohibiting  inflammable,  explosive  or  highly 
combustible  material ;  that  any  additional  fire-fighting  ap¬ 
pliances  as  shall  be  directed  by  the  fire  commissioner  shall 
be  installed ;  that  a  supervisory  twenty-four-hour-a-day 
watchman’s  service  shall  be  maintained  with  direct  central 
office  fire  alarm  connection ;  that  the  access  to  the  piers  and 
the  general  layout  of  the  piers  and  warehouses  as  shown  on 
the  plans  submitted  with  this  appeal  shall  be  maintained. 


186-32-A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — 'Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  30,  foot  of  Irving 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 


(186-32-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed.  April  5,  1932,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  Pier  No.  30,  foot  of  Irving 
street.  Borough  of  Brooklyn :  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  March 
21,  1932  (Order  No.  93546-Fl,  reads: 

"1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap- 
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peals.  Secs.  580-581,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consist  of  Pier  No.  30,  of  frame 
construction,  one  story  in  height,  150  ft.  by  030  ft.  in  area; 
OCCUPIED  for  the  temporary  storage  of  general  merchan¬ 
dise  in  transit,  175  persons;  and 

!  Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1919;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system ;  water  tanks  distributed  through¬ 
out  ;  a  2j4-inch  ship  water  supply  line  with  cross  branches 
and  outlets  at  sides  of  pier ;  fire  alarm  boxes  connected 
with  headquarters ;  watchmen’s  service  day  and  night ;  city 
hydrants  within  500  ft.  of  the  pier;  the  pier  is  accessible 
from  all  sides;  furthermore,  the  appellant  contends  the  pier 
is  provided  with  adequate  fire-fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93546-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working 
order;  that  if  necessary  the  present  ship  water  line  shall  be 
extended  and  all  necessary  2j4-inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2^-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  be  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line ;  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained;  granted,  further,  on  condition  that  the 
pier  shall'  be  not  increased  in  height  or  area,  nor  shall  the 
'  one-story  building  erected  thereon  be  increased  in  height  or 
area ;  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  commissioner  shall  be  installed;  that 
a  supervisory  twenty-four-hour-a-day  watchman’s  service 
shall  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection;  that  the  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 


172-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Pier  No.  18,  foot  of  Joralemon 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(172-32-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  April  2,  1932,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  Pier  No.  18,  foot  of  Joralemon 
street,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
14,  1932  (Order  No.  93379-F),  reads: 

“Provide  an  approved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards  &  Appeals. 
Secs.  580-581,  Chap.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  premises  consist  of  pier  No.  18,  of  frame 
construction,  one  story  in  height,  125  ft.  3  in.  by  662  ft.  in 
area ;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  150  persons;  and 


Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1917 ;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system;  a  2J^-inch  ship  water  supply 
line  with  cross  branches  and  outlets  at  sides  of  pier;  water 
tanks  distributed  throughout ;  fire  alarm  boxes  connected 
with  headquarters ;  watchmen’s  service  day  and  night ;  city 
hydrants  within  500  ft.  of  the  pier;  the  pier  is  accessible  from 
all  sides  ;  furthermore,  the  appellant  contends  the  pier  is  pro¬ 
vided  with  adequate  fire-fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93379-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working 
order;  that  if  necessary  the  present  ship  water  line  shall  be 
extended  and  all  necessary  2^-inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2j4-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  be  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line;  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained ;  granted,  further,  on  condition  that  the 
pier  shall  be  not  increased  in  height  or  area,  nor  shall  the 
one-story  building  erected  thereon  be  increased  in  height  or 
area ;  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  commissioner  shall  be  installed;  that 
a  supervisory  twenty-four-hour-a-day  watchman’s  service 
shall  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection;  that  the  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 


169-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — 'Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED' — 'Pier  No.  17,  foot  of  Toralemon 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  u 

Absent  .  o 

THE  RESOLUTION— 


(169-32-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  March  31,  1932,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  Pier  No.  17,  foot  of  Jorale¬ 
mon  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  March 
11,  1932  (Order  No.  93289-F),  reads: 

“1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.  Sec.  580-581,  Ch.  5,  Code  of  Ordinances.”  ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  17,  of  frame 
construction,  one  story  in  height,  125  ft.  1  in.  by  680  ft.  in 
area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  250  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1917;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system;  a  2j4-inch  ship  water  supply  line 
with  cross  branches  and  outlets  at  sides  of  pier ;  water  tanks 
distributed  throughout ;  fire  alarm  boxes  connected  with 
headquarters ;  watchmen’s  service  day  and  night ;  city  hy- 
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drants  within  500  ft.  of  the  pier ;  the  pier  is  accessible  from 
all  sides ;  furthermore,  the  appellant  contends  the  pier  is  pro¬ 
vided  with  adequate  fire-fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93289-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working- 
order;  that  if  necessary  the  present  ship  water  line  shall  be 
extended  and  all  necessary  2)4- inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2j4-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  be  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line :  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained ;  granted,  further,  on  condition  that  the 
pier  shall  be  not  increased  in  height  or  area,  nor  shall  the 
one-story  building  erected  thereon  be  increased  in  height  or 
area ;  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  commissioner  shall  be  installed ;  that 
a  supervisory  twenty-four-hour-a-day  watchman’s  service 
shall  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection  ;  that  the  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 


155-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

'SUBJECT — 'Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  15,  foot  of  Montague 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(155-32-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  March  29,  1932,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  Pier  15,  foot  of  Montague 
street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
9,  1932  (Order  No.  93157-F),  reads: 

“1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  'Sections  580-581,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  15,  of  frame 
construction,  one  story  in  height,  134  ft.  by  686  ft.  in  area; 
OCCUPIED  for  the  temporary  storage  of  general  merchan¬ 
dise  in  transit,  one  hundred  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1921 ;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system ;  a  2j4-inch  ship  water  supply 
line  with  cross  branches  and  outlets  at  sides  of  pier ;  water 
tanks  distributed  throughout ;  fire  alarm  boxes  connected 
with  headquarters ;  watchman’s  service  day  and  night ;  city 
hydrants  within  500  ft.  of  the  pier;  the  pier  is  accessible  from 
all  sides ;  furthermore,  the  appellant  contends  the  pier  is  pro¬ 
vided  with  adequate  fire-fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93157-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working 
order ;  that  if  necessary  the  present  ship  water  line  shall  be 


extended  and  all  necessary  2j4-inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2)4-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  be  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line :  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained ;  granted,  further,  on  condition  that  the 
pier  shall  be  not  increased  in  height  or  area,  nor  shall  the 
one-story  building  erected  thereon  be  increased  in  height  or 
area  •  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  commissioner  shall  be  installed;  that 
a  supervisory  twenty-four-hour-a-day  watchman’s  service 
shall  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection;  that  the  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 


156-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  16,  foot  of  Montague 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(156-32-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  March  29,  1932,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  Pier  No.  16,  foot  of  Mon¬ 
tague  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
9,  1932  (Order  No.  93162-F),  reads: 

“1.  Install  an  approved  standpipe  system  as  per  Rules 
of  the  Board  of  Standards  and  Appeals.  Secs.  580-581, 
Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  16,  of  frame 
construction,  one  story  in  height,  125  ft.  by  719  ft.  in  area; 
OCCUPIED  for  the  temporary  storage  of  general  merchan¬ 
dise  in  transit,  175  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1922;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system;  a  2)4-inch  ship  water  supply 
line  with  cross  branches  and  outlets  at  sides  of  pier;  water 
tanks  distributed  throughout ;  fire  alarm  boxes  connected 
with  headquarters ;  watchmen’s  service  day  and  night ;  city 
hydrants  within  500  ft.  of  the  pier ;  the  pier  is  accessible 
from  all  sides;  furthermore,  the  appellant  contends  the  pier 
is  provided  with  adequate  fire-fighting  apparatus. 

Resolved,'  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93162-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working 
order;  that  if  necessary  the  present  ship  water  line  shall  be 
extended  and  all  necessary  2j4-inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2j4-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  be  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line ;  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained ;  granted,  further,  on  condition  that  the 
pier  shall  be  not  increased  in  height  or  area,  nor  shall  the 
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one-story  building  erected  thereon  be  increased  in  height  or 
area;  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  commissioner  shall  be  installed ;  that 
a  supervisory  twenty-four-hour-a-day  watchman’s  service 
shall  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection;  that  the  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 


185-32-A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISE'S  AFFECTED— Pier  No.  26,  foot  of  Warren 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney . . .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(185-32-A) 

•4 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  April  5,  1932,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  Pier  No.  26,  foot  of  Warren 
street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
16,  1932  (re  Order  93416-F),  reads: 

“1.  Provide  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Sec.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  26,  of  frame 
construction,  one  story  in  height,  125  ft.  by  768  ft.  in  area; 
OCCUPIED  for  the  temporary  storage  of  general  merchan¬ 
dise  in  transit,  230  persons;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1918 ;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system;  a  2}4-inch  ship  water  supply  line 
with  cross  branches  and  outlets  at  sides  of  pier ;  water  tanks 
distributed  throughout ;  fire  alarm  boxes  connected  with  head¬ 
quarters  ;  watchman’s  service  day  and  night ;  city  hydrants 
within  500  ft.  of  the  pier ;  the  pier  is  accessible  from  all 
sides ;  furthermore,  the  appellant  contends  the  pier  is  pro¬ 
vided  with  adequate  fire-fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93416-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working 
order ;  that  if  necessary  the  present  ship  water  line  shall  be 
extended  and  all  necessary  2j4-inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2j4-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  be  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line ;  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained ;  granted,  further,  on  condition  that  the 
pier  shall  be  not  increased  in  height  or  area,  nor  shall  the 
one-story  building  erected  thereon  be  increased  in  height  or 
area ;  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 


be  directed  by  the  fire  commissioner  shall  be  installed;  that 
ll  ^?ervisc!ry  ,  twenty-four-hour-a-day  watchman’s  service 
snail  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection,  that  the  access  to  the  piers  and  the  general  layout 
ol  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 


188-32-A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co. 
owner. 

SUBJECT.  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  36,  foot  of  Pioneer 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

BOARD— Appeal  granted  on  condition. 

I  HE  VOTE — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  . 0 

Absent  .  q 

THE  R  E  SOLU  T  ION — 

(188-32-A) 

\\  hereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  April  5,  1932,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  Pier  No.  36,  foot  of  Pioneer 
street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
17,  1932  (re  Order  No.  93464-F),  reads: 

1.  Provide  an  approved  standpipe  system  as  per  rules 
of  the  Board  of  Standards  and  Appeals.  Sec.  580-581, 
Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  Pier  No.  36,  of  frame 
construction,  one  story  in  height,  82  ft.  1  in.  by  900  ft.  in 
area;  OCCUPIED  for  the  temporary  storage  of  general 
merchandise  in  transit,  300  persons;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1916;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system;  a  2^-inch  ship  water  supply 
line  with  cross  branches  and  outlets  at  sides  of  pier;  water 
tanks  distributed  throughout;  fire  alarm  boxes  connected 
with  headquarters ;  watchman’s  service  day  and  night ;  city 
hydrants  within  500  ft.  of  the  pier;  the  pier  is  accessible 
from  all  sides;  furthermore,  the  appellant  contends  the  pier 
is  provided  with  adequate  fire-fighting  apparatus. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  93464-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working 
order;  that  if  necessary  the  present  ship  water  line  shall  be 
extended  and  all  necessary  2^-inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2^-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  tie  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line;  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained;  granted,  further,  on  condition  that  the 
pier  shall  be  not  increased  in  height  or  area,  nor  shall  the 
one-story  building  erected  thereon  be  increased  in  height  or 
area ;  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  commissioner  shall  be  installed ;  that 
a  supervisory  twenty-four-hour-a-day  watchman’s  service 
shall  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection;  that  the  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 
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1 58-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Tier  No.  33,  Atlantic  Basin, 
Brooklyn. 

APPEARANCES — 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(158-32-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  March  29,  1932,  an  appeal,  from  an  order  of  the  fire 
commissioner,  affecting  premises  Pier  No.  33,  Atlantic  Basin, 
Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
9,  1932  (Order  No.  93166-F),  reads: 

“1.  Provide  an  approved  standpipe  system  as  per 
the  rules  of  the  Board  of  Standards  and  Appeals.  Sec. 
580-81,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  premises  consist  of  Pier  No.  33,  of  frame 
construction,  one  story  in  height,  177  ft.  by  1,046  ft.  in  area; 
OCCUPIED  for  the  temporary  storage  of  general  merchan¬ 
dise  in  transit,  500  persons ;  and 

Whereas,  the  appellant  claims  the  pier  is  of  mill  con¬ 
struction,  erected  in  1903 ;  equipped  with  an  approved  auto¬ 
matic  dry  sprinkler  system;  a  2j4-inch  ship  water  supply 
line  with  cross  branches  and  outlets  at  sides  of  pier ;  water 
tanks  distributed  throughout ;  fire  alarm  boxes  connected 
with  headquarters ;  watchmen’s  service  day  and  night ;  city 
hydrants  within  500  ft.  of  pier;  the  pier  is  accessible  from 
all  sides;  furthermore,  the  appellant  contends  the  pier  is 
provided  with  adequate  fire-fighting  apparatus. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  931G6-F,  on  condition  that  the  pres¬ 
ent  ship  water  line  shall  be  maintained  in  good  working 
order;  that  if  necessary  the  present  ship  water  line  shall  be 
extended  and  all  necessary  2j4-inch  valves  and  fittings  be 
installed  in  entire  line  with  100  ft.  of  2^-inch  hose  and 
nozzle  at  each  such  connection  to  cover  all  parts  of  the  pier, 
this  installation  to  be  approved  by  the  fire  department  for 
use  as  standpipe  fire  line  in  addition  to  use  as  ship  water 
line;  that  the  existing  automatic  dry  pipe  sprinkler  system 
shall  be  maintained;  granted,  further,  on  condition  that  the 
pier  shall  be  not  increased  in  height  or  area,  nor  shall  the 
one-story  building  erected  thereon  be  increased  in  height  or 
area ;  that  the  building  and  pier  shall  be  used  for  the  storage 
or  transfer  of  products  and  merchandise  in  transit,  expressly 
prohibiting  inflammable,  explosive  or  highly  combustible 
material ;  that  any  additional  fire-fighting  appliances  as  shall 
be  directed  by  the  fire  commissioner  shall  be  installed ;  that 
a  supervisory  twenty-four-hour-a-day  watchman’s  service 
shall  be  maintained  with  direct  central  office  fire  alarm  con¬ 
nection;  that  the  access  to  the  piers  and  the  general  layout 
of  the  piers  and  warehouses  as  shown  on  the  plans  submitted 
with  this  appeal  shall  be  maintained. 


PETITION  FOR  VARIATION. 

192-32-S. 

PETITIONER — Otto  A.  Staudt,  for  Zeller  Lacquer  Manu¬ 
facturing  Co.,  Inc. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 20  East  49-th  street,  Manhattan. 
APPEARANCES — 

For  Petitioner:  Otto  A.  Staudt. 

For  Administration :  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1932,  at  2 
p.  m.,  to  give  petitioner  an  opportunity  to  seek  con¬ 
sent  from  adjoining  owner. 


Adjourned  3.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  21,  1932. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  June  10,  1932;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  June  10, 
1932,  at  2  p.  m. ;  the  minutes  of  the  special  meeting  of  the 
board  held  on  Friday  afternoon,  June  10,  1932,  at  3  p.  m. ; 
the  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  June  14,  1932,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
June  14,  1932,  were  approved  as  printed  in  Bulletin  No. 
25,  Vol.  XVII. 


BUILDING  ZONE  CASES. 

183-32-BZ. 

APPLICANT — Sebastiano  Ladiso,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  114th  ave¬ 
nue  and  Dillon  street,  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Ellwyn  F.  Hayslip  and  Sebastiano 
Ladiso. 

ACTION  OF  BOARD — -Laid  over  to  July  8,  1932,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


221-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Pollwhit  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1016-1032  Liberty  avenue,  south 
side,  80  ft.  west  of  Crescent  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  A.  Kennedy. 

For  Opposition:  Herman  H.  Torborg. 

ACTION  OF  BOARD — -Laid  over  to  July  8,  1932,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


233-32-BZ. 

APPLICANT — Alfred  A.  Lama,  for  Treselmina  Co.,  owner. 
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SUB  J  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 267-271  Eastern  Parkway  Ex¬ 
tension,  northeast  corner  of  Rockaway  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Seiderman. 

ACTION  OF  BOARD — 'Laid  over  to  September  16,  1932, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 

569-30-BZ. 

APPLICANT — C.  T.  MoCurdy,  for  Peter  L.  Hackett, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  and  restored  to 
Calendar). 

PREMISES  AFFECTED — 2923  Snyder  avenue,  northwest 
corner  of  Nostrand  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Charles  E.  Murphy. 

For  Opposition:  James  F.  Donlan. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1932,  at  10 
a.  m.,  for  further  consideration. 


140-32-BZ. 

APPLICANT — .Charles  J.  Sturla,  owner. 

SUBJECT — 'Application  for  reopening — reconsideration  under 
section  7f  of  the  building  zone  resolution — -re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED- — -Southeast  corner  of  Lawrence 
street  and  North  Hempstead  turnpike,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  J.  Sturla. 

For  Opposition :  None. 

ACTION  OF  BOARD — -Application  reopened  and  set  for 
Calendar  Call  Tuly  12,  1932,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


328-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Farmac  Realty  Corp., 
owner. 

SUBJECT — -Request  for  preferential  hearing — re  Application 
(decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  163rd  street 
and  Bayside  lane,  Flushing  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  None. 

ACTION  OF  BOARD — -Application  for  preferential  hear¬ 
ing  granted  and  set  for  Calendar  Call  July  12,  1932, 
at  2  p.  m. 

THE  VOTE  TO  GRANT  EARLY  HEARING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


311-32-BZ. 

APPLICANT — Lauritz  Lauritzen,  for  W.  M.  Evans  Dairy 
Co.,  Inc.,  owner. 

SUBJECT — Request  for  preferential  hearing— re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  6a  and  7g  of  the  building  zone  resolution, 
to  permit  in  a  business  district  the  extension  of  a 
milk  bottling  and  distributing  station  and,  also,  the 
erection  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3484-3498  Fulton  street,  Brook¬ 
lyn 

APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

For  Opposition:  None. 

ACTION  OF  BOARD — ‘Application  for  preferential  hearing 
granted  and  set  for  Calendar  Call  July  12,  1932,  at 
2  p.  m. 

THE  VOTE  TO  GRANT  EARLY  HEARING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  . o 


127-32-BZ. 

APPLICANT — Alexander  &  Schwach,  for  Guttag  Bros. 
Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair  shop 
and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  East  150th 
street  and  St.  Anns  avenue,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  .WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney . 4 

Negative  .  o 

Absent  .  o 


1089-244BZ. 

APPLICANT — Richard  J.  Cullinan,  on  behalf  of  Zengendal 
Realty  Co.,  owner ;  Samuel  Rosenblum  requesting  re¬ 
opening. 

SUBJECT — -Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 529-533  West  134th  street  and 
532  West  135th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  modifica¬ 
tion  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell  and 


Commissioners  Holland  and  Guilfoyle .  3 

Negative:  Assistant  Chief  Kidney .  1 

Absent  .  o 

THE  VOTE  TO  RECONSIDER  PREVIOUS  VOTE— 
Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY— 

Affirmative  . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney . 

Absent  . 


4 

0 

0 

0 


4 

6 


6-32-BZ. 

APPLICANT — iR.  J.  O’Brien,  for  Clark  &  Willow  Streets 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  advertising  sign  on  an 
existing  building  (hotel). 

PREMISES  AFFECTED — 21  Clark  street  and  79-99  Wil¬ 
low  street,  northeast  corner,  Brooklyn. 
APPEARANCES' — None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  failed  to  complete  his  papers,  al¬ 
though  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


224-32-BZ 

APPLICAINT — Frank  M.  McCurdy,  for  Herbert  C.  Fett, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  “D”  area 
district  the  erection  and  maintenance  of  an  extension 
at  the  rear  of  the  basement  and  first  story  of  an 
existing  building. 

PREMISES  AFFECTED — 54  Eighth  avenue,  west  side,  20 
ft.  6  in.  south  of  Berkeley  place,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Frank  McCurdy. 

ACTION  OF  BOARD1 — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(224-32-BZ) 

Whereas,  Frank  M.  McCurdy,  for  Herbert  C.  Fett, 
owner,  filed.  April  26,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  use  “D”  area  district 
the  erection  and  maintenance  of  an  extension  at  the  rear  of 
the  basement  and  first  story  of  an  existing  building ;  premises 
54  Eighth  avenue,  weslj  side,  20  ft.  6  in.  south  of  Berkeley 
place,  Borough  of  Brooklyn :  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  21,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Eighth  avenue  and  Berkeley  place 
are  in  residence  and  “D”  area  districts;  and 


Whereas,  the  decision  o'"  the  superintendent  of  buildings, 
rendered  April  6,  1932  (re  Applic.  No.  2402-1932),  reads: 

“Proposed  extension  is  contrary  to  Art.  IV,  Sec.  14, 
Par.  (c),  of  Zone  Reso  ution,  which  prohibits  an  occu¬ 
pancy  exceeding  60%,  of  the  area  of  the  lot.”; 
and 

W hereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  (5)  stories  in  height,  with  a  frontage  of  19  ft. 
6  in.  and  a  depth  of  50  ft.,  irregular ;  to  be  occupied  as  a 
doctor  s  office  and  dwelling ;  it  is  proposed  to  erect  a  rear 
extension  in  the  first  and  second  stories  occupying  in  ex¬ 
cess  of  the  area  permitted  in  a  “D”  area  district;  and 

Whereas,  the  building  abutting  to  the  north  occupies  the 
whole  lot  and  the  building  abutting  the  rear  property  lying 
to  the  west  extends  beyond  the  property  under  appeal,  a  blank 
wall  facing  the  property  under  appeal. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  increase  in  the  area  of  the  building  now  on  the 
premises  over  that  allowed  in  a  “D”  area  district,  and  shall 
be  confined  to  the  dimensions  and  location  as  shown  on  the 
plans  submitted  in  this  application ;  all  permits  required  shall 
be  obtained  within  six  months  and  all  work  completed  within 
one  year  from  the  date  of  this  action. 


532-24-BZ. 

APPLICANT — Mrs.  John  O’Brien,  owner. 

SUBJECT — 'Application  for  reopening — extension  of  time  of 
the  temporary  permit — re  Application  (order  of  the 
fire  commissioner),  under  section  7f  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4)  spaces  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 1075  Summit  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Mrs.  John  O’Brien. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended  for  one  year. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 


missioners  _  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  _  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(532-24-BZ) 

Whereas,  Mrs.  John  O’Brien,  owner,  filed,  April  14, 

1924,  _  an  application,  under  the  biulding  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage 
for  the  storagql  of  five  pleasure  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the  premises:  premises 
1075  Summit  avenue,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February  10, 

1925,  after  due  notice  by  publication  in  the;  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Summit  avenue  and  University 
avenue  are  in  residence  districts  and  West  165th  street  is  in 
a  business  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  11,  1923,  reads: 

“Order  No.  21157-C: 

“1.  Discontinue  the  maintenance  of  a  garage  not 
maintained  as  an  accessory  use  on  these  premises.”; 

and 
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Whereas,  the  building  is  Oi  non-fireproof  construction, 
one  story  in  height,  with  a  fromage  of  18  ft.  and  a  depth 
■  of  48  ft. ;  occupied  as  a  garage  for  five  automobiles,  four 
(  spaces  rented  to  persons  not  residing  on  premises ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision  f, 
i  the  board  is  empowered  to  grant  a  temporary  permit ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meetings,  February  10,  1925,  and  April  26,  1927,  on  certain 
;  conditions,  and  applicant  requested  an  extension  of  the  time 
1  May  25,  1931,  and  now  requests  a  further  extension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
!  regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
:  existing  temporary  structure  be  limited  in  capacity  to  five 
'  automobiles  of  the  pleasure  car  type,  space  for  four  of 
which  may  be  rented  to  persons  not  residing  on  the  premises, 
for  a  temporary  period  of  one  year  from  June  16,  1932; 

I  that  there  shall  be  no  sign  of  any  nature  or  description  dis- 
j  played  or  exposed  on  the  premises ;  that  there  shall  be  no 
:  gasoline  storage  equipment  installed  or  maintained  on  the 
!  premises,  and  that  all  necessary  permits  shall  be  obtained 
i  within  sixty  days. 


>  477-28-BZ. 

,  APPLICANT — John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner;  request  for  reopening  made  by  Philip 
J.  Dunn,  attorney  for  owner. 

J  SUBJECT — 'Application  for  reopening — extension  of  time  to 
obtain  permits  and  to  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7c  and  21  of  the  building  zone  resolution, 
to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and  maintenance 
of  a  business  use  (stores). 

j  PREMISES  AFFECTED — Southwest  corner  of  Burnside 
avenue  and  Grand  concourse,  The  Bronx, 
j  APPEARANCES— 

For  Applicant :  Arthur  J.  0;Leary. 

,  ACTION  OF  BOARD — 'Application  reopened  and  time  to 
obtain  permits  extended  for  one  year. 

!  THE  VOTE  TO  REOPEN— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(477-28-BZ) 


Whereas,  John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner,  filed,  May  22,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  business  building  (stores)  ;  premises  south¬ 
west  corner  of  Burnside  avenue  and  Grand  concourse,  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  February  5,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Grand  concourse  is  in  a  residence 
district ;  Burnside  avenue,  west  of  a  point  100  ft.  west  of 
Grand  concourse,  is  in  a  business  district,  and  Burnside 
avenue,  east  of  a  point  100  ft.  east  of  Grand  concourse,  is 
in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  9,  1928  (re  App.  N.  B.  999-28),  reads: 


“1.  Erection  of  proposed  business  building  partly 
in  business  district  and  partly  in  residence  district  is 
contrary  to  provisions  of  Zone  Resolution.”; 

and 

Whereas,  the  building  is  of  non-fi reproof  construction, 
one  story  and  basement  in  height,  with  a  frontage  of  110.18 
ft.  on  Grand  concourse  and  130.62  ft.  on  Burnside  avenue ; 
to  be  occupied  as  a  business  building  (stores)  ;  and 

Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  7,  subdivision  c,  and  was 
entitled  to  relief  under  section  21  of  the  building  zone 
resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  February  5,  1929,  on  certain  conditions,  and 
under  date  of  July  23,  1929,  the  board  granted  a  modifica¬ 
tion  of  the  resolution  as  to  location  of  stores,  and  applicant 
requested  an  extension  of  time  to  obtain  permits  and  complete 
work,  and  now  requests  a  further  extension  of  time ;  and 
Whereas,  since  the  adoption  of  the  resolution,  granting 
business  on  this  corner,  there  has  developed  and  is  in  course 
of  construction  a  subway  on  the  concourse;  and 
Whereas,  the  entire  front  on  the  Burnside  elevation  is 
faced  with  business,  stores  opposite,  the  board  believes  that 
the  application  comes  within  the  purview  of  section  21 — 
practical  difficulty  and  unnecessary  hardship;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  October  14,  1930,  on  certain  conditions,  and  appli¬ 
cant  requested  an  extension  of  the  time  limit  imposed,  and 
now  requests  a  further  extension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  first  story  of  any  building  erected  on  the 
premises,  on  condition  that  any  structure  erected  in  excess 
of  one  story  shall  be  restricted  above  the  first  story  to 
conforming  use;  that  the  use  of  the  first  story  shall  be 
restricted  to  retail  mercantile  shops  or  stores,  specifically 
prohibiting  the  use  or  occupancy  of  any  portion  of  the 
concourse  front  or  corner  store  to  delicatessen  business, 
meat  market  or  fish  market;  that  any  advertising  display 
shall  be  restricted  to  fixed  letters  on  the  plate  glass  show 
windows  of  store  fronts;  that  there  shall  be  no  merchandise 
exposed  or  displayed  outside  the  building!  line,  and  that  all 
permits  required  shall  be  obtained  within  one  year  from  June 
16,  1932,  and  that  any  work  involved  shall  be  completed 
within  eighteen  months  from  September  30,  1931. 


1235-27-BZ. 

APPLICANT — John  J.  Dunnigan,  substituted  for  Harry 
Cook,  for  Landau  Holding  Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — Southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

ACTION  OF  BOARD — Application  reopened  and  time  to 


obtain  permits  extended  three  months. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Argent  0 

THE  VOTE  TO 'EXTEND  TIME— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 
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Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1235-27-BZ) 

Whereas,  John  J.  Dunnigan,  substituted  for  Harry  Cook, 
for  Landau  Holding  Corp.,  owner,  filed,  November  22,  1927, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  (previously  denied)  ;  premises  southwest 
corner  of  Beach  71st  street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  6,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hammels  boulevard,  east  of  Beach 
72nd  street,  is  in  a  business  district;  Hammels  boulevard, 
west  of  Beach  72nd  street,  is  in  an  unrestricted  district; 
Beach  71st  street,  from  Long  Island  Railroad  to  a  point 
100  ft.  north,  is  in  an  unrestricted  district;  Beach  71st  street, 
north  of  a  point  100  ft.  north  of  Long  Island  railroad,  is  in 
a  business  district;  Beach  72nd  street,  east  side,  is  in  a  busi¬ 
ness  district,  and  Beach  72nd  street,  west  side,  is  in  an 
unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  9,  1929  (Plan  N.  B.  8059-29),  reads:. 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  building  zone  resolution  (see 
article  2,  section  4,  paragraph  46).”; 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  38.68  ft.  on  Beach  71st 
street,  12.46  ft.  and  48.24  ft.  on  Hammels  boulevard  and  a 
distance  of  39.58  ft.  along  the  rear,  upon  which  it  is  pro¬ 
posed  to  erect  a  one-story  office,  16  ft.  by  12  ft.  6  in.,  irregu¬ 
lar,  in  area,  and  to  install  two  gasoline  storage  tanks  and 
the  necessary  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  applicant  has  predicated  his  application 
under  the  principle  of  section  7,  subdivision  g,  and  has  sub¬ 
mitted  82  per  cent  consents  of  an  area  fixed  by  the  board 
and  deemed  affected ;  and 

Whereas,  the  board  believes  that  a  denial  of  this  applica¬ 
tion  under  these  circumstances  would  be  in  substance  a  hard¬ 
ship  ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  May  6,  1930,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed,  and  under 
date  of  June  13,  1932,  requests  a  further  extension;  and 

Whereas,  work  has  been  started  on  this  construction  and 
substantially  completed,  with  the  exception  of  the  gasoline 
tanks,  due  to  financial  conditions  it  has  not  been  completed 
in  that  the  installation  was  temporarily  discontinued,  which 
automatically  brought  the  time  of  obtaining  permits  and  com¬ 
pletion  of  the  work  beyond  the  time  specified  in  the  resolu- 
tion. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
no  gasoline  pumps  shall  be  erected  within  10  ft.  of  the  build¬ 
ing  line  on  any  street  front ;  that  there  shall  be  no  vehicular 
entrances  incorporated  or  maintained  at  the  apex  of  the 
Hammels  boulevard  and  Beach  71st  street  frontage;  that 
there  shall  be  extended  from  the  proposed  office  building 
located  at  the  southeasterly  corner  of  the  property  a  wall 
of  approved  masonry  to  the  height  of  the  eaves  of  the  said 
office  building;  that  the  exterior  of  the  office  building  and 
the  wall  shall  be  finished  with  light-colored  face  brick  with 
natural  stone  or  architectural  terra  cotta  trim;  that  there 
shall  be  constructed  along  the  building  line  a  concrete  curb¬ 
ing  not  less  than  12  in.  above  grade  with  not  more  than 
two  10  ft.  vehicular  entrances  on  the  Hammels  boulevard 
front  and  not  more  than  one  vehicular  opening  on  the  Beach 
71st  street  front ;  that  all  necessary  permits  shall  be  obtained 


within  three  months  from  June  30,  1932,  and  any  work  in¬ 
volved  thereby  shall  be  completed  within  six  months  from  the 
date  of  this  action. 


553-29-BZ. 

APPLICANT — Emil  Guterman,  for  Louis  Klein,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AEFElCTED- — 1022-1032  Rockaway  avenue, 
southwest  corner  of  Linden  boulevard,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Emil  Guterman. 

ACTION  OF  BOARD- — -Application  reopened  and  resolu¬ 


tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Temporary  Chairman  Connelly  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  VOTE  TO  MODIFY— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(553-29-BZ) 


^  Whereas,  Emil  Guterman,  for  Louis  Klein,  owner,  filed, 
September  6,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  1022- 
1032  Rockaway  avenue,  southwest  corner  of  Linden  boule¬ 
vard,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard,  west  of  Rock¬ 
away  avenue,  is  in  a  residence  district;  Linden  boulevard, 
east  of  Rockaway  avenue,  is  in  a  business  district ;  Rockaway 
avenue,  west  side,  is  in  a  business  and  residence  district,  and 
Rockaway  avenue,  east  side,  is  in  a  business  and  unrestricted 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  16,  1929  (App.  No.  12755-29),  reads: 

“Proposition  is  contrary  to  Art.  II,  Sec.  3  of  the 
Building  Zone  Resolution — the  erection  of  a  public 
garage  and  a  gasoline  selling  station  in  a  residence  use 
district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  100 
ft.  by  100  ft.,  on  which  it  is  proposed  to  erect  a  one-story 
building  with  a  frontage  of  50  ft.  on  Rockaway  avenue  and 
a  width  across  the  rear  of  100  ft.,  L  shaped,  for  a  garage, 
office  and  grease  pit  enclosure,  and  in  the  open  space  to 
install  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 

Whereas,  the  applicant’s  property  was  in  the  same  owner¬ 
ship  prior  to  the  amendment  of  the  zoning  law;  and 

Whereas,  the  board  in  a  similar  application  affecting  the 
property  directly  opposite  on  Linden  boulevard  reached  its 
conclusion  on  the  assumption  that  the  surrounding  condi¬ 
tions  could  not  be  adversely  affected,  the  board  deems  that 
under  sectiori  21  the  applicant  is  entitled  to  a  variation  and 
modification;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  January  28,  1930,  and  owner  requested  an  exten¬ 
sion  of  the  time  limit  imposed,  and  request  was  made  to 
eliminate  post  and  chains,  and  a  further  request  has  been 
made  to  permit  wider  driveways. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  layout  proposed  shall  be  as  indicated  on  the  plan  filed  in 
this  case;  that  the  southerly  and  westerly  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length ; 
that  any  walls  exposed  to  view  from  the  highways  shall  be 
finished  in  light-cofored  face  brick ;  that  there  shall  be  built 
along  the  building  line  of  Linden  boulevard  and  Rockaway 
avenue  a  concrete  curbing  not  less  than  12  in.  in  height 
with  not  more  than  two  14  ft.  vehicular  openings  on  Linden 
boulevard  and  not  more  than  two  1.2  ft.  vehicular  openings  on 
the  Rockaway  avenue  front ;  that  there  shall  be  erected  at  the 
corner  formed  by  intersection  of  Linden  boulevard  and  Rock¬ 
away  avenue  a  concrete  platform  not  less  than  10  ft.  in  either 
direction,  which  shall  be  maintained  unoccupied,  other  than 
for  one  electric  light  stanchion ;  that  no  gasoline  pump  shall 
be  erected  within  10  ft.  of  the  building  line;  that  any  use  in¬ 
cidental  to  the  conduct  of  the  business  on  the  premises  shall 
be  housed  in  approved  masonry  construction  with  arch  open¬ 
ings  from  the  interior  of  the  property ;  that  any  adver¬ 
tising  displayed  shall  be  restricted  to  fixed  wall  signs  within 
the  property  line  and  the  glass  globes  of  the  gasoline  pumps ; 
that  a  return  of  the  drawings  shall  be  made  to  this  board 
for  approval  before  submission  to  the  superintendent  of 
buildings,  and  that  all  permits  shall  be  obtained  within  six 
months  from  January  28,  1930,  and  any  work  involved  shall 
be  completed  within  nine  months  from  October  28,  1931. 


203-28-BZ. 

APPLICANT — John  J.  Dunnigan,  substituted  for  William 
Koppe,  for  Tremune  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration 
and  conversion  of  occupacny  of  portion  of  an  apart¬ 
ment  building  from  dwelling  to  business  use  (stores) 
(previously  denied). 

PREMISES  AFFECTED — 1801  University  avenue,  north¬ 
west  corner  of  Tremont  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

ACTION  OF  BOARD— Application  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(203-28-BZ) 


Whereas,  John  J.  Dunnigan,  substituted  for  William 
Koppe  for  Tremune  Realty  Corp.,  owner,  filed,  March  6, 
1928;  reopened  December  9,  1930,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  conversion  of  occupancy  of  an  apartment 
building  from  dwelling  to  business  use  (stores)  (previously 
denied)  ;  premises  1801  University  avenue,  northwest  corner 
of  Tremont  avenue,  Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  20,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  University  avenue,  west  side,  north 


of  a  point  100  ft.  south  of  Tremont  avenue,  is  in  a  resi¬ 
dence  district;  University  avenue,  west  side,  south  of  a  point 
100  ft.  south  of  Tremont  avenue,  is  in  a  business  district ; 
University)  avenue,  east  side,  north  of  a  point  100  ft.  south 
of  Iremont  avenue,  is  in  a  residence  district;  University 
avenue,  east  side,  north  of  a  point  100  ft.  north  of  Tre¬ 
mont  avenue,  is  in  a  business  district;  Tremont  avenue, 
west  of  University  avenue,  is  in  a  residence  district,  and 
Tremont  avenue,  east  of  University  avenue,  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  30,  1930  (re  Alt.  App.  50-1928),  reads: 

“Proposed  alteration  and  conversion  of  portion  of 
building  in  residence  district  to  be  occupied  for  business 
purposes  is  contrary  to  the  provisions  of  the  building 
zone  resolution.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
five  stories  and)  basement  in  height,  with  a  frontage  of  169 
ft.  and  a  depth  of  90  ft.,  irregular ;  occupied  as  an  apart¬ 
ment  house ;  it  is  proposed  to  alter  the  first  story  and  base¬ 
ment  for  store  purposes;  and 

Whereas,  the  northeast  and  southeast  corners  of  the 
intersection  of  Tremont  and  University  avenues  are  fully 
developed  with  business  uses  and  so  occupied,  and  are  located 
in  a  business  use  district ;  the  southwest  corner  of  the  inter¬ 
section  is  zoned  for  residence  use,  but  is  occupied  for  busi¬ 
ness  use  under  a  variation  granted  by  this  board  in  1927; 
and 

Whereas,  the  intersection  of  these  two  streets,  University 
and  Jerome  avenues,  is  a  surface  car  junction  point,  having 
considerable  traffic  activity  and  congestion,  which  affects 
the  customary  privacy  of  a  residential  district;  it  would 
seem,  therefore,  that  a  business  use  variation  for  the  build¬ 
ing  under  appeal  with  proper  restrictions  to  safeguard  ad¬ 
joining  residence  use  would  not  act  as  a,  further  argument 
for  invasions  to  the  north  and  west;  and 

Whereas,  for  the  above  reasons  the  board  deems  that 
applicant  is  entitled  to  relief  under  section  21  of  the  building 
zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  January  20,  1931,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions  as  to  signs. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story  of  an  existing  five-story  and  basement 
apartment  house,  the  ceiling  of  the  first  story  to  be  the 
underside  of  the  floor  level  of  the  second  tier  of  beams  and  the 
floor  of  the  first  story  to  be  approximately  at  curb  level,  on 
condition  that  on  the  University  avenue  side,  northward  to  the 
north  property  line,  from  a  point  41  ft.  8  in.  southerly  from 
the  north  property  line,  there  shall  be  no  show  windows  or 
any  openings,  other  than  the  windows  for  ventilation  and 
light  purposes,  the  sills  of  which  shall  be  not  less  than  6  ft. 
above  the  curb  level ;  there  shall  be  no  advertising  signs  or 
display  of  any  nature  or  description  on  this  portion  of  the 
property;  there  shall  be  no  advertising  of  any  nature  or 
description  on  any  portion  of  the  property,  except  flat  letters 
affixed  to  the  plate  glass  show  windows  of  the  store  fronts, 
and  signs  on  the  facade  of  the  building,  first  story,  Tremont 
avenue  frontage  only,  to  be  of  flat  letters,  prohibiting,  how¬ 
ever,  any  projecting  signs;  there  shall  be  no  merchandise 
displayed  or  stored  outside  the  building  line  on  any  portion 
of  the  property;  that  any  business  conducted  on  these  prem¬ 
ises  shall  be  restricted  to  mercantile  stores  or  shops  or  execu¬ 
tive  offices,  expressly  prohibiting  fish  markets,  delicatessen 
shops  or  meat  markets ;  that  any  permits  required  shall 
be  obtained  within  six  months  and  all  work  involved  thereby 
completed  within  one  year  from  the  date  of  this  action. 


Adjourned  12.20  p.  m. 

William  J.  O’Gorman,  Secretary. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  21,  1932. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

5-32-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
for  The  Atlantic  Macaroni  Co.,  owner. 

SUBJECT — -Application  to  withdraw — re  Appeal  from  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 297-303  Vernon  boulevard,  Long 
Island  City,  Borough  of  Queens. 

A  PPEAR  ANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


219-32-A. 

APPELLANT — Edward  P.  Doyle,  for  Estate  of  Edith  C. 
I  selin,  owner. 

SUBJECT — 'Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 70  Greene  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(219-32-A) 

Whereas,  Edward  P.  Doyle,  for  Estate  of  Edith  C.  Iselin, 
owner,  filed,  April  22,  1932,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  70  Greene  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
15,  1932  (Order  No.  91732-F),  reads: 

“1.  Install  an  approved  automatic  wet  sprinkler  sys¬ 
tem  in  accordance  with  the  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  24  ft.  10  in.  by  100  ft.  in  area  at  first  story  and  24 
ft.  10  in.  by  90  ft.  in  area  above;  OCCUPIED  for  the  stor¬ 
age  of  baled  waste  paper,  two  persons  per  story ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1872;  the  paper  is  received,  assorted  and  baled  on  the 
first  story,  stored  in  the  cellar,  first  and  upper  stories ;  there 
are  about  fifteen  tons  of  paper  stored  throughout  the  entire 
building;  there  is  no  heating  plant  in  the  building  except  a 
small  gas  stove  in  the  office  on  the  second  story ;  it  is  pro¬ 
posed  to  provide  sufficient  fire  appliances  on  each  story ; 
furthermore,  the  appellant  contends  the  area  and  occupancy 
of  the  building  is  very  small  ;■  that  the  owner  would  suffer 
an  undue  hardship  if  compelled  to  comply  strictly  with  the 
order  of  the  fire  commissioner. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  twenty  tons  of  paper 
or  combustible  material,  stored  or  baled,  shall  be  kept  in  the 
entire  building;  that  the  occupancy  shall  be  limited  to  not 
more  than  five  (5)  persons  in  the  entire  building;  that  the 


building  shall  be  not  increased  in  height  or  area;  that  such 
additional  fire-fighting  appliances  as  shall  be  required  by  the 
fire  department  shall  be  installed  on  each  story 


227-32-A. 

APPELLANT — Croker  Fire  Prevention  Corp.,  for  Fairchild 
Bros.  &  Foster,  owners. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 

sioner. 

“nA™TE^,H4  Laight  stree*' 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

Tur^mi^F  BOARD— Appeal  granted  on  condition. 

1  H  1l  VOi.  il — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  q 

THE  RESOLUTION— 

(227-32-A) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Fairchild 
Bros.  &  Foster,  owners,  filed,  April  27,  1932,  an  appeal  from 
an  Older  of  the  nre  commissioner,  affecting  premises  70-74 
Laight  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Anril 
11,  1932  (re  Order  No.  94071-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.  Sec.  580-1,  Code  of  Ordinances 
and  rule  91  of  the  Board  of  Standards  and  Appeals  ”  • 
and  ‘  ’ 


V  here  as,  the  building  is  fireproof,  ten  stories  in  height 
42  ft.  6J4  in.  by  60)  ft.  3%  in.  in  area;  OCCUPIED  as  a 
tenant  factory,  not  more  than  fifty  persons  per  story;  and 

V  hereas,  the  appellant  claims  the  building  was  erected  in 
1890;  the  standpipe  system  is  fed  from  a  5,000-gallon  gravity 
tank,  the  bottom  of  which  is)  14  ft.  6  in.  above  the  highest 
hose  outlet;  such  system  was  installed  in  accordance  with 
the  rules  and  regulations  of  all  departments ;  furthermore,  the 
appellant  contends  that  the  water  pressure  in  the  entire 
standpipe  system  is  adequate;  that  the  owner  would  suffer 
a  considerable  hardship  if  compelled  to  comply  with  the 
order  of  the  fire  commissioner ;  and 

Whereas,  the  building  was  erected  in  1890,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  elevation  of  the  bottom 
of  the  tank  above  the  top  story  hose  outlet,  on  condition  that 
the  bottom  of  the  tank  shall  be  not  less  than  14  ft.  6  in. 
above  the  top  story  hose  outlet;  that  the  hose  in  the  top 
story  shall  be  equipped  with  Hl-inch  nozzles ;  that  the  stand¬ 
pipe  system  shall  comply  with  the  rules  in  all  other  respects 
and  that  the  building  shall  be  not  increased  in  height  or  area. 


211-32-A. 

APPELLANT—' Walter  H.  Barry,  for  Margaret  and  Sarah 
Switzer  Foundation  for  Girls,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 12  East  33rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Walter  H.  Barry. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(211-32-A) 

Whereas,  Walter  H.  Barry,  for  Margaret  and  Sarah 
Switzer  Foundation  for  Girls,  owner,  filed,  April  16,  1932, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  12  East  33rd  street,  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
2,  1932,  reads : 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  a  standpipe  system,  said  tank  to  be  so  ele¬ 
vated  that  the  bottom  will  be  not  less  than  20  feet  above 
the  roof  level.  Sec.  580-581,  Ch.  5,  Code  of  Ordinances.’  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  31,  1932,  reads: 

“This  will  reply  to  your  letter  of  March  9th,  1932, 
referring  to  Order  92934-F,  for  which  you  request  an 
extension  of  thirty  days. 

“You  are  advised  that  this  department  is  without 
authority  to  grant  extensions  of  time,  therefore,  your 
request  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  25  ft.  by  98  ft.  9  in.  in  area;  OCCUPIED  for  sales¬ 
rooms  and  factory  purposes,  not  more  than  twenty  persons 
per  story;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1910 ;  the  present  standpipe  system  is  fed  from  a  3,000- 
gallon  house  tank,  the  bottom  of  which  is  18  ft.  6  in.  above 
the  hose  outlet  of  highest  story  and  about  8  ft.  3  in.  above 
the  hose  outlet  in  the  bulkhead;  such  system  has  met  all 
requirements  during  the  past  twenty-one  years ;  it  is  pro¬ 
posed  to  rearrange  the  house  supply  connection  so  as  to 
maintain  2,500  gallons  reserve  for  the  standpipe  lines;  fur¬ 
thermore,  the  appellant  contends  the  present  standpipe  system 
is  adequate;  and 

Whereas,  the  building  was  erected  in  1910,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  ele¬ 
vation  of  the  bottom  of  the  tank  above  the  top  story  hose 
outlet,  on  condition  that  the  bottom  of  the  tank  shall  be  not 
less  than  18  ft.  6  in.  above  the  top  story  hose  outlet ;  that  the 
hose  in  the  top  story  shall  be  equipped  with  Li-inch  nozzles ; 
that  a  reserve  of  not  less  than  2,500  gallons  shall  be  main¬ 
tained  for  the  standpipe  supply  at  all  times;  that  the  build¬ 
ing  shall  be  not  increased  in  height  or  area  and  that  the 
standpipe  system  shall  comply  with  the  rules  in  all  other 
respects. 


214-32-A. 

APPELLANT — Croker  Fire  Prevention  Corp.,  for  Bretton 
Hall  Co.,  lessee. 

SUBJECT — 'Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 43  West  44th  street  and  50-52 
West  45th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(214-32-A) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Bretton  Hall 
Co.,  lessee,  filed,  April  21,  1932,  an  appeal  from  orders  of 
the  fire  commissioner,  affecting  premises  43  West  44th  street 
and  50-52  West  45th  street,  Borough  of  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  Janu¬ 
ary  21,  1932,  read: 

"Order  No.  89961-F : 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  rules  of  the  Board  of  Standards  and 
Appeals  and  comply  with  the  following  orders : 

“A.  Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  outside  thereof  above  the  3,500 
gallon  mark  only. 

“IB.  Paint  the  street  riser,  wall  collars  and  caps  of 
Siamese  connection  of  standpipe  a  fire  department  red 
(at  north  and  south  sides  of  building). 

“C.  Provide  approved  pressure  reducing  valves  for  all 
standpipe  hose  outlets  on  and  below  the  3rd  story  to 
reduce  the  pressure  to  not  more  than  50  lbs.  per  square 
inch. 

“D.  Remove  the  bonnets  or  caps  of  all  tank  check 
valves  and  clean  the  interior  of  said  valves  of  all  rust  or 
other  accumulations.  The  body  of  the  valve  to  be  then 
given  a  good  coat  of  red  lead  and  linseed  oil.  Note : 
Above  work  to  be  done  in  the  presence  of  a  representative 
of  this  Department. 

“E.  Provide  a  open  or  automatic  ball  drip  for 
standpipe  line,  inside  of  building  at  lower  level  between 
check  valve  and  outside  Siamese  connection.  (North 
and  south  sides  of  building.) 

“F.  Relocate  valve  of  hose  outlet  of  standpipe  system 
on  all  stories,  so  that  the  wheel  controlling  same  is 
within  6  feet  6  inches  of  stair  landing,  or  within  6'  6" 
of  steps  that  are  within  2'  of  the  Standpipe  riser. 

“G.  Lock  open  all  control  valves.  Sec.  580-581,  Art. 
28,  Code  of  Ordinances.” ; 

and 

“Order  No.  89962-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  581,  Ch.  5,  Code  of 
Ordinances,  and  Rule  91  of  the  Board  of  Standards  and 
Appeals. 

“2.  Extend  the  standpipe  system  to  cover  the  south 
portion  of  building.  (Provide  4"  riser.)  Sec.  580-581, 
Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 
and 

“Order  No.  89963-F: 

“2.  Arrange  to  have  a  monthly  inspection  made  of  all 
fire  appliances,  by  the  person  holding  a  standpipe  sys¬ 
tem  certificate  of  fitness.  A  detailed  report  of  each 
inspection  shall  be  kept  on  the  premises  for  examination 
by  a  representative  of  the  Fire  Department. 

“3.  Have  the  person  in  charge  of  standpipe  system 
secure  a  certificate  of  fitness.  Sec.  580-581,  Ch.  5,  Code 
of  Ordinances,  and  rules  of  the  Board  of  Standards 
and  Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  nine  and  twelve  stories 
and  pent  house*  in  height,  80  ft.  by  100  ft.  5  in.  and  200  ft. 
10  in.,  irregular,  in  depth  ;  OCCUPIED  as  a  hotel ;  and 
Whereas,  the  appellant  claims  the  standpipe  system  was 
installed  when  the  building  was  erected  in  1900,  fed  from  two 
cross-connected  house  supply  tanks,  total  capacity  of  5,400 
gallons,  the  bottoms  of  which  are  8  ft.  above  the  hose  out¬ 
let  of  twelfth  story ;  the  pent  house  is  occupied  for  storage, 
valet  and  three  rooms;  as  to  Item  F  of  Order  No.  89961-F, 
the  hose  outlets  are  6  ft.  above  the  floor as  to  Item  2  of 
Order  No.  89962-F,  each  outlet  is  provided  with  125  ft.  of 
hose ;  upon  examination  it  was  found  that  such  length  of 
hose  was  entirely  adequate  to  extend  into  the  most  extreme 
southerly  room  of  the  premises;  it  is  proposed  to  rearrange 
the  cross-connection  of  the  two  tanks  so  as  to  maintain  3,200 


843 


MINUTES 


4 


gallons  solely  for  standpipe  purposes ;  also,  to  provide  all 
necessary  fire-fighting  apparatus  required  within  the  pent 
house;  furthermore,  the  apellant  contends  that  the  present 
standpipe  system  has  existed  during  the  past  thirty-two  years 
and  found  satisfactory  at  all  times  by  the  department  having- 
jurisdiction;  and 

Whereas,  the  building  was  erected  in  1900,  at  which  time 
the  present  standpipe  system  was  installed  and  apparently 
accepted  by  the  departments  having  jurisdiction  thereof. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  as  to  Order  No,  89961-F,  subdivision  A,  on  con¬ 
dition  that  a  reserve  of  not  less  than  3,000  gallons  shall  be 
maintained  for  the  standpipe  supply  at  all  times  and  with¬ 
drawn  as  to  subdivisions  B,  C,  D,  E,  F  and  G  of  Order  No. 
89961-F;  as  to  Order  No.  89962-F,  Item  1,  granted  on  con¬ 
dition  that  the  bottom  of  the  tank  shall  be  not  less  than  8  ft. 
above  the  top  story  hose  outlet ;  that  the  pent  house  story 
shall  be  reserved  exclusively  for  the  use  of  the  hotel ;  that 
such  additional  fire-fighting  appliances  as  shall  be  required 
by  the  fire  department  shall,  be  installed  in  the  pent  house 
story  and  the  twelfth  story ;  that  the  hose  in  the  twelfth 
story  shall  be  equipped  with  i^-inch  nozzles ;  as  to  Item  2, 
Order  No.  89962-F,  granted  on  condition  that  not  more  than 
125  ft.  of  hose  shall  be  provided,  satisfactory  to  the  fire  de¬ 
partment,  and,  further,  on  condition  that  125  ft.  of  hose,  in 
the  opinion  of  the  fire  department,  covers  all  portions  of 
each  floor,  and  that  such  additional  fire-fighting  appliances 
shall  be  provided  on  each  floor  as  shall  be  required  by  the 
fire  department;  as  to  Order  No.  89963-F,  the  appeal  be  and 
it  hereby  is  withdrawn;  the  standpipe  system  to  comply  with 
the  rules  in  all  other  respects  and  the  building  to  be  not  in¬ 
creased  in  height  or  area. 


PETITIONS  FOR  VARIATIONS. 

191-31-S. 

PETITIONER — Talcott  Powell,  substituted  for  Croker  Na¬ 
tional  Fire  Prevention  Engineering  Co.,  for  World- 
Telegram,  lessee. 

SUBJECT — Aplication  for  reopening — extension  of  time — re 
Variation  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner. 

PREMISES  AiFFECTED — 73-81  Dey  street,  southwest  cor¬ 
ner  of  Washington  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Raid  over  to  July  8,  1932,  at  2 
p.  m.  No  appearances. 


226-32-S. 

PETITIONER — .Samuel  Rosenblum,  for  Crestmor  Builders, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  decisions  of  the  fire  commissioner. 
PREMISES  AFFECTED— 194-202  South  8th  street  and 
310-318  Roebling  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(226-32-S) 

Whereas,  Samuel  Rosenblum,  for  Crestmor  Builders,  Inc., 
owner,  filed,  April  26,  1932,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  and 
decisions  of  the  fire  commissioner,  affecting  premises  194-202 


South  8th  street  and  310-318  Roebling  street,  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
27,  1931  (Order  No.  L.  D.  88134),  reads: 

1.  Discontinue  the  use  of  the  above  premises  occupied 
for  factory  purposes  in  violation  of  -Sec.  270  of  the  Labor 
Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  19,  1932,  reads: 

“In  reply  to  yours  of  April  11,  1932,  re  order  88134- 
LD,  I  beg  to  advise  that  the  records  of  this  office  show 
the  following  variations  from  the  requirements  of  Sec. 
270  of  the  Labor  Law: 

“1.  _  Premises  not  provided  with  two  required  means 
of  exit. 

‘•‘2.  Present  stairway  does  not  extend  to  roof.”; 
and 

Whereas,  the  building,  erected  in  1920,  is  non-fireproof, 
two  stories  in  height,  110  ft.  by  100  ft.  in  area;  OCCUPIED 
as  a  garage  and  repair  shop :  1st  story,  8  persons ;  2nd  story, 
10  persons;  EXITS:  an  interior  iron  stairway,  extending 
from  the  first  story  to  second  story,  enclosed  in  brick  parti¬ 
tions,  with  fireproof  doors  at  openings;  ROOFS  of  adjoin¬ 
ing  buildings:  10  ft.  higher  at  south;  four  stories  higher 
at  west;  and 

Whereas,  the  petitioner  claims  the  factory  work  consists 
only  of  repairs  made  on. cars  owned  by  the  tenant;  no  regular 
factory  work  is  conducted  on  the  premises;  there  is  an  iron 
ladder  in  stair  hall  of  top  story,  leading  to  the  roof  (Item 
No.  2)  of  objections  was  made  due  to  the  presence  of 
a  window  in  the  side  wall  of  building  adjoining  at  south; 
the  building  in  question  faces  on  two  streets  and  has  a  very 
small  occupancy ;  it  is  proposed  to  provide  an  iron  stairway, 
3  ft.  in  width,  on  rear  of  building  from  second  story  to  the 
yard,  with  fireproof  openings  along  the  course  thereof;  to 
construct  a  door  in  fence  leading  to  yard  court  of  premises 
adjoining  at  west,  which  court  has  a  passageway  direct  to 
the  street;  the  owner  of  such  adjoining  building  has  given 
verbal  permission  to  use  his  premises  as  a  means  of  exit  and 
to  construct  a  door  in  the  fence ;  there  is  also  an  open  yard 
space  adjoining  at  south,  about  72  ft.  by  25  ft.,  available  in 
case  of  emergency ;  there  is  no  fence  between  the  premises ; 
furthermore,  the  petitioner  contends  the  exits  would  then  be 
adequate;  that  the  owner  would  suffer  an  unnecessary  hard¬ 
ship  if  compelled  to  comply  strictly  with  the  requirements  of 
the  superintendent  of  buildings. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law, 
as  cited  in  orders  and  decisions  of  the  fire  commisioner  and 
the  petition  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  provided  on  the  rear  wall  an  outside  iron 
stairway  satisfactory  to  the  fire  department,  extending  from 
the  yard  level  to  the  roof,  said  stairway  to  be  provided  with 
a  covering  of  not  less  than  No.  12  galvanized  sheet  iron  or 
metal,  extending  down  the  outside  of  stairway  not  less  than 
18  in.;  that  the  windows  on  the  course  of  this  stairway  shall 
be  fireproof,  self-closing,  and  that  there  shall  be  provided  a 
fireproof,  self-closing  door  to  the  stairway  from  the 
second  story  to  the  second  story  balcony ;  the  egress 
from  the  termination  of  this  outside  stairway  shall  be  by 
means  of  an  open  door  provided  in  the  easterly  fence  in  the 
rear,  not  less  than  3  ft.  wide,  to  the  open  court  of  the  ad¬ 
joining  apartment  house  to  the  east,  thence  through  an  open 
court  to  the  passageway  of  the  apartment  house  direct  to 
the  street;  that  the  windows  in  the  rear  wall,  first  story, 
from  the  termination  of  the  outside  stairway  to  the  door 
opening  in  the  fence,  shall  be  fireproof,  self-closing  windows ; 
that  the  occupancy  of  the  second  story  shall  be  limited  to 
not  more  than  ten  persons,  and  a  letter  of  consent  from  the 
adjoining  property  owner  to  the  east  shall  be  filed  with  the 
fire  department  for  this  means  of  egress;  as  to  Item  2, 
granted  on  condition  that  a  double- rung  iron  ladder  shall  be 
provided  from  the  second  story,  running  to  a  scuttle  in  the 
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roof  within  the  stairway  enclosure;  that  the  building  shall 
be  not  increased  in  height  or  area,  and  that  the  require¬ 
ments  of  the  labor  law  shall  be  complied  with  in  all  other 
respects. 


135-32-S. 

PETITIONER — Patrick  C.  Hanbury,  for  1492  Holding 
Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 2-12  East  58th  tsreet  and  745- 
753  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Patrick  C.  Hanbury. 

For  Administration :  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings  and  Inspector 
Maher  of  fire  department. 

ACTION  OF  BOARD- — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(135-32-S) 

Whereas,  Patrick  C.  Hanbury,  for  1492  Holding  Corp., 
lessee,  filed,  March  21,  1932,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  2-12  East 
58th  street  and  745-753  Fifth  avenue,  Borough  of  Manhat¬ 
tan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  13,  1932,  reads : 

“Before  a  certificate  of  occupancy  can  be  issued  on 
the  above  premises,  it  will  be  necessary  to  remove  the 
following  objections: 

“1.  The  open  stairs  from  stores  must  be  enclosed  as 
per  Section  270  of  the  Labor  Law. 

“2.  The  doors  in  public  corridors  and  windows  must 
comply  with  Section  264  of  the  Labor  Law. 

‘“3.  All  partitions  must  comply  with  Section  270  of 
the  Labor  Law. 

“4.  Not  more  than  5%  of  the  total  floor  area  of  the 
building  may  be  used  for  manufacturing  purposes. 

“5.  All  doors  must  be  fireproof,  3'  8"  wide  and  open 
outwardly.” ; 

and 

Whereas,  the  building,  erected  in  1929,  is  fireproof,  thirty- 
two  stories  and  pent  house  in  height,  118  ft.  8 in.  by  200 
ft.  in  area;  OCCUPIED:  cellar,  manufacturing,  60  per¬ 
sons  ;  1st  story,  stores,  228  persons ;  2nd  to  21st  stories,  of¬ 
fices  and  manufacturing,  145  persons  each  story ;  22nd  to  31st 
stories,  offices  and  showrooms,  145  persons  each  story ;  32nd 
story,  offices,  40  persons ;  pent  house,  storage ;  located  within 
a  retail  use  district;  EQUIPPED  with  a  sprinkler  system 
from  sub-basement  to  twenty-third  story,  inclusive,  and  a 
fire  alarm  signal  system ;  EXITS :  a  fire  tower ;  an  interior 
fireproof  stairway,  extending  from  the  first  story  to  roof, 
enclosed  in  fireproof  partitions,  with  fireproof  doors  at  open¬ 
ings  ;  and 

Whereas,  the  petitioner  claims,  as  to  Item  1,  there  are 
five  open  stairways  from  stores  on  first  story  leading  to 
cellar  and  one  open  stairway  from  store  to  second  story, 
such  stairways  are  used  solely  for  the  accommodation  of 
tenants ;  the  stairway  leading  to  second  story  is  highly  orna¬ 
mental  and  used  by  a  tenant  who  occupies  both  floors ;  the 
stairways  leading  to  basement  are  separated  from  the  re¬ 
mainder  of  the  basement  by  fireproof  partitions,  and  fire¬ 
proof  doors  at  openings  in  each  case ;  as  to  Item  2,  the  use 
of  plate  glass  front  windows  at  first,  second  and  third  stories 
has  been  granted  by  the  board  under  Cal.  No.  398-29-S,  all 
other  windows  conform  with  the  requirements  of  the  labor 
law;  corridor  doors  from  non-manufacturing  area  are  glazed 


with  plain  glass,  12  sq.  ft.  in  area,  and  transom  above;  it  is 
requested  that  such  doors  be  accepted ;  as  to  Item  3,  there  is 
about  500  ft.  of  fireproof  wood  partitions,  7  ft.  in  height, 
on  third  story,  300  ft.  on  fourth  story,  80  ft.  on  nineteenth’ 
story  and  about  200  ft.  of  ornamental  wood  partitions  on 
the  fourteenth  story;  the  twenty-second  to  twenty-fourth 
stones  are  provided  with  fireproof  wood  paneling,  wains¬ 
coting  and  railings,  these  stories  are  occupied  by  one  tenant ; 
there  are  no  non-fireproof  partitions  within  the  manufactur¬ 
ing  area,  as  the  building  is  provided  with  a  sprinkler  system, 
the  partititions  being  mainly  of  fireproof  wood,  it  is  re¬ 
quested  that  the  existing  partitions,  paneling  and  wainscoting 
be  accepted ;  as  to  Item  4,  the  building  was  erected  under 
permit  N.  B.  434-29  to  permit  25  per  cent  manufacturing; 
through  an  error  a  certificate  of  occupancy  was  requested  for 
use  as  an  office  building  (a  copy  of  which  is  filed  with  this 
petition)  ;  after  completion  of  the  building  the  zone  was 
changed  from  business  to  a  retail  use  district ;  as  to  Item  5 
all  doors  opening  into  public  corridors  and  all  doors  within 
the  manufacturing  area  are  44  in.  in  width  and  open  out¬ 
wardly  ;  doors  within  office  areas  are  fireproof,  except  in  a 
tew  cases  they  are  of  fireproof  wood,  less  than  44  in.  in 
width,  and  open  inwardly,  as  such  doors  conform  with  the 
requirements  of  the  building  code  for  office  buildings,  and 
since  they  act  as  communicating  doors  for  office  use  only, 
it  is  requested  they  be  accepted;  furthermore,  the  petitioner 
contends  that  to  comply  with  all  requirements  of  the  super¬ 
intendent  of  buildings  would  impose  a  great  loss  and  financial 
hardship  upon  the  bondholders  and  other  groups  now  in  con¬ 
trol  of  the  building. 

Resolved  that  the  board  of  standards  and  appeals  does 
heieby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted ,  as  to 
Item  I,  on  condition  that  the  open  stairways  from  the  first 
story  to  basement  and  from  the  first  story  to  second  story 
shall  be  as  shown  on  the  plans  submitted  with  this  appeal; 

, a*  e>aC  r  such  stairway  from  the  first  story  to  basement 
shall  be  for  a  separate  tenant  to  the  storage  room  of  such 
tenant  in  the  basement  or  to  factory  portion  in  the  basement  • 
that  each  store  or  office  on  first  floor  and  the  storage  room 
or  factory  in  basement  connected  by  an  open  stairway  shall 
be  separated  from  the  balance  of  the  building  by  fireproof 
partitions,  with  fireproof,  self-closing  doors ;  that  the  factory 
work  conducted  in  the  basement  shall  be  limited  to  the 
space  shown  on  the  plans  submitted  with  this  petition ;  that 
not  more  than  ten  persons  shall  be  engaged  in  factory  work 
in  the  whole  basement ;  that  the  open  stairway  leading  from 
the  first  story  to  the  second  story  shall  be  for  the  use  of  that 
portion  of  the  first  story  and  second  story  which  is  in  single 
tenancy ,  that  each  portion  of  these  floors  occupied  by  a 
tenant  using  one  of  these  stairways  shall  be  separated  from 
the  balance  of  the  floor  area  by  fireproof  partitions,  with 
fireproof  self-closing  doors,  these  stairways  to  be  in  addi- 
tion  to  the  required  legal  means  of  exit  from  the  building ; 
denied  as  to  Item  2,  on  all  floors  wherein  factory  work  is 
being  conducted,  except  as  for  the  relief  granted  under  Cal 
No.  398-29-'S  for  windows  on  front  outside  wall ;  as  to  Item 
3,  granted  on  condition  that  all  factory  work  shall  be  con¬ 
fined  to  below  the  twenty-third  floor ;  that  the  building  from 
the  twenty-third  floor  down  shall  be  equipped  with  an  ap¬ 
proved  sprinkler  system;  that  any  factory  work  conducted 
on  any  floor  below  the  twenty-third  floor  shall  be  separated 
irom  the  balance  of  the  floor  by  fireproof  partitions,  with 
fireproof,  self-closing  doors  at  the  openings,  and  that  the  par¬ 
titions  in  the  factory  portion  of  the  building  shall  comply 
with  section  270  of  the  labor  law ;  withdrawn  as  to  Item  4 ; 
as  to  Item  5,  granted  on  condition  that  all  doors  in  the  fire¬ 
proof  partitions  enclosing  the  factory  portion  on  any  floor 
shall  comply  in  all  respects  with  the  requirements  of  the 
labor  law,  and  that  all  other  doors  opening  on  any  public 
corridor  or  hall  used  as  means  of  egress  to  stairways  or 
elevators  on  any  floor  on  which  factory  work  is  being  con¬ 
ducted  shall  be  self-closing,  fireproof  doors ;  the  modification 
to  these  orders  is  granted  on  the  following  future  condi¬ 
tions  :  that  the  factory  work  shall  be  confined  to  that  of  light 
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needlework  for  repairs  and  alterations  to  goods  purchased 
on  the  premises,  prohibiting  any  heavy  machinery  of  any 
nature  or  description  throughout  the  entire  building ;  that 
not  more  than  one  hundred  persons  to  be  engaged  in  factory 
work  at  any  one  time  in  the  entire  building;  that  the  building 
shall  be  not  increased  in  height  or  area,  and  that  the  labor 
law  shall  be  complied  with  in  all  other  respects. 


398-27-S. 

PETITIONER — 'Nathan  Korn,  substituted  for  S.  Franklin 
Oppenheim,  for  Louise  Kremer,  owner ;  request  for 
reopening  made  by  Walter  Katz,  architect. 

SUBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings. 

PREMISES  AFFECTED — 5  East  47th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Ludwig  Hanauer. 

ACTION  OF  BOAlRD— Petition  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 
sistant  Chief  Kidney .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(398-27-S) 

Whereas,  Nahan  Korn,  substituted  for  S.  Franklin 
Oppenheim,  for  Louise  Kremer,  owner,  filed,  April  14,  1927, 
a  petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  5  East  47th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  this  application  was  granted  by  the  board,  as 
to  Item  Nos.  1  and  6,  on  certain  conditions,  at  the  meeting 
on  December  6,  1927,  and  the  present  application  states 
that  it  had  been  the  intention  to  include  the  entire  order 
of  the  superintendent  of  buildings ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  30,  1927,  reads : 

“1.  A  second  means  of  exit  must  be  provided  as  per 
Section  270  of  the  Labor  Law. 

“2.  Building  must  be  capable  of  sustaining  a  live 
load  of  120  lbs.  per  square  foot  on  the  upper  floors. 

“3.  All  structural  steel  must  have  two  inches  of 
fireproofing. 

“4.  All  windows  in  exterior  walls  must  be  fireproof, 
self-closing,  and  may  not  exceed  720  square  inches  per 
light. 

“5.  Partitions  must  be  of  incombustible  material. 

“6.  Passageway  from  termination  of  rear  fire  escape 
must  be  fireproof  and  lead  directly  to  street. 

“8.  Exit  signs,  red  lights  and  floor  load  signs  must 
be  filed.”; 
and 

Whereas,  the  building  is  of  fireproof  construction,  seven 
stories  in  height,  25  ft.  by  92  ft.  ^  in.  in  area  at  first 
story,  25  ft.  by  87  ft.  &y  in.  in  area  at  second  story  and 
25  ft.  by  85  ft.  y2  in.  in  area  above ;  OCCUPIED :  1st 
story,  druggist,  13  persons;  2nd  story,  tailor,  7  persons;  3rd 
story,  dressmaker,  21  persons;  4th  story,  dressmaker,  20  per¬ 
sons;  5th  story,  tailor,  11  persons;  6th  story,  tailor,  8  per¬ 


sons;  7th  story,  photo  studio,  9  persons;  EQUIPPED  with 
a  fire  alarm  signal  system;  EXITS:  an  interior  fireproof 
stairway,  extending  from  the  first  story  to  roof,  enclosed 
in  fireproof  partitions,  with  fireproof  doors  at  openings ; 
a  fire  escape  on  the  rear  of  the  building,  having  fireproof 
openings  along  the  course  thereof,  extending  from  the  roof 
to  the  yard  level,  with  no  legal  means  of  egress  from  the 
termination  of  the  fire  escape ;  the  second  story  fire  escape 
balcony  connected  with  the  fire  escape  balcony  on  premises 
adjoining  at  east;  ROOFS  of  adjoining  buildings:  two 
stories  lower  at  west ;  one  story  lower  at  east ;  and 

Whereas,  the  petitioner  contends  that  Items  1  and  6 
were  previously  granted  under  the  existing  conditions  by 
the  board  under  Cal.  No.  1021-21-S  and  such  action  affirmed 
under  Cal.  No.  398-27-S  under  date  of  December  6,  1927, 
and  contends,  further,  that  all  front  windows  are  used  as 
show  windows  from  the  first  to  seventh  floors  and  are  of 
wood  frame  with  plate  glass,  have  existed  since  the  erection 
of  the  building;  all  side  and  rear  windows  are  of  fireproof 
construction,  metal  frame  and  wire  glass ;  that  the  steel 
of  the  building  is  covered  with  ll/2  inches  of  concrete  in¬ 
stead  of  2  inches ;  that  the  building  will  be  posted  for  60 
pounds  floor  load  and  that  no  load  in  the  building  exceeds 
that  amount ;  that  there  is  wood  flooring  over  concrete 
slabs,  consisting  of  iy2  inches  of  North  Carolina  pine  upon 
tongue  and  groove  wood  flooring  on  top  of  ^-inch  under¬ 
flooring,  which  in  turn  is  secured  to  2-inch  sleepers,  which  in 
turn  are  embedded  in  4  inches  of  cinder  fill,  and  that  the 
building  is  under  100  ft.  in  height  and,  if  accepted  as  a 
factory  building,  this  wood  flooring  and  trim  would  be 
legal ;  and 

Whereas,  appellant  contends,  further,  that  at  the  time  of 
the  filing  of  the  orginal  decision  that  the  previous  petitioner 
believed  that  all  items  were  covered  under  Cal.  No.  1021- 
21-S,  and  that  the  building  has  been  occupied  continuously 
as  a  factory  since  1921 ;  and 

W hereas,  the  resolution  on  these  premises  granted  by  this 
board,  Cal.  No.  1021-21-S,  varied  items  embraced  under  the 
present  objections  Nos.  1  and  6,  and  accepted  the  building 
as  a  factory  building;  and 

Whereas,  the  industrial  occupancy  of  the  premises,  other 
than  on  the  first  story,  is  substantially  for  light  needlework 
trades ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  April  16,  1929,  on  certain  conditions,  and  owner, 
through  his  representative,  Walter  Katz,  requested  an  amend¬ 
ment  to  include  order  of  the  fire  commissioner  (Order  No. 
90923-LD),  reading: 

“1.  Extend  the  partition  enclosing  hall  at  first  story 
at  the  termination  of  interior  stairway  direct  to  building 
line.  Sec.  270,  Labor  Law.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Items  1  and  6,  reaffirming  the  board’s  action  under  Cal.  No. 
1021-21-S,  and  granted,  as  to  Item  2,  on  condition  that  the 
floor  load  confined  to  “safe  carrying  capacity”  approved  by 
the  bureau  of  buildings  shall  be  posted,  not,  though,  to  ex¬ 
ceed  60  pounds,  and  that  the  industrial  occupancy  above 
the  first  floor  shall  be  restricted  to  light  needlework  trades; 
granted,  as  to  Item  3,  on  condition  that  all  steel  work  shall 
be  protected  in  accordance  with  the  requirements  of  the 
building  code;  granted,  as  to  Item  4,  only  so  far  as  it  affects 
windows  on  the  street  front  on  the  three  lower  stories. 

Resolved,  further,  that  the  decision  of  the  superintendent 
of  buildings,  as  to  Item  Nos.  5  and  8,  be  and  it  hereby  is 
affirmed  and  that  the  petition  as  to  these  items  be  and  it 
hereby  is  denied. 

Resolved,  fxirther,  that  the  order  of  the  fire  commissioner, 
Order  No.  90923-LD,  be  and  it  hereby  is  modified,  only  so 
far  as  it  affects  one  opening  in  the  easterly  enclosure  wall  of 
the  corridor  to  be  located  in  the  front  of  the  building,  to  be 
equipped  with  a  self-closing,  fireproof  door,  not  more  than 
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3  ft.  wide,  and  to  permit  the  installation  of  wire  glass  panels 
in  said  door  to  be  not  more  than  720  sq.  in.  each,  and  the 
resolution  shall  be  complied  with  in  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

286-32-SA. 

PETITIONER — The  Hubbard  Co  .,  owner. 

SUBJECT — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


304-32-SA. 

PETITIONER — Engineering  Exchange  Corp.,  agent  for 
Ryan,  Scully  &  Co.,  owner. 

SUBJECT — Ryan  &  Scully  Commercial  and  Domestic  Oil 
Burner,  approval  of. 

APPEARANCES— 

For  Petitioner:  M.  Steinhardt. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


267-32-SA 

PETITIONER — May  Oil  Burner  Corp.,  owner. 
SUBJECT — Quiet  May  Gerotor  Pump,  approval  of. 


A  P  PE  ARAN  CES— None. 

AC  I  ION  Oh  BOARD — Petition  approved  in  accordance 
with  test  and  report  of  fire  department. 

THE  VOTE  TO  APPROVEL- 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  As¬ 


sistant  Chief  Kidney .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(267-32-SA) 

Whereas,  William  G.  Shrive,  Jr.,  for  May  Oil  Burner 
Corp.,  owner,  filed,  May  16,  1932,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
known  as  the  Quiet  May  Gerotor  Pump ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  June  17,  1932,  recommends  the  ap¬ 
proval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Quiet  May  Gerotor 
Pump  for  use  with  fuel  oil  installations  when  installed  in 
accordance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals  and  the  report  of  the  chief  of  the  bureau  of  fire  pre¬ 
vention. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32- S A 

Ballard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

Tate-Jones  . 492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Model  L .  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Vik>ng  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

pnmp  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7 NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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RULES 


RULES  OF  PROCEDURE  OF  BOARD  OF  STANDARDS  AND  APPEALS  ADOPTED  FEBRUARY 

15,  1927— AMENDED  DECEMBER  2,  1930,  and  APRIL  14,  1931. 


(89-27-SR) 

ARTICLE  I--PUBLIC  HEARING. 

1.  Regular  sessions  designated  as  public  hearings  of 
the  Board  of  Standards  and  Appeals  shall  be  held  on 

Tuesday  of  each  week  at  10  A.  M.  and  2  P.  M.,  and  such 
additional  sessions  on  days  to  be  set  by  the  board  as  may  be 
deemed  necessary  to  facilitate  the  work  of  the  board. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variations  of  the  Building  Zone  Resolution;  appeals  from 
administrative  orders ;  petitions  for  variation  of  the  Labor 
Law  and  consideration  of  Rules,  as  such  sessions  are  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standadrs  and  Appeals. 
At  hearing  devoted  to  applications  for  variations  of  the 
Building  Zone  Resolution,  no  other  matters  will  be  con¬ 
sidered. 

3.  Special  sessions  may  be  called  by  the  Chairman, 
or  at  the  request  of  four  members,  provided  that  notice 
of  the  same  has  been  mailed  to  each  member  at  least 
twenty-four  hours  before  the  time  set,  except  that  the 
announcement  of  a  special  session  at  any  meeting  at 
which  a  quorum  is  present  shall  be  sufficient  notice  of 
such  meeting. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  A  quorum  of  the  Board  of  Standards  and  Appeals 
shall  consist  of  four  members. 

6.  The  members  of  the  Board  shall  attend  the  meet¬ 
ings  in  person,  except  that  during  absence  or  disability 
a  substitute  may  act.  as  provided  by  law  under  section 
718  of  the  Charter  as  amended  by  Local  Law  No.  13  of  1925. 
The  names  of  such  substitutes,  designated  by  the  Mayor, 
shall  have  been  previously  filed  with  the  chairman. 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

1.  Every  application  under  the  Building  Zone  Resolu¬ 
tion,  every  appeal  under  section  719  of  the  Charter  and 
every  petition  under  section  718a,  subdivision  4,  of  the 
Charter,  shall  be  made  to  the  Board  on  the  forms  pro¬ 
vided,  and  shall  include  the  data  required  in  such  forms, 
so  as  to  supply  all  information  necessary  for  a  clear 
understanding  by  the  Board  and  its  staff.  Action  in 
each  case  must  be  based  largely  on  the  information  so 
furnished.  The  statements  made  by  the  applicant,  appel¬ 
lant  or  petitioner  and  the  determination  of  the  Board  in 
each  case  will  be  incorporated  in  a  resolution  formally 
adopted  and  published  in  the  Bulletin  of  the  Board, 
laws,  ordinances  and  rules  relating  to  buildings  in  the 
City  of  New  York  will  be  bound  by  such  resolutions, 
and,  before  granting  permit  or  taking  any  other  affirma¬ 
tive  action,  should  see  that  there  are  no  misstatements 
as  to  facts  and  that  the  conditions  of  the  resolution  are 
observed.  Any  administrative  official  discovering  any 
misstatement  of  essential  information  is  requested  .  to 
notify  the  Board,  in  order  that  it  may  take  such  action 
as  the  circumstances  require.  All  approvals  shall  remain 
valid  only  as  long  as  the  information  and  the  conditions 
on  which  the  resolution  was  based  are  maintained. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  and  shall  be  of  no  force  or  effect 
until  it  is  made  in  the  form  required  except  as  provided  in 
Art.  VI. 

3.  Upon  receipt  of  any  such  communication,  -the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application,  appeal  or  petition,  and  he  shall  be  required  to 
file  the  proper  form  and  furnish  all  necessary,  data  within 
twenty  days  of  the  date  of  the  order  or  decision  appealed 
from  except  as  provided  in  Art.  VI. 


4.  The  duplicate  of  each  application,  appeal  or  petition 
required  by  this  article  shall  be  forwarded  promptly  to 
the  administrative  official  whose  order  is  involved  in 
such  case. 

5.  At  the  public  hearing  of  a  case  before  the  Board, 
the  applicant  shall  first  present  the  argument  in  support 
of  the  case  and  those  in-objection  shall  follow.  To  main¬ 
tain  orderly  procedure,  each  side  shall  proceed  without 
interruption  by  the  other. 

6.  Every  person  before  the  rostrum  shall  abide  by 
the  order  and  direction  of  the  Chairman.  Discourtesy 
or  disorderly  or  contemptuous  conduct  shall  be  regarded 
as  a  breach  of  the  privileges  of  the  Board  and  shall  be 
dealt  with  as  the  Chairman  deems  proper.  Orders  to 
maintain  discipline  shall  be  carried  out  by  the  Sergeant- 
at-Arms. 

Subject  to  the  direction  of  the  Chairman,  the  Secretary 
shall  enforce  the  rules  of  the  Board  and  shall  direct  and 
supervise  the  Sergeant-at-Arms  in  maintaining  order  and 
decorum  in  the  hearing  room  and  lobbies  during  all  public 
hearings. 

7.  No  member  shall  proceed  to  debate,  discuss  an 
issue,  put  a  motion  or  offer  a  resolution  until  he  shall 
have  addressed  the  Chairman  and  have  been  recognized 
by  him.  While  the  Chairman  is  putting  a  motion  or 
offering  a  resolution,  or  during  the  progress  of  a  roll 
call,  no  member  shall  interrupt  or  leave  his  seat.  When 
a  motion  to  adjourn  is  carried,  the  members  of  the  Board 
shall  keep  their  seats  until  the  Chairman  declares  the 
meeting  adjourned. 

ARTICLE  III— THE  CALENDAR. 

1.  Each  case  filed  in  the  proper  form,  with  the  re¬ 
quired  data,  shall  be  numbered  serially,  irrespective  of 
whether  it  be  an  application,  appeal  or  petition.  These 
Calendar  numbers  shall  begin  anew  on  January  1st  of 
each  year,  and  shall  be  hyphenated  with  the  number 
of  the  year  and  the  initials  indicating  the  character  of 
the  case.  Thus  the  calendar  number  of  an  application 
under  the  Building  Zone  Resolution  in  1926  shall  be 
“210-26-BZ”;  an  appeal  from  an  order,  requirement,  deci¬ 
sion  or  determination  of  a  Superintendent  of  Buildings 
or  of  the  Fire  Commissioner,  “211-26-A,”  and  a  petition 
for  variation  of  the  Labor  Law  or  any  rule  or  standard 
adopted  thereunder,  “212-26-S.” 

2.  As  soon  as  a  case  receives  a  calendar  number,  it 
shall  be  placed  on  the  Docket.  Thereafter  the  appellant 
or  petitioner  shall  be  notified  of  the  date  his  case  will  be 
set  for  public  hearing.  In  building  zone  applications 
the  applicant  shall  be  notified  of  the  date  when  his  case 
will  be  reached  in  the  call  of  the  Clerk’s  Calendar. 

3.  The  Clerk’s  Call  Calendar  shall  be  called  each 
Tuesday  at  2  P.  M.,  in  Room  1013,  Municipal  Building, 
Manhattan,  by  the  Chairman  or  the  Secretary,  and  a 

date,  for  the  public  hearing  of  each  application  for  varia¬ 
tion  of  the  Building  Zone  Resolution,  shall  then  be  set, 
which  shall  be  full  and  sufficient  notice  to  all  persons 
interested  in  such  case. 

4.  Thereafter  each  case  shall  be  listed,  by  calendar 
number  and  premises,  in  the  Hearing  Calendar  printed 
in  the  Bulletin  of  the  Board,  under  the  title  of  the 
respective  proceedings,  and  the  date  for  which  such  case 
has  been  set. 

ARTICLE  IV— DISPOSITION  OF  CASES. 

1.  Every  decision  of  the  Board  on  any  case  shall 
be  by  resolution. 


848 


2.  The  final  disposition  of  any  application,  appeal  or 
petition  before  the  Board  shall  be  in  the  form  of  a  reso¬ 
lution  either  reversing,  varying  or  modifying  the  order, 
requirement,  decision  or  determination  appealed  from  and 
granting  the  application,  appeal  or  petition,  or  affirming 
tfie  order  and  denying  the  application,  appeal  or  petition. 
The  concurring  vote  of  four  members  shall  be  necessary 
to  a  decision.  If  a  resolution  fail  to  receive  four  votes 
in  favor  of  the  applicant,  appellant  or  petitioner,  the 
action  will  be  deemed  equivalent  to  a  denial,  and  a  reso¬ 
lution  denying  such  application,  appeal  or  petition  shall 
be  formally  entered  on  the  record,  unless  there  be  a 
member  absent  at  the  roll  call  and  the  vote  of  the 
absentee  added  to  the  number  of  votes  for  the  applicant 
appellant  or  petitioner  would  equal  four,  in  which  case 
the  matter  will  be  laid  over  for  reconsideration  until  a 
final  determination  is  reached. 

3.  Any  applicant,  appellant  or  petitioner  may  with¬ 
draw  his  application,  appeal  or  petition  at  any  time  prior 
to  action  thereon,  with  the  consent  of  the  Board,  but  if  a 
motion  has  been  made,  and  is  pending,  either  to  grant 
or  to  dismiss,  such  motion  shall  have  precedence. 

4.  No  application,  appeal  or  petition  dismissed  or 
denied  can  be  considered  again  except  (1)  on  a  motion 
to  reconsider  the  vote,  or  (2)  on  a  request  for  a  re¬ 
hearing. 

5.  No  request  to  grant  a  rehearing  can  be  enter¬ 
tained  unless  new  evidence  is  submitted.  If,  on  motion 
of  a  member  of  the  Board,  adopted  by  four  affirmative 
votes,  the  request  for  a  rehearing  is  granted,  the  case 
shall  be  put  on  the  calendar  for  a  rehearing. 

In  all  cases,  the  request  for  a  rehearing  shall  be  in 
writing,  reciting  the  reasons  for  the  request,  and  shall 
be  duly  verified  and  accompanied  by  the  necessary  data 
and  diagrams.  Such  request  shall  be  filed  with  the  Chair¬ 
man,  who  shall  have  a  report  on  the  case  prepared  by 
the  engineers.  The  Chairman  may  then  set  a  date  when 
the  request  for  reopening  shall  be  submitted  to  the  Board, 
of  which  date  the  person  requesting  the  reopening  shall 
be  notified. 

If  the  Board  votes  to  reopen  a  case  affecting  a  build¬ 
ing  zone  application,  a  date  shall  be  set  for  the  “Calendar 
Call”  and  the  applicant  shall  be  required  to  notify  each 
of  the  property  owners  entitled  to  notice  of  the  applica¬ 
tion,  the  same  procedure  to  be  followed  as  in  an  original 
application. 

6.  The  Board  may,  on  th°  motion  of  any  member, 
review  any  decision  that  it  has  made  and  may  reverse 
or  modify  such  decision,  but  no  such  review  shall  preju¬ 
dice  the  rights  of  any  person  who  has  in  good  faith  acted 
thereon  before  it  is  reversed  or  modified. 

ARTICLE  V— BUILDING  ZONE  APPLICATIONS. 

1.  No  application  for  a  variation  or  modification  of 
the  provisions  of  the  Building  Zone  Resolution  shall  be 
entertained  by  the  Board  except  in  a  specific  case,  and 
from  an  order,  requirement,  decision  or  determination 

made  by  any  Superintendent  of  Buildings  or  the  Tenement 
House  Commissioner,  on  the  ground  that  the  proposed  plan 
or  use  violates  the  Building  Zone  Resolution. 

2.  No  such  application  shall  be  entertained  unless 
the  application  is  filed  within  twenty  days  from  the  date 

of  the  action  of  the  Superintendent  of  Buildings  or  the  Tene¬ 
ment  House  Commissioner. 

3.  Every  application  shall  be  made  in  duplicate  on 
Form  3BZ  and  shall  be  accompanied  by  all  the  data  re¬ 
quired  by  such  form,  and  shall  be  considered  subject 
to  such  rules  as  the  Board  has  adopted  or  may  adopt, 

under  Article  5,  Section  21,  of  the  Building  Zone  Reso¬ 
lution. 


4.  As  soon  as  any  application  is  completed  by  the 
filing  of  the  data  required  in  Form  3BZ,  the  case  shall 
receive  a  calendar  number  and  shall  be  placed  on  the 
Clerk  s  Calendar,  and  the  applicant  shall  be  notified 
by  the  Board  on  Form  6CC,  of  the  time  set  for  the  call 
of  the  calendar,  which  shall  be  at  least  five  days  after 
the  mailing  of  said  notice.  With  this  notice  the  applicant 
shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send  to  every  property  owner 
entitled  to  notice  of  the  application.  Within  three  days 
the  applicant  must  file  a  verified  statement  that  he 
has  so  notified  each  of  such  property  owners  either  by 
personal  service  or  by  registered  mail.  Not  less  than 
fourteen  days’  notice  of  the  date  fixed  for  calendar  call 
in  each  Building  Zone  application  shall  be  given  by  pub¬ 
lication  in  the  Bulletin  of  the  Board. 

5.  On  the  call  of  the  Clerk’s  Calendar  the  applicant 
shall  appear  in  person,  or  by  agent  or  attorney,  and 
property  owners  affected  by  the  application  may  appear 
either  in  person  or  by  agent  or  attorney  and  present 
any  typewritten  and  verified  objections  they  may  have 
to  the  granting  of  the  application,  together  with  a  de¬ 
scription  of  their  property  and  an  affidavit  of  ownership, 
ihen  a  date  shall  be  set  for  a  public  hearing  on  the 
application  which  shall  be  not  less  than  fourteen  days 
thereafter.  Notice  of  said  hearing  shall  be  given  by 
publication  in  the  Bulletin  of  the  Board. 

6.  On  the  date  set  for  the  public  hearing,  the  appli¬ 
cant  shall  state  his  case,  then  the  opposition  shall  be 
heard,  and  the  applicant  shall  have  an  opportunity  tc 
reply. 

7.  .  No  application  that  has  been  denied  after  a  public 
hearing  can  be  entertained  under  the  same  state  of  facts 
or  basis  of  appeal,  unless  based  upon  a  new  decision  by 
a  superintendent  of  buildings  on  plans  which  materially 
change  the  aspects  of  the  case. 


1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Superintendent  of  Buildings  or  the 
Fire  Commissioner  or  from  any  rule  or  regulation  relating 
to  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section  719  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 
required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  in  duplicate  on  form  accom¬ 
panied  by  a  written  description  of  the  premises  and  a  copy 
°l  ®  01^,er,  0r.  decision.  A  copy  of  such  written  appeal 
shall  be  filed  with  the  administrative  official  issuing  order 
or  decision.  What  constitutes  minor  orders  or  decisions 
shall  be  determined  by  the  board  or  chairman. 

ARTICLE  VII — ^PETITIONS. 

1.  No  petition  for  variation  of  the  Labor  Law  or  o> 
any  rule  adopted  thereunder  affecting  the  construction 
or  alteration  of  buildings,  exits  therefrom,  the  installa¬ 
tion  of  fixtures  or  apparatus  as  authorized  by  Section 
718-a,  subdivision  4  of  the  Charter,  shall  be  entertained 
unless  it  is  made  in  duplicate  on  Form  2S,  with  all  the 
data  required  in  such  form,  within  twenty  days  from  the 
date  of  the  administrative  order  to  which  the  petition 
refers. 

No  petition  for  approval  of  a  device,  material  or 
method  of  construction  shall  be  entertained  unless  it  is 
filed  in  duplicate  on  Form  4SA,  with  all  the  data  re¬ 
quired  in  such  form. 

No  petition  for  the  adoption  or  amendment  of  Rules 
shall  be  entertained  unless  it  is  filed  in  duplicate  on 
fiorm  5SR,  with  all  the  data  required  in  such  form 


ARTICLE  VIII— PETITIONS. 

1.  No  resolution  of  the  Board  of  Standards  and 
Appeals  adopting  or  amending  any  rule  or  regulation 

Ui?urKSU5d,V,SJ,0n,2 3  °r  3  °f  section  718'a  of  the  Charter 
shall  be  «H0nted  unless  such  proposed  rule  or  regulation  shall 
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have  been  published  in  the  Bulletin  of  the  Board  for  at 
least  ten  days  prior  to  a  public  hearing  thereon.  Four  af¬ 
firmative  votes  of  the  Board  shall  be  necessary  for  the 
adoption  of  such  resolution. 

2.  Amendments  to  these  Rules  of  Procedure  may  be 
made  by  the  Board  of  Standards  and  Appeals  at  any 
regular  meeting,  providing  notice  of  such  amendment 
has  been  given  to  each  member  of  the  Board  three  days 
prior  to  such  meeting,  either  in  writing  or  by  publica¬ 
tion  in  the  Bulletin.  The  suspension  of  any  rule  of 
procedure  may  be  ordered  at  any  meeting  by  unanimous 
vote. 

ARTICLE  IX— OTHER  RESOLUTIONS. 

1.  Every  resolution  of  the  Board  of  Standards  and 
Appeals  suggesting  changes  or  amendments  to  the  law 
under  subdivision  5,  section  718-a  of  the  Charter  shall 
require  at  least  four  affirmative  votes  for  its  adoption. 

2.  Every  resolution  not  otherwise  provided  for, 
ordinary  motions  or  decisions  on  rules  of  order  shall 
require  not  more  than  three  affimative  votes. 

ARTICLE  X— INSPECTIONS. 

1.  In  any  case  in  which  the  Board  may  deem  it 
necessary,  an  inspection  of  the  premises  in  question  may 
be  ordered  by  the  Board.  Such  inspection  shall  be  made 
by  the  Chairman  and  by  two  or  more  members  desig¬ 
nated  by  him,  and  they  shall  report  their  findings  to 
the  Board  in  writing. 

ARTICLE  XI— TESTS. 

1.  In  any  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  tire  rules  adopted  by  the  Board  for  such  material 
and  device,  tests  shall  be  conducted  under  the  supervision 
of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  result 
of  such  test  shall  be  reported  to  the  Board  in  writing,  or 
tests  may  be  made  of  materials  and  devices  by  a  recognized 
standard  testing  laboratory,  City  or  State  department.  The 
board  reserves  the  right  to  be  represented  at  these  tests. 
The  material  or  device  shall  not  have  the  approval  of  the 
Board  unless  the  report  be  favorable  and  adopted  by  four 

(4)  affirmative  votes,  and  the  Board  may  approve  such 
materials  or  devices  on  the  certified  report  of  such  laboratory, 
City  or  State  department. 

ARTICLE  XII— RECORDS. 

1.  All  applications,  appeals  and  petitions  shall  be  on 
the  required  forms,  and  all  communications,  reports, 
etc.,  and  plans,  relative  to  any  matter  appearing  on  the 
calendar,  shall  be  on  sheets  approximately  8  in.  by  10*4 
in.  in  size.  After  final  disposition,  they  shall  be  bound 
in  some  suitable  manner.  These  records  shall  be  kept 
in  filing  cabinets  in  their  numerical  order,  in  such  a 
manner  that  they  are  accessible  to  the  public  at  all 
reasonable  hours,  as  prescribed  by  the  Charter  of  the 
City  of  New  York. 

2.  An  index  indicating  locations  by  boroughs  shall 
be  kept. 

3.  All  reports  on  matters  coming  before  the  Board 
for  action  shall  be  duplicated  in  sufficient  numbers  to 
furnish  a  copy  to  each  member.  The  original  shall  be 
filed  with  the  records  in  each  case. 

ARTICLE  XIII— THE  BULLETIN. 

1.  The  Bulletin  of  the  Board  of  Standards  and 
Appeals  shall  be  published  on  Tuesday  of  each  week. 
It  shall  contain: 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


(1)  Directory  of  the  Board. 

(2)  Docket. 

(3)  Clerk’s  Calendar  Call. 

(4)  The  Hearing  Calendar. 

(5)  Notice  of  hearing  on  building  zone  -applications 
and  on  proposed  rules  or  the  amendment  of  rules. 

(6)  An  abstract  of  the  minutes  of  each  meeting,  in¬ 
cluding  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  call  thereon  and  the  full  text  of  the  reso¬ 
lutions  adopted. 

(7)  Rules  adopted. 

(8)  Such  other  information  as  may  be  of  value  to 

the  public  and  within  the  scope  of  the  work  of  the 
Board.  • 

ARTICLE  XV— OFFICERS. 

1.  The  Chairman  shall  preside  at  meetings.  The 
Chairman  may  designate  any  member  of  the  Board  to 
preside  and  perform  the  duties  of  the  Chair  at  public 
hearings. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide 
all  points  of  order  or  procedure,  unless  otherwise  directed 
by  a  majority  of  the  Board  in  session  at  that  time. 

3.  The  Chairman  shall  designate  the  members  of  the 
Board  to  make  an  inspection,  and,  unless  otherwise 
directed  by  the  vote  of  four  members  of  the  Board,  shall 
appoint  any  committee  that  may  be  deemed  necessary. 

4.  The  Chairman  shall  report  at  each  meeting  on  all 
pertinent  official  transactions  that  do  not  otherwise 
come  to  the  attention  of  the  Board. 

5.  Administrative  authority  is  vested  solely  in  the 

Chairman  of  the  Board  who  shall,  subject  to  these  rules, 
transact  all  official  business  of  the  Board,  engage  the 
necessary  employees  and  direct  the  work  of  the  office. 

6.  Subject  to  these  rules  and  the  direction  of  the 

Chairman,  the  Secretary  shall  conduct  all  official  cor¬ 
respondence,  compile  the  required  records,  edit  the 
Bulletin,  maintain  the  necessary  files  and  indices,  and 
generally  supervise  the  clerical  work  of  the  office  force, 
maintaining  discipline  in  accordance  with  the  rules  of 
the  office  and  charter  provisions. 

7.  Subject  to  these  rules  and  the  direction  of  the 

Chairman,  the  Assistant  Engineers  shall  examine  and 
report  on  all  applications,  appeals  and  petitions;  pre¬ 
pare  all  proposed  rules  or  revised  rules  suggested  by 
outside  agencies,  with  report  on  the  reasons  and  neces¬ 
sity  for  same;  supervise  and  witness  the  tests  conducted 
under  the  auspices  of  the  Board,  and  assist  generally  in 
all  technical  matter  coming  before  the  Board. 

8.  The  Chief  Clerk  shall  keep  all  accounts,  keep  the 
files  and  indices  in  proper  order  and  up  to  date,  and 
generally  assist  the  Secretary.  During  the  absence  or 
disability  of  the  Secretary,  the  Chief  Clerk  shall  act  in 
that  capacity. 

9.  A  complete  stenographic  record  of  the  trans¬ 
actions  at  public  meetings  shall  be  made  for  the  files, 
including  verbatim  reports  of  such  parts  as  may  be 
directed,  and  there  shall  be  prepared,  after  each  meeting 
and  in  time  for  the  next  publication  of  the  Bulletin,  the 
abstract  of  the  minutes  which  is  to  appear  in  such 
Bulletin. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


Recommended  by  a  committee  of  representatives  of  the 
Bureaus  of  Buildings,  Fire  Department,  Nczv  York 
Society  of  Architects,  Real  Estate  Board  of  Neiv 
York  and  New  York  Building  Congress.  Thomas  F. 
Duggan,  Chief  Plan  Examiner,  Borough  of  The 
Bronx;  Samuel  Becker,  Bureau  of  Buildings,  Bor¬ 
ough  of  Manhattan;  Benjamin  Saltzman,  Bureau  of 
Buildings,  Borough  of  Brooklyn;  George  A.  Brown. 
Chief  Clerk,  Bureau  of  Buildings,  Borough  of 
Queens;  A.  B.  Comins,  Bureau  of  Buildings,  Bor¬ 
ough  of  Richmond;  Thomas  A.  Larkin,  Acting 
Chief,  Bureau  of  Fire  Prevention;  Charles  Schaeffer, 
New  York  Society  of  Architects ;  Robert  Teichman, 
Nezv  York  Society  of  Architects ;  Harry  B.  Mul- 
likan.  Real  Estate  Board  of  Nezv  York,  and  Rudolph 
P.  Miller,  New  York  Building  Congress. 


REPORT  OF  COMMITTEE. 

May  9,  1932. 

CHAIRMAN,  BOARD  OF  STANDARDS  &  APPEALS. 
Sir: 

Your  committee  appointed  to  consider  the  preparation  of  a 
standard  form  of  certificate  of  occupancy  with  the  purpose  of 
securing  uniformity  of  practice  in  the  several  boroughs  of 
the  city,  as  contemplated  by  Section  411a,  Subdivision  1, 
of  the  Greater  New  York  Charter,  respectfully  submits  the 
following  suggestions : 

While  it  was  held  by  some  that  a  single  form  might  be 
prepared  that  would  apply  to  existing  buildings  (that  is 
buildings  erected  prior  to  March  14,  1916,  when  the  require¬ 
ment  for  certificates  of  occupancy  became  effective)  as  well 
as  to  new  buildings  or  buildings  altered  after  March  14, 
1916,  it  was  deemed  better  to  use  a  separate  form  for  exist¬ 
ing  buildings.  Consequently  two  forms  are  submitted  here¬ 
with  for  your  consideration. 

As  no  provision  is  made  in  the  city  charter  for  certificates 
of  occupancy  for  existing  buildings,  it  might  be  argued  that 
your  board  is  not  called  upon  to  prepare  a  standard  form. 
However,  as  uniformity  of  practice  seems  desirable  and  might 
be  regarded  as  implied  by  the  charter  provision,  q  form  has 
been  prepared.  This  certificate  merely  states  that  the  build¬ 
ing,  the  location  of  which  is  given,  has  been  found  by  in¬ 
spection,  to  be  occupied  in  the  manner  indicated  in  the  tabu¬ 
lation  and  that,  inasmuch  as  no  alteration  or  conversion  in 
use  has  been  made  since  the  law  requiring  the  certificate 
went  into  effect,  the  use  and  occupancy  at  the  time  of  inspec¬ 
tion  may  be  continued.  As  the  labor  law  prohibits  the  use 
of  buildings  erected  prior  to  October  1,  1913,  as  factory 
buildings,  unless  they  comply  with  the  requirements  of  the 
State  Labor  Law,  it  is  felt  that  especial  attention  should  be 
called  to  that  fact,  and  the  issuance  of  a  certificate  should  be 
prevented  in  cases  where  this  special  provision  applies. 

The  form  applying  to  new  buildings  and  to.  buildings  that 
have  been  altered  has  been  so  drafted  that  it  can  be  con¬ 
veniently  contained  on  the  two  sides  of  a  sheet  8)4  inches  by 
11  inches  in  size,  the  text  being  so  arranged  that  all  necessary 


typing  on  the  form  will  be  done  on  the  first  page,  and  only 
printed  matter  appears  on  the  second  page. 

It  is  not  so  much,  however,  the  form  of  the  certificate, 
jut  the  substance  for  which  the  Charter  contemplates  uni- 
ormity.  1  he  several  bureaus  of  buildings  being  parts  of 
separate,  and,  from  an  administrative  aspect,  independent  pub¬ 
ic  departments,  requisitions  for  their  supplies  emanate  in 
each  case  from  the  officials  in  charge.  Each  borough  is 
ree  to  use  the  form  that  it  finds  most  convenient,  though 
even  in  this  matter  uniformity  is  desirable. 

1  he  text  as  proposed  in  the  draft  presented  herewith  is 
m  the  main  self-explanatory.  It  has  been  reviewed  by  a 
representative  of  the  corporation  counsel’s  office. 

cert^cai;e  is  addressed  to  the  owner  or  owners  of  the 
building,  or  premises  without  mention  of  names,  since  it 
applies  irrespective  of  who  may  be  in  possession.’  Owner¬ 
ship  may  change  at  any  time  without  affecting  the  validity 
of  the  certificate. 

As  the  certificate  is  not  complete,  under  the  Charter,  until 
such  fire  extinguishing  appliances  as  may  be  required  by 
law  have  been  inspected  and  approved,  provision  is  made  for 
certification  on  that  point.  Since  the  fire  prevention  bureau 
has  concurrent  jurisdiction  with  the  superintendent  of  build- 
ings  for  exits  in  certain  buildings  required  by  law,  the  cer- 
tificate  has  been  prepared  to  carry  with  it  the  assurance  that 
the  exit  facilities  in  those  buildings  are  satisfactory  to  that 
bureau.  It  is  expected  that  as  an  administrative  detail,  suit¬ 
able  arrangments  between  the  several  bureaus  of  buildings 
and  the  bureau  of  fire  prevention  will  be  made  to  effect  the 
intent  of  the  Charter.  With  the  cooperation  of  the  building 
public  this  should  be  possible  without  causing  undue  delay. 
At  its  last  meeting,  however,  the  committee  and  others  pres- 
ent,  by  a  vote  of  eleven  to  two,  decided  to  recommend  the 
omission  from  the  proposed  form  for  new  buildings  of  the 
words  and  exits  in  factory  buildings’’  on  the  ground  that 
certification  on  this  point  is  not  required  by  the  Charter  and 
that  if  made  compulsory  by  this  certificate  undue  delay  and 
confusion  might  result. 

.  The  data  to  be  inserted  in  the  spaces  below  the  tabulated 
limitations  and  conditions  are  not  essential  to  the  complete¬ 
ness  or  validity  of  the  certificate,  but  are  regarded  as  helpful 
both  to  the  owner  and  to  the  city  authorities. 

Of  the  printed  conditions,  which  are  intended  to  go  on 
the  second  page  of  the  certificate,  some  may  perhaps  be  re¬ 
garded  as  merely  informative,  but  certain  of  them  are  essen¬ 
tial  and  all  are  of  help  and  value  to  the  holder  of  the  cer¬ 
tificate. 

It  should  be  stated  that  while  this  report  and  the  suggested 
certificate  represent  fairly  well  the  opinion  of  the  committee, 
the  membership  was  not  unanimous.  It  is  requested  that 
before  definite  action  is  taken  on  the  standard  form  of  cer¬ 
tificate,  an  opportunity  be  given  to  the  several  members  of 
the  committee  to  present  their  views  directly  to  the  board. 

Respectfully, 

(Signed)  RUDOLPH  P.  MILLER, 

Chairman,  on  behalf  of  committee. 


PUBLIC  HEARING 


PROPOSED  UNIFORM  CERTIFICATE  OF  OCCUPANCY 


[40-32-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on 
July  8,  1932,  at  3  p.  m„  Room  1013,  Municipal  Building,  on 
Proposed  Uniform  Certificate  of  Occupancy. 


Proposed  form  of  Certificate  of  Occupancy  for  Existing 
Building  is  printed  on  page  852. 

The  proposed  form  of  Certificate  of  Occupancy  for  other 
buildings  is  printed  on  pages  853  and  854. 
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CITY  OF  NEW  YORK  No. - 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF _ 

BUREAU  OF  BUILDINGS 

DATE - 

CERTIFICATE  OF  OCCUPANCY 

EXISTING  BUILDING 

(Standard  form  adopted  by  the  Board  of  Standards  and  Appeals  ,  1932,  and  issued  pursuant  to  Section 

5-3,  Chapter  5,  Building  Code,  Code  of  Ordinances,  City  of  New  York.) 

To  the  owner  or  owners  of  the  building  or  premises: 

THIS  CERTIFIES  that  the  existing  building  located  at 

,  Block . ,  Lot . .  erected  prior  to  March  14, 

1916,  has  been  duly  inspected  and  has  been  found  to  have  been  occupied  or  arranged  to  be  occupied 
prior  to  March  14,  1916,  as  noted  below,  and  that  m  information  and  belief,  since  that  date  there  has 
been  no  alteration  or  conversion  to  a  use  that  changed  its  classification  as  defined  in  the  building  code, 
or  that  would  necessitate  compliance  with  some  special  requirement  or  with  the  state  labor  law  or  any 
other  law  or  ordinance;  that  there  are  no  notices  of  violation  or  orders  pending  in  the  bureau  of  build¬ 
ings  at  this  time ;  that  any  provision  of  law  relating  to  standpipe  and  sprinkler  equipment  and  of  exits 
in  factory  buildings  have  been  complied  with  as  certified  by  a  report  of  the  Fire  Prevention  Bureau  to 
the  superintendent  of  buildings,  and  that,  so  long  as  the  building  is  not  altered,  except  by  permission  of 
the  superintendent  of  buildings,  the  existing  use  and  occupancy  may  be  continued. 


STORY 

USE 

Cellar  . 

Basement . 

Firsf  . 

• 

Third  . 

TTruirtVi 

uouriii  . 

X  11  111 . 

Examined  by 
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Superintendent  of  Buildings. 


CITY  OF  NEW  YORK 

OFFICE  OF  THE  PRESIDENT  OF  THE  BOROUGH  OF 

BUREAU  OF  BUILDINGS 

DATE _ 


No. 


CERTIFICATE  OF  OCCUPANCY 

.'n-.,  ic  t,  n^"-h  c«i. ,,  '  :::\ e  tata to 

This  certificate  supersedes  all  previously  issued  certificates. 

To  the  owner  or  owners  of  the  building  or  premises; 

THIS  CERTIFIES  that  the  new— altered  bu'l ding— premises  located  at 

plans  and  specifications,  and  to  the  requirements  of  the  buildini  codeand  ah'  other  la vJ  l°  H ""  “iP|:>roved 
and  of  the  rules  and  regulations  of  thi  Board  of  Standards  and  Areals,  appTicaLle ‘to 
class  and  kind  at  the  time  the  permit  was  issued;  and  CERTIFIES  FURTHER  tw  ^  ^ 

law  reiating  to  standpipe  and  sprinkler  equipment  tnd  of  exits  in 

w.th  as  certtfied  by  a  report  of  the  F.re  Prevention  Bureau  to  the  Superintendent  of  Buildings  P 

THIS  CERTIFICATE  IS  ISSUED  SUBJECT  TO  THE  LIMITATIONS  HEREIN AiETER  QUiErrurcn 
TO  THE  FOLLOWING  RESOLUTIONS  OF  THE  BOARD  OF  STANDARD^AND^APPILALS  ■ 

( Calendar  numbers  to  be  inserted  here) 


PERMISSIBLE  USE  AND  OCCUPANCY 


STORY 

LIVE  LOADS 

LBS.  PER  SQ.  FT. 

PERSONS  ACCOMMODATED 

USE 

MALE 

FEMALE 

TOTAL 

Cellar . 

Basement  .  . . 

First . 

Second  . 

Third . 

Fourth . 

Fifth  . 

Sixth  . 

- - - - - 

Permit . . 

. TyPe  of  Construction  . 

Height . 

Located  in  .  . .  . 

(over) 
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NO  CHANGE  OF  USE  OR  OCCUPANCY  NOT  CONSISTENT  WITH  THIS  CERTIFI¬ 
CATE  SHALL  BE  MADE  UNLESS  FIRST  APPROVED  BY  THE  SUPERINTENDENT 
OF  BUILDINGS. 

Unless  an  approval  for  the  same  has  been  obtained  from  the  superintendent  of  buildings,  no 
change  or  rearrangement  in  the  structural  parts  of  the  building,  or  affecting  the  light  and  ventila¬ 
tion  of  any  part  thereof,  or  in  the  exit  facilities,  shall  be  made;  no  enlargement,  whether  by  extending 
on  any  side  or  by  increasing  in  height  shall  be  made;  nor  shall  the  building  be  moved  from  one 
location  or  position  to  another ;  nor  shall  there  be  any  reduction  or  diminution  of  the  area  of  the  lot 
or  plot  on  which  the  building  is  located. 

The  building  or  any  part  thereof  shall  not  be  used  for  any  purpose  other  than  that  for  which  it 
is  certified. 

The  superimposed,  uniformly  distributed  oads,  or  concentrated  loads  producing  the  same 
stresses  in  the  construction  in  any  story  shall  not  exceed  the  live  loads  specified  above;  the  number  of 
persons  of  either  sex  in  any  story  shall  not  exceed  that  specified  when  sex  is  indicated,  nor  shall  the 
aggregate  number  of  persons  in  any  story  exceed  the  specified  total ;  and  the  use  to  which  any  story 
may  be  put  shall  be  restricted  to  that  fixed  by  this  certificate  except  as  specifically  stated. 

This  certificate  does  not  in  any  way  relieve  the  owner  or  owners  or  any  other  person  or  persons 
in  possession  or  control  of  the  building,  or  any  part  thereof,  from  obtaining  such  other  permits,  licenses 
or  approvals  as  may  be  prescribed  by  law  for  the  uses  or  purposes  for  which  the  building  is  designed  or 
intended ;  nor  from  obtaining  the  special  certificates  required  for  the  use  and  operation  of  elevators ; 
nor  from  the  installation  of  fire  alarm  systems  where  required  by  law;  nor  from  complying  with  any 
lawful  order  for  additional  fire  extinguishing  appliances  under  the  discretionary  powers  of  the  fire  com¬ 
missioner;  nor  from  complying  with  any  lawful  order  issued  with  the  object  of  maintaining  the  build- 
ins-  in  a  safe  or  lawful  condition;  nor  from  complying  with  any  authorized  direction  to  remove  en- 

o 

croachments  into  a  public  highway  or  other  public  place,  whether  attached  to  or  part  of  the  building 
or  not. 

If  this  certificate  is  marked  “Temporary”,  it  is  applicable  only  to  those  parts  of  the  building 
indicated  on  its  face,  and  certifies  to  the  legal  use  and  occupancy  of  only  such  parts  of  the  building ; 
it  is  subject  to  all  the  provisions  and  conditions  applying  to  a  finai  01  permanent  certificate,  it  is  not 
applicable  to  any  building  under  the  jurisdiction  of  the  tenement  house  commissioner  unless  it  is  also 
approved  and  endorsed  by  him ;  and  it  must  be  replaced  by  a  full  certificate  at  the  date  of  its  expiration. 

Examined  by 


Superintendent  of  Buildings. 


Additional  copies  of  this  certificate  will  be  issued ,  upon  written  request,  to  persons  having  a  proprietary 
interest  in  the  building  or  premises. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

40-32-SR — Uniform  Certificates  of  Occupancy,  Adoption 

of. 

Administrative  Applications. 

1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

1263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 


210-29-SA — A  Diamond  “S”  250  lbs.  2^4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

3S0-29-SA — Kennedy  2)4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

359-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

125-31-SA — SK  Mechanical  Fuel  Oil  Burner  and  Air 
Register,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31 -SA — Lunkenheimer  2^4-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2^2-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

396-31-SA — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 

491-31-SA — Superfex  Oil  Burning  Heater,  approval  of. 

513-31-SA — Autopulse  Electric  Oil  Pump,  Model  600,  ap¬ 
proval  of. 

530-31-SA — Fano-Flame  Oil  Burner,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

592-31-SA — Crescent  Type  M  Size  1  Oil  Burner,  approval 
of. 

94-32-SA — Todd  Spiro  Burner  (pump  type),  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

195-32-SA — Moto-Heat  Oil  Burner,  approval  of. 

200-32-SA — E.  C.  &  M.  Sprinkler  High  and  Low  Water 
Altitude  Regulator,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

225-32-SA — Enterprise  Type  Junior  “W”  Oil  Burner, 
Models  1,  2  &  3,  approval  of. 

232-32-SA— Grant  Oil  Burner,  Model  C,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

263-32-SA — Mueller  Streamline  Fitting,  approval  of. 

267-32-SA — Quiet  May  Gerotor  Pump,  approval  of. 

.286-32- S A — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

304-32-SA — Ryan  &  Scully  Commercial  and  Domestic  Oil 
Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


1-1J4-3  Mix,  t  oounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

l-2k2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
A'ith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
civen  bein'?  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 
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PROGRESS  REPORT 


DOCKET. 


DISPOSITION  OF  CASES. 


Cases  pending  December  31,  1931 . . 

Cases  filed  up  to  June  22,  1932 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 


344  Withdrawn  . 

Dismissed  . 

Denied . 

370  Granted  . 

Granted  on  condition . 

Appliances  approved  . 

59  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

171  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

6  Requests  to  amend  granted . 

Requests  to  amend  denied . 

52  Requests  for  modification  granted . 

Requests  for  modification  denied . 

5  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

31  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

9  Plans  approved  . 

Plans  disapproved  . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.. 

4  Interpretations  . 

Requests  withdrawn  or  dismissed . 


100 

9 

82 

12 

237 

27 

6 

4 

2 

154 

9 

6 

0 

50 


0 

31 

0 

4 

0 

0 

0 

9 

0 

0 

0 

4 

8 


Total  . 
Disposed  of 


1055  Total 

761 


761 


Cases  pending  June  22,  1932 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . . . 

Street . 

P.  O . 


My  Subscription  is  to  begin  with  the  issue  for 
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,  1932. 


